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"The  most  valuable  Military  Book  of  Eeference  ever  published  in  this 
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ORIGINAL  ENTRY,  OF  THEIR  PROGRESSIVE  RANK,  AND  IN  WHAT 
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OFFICIAL  COMMENDATIONS. 


tETTEK    FROAI    THE    II01N0RABI.E   SECRETARY  OF 

THE   NATY. 

NAVY   DEPARTMENT, 
Washington,  Februanj  2&.h,  1881. 
My  Dear  Sir: 

Understanding  that  you  have  in  process  of  publication  a  work 
entitled  the  "Greneral  Navy  Eegister  for  One  Hundred  Years,"  com- 
piled from  the  Original  Manuscript  Eecords  of  this  Department,  I  take 
pleasure  in  bearing  testimony  to  the  value  of  the  work  as  a  convenient 
book  of  reference  relating  to  the  Navy. 

Very  truly,  yours, 

N.  GOFE,  Jr., 

Secretary  of  the  Wavy. 
T.-H.  S.  Hamersly,  Esq. 


FROM  THE  AHUIRAIi  OF  THE  NAVY  A]VI>  THE  OFFICERS 
OF  THE  ]VAVY  DEPARTMENT. 

We  take  pleasure  in  recommending  to  the  Navy  and  the  Public, 
the  "General  Navy 'Register  of  the  United  States  for  One  Hundred 
Years,"  now  completed,  and  in  process  of  publication. 

It  has  been  compiled  from  the  Original  Manuscript  Records  of  the 
Navy  Department,  by  permission  of  the  Honorable  Secretary  of  the 


iv  OFFICIAL  COMMENDATIONS. 

Navy,  and  the  alphabetical  arrangement  of  the  names  of  Officers,  with 
their  services,  makes  it  a  convenient  and  valuable  work  of  reference. 
The  necessity  of  such  a  work  has  long  been  felt. 

DAVID   D.  PORTER, 

Admiral. 

WILLIAM  N.  JEFFERS, 

Chief  Bureau  of  Ordnance. 

WILLIAM   H    SHOCK, 

Engineer-m-Ghief,  U.  S.  N. 

EARL   ENGLISH, 
Chief  Bureau  Equipmen   and  Recruiting. 

WILLIAM   D.  WHITING, 
Chief  of  the  Bureau  of  Navigation. 

R.  L.  LAW, 
Chief  oj  the  Bureau  of  Yards  and  Docks. 

PHILIP    S.  WALES, 

Surgeon  General. 

GEORGE   F.  COULTER, 

Paymaster  General,  U.  8.  N. 

J.  W    EASBY, 
Chief  of  the  Bureau  tf  Construction  and  Repair. 

WILLIAM   B.  REMEY, 
Judge  Advocate  General     U.  8.  N. 

C.  H.  WELLS, 

Chief  Signal  Officer,  U.  S.  N.. 

JOHN    W.  HOGG, 

Chief  Clerk,  Navy  Department. 
WILLIAM   P.    MORAN, 

Navy  Department. 
W.  S.  McNARY, 

Navy  Department. 


HARTLEY  &  GRAHAM, 

IMPORTERS    AND    DEALERS     IN    FINE 

Ireech-Loaig  Slot  kn, 

PROM    ALL,    THE    NOTED    MAKERS. 

RIFLES, 

PISTOLS  and 

SHOOTING  MATERIAL, 


IN    EVERY    VARIETY. 


-A-QEHTTS    FOn    THE 

UNION  1IETAI,I.IC  CARTRIDGE  CO. 

RIM   AND   CENTRAL  EIRE  AMMUNITION, 
BRASS   AND   PAPER  SHOT  SHEI.LS, 
GUN   1!V  ADDING, 

PERCUSSION   CAPS; 

PRIMERS,   Etc.,  Etc* 


MW!^1 
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This  Oompany  insures  the  lives  of  OmCBES  OF  the 
Army  anb  Navy  without  extra  premium  except  when 
actually  engaged  in  warfare,  which  premium  if  not  paid 
at  the  assumption  of  tlie  extra  risk,  will  not  invalidate  the 
policy,  but  will  be  a  lien  upon  it. 

The  .  Directors'  Annual  Report,  containing  a  detailed 
statement,  together  with  the  results  of  the  investigation  of 
the  Insurance  Commissioner  of  Massachusetts,  can  be  ob- 
tained at  the 

OFFICE  OF  THE  COMPAISTT, 


m 


BENJ.  F.  STEVENS, 

I^esident. 
JOS.  M.  OIBBENS, 

Secretary. 


PREFACE. 


The  General  Register  of  the  United  States  Navy  and  Marine 
Corps,  for  One  Hundred  Years,  (178'2  1882,)  contains  in  Alphabetical 
Order,  the  names  of  all  Officers  of  the  Navy,  Commissioned,  Warranted, 
and  Appointed,  including  Volunteer  Officers  who  have  entered  the 
service  since  the  establishment  of  the  Navy  Department  in  1798,  show- 
ing the  dates  of  their  original  entry,  of  their  progressive  rank,  and  in 
what  manner  they  left  the  service  if  not  now  in  it,  thus  showing  the 
entire  official  record  of  every  one  who  has  been  or  is  an  Officer  of  the 
!  Navy  of  the  United  States,  whether  of  the  Regular  or  Volunteer  service; 
compiled  from  the  original  manuscript  Records  of  the  Navy  Department 
by  permission  of  the  Honorable  Secretary  of  the  Navy,  and  to  which  is 
added  a  sketch  of  the  Navy  from  1775  to  1798,  with  Lists  of  Officers  in 
service  between  those  dates. 

The  General  Navy  Register  owes  its  origin  to  the  labors  of  Messrs. 
James  C.  Dulin  and  Jesse  E.  Dow,  of  the  Navy  Department-,  who  have 
•  carefully  transcribed  the  records  herein  contained,  and  who  have  been 
assisted  in  their  work,  so  far  as  the  Engineer  and  Medical  Corps  of  the 
Xavy  are  concerned,  by  Passed  Assistant  Engineer  Harrie  Webster, 
TJnited  States  Navy,  Assistant  to  the  Engineer-in-Chief  of  the  Navy, 
and  Mr.  Daniel  Carrigan,  Chief  Clerk  of  the  Bureau  of  Medicine  and 
Surgery.  The  work  of  editing  and  arranging  the  work  for  publication 
I  has  been  my  own. 

[         Captain  R.  S.  CuUum,  United.  States  Marine  Corps,  has  furnished 

[the  Register  of  said  Corp.s  to  date,  and  by  permission  of  Rear- Admiral 

Preble,  United  States  Navy,  the  List  of  Vessels  of  the  United  States 

ijUavy,  from  1798  to  1874,  which  is  brought  down  to  .January  1st,  1881, 

by  Mr.  H.  A.  Goldsborough,  Chief  Clerk  of  the  Bureau  of  Construction 

and  Repair,  is  also  appended.     In  addition,'  the  work  also  contains  a 


VI  PREFACE. 

List  of  all  Midshipmen  of  the  Naval  Academy  siuee  its  establishment, 
arranged  alphabetically  by  classes,  with  date  of  appointment  of  each 
Midshipman,  and  a  similar  List  of  all  Cadet  Engineers,  together  with 
other  important  information  relating  to  the  Navy. 

That  the  work  meets  the  hearty  approbation  of  the  Navy  Depart- 
ment is  shown  by  the  letters  of  commendation  of  the  Honorable  Secre- 
tary of  the  Navy,  and  of  the  Officers  of  the  Navy  Department,  printed 
within. 

The  book  forms  a  companion  work  to  the  "  General  Army  Register 
of  the  United  States  for  One  Hundred  Years,"  compiled  by  myself,  an 
advertisement  of  which  will  be  found  in  this  volume. 

From  the  period  of  the  Revolutionary  War,  to  the  time  of  Farra- 
gut  and  Porter,  the  Navy  of  the  United  States  has  done  its  whole 
duty,  bravely  and  well.  The  record  of  the  United  States  Navy  and 
Marine  Corps,  and  of  the  Volunteer  Navy  during  the  War  of  the  Rebel- 
lion, is  a  record  that  the  United  States  may  and  does  cherish,  with 
honest  love  and  pride,  and  is  shown  by  this  book,  for  the  History  of  the 
Navy  is  the  official  record  of  its  officers,  and  they  are  here,  both  Regular 
and  Volunteer,  complete. 

It  is  a  matter  of  gratification  to  me,  and  to  those  who  have  been 
associated  with  me,  in  the  com[)iling  of  this  work,  that  this  Register  is  pub- 
lished at  this  time,  when  the  condition  and  future  of  the  Navy  of  the 
United  States  is  receiving  that  large  share  of  public  attention,  that  not 
only  the  future  welfare  of  our  Navy,  but  also  of  our  country,  demands. 
That  this  is  so,  is  notably  instanced  in  the  annual  message  of  the  Presi- 
dent of  the  United  States  to  Congress,  of  December,  1881,  in  which  he 
urgently  seconds  the  recommendations  of  the  present  Honorable  Secre- 
tary of  the  Navy,  for  the  increase  of  the  number  of  vessels  a-rid  enlisted 
men. 

That  these  recommendations  will  receive  the  earnest  attention  and 
result  in  the  favorable  action  of  Congress  there  is  no  reason  to  doubt, 
and  the  time  which  the  Navy  has  so  long  hoped  and  looked  for  seems  to 
be  at  hand,  when  the  Navy  of  the  United  States  shall  be  so  increased  as 
to  number  of  vessels  and  men,  as  to  give  us  that  rank  which  our  inte- 
rests as  a  nation  demand,  among  the  great  naval  powers  of  the  worldJ 


PREFACE.  vii 

The  personnel  of  the  Navy  already  compares  most  favoraWy  with 
that  of  any  Navy  in  the  world.  All  that  is  necessary,  is  to  make  that 
^personnel  availahle  by  giving  to  the  Navy  that  increase  of  men  and 
ships  recommended  by  -President  Arthur  and  Honorable  Secretary  of  the 
Uavy  Hunt,  in  the  message  above  referred  to. 

y       The  preparation  of  this  book  has  been  a  labor  of  years,  and  it  has 
Ijeen  very  carefully  compiled. 

Thanks  are  due  and  are  tendered  to  the  Honorable  Secretary  of  the 
Navy  and  to  the  Chiefs  of  all  the  Bureaus  of  the  Navy  Department,  and 
to  their  predecessors  in  office,  during  the  preparation  of  this  book,  for 
their  most  valuable  aid  and  their  encouragement  of  the  undertaking.' 

Especial  thanks  are  also  due  John  W.  Hogg,  Esq.,  Chief  Clerk  of 
the  Navy  Department,  and  to  William  P.  Moran,  Esq.,  and  W.  S. 
McNary,  Esq.,  o£  the  Navy  Department,  for  many  courtesies  and  much 
assistance,  and  for  early  encouragement  and  advice  to  Eear-Admiral  C. 
R  P.  Rodgers,  United  States  Navy,  and  to  the  Officers  of  the  Navy  and 
Marine  Corps  in  general,  for  tne  interest  they  have  taken  in  the  book. 
f  It  is  now  submitted,  with  the  hope  that  it  may  prove  useful  to  the 
Navy  and  the  country,  to  whom  the  records  herein  given,  with  those  of 
their  brothers  of  the  Army,  (already  published)  belong. 

THOMAS   H.  S.  HAMEESLY. 
Pebruakt  15,  1882. 
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SECRETARIES  OF  THE  ^AYT. 


Name. 


*GEORGE   CABOT... 
BENJ.  STODDERT.. 


ROBERT  SMITH. 


PAUL  HAMILTON 

WILLIAM  JONES 

R.  W.  CROWNINSHIELD. . . 

SMITH  THOMPSON 

SAMUEL  L.  SOUTHARD... 

JOHN  BRANCH 

LEVI  WOODBURY 

MAHLON  DICKERSON 

JAMES  K.  PAULDING 

GEORGE  E.  BADGER 


ABEL  P.  UPSHUR 

IDAVID  HENSHAW 

ITHOMAS  W.  GILMER 

LEWIS  WARRINGTON 

JOHN  Y.  MASON 


GEORGE  BANCROFT. 
JOHN  Y.  MASON 


WILLIAM  B.  PRESTON. . . . 

WILLIAM  A.  GRAHAM.... 
JOHN  P.  KENNEDY 


JAMES  C.  DOBBIN.... 
ISAAC  TOUCEY 


•GIDEON  WELLES. 


ADOLPH  E.  BORIE 

•6E0RGE  M.  ROBESON.... 

RICHARD  W.  THOMPSON. 
ALEXANDER  RAMSEY. . . . 
NATHAN  GOPF,  Jk 

WILLIAM    H.   HUNT 


State. 


Md. 

Md. 

S.  C. 
Penn. 

Mass. 

N.  Y. 
N.  J. 

N.  C. 
N.  H. 
N.  J. 

N.  Y. 
N.  C. 

Va. 

Mass. 

Va. 

U.  S.  N. 

Va. 

Mass. 
Va. 

Va. 

N.  C. 
Md. 

N.  C. 
Conn. 

Conn. 

Penn. 
N.  J. 

Ind. 

Minn. 
W.  Va. 

La. 


Date  of 
Appointment. 


3  May,  1798. 
21  May,  1798. 

26  January,  1802. 

7  January,  1809. 
13  January,  1813. 
19  December,  1814. 

30  November,  1818. 
9  December,  1823. 

7  March,  1829. 

23  May,  1831. 
30  June,  1834. 

1  July,  1838. 
5  March,  1841. 

13  September,  1841. 

24  July,  1843. 

15  February,  1844. 
ad  interim. 

14  March,  1844. 

11  March,  1845. 
10  September,  1846 

8  March,  1849. 

1  August,  1850. 
26  July,  1852. 

8  March,  1853. 
7  March,  1857. 


7  March,  1861. 

9  March,  1869. 
26  June,  1869. 

13  March.  1877. 

Acting  Secretaiy, 
20  December,  1880 

7  January,  1881. 

7  March,  1881. 


John  Adams. 
Thomas  Jefferson. 

■  James  Madison. 

■  James  Monroe. 
Andrew  Jackson. 


By  whom  Appointed. 


Martin  Van  Buren. 
W.  H.  Harrison. 

1 
I 
j-  John  Tyler. 

J 

[  James  K.  Polk. 

Zachary  Taylor. 

[  Millard  Fillmore. 

Franklin  Pierce. 
James  Buchanan. 

Abraham  Lincoln. 
Andrew  Johnson. 


es  S.  Grant. 


t  Ulyssi 

;■  Rutherford  B.Hayes 

J 

Jas.  A.  Garfield. 


"*  Declined. 
1 


t  Not  confirmed  by   Senate.         J  Killed  on  board  Princeton,  28  February,  1844. 


ASSISTANT    SECEETARIES    OF    THE    NAVY. 


Name. 

State. 

Date  of 
Appointment. 

By  whom  Appointed. 

Gdstavds  V.  Fox 

William  Faxon 

Mass. 
Conn. 

1  August,  1861. 
1  June,  1866. 

Abraham  Lincoln. 
Andrew  Johnson. 

SOLICITORS    AND    JUDGE    ADVOCATES. 


Name. 

State. 

Date  of 
Appointment. 

By  whom  Appointed. 

"William  E.  Chandler 

John  A.  Bolles 

N.  H. 

Mass. 

9  March,  1865. 
10  June,  1865. 

Abraham  Lincoln, 
'^.ndrew  Johnson. 

BOARD    OF    K"AYY    COMMISSIONERS. 

Created  ty  the  Act  of  February  7,  1815,  and  abolished  by  the  Act  of  August  31,  1843. 


Rank  and  Name. 


Commodore  John  Rodgeks 

Commodore  Isaac  Hull 

Commodore  David  Pokter 

Commodore  Stephen  Decatur.  . . . 

Commodore  Isaac  Chauncey 

Commodore  Charles  Morris 

Commodore  William  Bainbridge 
Commodore  Jacob  Jones 

Commodore  Lewis  Warrington.  . . 

Commodore  Thomas  Tingey 

Commodore  D.  T.  Patterson 

Commodore  Charles  Stewart.... 

Commodore  A.  S.  Wadsworth 

Commodore  J.  B.  Nicolson 

Commodore  William  M.  Crane  . . 
Commodore  David  Conner , 


Dates  op  Service. 


25  April,  1815,  to  15  December,  1834. 

8  October,  1827,  to  1  May,  1837. 
25  April,  1815,  to  30  November,  1815. 
25  April,  1815,  to  31  December,  1822. 

30  November,  1815,  to  22  March,  1820. 

31  Dec,  1832,  to  15  Dec,  1824. 

29  July,  1833,  to  27  January,  1840. 
a  March,  1823,  to  1  September,  1835. 
15  May,  1836,  to  1  June,  1827. 

14  July,  1832,  to  1  June,  1841. 

15  December,  1824,  to  30  June,  1837. 
15  December,  1834,  to  7  August,  1826. 

5  January,  1827,  to  30  June,  1830. 

4  November,  1840,  to  31  August.  1843 

8  October,  1827,  to  27  October,  1837. 
13  October,  1838,  to  1  July,  1832. 

3  November,  1830,  to  5  June,  1833. 
29  May,  1837,  to  9  September,  1840. 

8  June,  1840,  to  1  March,  1841. 

6  May,  1841,  to  31  August,  1842. 
29  July,  1841,  to  31  August,  1843. 


SECEETAEIES    OP    NAVY    BOARD. 

James  K.  Paulding 7  February,  1815,  to  9  November  1823 

Charles  W.  Goldsborough i     10  November,  1823,  to  31  Auo-ust  1842.  " 


CHAE'GE    OF    OEGAJS"IZATIOK 


The  Act  of  Congress,  approved  31  August,  1843,  abolished  the  Board  of  Navy 
Commissioners  and  established  in  lieu  thereof,  the  following  Bureaus,  viz : 

Isi. — Bureau  Navy  Yards  and  Docks. 

id. — Bureau  Construction,  Equipment  and  Repair. 

^d. — Bureau  Provisions  and  Clothing, 
ith. — Bureau  Ordnance  and  Hydrography. 
5th. — Bureau  Medicine  and  Surgery. 

A  subsequent  Act  of  Congress,  approved  5  July,  1863,  established  the  present 
organization,  viz : 

1st. — A  Bureau  of  Yards  and  Docks. 
2d. — A  Bureau  of  Equipment  and  Recruiting. 
id. — A  Bureau  of  Navigation, 
ah. — A  Bureau  of  Ordnance. 
5th.^A  Bureau  of  Construction  and  Repair. 
Gth. — A  Bureau  of  Steam  Engineering. 
7th. — A  Bureau  of  Provisions  and  Clothing. 
8th. — A  Bureau  of  Medicine  and  Surgery. 


CHIEFS   OF   BUREAUS. 


Yards  and  Docks, 


Ordnance  and 

Hydrography. 

(In  the   year   1862 
"  Hydrography ''  was 
transferred    to    the 
Bureau    of    Naviga 
tion.) 


Navigation. 


(Office 
attached 
1865.) 


of 

28 


Detail 
April, 


Eq 


uipment  and 
Recruiting. 


Commodore  Lbwis  Warrington. 
Kear- Admiral  Joseph  Smith. 
Rear- Admiral  Daniel  Ammbn. 
Rear-Adrairal  C.  R.  P.  Rodgers. 
Rear-Adrairal  John  C.  Howell. 
Captain  Richard  L.  Law. 


Commodore  William  M.  Crane. 
Commodore  Lewis  Warrington. 
Commodore  Charles  Morris. 
Captain  Duncan  N.  Ingraham. 
Captain  G.  A.  Magruder. 
Captain  A.  A.  Haewood. 
Rear- Admiral  John  A.  Dahlgren. 
Commander  Henry  A.  Wise. 
Rear-Admiral  John  A.  Dahlgken. 
Rear-Admiral  A.  Ludlow  Case. 
Commodore  William  N.  Jeffers. 


Rear-Admiral  0.  H.  Davis. 
Captain  Percival  Drayton. 
Admiral  David  D.  Porter. 
Rear-Admiral  T.  A.  Jenkins. 
Rear-Admiral  James  Aldbn. 
Rear-Admiral  Daniel  Ammen. 
Captain  Wm.  D.  Whiting. 


Rear-Admiral  Andrew  H.  Poote. 
Commander  Albert  N.  Smith. 
Rear-Admiral  Melancton  Smith. 
Rear-Admiral  William  Reynolds. 
Commodore  Robert  W.  Shufbldt. 
Commodore  Earl  English. 


1  Sept.,  '42,  to  24  May,  '46 
25  May,  '46,  to  30  April,  '69 

1  May,  '69,  to  80  Sept.,  '71. 

1  Oct.,  '71,  to  21  Sept.,  '74. 
23  Sept.,  '74,  to  30  June,  '78. 

1  July,  '78. 


1  Sept., '42,  to  18  Mar., '46. 
25  May,  '46,  to  12  Oct.,  '51. 
13  Oct.,  '51,  to  21  Jan.,  '56. 
10  Mar., '56,  to  23  Sept., '60. 
24  Sept.,  '60,  to  23  April,  '61. 
24  April,  '61,  to  22  July,  '63. 
33  July,  '63,  to  34  June,  '63. 
35  June,  '63,  to  1  June,  '68. 
22  July,  '68,  to  33  July,  '69. 
10  Aug.,  '69,  to  9  April,  '73 
10  April,  '73. 


17  July,  '63,  to  37  April,  '65. 
38  April,  '65,  to  4  Aug.,  '65. 
Ad  interim. 

34  Aug., '65,  to  11  April,  69. 
13  April,  '69,  to  30  Sept.,  '71. 
1  Oct.,  '71,  to  4  June,  '78. 
11  June,  78. 


17  July,  '63,  to  3  June,  '63. 
4  June,  '63,  to  8  Sei)t.,  '66. 

17Sept., '66,tol7  July, '70 

18  July, '70,  to  31  Jan    '75' 
1  Feb.,  '75,  to  19  Nov.  '7s' 

20  Nov., '78. 


CHIEFS   OP   BVRFjXXJS.— Continued. 


Bdheau. 


Chief. 


Dates  of  Sekvi 


Construction,  Equip- 
ment, and  Repair. 

(Afterwards  chaBged 
to  Construction  and 
Repair.) 

(For  Equipment,  see 
Bureau  Equipment 
and  Recruiting.) 


Provision  and 

Clotliing, 


Medicine  and 

Surgery, 


Steam  Engineering. 


Commodore  David  Conner. 
Captain  Beverly  Kennon. 
Commodore  Charles  Morris. 
Commodore  Charles  W.  Skinner. 
Commodore  "William  B.  Shdbrick 
Chief  Naval  Con'r  Samuel  Hartt. 
Chief  Naval  Con'r  John  Lenthall. 
Chief  Con'r  Isaiah  Hanscom. 
Chief  Con'r  James  W.  Easlt. 


1  Sept.,  '43,  to  1  Mar.,  M3, 

2  Mar.,  '43,  to  9  April,  '44. 
10  April,  '44,  to  31  May,  '47. 

1  June,  '47,  to  28  Feb.,  '53. 

1  Mar.,  '53,  to  30  June, '53. 

1  July,  '53,  to  16  Nov.,  '53. 
17  Nov.,  '53,  to  22  Jan.,  '71. 
33  Jan., '71,  to  27  April, '77. 
28  April,  '77. 


Charles  W.  Goldsborough. 
Commodore  William  B.  Shubrick 
Gideon  Welles. 
Purser  William  Sinclair. 
Pay  Director  Horatio  Bridge. 
Paym'r-Gen.  Edward  T.  Dunn. 
Paym'r-Gen.  John  0.  -Bradford. 
Paym'r-Gen.  James  H.  Watmough 
Paym'r-Gen.  Geo.  F.  Cutter. 


1  Sept.,  '42,  to  30  Jan.,  '44. 
31  Jan.,  '44,  to  14  April,  '46. 
15  April,  '46,  to  8  July,  '49. 

9  July, '49,  to  30  Sept., '54. 

1  Oct.,  '54,  to  11  July,  '69. 
12  July,  '69,  to  17  Feb.,  '73. 
18  Feb.,  '73,  to  33  Feb.,  '77. 
23  Feb.,  '77,  to  17  Nov.,  '77. 
18  Nov.,  '77. 


Surgeon  William  P.  C.  Barton. 
Surgeon  Thomas  Harris. 
Surgeon  William  Whelan. 
Surgeon  Phineas  J.  Horwitz. 
Surgeon-Gen.  William  M.  AVood. 
Surgeon-Gen.  Jonathan  M.  Foltz. 
Snrgeon-Gen.  James  C.  Palmer. 
Surgeon-Gen.  Joseph  Bealb. 
Surgeon -Gen.  AVm.  Grier. 
Surgeon-Gen.  J.Winthrop  Taylor 
Surgeon-Gen.  Philip  S.  Wales. 


1  Sept.,  '43,  to  31 
1  April,  '44,  to  30 

1  Oct.,  '53,  to  11 
13  June,  '65,  to  30 
'  1  Julv,  '69,  to  24 
•35  Oct.,  '71,  to  9 
10  June,  '73,  to  4 

5  July,  '78,  to  30 

2  Feb.,  '77,  to  5 
31  Oct.,  '78,  to  19 
26  Jan.,  '80. 


Eng'r  in  Chief  Benj.  F.  Isherwood 

Eng'r  in  Chief  James  W.  King. 
Eng'r  in  Chief  W.  W.  W.  Wood. 
Eng'r  in  Chief  Wm.  H.  Shock. 


Mar.,  '44. 
Sept.,  '53. 
June,  '65. 
June,  '69. 
Oct., '71. 
June,  '73. 
Julv,  '73. 
Dec.,  '76. 
Oct.,  '78. 
Aug.,  '79. 


(  26  Mar.,'69,  to  30  Mar.  '62. 
|25Mar.,'61,tol6July,'69. 
15  July, '63,  to  14  Mar.,  '73. 
31   Mar., '73,  to  3  Mar., '77. 

4  Mar.,  '77. 


THE  NAVY  FROM  1775  TO  1798. 


For  the  facts  connected  with  the  events  of  our  Revolutionary  war  we  are  indebted 
to  the  United  States  Naval  Chronicle  by  Charles  W.  Goldsborough.  We  give  simply 
the  essential  facts  of  the  chronologist. 

During  the  Revolutionary  war  the  superintending  direction  of  the  Navy  was  com- 
mitted, in  the  first  instance,  to  a  Committee  of  three  members  of  Congress,  viz  :  Messrs. 
Deane,  Langdon  and  Gadsden,  who  were,  in  October,  1775,  required  to  fit  out  two  swift 
sailing  vessels,  the  one  of  10,  the  other  of  14  guns,  and  a  proportionate  number  of 
swivels  and  men,  to  cruise  "  eastward,"  for  the  purpose  of  intercepting  such  transports 
as  might  be  laden  with  munitions  of  war,  and  other  supplies  for  the  British,  then  in 
possession  of  the  town  of  Boston,  and  for  such  other  purposes  as  Congress  might  direct. 
Having  resolved  to  fit  out  two  more  vessels  (30  October)  viz.,  one  of  30,  the  other  of 
36  guns,  four  members— Messrs.  Hopkins,  Hewes,  R.  H.  Lee  and  J.  Adams — were  added 
to  tlie  Committee;  and  when  Congress,  by  resolution  of  13  December,  1775,  deter- 
mined to  build  thirteen  additional  vessels  of  war,  they  increased  the  number  of  the 
Naval  Committee,  so  as  to  make  it  consist  of  one  member  from  each  colony,  to  be  ap- 
pointed by  ballot ;  and  on  the  14  December  the  following  gentlemen  were  accordingly 
thus  appointed,  viz :  Messrs.  Bartlett,  Hancock,  Hopkins,  Deane,  Lewis,  Crane,  R. 
Morris,  Read,  Chase,  R.  H.  Lee,  Hewes,  Gadsden  and  Houston. 

To  this  Committee  Naval  subjects  were  generally  referred,  with  an  instruction  to  ex- 
amine and  report  thereon,  for  the  final  decision  of  the  House.  Congress  reserved  to 
themselves  the  right  to  appoint  all  commission  officers,  as  low  as  and  including  Third 
Lieutenants,  and  gave,  to  the  Committee  the  power  of  appointing  all  officers  of  subor- 
dinate rank.  The  Committee  were  authorized  to  give  such  instructions  for  the  employ- 
ment of  the  ships  as  might  appear  to  them  "  most  conducive  to  the  defence  of  the 
United  Colonies,  and  to  the  distress  of  the  enemy's  naval  forces  and  vessels  bringing 
supplies  to  their  fleets  and  armies." 

In  performing  the  duties  assigned  to  them,  the  Committee  experienced  great  incon- 
venience for  want  of  professional  practical  information,  and  upon  the  subject  being 
brought  before  Congress  they  resolved  (6  November,  1776,)  "that  three  persons,  well 
skilled  in  maritime  affairs,  should  be  immediately  appointed  to  execute  the  business  of 
the  Navy,  under  the  direction  of  the  Marine  Committee,  and  allowed  to  each  a  salary 
of  $1,500  per  annum;  and  on  13  November,  John  Mxon,  John  Wharton  and  F. 
Hopkinson,  Esqrs.,  were  appointed.  They  were  styled  in  the  resolutions  of  Congress 
"  The  Continental  Navy  Board,  or  Board  of  Assistants  of  the  '  Marine  Committee  '  " 
and  sometimes  "Board  of  the  Middle  District."  There  was  also  an  "Eastern  Board," 
consisting  of  three  persons,  who  executed  the  instructions  of  the  Committee  in  their 
district. 

This  system  of  administering  the  civil  department  of  the  Navy  continued,  it  is  be- 
lieved, till  October,  1779,  when  Congress,  by  resolution,  (28)  decided  that  a  Board  of 
Admiralty  should  be  established,  "  to  consist  of  three  Commissioners  not  members  of 
Congress,  and  two  members  of  Congress,  any  three  to  form  a  Board,  for  the  despa-tch  of 
business,"  Early  in  1781  (11  January)  we  find  that  James  Reed,  Esqr.,  was,  by  resolu- 
tion of  Congress,  invested  with  full  power  to  conduct  the  business  of  the  Navy  Board 
in  the  "  Middle  Department,"  and  soon  after  this,  (27  February)  Major  General  Alex- 
ander M'Dougall  was  elected  Secretary  of  Marine.     In  the  same  year,  (29  August)  it 
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-was  resolved  that  an  "  Agent  of  Marine  "  should  be  appointed  "  with  authority  to  di- 
rect, fit  out,  equip  and  employ,  the  ships  and  vessels  of  war  belonging  to  the  United 
States,  according  to  such  instructions  as  he  shall  from  time  to  time  receive  from  Con- 
gress ; "  and  "  that  as  soon  as  the  said  Agent  shall  enter  into  the  execution  of  his  office 
the  functions  and  appointments  of  the  Board  of  Admiralty,  the  several  Navy  Boards 
and  all  civil  officers  appointed  under  them  "  should  cease. 

In  September  (6)  a  resolution  was  passed,  by  which  the  duties  prescribed  to  the 
"  Agent  of  Marine,"  until  he  should  be  appointed,  devolved  on  the  Superintendent  of 
Finance,  Robert  Morris,  who,  indeed,  appears  to  have  had  the  chief  agency  in  the  Civil 
Administration  of  the  Navy  during  the  greater  part  of  the  Revolutionary  war.  In  the 
earliest  periods  we  find  that  the  orders  of  the  commanders  generally,  bear  his  signa- 
ture, and  continued  to  be  most  frequently  signed  by  him,  until  a  Board  of  Admiralty 
was  established,  when  the  correspondence  was  directed  under  the  superintending  di- 
rection of  the  Board  by  Mr.  John  Brown,  their  Secretary.  After  the  Board  of  Ad- 
miralty was  abolished,  we  again  find  the  chief  duties  of  the  Department  devolving 
upon  Mr.  Morris.  It  would  seem  that  the  nation  could  not  conveniently  have  con- 
ducted either  its  naval  or  its  fiscal  operations,  without  the  agency  of  this  distinguished 
j)atriot. 

The  lists  of  offiicers,  appointed  duj'ing  the  Revolutionary  war,  .are  obviously  imper- 
fect ;  they  are,  however,  as  complete  as  the  information  in  our  possession  will  enable  us 
to  make  them.  The  frequent  changes  in  the  administration  of  the  Civil  Department  of 
the  Navy,  the  occasional  resolutions  of  Congress  conferring  sometimes  upon  one  of  the 
Boards  the  power  of  appointing ;  at  others  given  to  individual  members,  in  conjunction 
with  commanders,  authority  to  appoint  subalterns,  the  destruction  of  papers  by  fires 
and  other  causes,  have  involved  this  branch  of  the  subject  in  great  uncertainty,  and  it 
is  impossible,  at  this  day,  to  present  a  perfect  list  of  the  ofiicers.  Were  the  in- 
formation attainable,  it  would  be  particularly  gratifying  to  show,  not  only  the 
names  of  those  who  served  in  the  Continental  Navy,  but  of  those  also  who  served  on 
board  the  ships  fitted  out  at  the  expense  of  the  respective  colonies  and  on  board 
privateers. 

From  the  Journals  of  Congress  and  other  sources,  we  find  the  following  Commission 
Officers  were  appointed  by  them  during  the  war. 


1776,  April  17. 

((  l(  (i 

"      June  6. 


CAPTAraS  AND  COMMANDBKS. 

When  appointed.  Names. 

1775,  Dec.  22.      Ezekiel  Hopkins. 
"      "      "         Dudley  Saltonstall. 
"      "      "         Abraham  Whipple. 
"      "      "         Nicholas  Biddle. 
"      "      "         John  B.  Hopkins. 

William  Manly. 

Isaac  Cozneau. 

Thomas  Thompson. 

Samuel  Tompkins. 

Christopher  Miller. 

John  Barry. 

Thomas  Read. 

Charles  Alexander. 

James  Nicholson. 

Hector  McNiel. 

Thos.  Grennall. 

Elisha  Hinman. 

John  Hodge. 

John  Manly. 

Lambert  Wickes. 

William  Hallock. 

Hoysted  Hacker. 

Isaiah  Robinson. 

John  Paul  Jones. 


tc  u 


15. 

((        (( 

Aug.  13. 
"      22. 

Oct.  10. 


Captains,  &c. — Continued. 
When  appointed.  Names. 

1776,  Oct.  10.     James  Josiah. 
"        "      "         Joseph  Olney. 
"        "      "         James  Robinson. 
"        "      "         John  Toung. 
"        "      "         Elisha  Warner. 

"      "        Lieutenant  Commandant 
J.  Baldwin. 
"        "      "        Thos.  Albertson. 
Henry  Johnson. 
March  15.  Daniel  Waters. 
"        "    Samuel  Tucker. 
William  Burke. 
Peter  Landais. 
Seth  Harding. 
Silas  Talbot. 
Samuel  Nicholson. 
John  Nicholson. 
Henry  Skinner. 
Benjamin  Dunn. 
Samuel  Chew. 


1777,  Feb.  5. 


1778,  May  1. 
"  June  18. 
"  Sept.  25. 

1779,  "  17. 


1775,  Dec.  22. 


LiBTJTBNANTS. 

John  Paul  Jones, 
Rhodes  Arnold 


1st. 
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Lieutenants, 
When  appointed. 
1775,  Dec.  22      


&c. —  Continued. 
Names. 
Stansbury, 


1776,  June  6 


July  23 


Hoysted  Hacker, 
Jonathan  Pitcher,  " 
Benjamin  Seabury,  2nd 
Joseph  OIney,  " 

Elisha  Warner,  " 

Thomas  Weaver,  " 

McDougall,       " 

John  Fanning,  3rd. 

Ezekiel  Burroughs,      " 
Daniel  Vaughan,  " 

Israel  Turner,  1st. 

Joseph  Doble,  2nd. 

Mark  Dennet,  3rd. 

Peter  Shores,  " 

John  Wheelwright,      " 
Josiah  Shackford,        " 


Lieutenants,  &c.— Continued 
When  appointed.  Names. 

1776,  Aug.  17.     William  Barnes, 
"         "      "        Thomas  Vaughan, 
"         "     22.      Jonathan  Maltby, 
"         "      "       David  Phipps, 
AVilson, 


1777,  Feb.  5. 
"     Aug.  6. 
"   12. 
1781,  July  20. 


lst_ 
3rd. 

1st. 
2nd.- 

1st. 
2nd. 

1st. 
2nd. 


John  Nicholson, 
Elijah  Bovjren, 
John  Rodeg, 
William  MoUeston,  3rd 
Richard  Dale,  ' 

Alexander  Murray,        ' 

Plunkett, 

Joshua  Barney,  ' 

Isaac  Buck. 
John  Stevens. 
Aquilla  Johns. 


With  respect  to  the  relative  rank  of  the  Officers,  Congress  by  resolution  of  17 
April,  1776,  decided  that  the  nominations  or  appointments  of  Captain  or  Commander 
should  not  "  establish  rank."  It  was  to  be  settled  by  Congress  before  the  Commissions, 
should  be  granted,  and  we  find  that  by  a  resolution  of  10  October,  1776,  Congress, 
established  the  rank  and  command  of  Captains,  as  follows  : 

1.  James  Nicholson Virginia 28  Guns. 

2.  John  Manly Hancock 82  " 

3.  Hector  McNiel Boston 24  " 

4.  Dudley  Saltonstall  Trumbull 28  " 

5.  Nicholas  Biddle Randolph 32  " 

6.  Thomas  Thompson Raleigh 32  " 

7.  John  Barry Effingham 28  " 

8.  Thomas  Reed Washington 32  " 

9.  Thomas  Grennall Congress 28  " 

10.  Charles  Alexander Delaware 24     " 

11.  Lambert  Wicks Reprisal 10     " 

12.  Abraham  Whipple Providence 28     " 

13.  John  B.  Hopkins Warren 32     ■' 

14.  John  Hodge Montgomery 34      " 

15.  William  Hallock Lexington IG      " 

16.  Hoysted  Hacker Hamden 

17.  Isaiah  Robinson AndrewDoria 14     " 

18.  John  Paul  Jones Providence 12      " 

19.  James  Josiah 

20.  Elisha  Hinman Alfred 28      " 

21.  Joseph  Olney Cabot jg      n 

23.  Jaraes  Robinson Sachem 10      " 

23.  John  Young Independence 10      " 

34.  Elisha  Warner Ply [\[  [ 

Lieutenant  John  Baldwin Wasp q     u 

"  Thos.  Albertson Musqueto 4      .i 


The  Marine  Committee  were  empowered  to  regulate  the  rank  of  Lieutenants.. 
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M^EIJSrES. 


Majok. 

f^hen  appointed. 

1776,  June  25.     Samuel  Nichols. 


!  Lieutenants. 

When  appvinteii. 

1776,  June  25. 


-  Oontinued. 


. ,  July   22. 

1781,  Sept.  6. 


Captains. 
Andrew  Porter. 
Joseph  Hardy. 
Samuel  Shaw. 
Benjamin  Deaue. 
Robert  Mullin. 
John  Stewart. 
George  J.  Osborne. 
Richard  Palmer. 
William  Nicholson. 


Lieutenants. 
1776,  June    25.    Daniel  Henderson, 
"        "       "      David  Love, 


1st. 


July   22. 


1779, 
1787, 


Aug, 
July 


24. 
24. 
17. 
Sept.  6. 


Franklin  Reed, 
Peregrine  Brown. 
James  McClure, 
William  Gilmore, 
Abel  Morgan, 
Hugh  Montgomery, 
Thomas  Pownal, 
Richard  Harrison, 
Stephen  Meade, 
Nathaniel  Thwing, 
Benjamin  Thompson.     " 
Alpheus  Rice,  1st. 

Abraham  Vandyke,  " 
William  Nicholson,  " 
Louis  de  la  Valette,      " 


2nd. 


1st. 
2nd. 

1st. 
2nd. 


On  referring  to  the  list  of  Captains  and  Commanders,  and  comparing  it  with  the 
list  established  by  resolution  of  10  October,  1776,  it  will  be  seen,  that  Congress,  in 
nrranging  the  rank  did  not  include  the  names  of  Ezra  Hopkins,  William  Manly,  Isaac 
Cozneau,  Samuel  Tompkins  or  Christopher  Miller. 

It  is  presumed  that  the  Commanders  appointed  after  10  October,  1776,  ranked 
nccording  to  the  dates  of  their  resi^ective  appointments. 

Having  established  the  relative  rank  of  Commanders  in  the  Navy — with  each 
other.  Congress,  on  15  November  following,  resolved,  that  the  rank  of '  Naval  Officers 
to  the  rank  of  Offioera  in  the  land  service,  should  be 

Admiral as  a  General. 

Vice-Admiral as  a  Lieutenant-General. 

Roar-Admiral as  ii  Major-General. 

Commodore as  a  Brigadier-General. 

Captain  of  a  ship  of  40  gun?  and  upwards as  a  Colonel. 

"  "  20  to  40  guns as  a  Lieutenant-Colonel. 

"  "  10  to  to  20  gur  s as  a  Major. 

Lieutenant    "  "         "  "     as  a  Captain. 

And  at  the  same  date  the  following  was  fixed  as  the  pay  of  the  Officers  of  the 
CTavy : — 

Ships  of  20  guns  and  upwards,  S7tips  of  10  to  20  guns. 


Captains  per  month. . . 
Lieutenants    "  — 

Master  " 

Surgeon  " 

Midshipman  " 
Gunner  " 

Chaplain        "  . . . 

Seaman  " 


30. 
30. 
25. 
12. 
15. 
20. 


$48 
24 
24 

21-2-3 
12 
13 
None. 


And  that  vessels  under  10  guns,  should  be  commanded  by  Lieutenants,  and  that 
the  pay  in  such  vessels  should  be  Lieutenants,  $80 ;  Mate,  $15  ;  Boatswain,  Gunner, 
fee,  $12  •  and  the  following  allowances  were,  on  25  July,  1777,  estabhshed,  viz :  Com- 
manders of  vessels  of  10  guns  and  upwards,  $5.38  per  week  for  subsistence  ;  under  10 
guns,  $4.00.  Cabin  expenses— Commanders  of  10  guns  and  upwards,  $2.66  per  week 
whilst  at  sea. 
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Lieutenants,  Surgeons,'Captams  of  Marines  and  Chaplains  $4  per  week  subsistence 
in  domestic  ports  when  the  ships  should  not  be  in  a  condition  to  receive  them. 

The  pay  of  Commander-in-Chief  was  fixed  (23  December,  1775,)  at  $125  per  month 
and  the  pay  of  Surgeons  was  increased  (16  July,  1777,)  so  as  to  be  equal  to  that  ot 
Lieutenant. 

On  30  September,  1776,  Congress  '' Resolved,  That  it  be  recommended  to  the 
Legislatures  of  theUnited  States  to  appoint  gentlemen  in  their  respective  States  skill- 
ful in  physic  and  surgery,  to  examine  those  who  offer  to  serve  as  Surgeons  or  Sur- 
geons' Mates,  in  the  Army  or  Navy ;  and  that  no  Surgeon  shall  hereafter  receive  a  com- 
miEsion  or  warrant  to  act  as  such  in  the  Army  or  Navy,  who  shall  not  produce  a  cer- 
tificate from  some  one  of  the  examiners,  so  to  be  appointed,  to  prove  that  he  is  qualified 
to  execute  his  oflice." 

On  29  October  it  was  '■'B^sohed,  That  no  private  ship  or  vessel  of  war,  mer- 
cant  ship  or  other  vessels  belonging  to  the  subjects  of  these  States,  be  permitted  to 
wear  pendants,  when  in  company  with  Continental  ships  or  vessels  of  war  without 
leave  from  the  commanding  vessel  thereof." 

During  the  war  Congress  authorized  the  purchasing,  or  building  and  equipping,  as 
cruisers,  the  following  description  of  vessels: 

1775.  Oct.    13,    3  vessels  of  10  and  14  guns. 
"  "       80,    3       "        "  20     "    86       " 

Dec.   13,  13      "        5  of  33  guns,  5  of  38  guns,  and  3  of  24  guns. 

1776.  Oct.      3,    3,  viz.,  1  frigate  and  3  cutters. 

"        Nov.     9,  10,  3  of  74  guns,  5  of  36  guns,  1  of  18  guns,  and  1  packet. 

1777.  Jan.   23,    3,  viz.,  1  of  36  guns  and  1  of  18  guns. 

Eight  prize  vessels  were,  during  the  years  1776  and  1777,  directed  to  be  purchased 
and  fitted  out,  and  in  the  course  of  the  war  a  number  of  cutters,  dispatch  boats,  galleys, 
and  fire-ships  were,  from  time  to  time,  authorized.  The  cutters  and  dispatch  boats 
were  generally  under  the  direction  of  a  Secret  Committee,  one  of  whose  duties  was  to 
procure  munitions  of  war,  and  who,  for  that  purpose,  were  authorized  to  export  certain 
articles  of  provisions  to  the  West  Indies.  The  galleys  and  flre-ships  were  for  the 
defence  of  our  waters,  within  land-locked  navigation  and  the  lakes. 

The  thirteen  ships  authorized  on  13  December,  1775,  were  directed  to  be  built — 
one  m  New  Hampshire,  two  in  Massachusetts  Bay,  one  in  Connecticut,  two  in  Rhode 
Island,  two  in  New  York,  four  in  Pennsylvania,  and  one  in  Maryland ,  and,  by  resolu- 
tion of  6  June,  1776,  they  were  named  as  follows:  The  Congress,  Randolph, 
Hancock,  Washington,  Trumbull,  Raleigh,  Effingham,  Montgomery,  Warren,  Boston, 
Virginia,  Providence  and  Delaware. 

Among  those  authorized,  subsequent  to  13  December,  1775,  and  not  herein- 
before mentioned  by  name,  we  find  the  Columbus,  38;  the  Queen  of  France,  38 ;  the 
Ranger,  18;  the  Alliance,  33,  built  at  Salisbury,  Mass.;  the  Hornet,  brig,  General 
Gates,  frigates  Confederacy,  Deane  (afterwards  changed  to  Hague),  and  Ariel,  sloop 
Saratoga,  Duo  De  Lauzun,  and  the  America,  74. 

General  letters  of  reprisal  were  authorized  on  33  March,  1776,  and  thenceforth 
the  public  and  private  cruisers  of  the  Umited  Colon.iea  were  at  liberty  to  capture  all 
vessels,  armed  or  unarmed,  belonging  to  the  Crown,  or  to  the  inhabitants  of  Great 
Britain. 

Late  in  the  month  of  December,  1775,  a  small  squadron,  consisting  of  the  Alfred 
Commodore  Ezekiel  Hopkins,  of  38  guns,  the  Columbus,  Captain  A.  Whipple  of  14 
guns,  the  Andrew  Doria,  Captain  Nicholas  Biddle,  of  14  guns,  the  Sebastian  Cabot 

Captain  John  D.  Hopkins,  of  16  guns,  and  the  Providence, .  Hazard,  of  13  guns' 

with  the  Falcon,  Scorpion  and  Cruiser,  which  were  to  join  them  at  Cape  Fear  were 
ordered  to  New  Providence,  for  the  purpose  of  seizing  and  transporting  to  the'  colo- 
nies a  large  quantity  of  ammunition,  wliich,  it  was  understood,  was  deposited  in  the 
Royal  Magazine  on  that  island.  After  landing  there  was  some  unaccountable  delay 
and  the  Governor  heard  of  Commodore  Hopkins'  approach,  in  time  to  remove  the 
powder,  before  he  reached  the  town.  Thus  the  expedition  failed  as  to  the  principal 
object.  The  Governor  and  Lieutenant-Governor,  with  about  40  cannon,  a  quantity  of 
shot  and  shell  and  a  few  brass  mortars  were  captured.  A  bomb-brig  of  8  guns  and  a 
schooner  of  6  guns  were  taken  by  the  squadron  on  its  return. 
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Commodore  Hopkins'  conduct  was  inquired  into  by  Congress,  and  it  was  found 
that  lie  had  not  paid  due  regard  to  the  tenor  of  his  instructions,  which  "  directed  him 
to  annoy  the  enemy's  ships  upon  the  coast  of  the  Southern  States."  The  reasons  he 
assigned  for  not  going  from  Providence  to  the  Carolinas  were  not  satisfactory,  and  on 
16  August,  1776,  Congress  passed  a  vote  of  censure  upon  him.  Three  days  afterward 
he  was  ordered  to  Newport,  to  take  "  command  of  the  fleet  formerly  under  his  care." 
It  is  found,  however,  that  Congress,  in  arranging  the  rank  of  the  officers  on  10  October 
following,  omitted  his  name. 

Although  in  the  earlier  periods  of  the  revolutionary  war  great  embarrassments 
were  experienced  for  want  of  an  efficient  marine  force,  still  much  was  done  by  the 
vessels  of  war  we  then  possessed,  and  by  privateers,  whose  energy,  enterprise  and  suc- 
cess were  astonishingly  great,  considering  the  overwhelming  force  by  which  they  were 
opposed.  The  number  of  captures  in  the  course  of  the  war  has  been  stated  at  803, 
of  which  there  were  either  retaken,  burnt,  ransomed,  sunk,  restored  or  lost  153,  leaving 
a  gain  to  the  nation  of  650.  If  we  estimate  these  as  averaging  250  tons,  and  compute 
their  value  at  $30  per  ton,  and  their  cargoes  at  $10,000  each,  the  amount  of  captures 
would  be  $11,375,000.  Some  English  authors  have  estimated  the  value  of  the  prizes 
taken  in  the  year  1776  by  the  American  cruisers  at  one  million  sterling. 

That  our  vessels  captured  property  worth  millions  of  dollars  is  unquestionably 
true,  but  it  appears  impossible  to  form  any  precise  estimate  as  to  their  value. 

It  is  not  in  our  power,  nor  is  it  -the  purpose  of  this  paper,  to  afford  particular  infor- 
mation as  to  the  movements  of  our  national  ships  during  the  revolutionary  war,  and 
we  are  obliged  to  omit  giving  a  description  of  any  of  those  brilliant  achievements 
that  occurred  during  that  eventful  period. 

Of  the  ships  of  the  line  authorized  during  the  revolutionary  war  only  one,  the 
America,  was  built,  and  she  was  presented  (3  September,  1783,)  to  his  Most  Christian 
Majesty,  the  King  of  France,  in  testimony  of  the  sense  entertained  by  Congress 
of  his  generous  exertions  in  behalf  of  the  United  States,  and  to  replace  in  his  service 
the  Magnifique,  which,  by  accident,  was  lost  in  the  harbor  of  Boston.  Of  the  other 
ships  built  and  purchased  during  the  Revolutionary  war,  the  whole  were  either  cap- 
tured or  destroyed  by  the  enemy  or  sold  by  the  United  States.  We  find  (21  April, 
1783,)  that  the, ship  Due  de  Lauzun  was  loaned  to  the  Minister  of  Prance  for  the 
transportation  of  troops  from  the  United  States;  and  that,  after  performing  this 
service,  she  was  to  be  sold.  The  Alliance  was  ordered  (5  September,  1783,)  to  be 
surveyed,  with  a  view  to  her  being  repaired;  but  on  3  June,  1785,  she  was  ordered  to 
be  sold ;  and  when  she  was  sold  the  United  States  did  not,  it  is  believed,  own  a  single 
vessel  of  war. 

The  "Agent  of  Marine,"  to  whom  was  referred  a  resolution  of  the  House  of  Del- 
egates of  the  State  of  Virginia,  of  36  June,  1788,  reported  (5  August,  1783 :) 

"That,  although,  it  is  an  object  highly  desirable,  to  establish  a  respectable  marine  ; 
yet,  the  situation  of  the  public  treasury,  renders  it  not  advisable  to  purchase  ships  for 
the  present,  nor  until  the  several  States  shall  grant  such  funds  for  the  constructions  of 
ships,  docks  and  naval  arsenals,  and  for  the  support  of  the  naval  service,  as  shall  enable 
the  United  States  to  establish  their  marine  upon  a  permanent  and  respectable  footing.'" 
In  this  report  Congress  concurred. 

Upon  the  application  of  the  Delegates  of  Virginia,  Congress,  by  resolution,  (3 
October,  1783,)  authorized  that  State  to  keep,  at  its  own  expense,  two  armed  vessels 
"for  the  defence  of  the  trade  of  that  State,"  confining  the  force  of  each  to  fourteen  six 
pounders  and  seventy-five  men. 

The  United  States  had  but  recently  achieved  their  independence  and  assumed  a 
rank  among  the  nations  of  the  earth — ^they  were  still  greatly  embarrassed  with  the  ex- 
penses of  a  long,  bloody,  yet  glorious  war;  when  the  Dey  of  Algiers,  tempted  by  a 
spirit  of  cupidity,  seized  some  of  their  merchant  vessels,  and  conducted  their  ci-ews  to 
slavery.  This  perfidious  conduct  produced  the  strongest  indignation;  but  it  was  not 
in  the  power  of  the  nation  to  avenge  the  insult,  as  promptly  as  the  feelings  it  excited, 
or  as  sound  national  policy  dictated.  Negotiations  were  of  necessity,  resorted  to,  but 
such  were  the  difficulties  which  the  policy  of  the  Dey  imposed,  and  such  was  our  feeble 
condition,  with  respect  to  arms,  that  years  elapsed  before  any  favorable  result  was  pro- 
duced. 

In  this  state  of  things  we  find  the  origin  of  the  Act  of  Congress  of  37  March, 
1794,  authorizing  six  frigates  to  be  provided — which,  however,  were  to  be  suspended 
in  the  event  of  peace  with  Algiers. 
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The  resolution  of  the  House  of  Representatives  (of  3  January,  1794,)  "that  a 
naval  force  adequate  to  the  protection  of  the  commerce  of  the  United  States  against 
the  Algerine  corsairs  ought  to  be  provided,"  was  passed  by  a  majority  of  two  votes 
only,  and  the  bill  founded  upon  this  resolution  (27  March,  1794)  was  passed  by 
a  majority  of  eleven,  but  it  is  understood  that  it  could  not  have  been  passed  if  the  pro- 
vision suspending  all  proceedings  in  the  event  of  peace  with  Algiers,  had  been 
omitted.  Under  these  circumstances  the  President,  General  Washington,  determined 
to  build  the  vessels  contemplated  in  the  first  section  of  the  Act,  viz :  Four  44  guns 
and  two  36  gun  frigates,  and  that  they  should  be  built  in  the  following  ports,  viz  : 

At  Boston One 44 

At  New  York One 44 

At  Philadelphia One 44 

At  Portsmouth,  Va One 44 

At  Baltimore One 36 

At  Portsmouth,  N.  H One 36 

No  time  was  lost  in  making  every  preparatory  arrangement  for  the  building  of 
these  vessels.  Mr.  Joshua  Humphreys,  of  Philadelphia,  a  distinguisheed  ship  builder 
of  very  extensive  practical  knowledge  in  Ms  profession;  Mr.  John  Hackett,  of  Salis- 
bury, Mass.,  who  had  constructed  and  built  the  Alliance  frigate,  and  others  were  con- 
sulted "  upon  the  best  properties  to  be  adopted  as  a  general  plan  for  the  vessels  now  to 
be  built,"  and  upon  the  most  advisable  means  of  procuring  the  frames  and  the  materials 
of  which  the  vessels  ought  to  be  built.  The  models  submitted  by  Mr.  Humphreys 
were,  after  much  consultation  and  consideration,  adopted;  and  that  gentleman  was  on 
28  June,  1794,  appointed  the  constructor  and  master  builder  of  the  44  gun  ship,  to  be 
built  at  Philadelphia,  with  a  salary  of  $2,000  per  annum,  commencing  on  1  May. 

The  President,  with  the  advice  and  consent  of  the  Senate,  appointed  the  following 
gentlemen  Captains  of  the  Navy  : 

1.  John  Bakkt,  3.  Silas  Talbot,  5.  Richaed  Dale, 

3.  Samuel  Nicholson,        4.  Joshtja  Babney,         6.  Thomas  Tetjxtun. 

Ranking  in  the  order  in  which  their  names  are  stated,  and  their  appointments 
were  communicated  to  them  5  June,  1794. 

Captain  Barney  declined  accepting,  not  from  any  disinclination  to  serve  his  coun- 
try, but  in  consequence  of  the  arrangement  as  to  rank.  This'  pi-oduced  a  vacancy, 
which  was  iilled  on  18  July,  1794,  by  the  appointment  of  James  Sever,  to  take  rank  af- 
ter Captain  Truxtun. 

The  following  shows  the  distribution  of  the  officers  thus  appointed,  and  the  con- 
structors and  agents,  for  building  the  several  ships. 

Captain  and   Smmntaident.        Naval  Cmstructors.  Navy  Agents.  For  Ships  to  be  Built  at 

John  Barry,  Joshua  Humphreys,  Isaiah  Coxe,  Philadelphia, 

Samuel  Nicholson,   George  Cleghorn,    Henry  Jackson,  Boston 

Silas  Talbot,  Forman  Cheeseman,John  Blagge,  New  York 

Richard  Dale,  John  Morgan,  W.  Pennock,  Norfolk 

Thomas  Truxtun,      David  Stodder,  Jeremiah  Yellott,  Baltimore, 

James  Sever.  James  Hackett,         Jacob  Siieappe,  Portsmouth    N.  H. 

On  21  December,  1795,  President  Washington  communicated  to  the  Senate  a  letter 
from  the  Emperor  of  Jlorocco,  recognizing  the  treaty  of  jieace  and  friendship  between 
the  United  States. 

Peace  with  Algiers  having  been  concluded,  no  farther  progress  could  be  made  in 
building  the  frigates  ;  for,  as  we  have  before  seen,  the  law  directed  that  in  such  event 
all  proceedings  should  be  suspended. 

The  President  called  the  attention  of  Congress  to  this  subject,  and  stated  that 
serious  losses  would  result  from  a  sudden  suspension  of  the  work  and  the  discharge  of 
the  valuable  corps  of  artificers  and  men  employed  in  completing  it. 

In  January,  1796,  the  Chairman  of  the  Committee  of  the  House  of  Representatives 
to  whom  the  subject  of  frigates  had  been  referred,  called  upon  the  Secretary  of  War' 
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(then  charged  with  the  superintendence  of  the  Navy)  for  information  as  to  the  progress 
made  in  building  them,  the  expenses  incurred,  &c. 

The  information  was  communicated  to  Congress,  and  on  20  April  following  "  An 
Act  supplementary  to  an  Act,  entitled  an  Act  to  provide  a  Naval  Armament "  passed, 
authorizing  the  President  to  continue  the  construction  and  equipment  of  the  frigates 
«f  44  guns  and  one  frigate  of  86  guns,  appropriating  for  this  purpose  the  imexpended 
balance  of  the  $688,888.83  (which  had  been  appropriated  for  the  six  frigates  by  Act 
of  9  June,  1794,)  and  the  sum  of  $80,000,  which  by  the  Act  of  9  June,  was  appropri- 
ated for  a  provisional  equipment  of  galleys,  but  no  part  of  which  had  been  expended 
on  that  object. 

This  Act  continued  the  construction  and  equipment  of  three  of  the  six  frigates 
and  discontinued  the  remaining  three,  notwithstanding  such  progress  had  been  made 
that  the  whole  six  might  have  been  built,  launched  and  completely  equipped  within  the 
year. 

President  Washington,  in  his  speech  to  both  Houses  of  Congress,  7  December, 
1796,  after  referring  to  the  many  delays  and  disappointments  arising  out  of  the  Euro- 
pean war  and  the  final  arrangements  made  to  the  Dey  and  regency  of  Algiers,  observes 
among  other  things,  the  following  : 

"  To  an  active  external  commerce  the  protection  of  a  naval  force  is  indispensable." 
"  To  secure  respect,  to  a  neutral  flag  requires  a  naval  force,  organized,  and  ready  to  vin- 
dicate it  from  insult  and  aggression ;  "  and  asks,  "  Will  it  not,  then,  be  advisable  to 
begin  without  delay  to  provide  and  lay  up  the  materials  for  the  building  and  equip- 
ping of  ships  of  war,  and  to  proceed  in  the  work  by  degrees,  in  proportion,  as  our 
resources  shall  render  it  practicable,  without  inconvenience ;  so  that  a  future  war  of 
Europe,  may  not  find  our  commerce  in  the  same  unprotected  state  in  which  it  was  found 
by  the  present." 

The  depredations  committed  upon  our  commerce  by  the  cruisers  of  European 
powers,  particularly  those  of  Great  Britain  and  France,  and  the  suflFering  which  ensued 
therefrom  to  our  seafaring  citizens,  were  the  causes  of  our  maritime  war  with  the  latter 
nation,  and  the  consequent  extension  of  our  naval  establishment. 

On  9  April,  1798,  the  Secretary  of  War,  who  was  charged  with  the  duty  of  super- 
intending the  concerns  of  the  Navy,  as  well  as  those  of  the  Army,  addressed  to  the 
Chairman  of  the  Committee  of  the  House  of  Representatives,  for  the  protection  of  com- 
merce and  the  defence  of  the  country,  a  letter  recommending  building  or  purchasing 
vessels,  with  estimates  for  building,  rigging  and  equipping,  three  ships  of  war,  to  carry 
23,  20  and  16  guns,  together  with  the  cost  of  manning  and  victualing  the  same  for  twelve 
months.  Said  letter  and  estimates  were  submitted  to  Congress  early  in  April,  1798, 
and  on  the  27th  of  that  month  an  Act  passed,  entitled  "  An  Act  to  provide  an  addi- 
tional armament  for  the  protection  of  the  trade  of  the  United  States  and  for  other  pur- 
poses," authorizing  the  President  to  cause  to  be  built,  purchased  or  hired,  a  number 
of  vessels,  not  exceeding  twelve,  to  carry  not  more  than  23  guns  each,  to  be  armed, 
fitted  out  and  manned,  under  his  direction ;  and  appropriating  $950,000  to  carry  these 
provisions  into  effect. 

On  30  April,  1 79S,  the  office  pf  Secretary  of  the  Navy  was  established  by  law. 

On  3  May,  1798,  Hon.  George  Cabot,  of  Massachusetts,  was  nominated  and  con- 
finned  as  Secretary  of  the  Navy,  but  declined  the  appointment. 

On  4  May,  1798,  another  Act  was  passed  authorizing  the  building  or  purchasing 
3f  a  number  of  small  vessels,  to  be  equipped  as  galleys  or  otherwise,  and  stationed  in 
such  ports  of  the  United  States  as  the  President  might  direct.  Eighty  thousand  dol- 
lars was  appropriated  lor  this  object. 

On  21  May,  1798,  Benjamin  Stoddert,  Esq.,  of  Georgetown,  in  the  District  of  Co- 
lumbia, was  appointed  to  the  office  of  Secretary  of  the  Navy,  and  in  June,  1798,  en- 
tered upon  the  duties  of  his  office  as  Secretary  of  the  Navy. 

From  this  date  we  commence  the  compilation  of  the  General  Register  of  the 
Navy. 
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Admiral— Created  by  Act  of  Congress  25  July,  1866. 

Vice-Admiral — Created  by  Act  of  Congress  21  December,  1864. 

Rear  Admiral —      do.        do.  do.       16  July,  1862. 

Medical  Directors  and  Medical  Inspectors,  )    — Created    by  Act  of   Congress 

Pay  Directors  and  Pay  Inspectors,  j  March,  1871. 

Purser  to  Paymaster — Act  of  Congress  22  June,  1860. 

1st  Assistant  Engineer  to  Passed  Assistant  Engineer,  )  Act  of  Congress 

2d        do.  do.     do.  Assistant  Engineer,  >   24  February, 

3d        do.  do.  (Abolished  Act  of  Congress  15  July,  1870.)  )  1874. 

Acting  Master's  Mates  to  Mates — Act  of  Congress  3  March,  1865. 

Cadet  Midshipman — Act  of  Congress  15  July,  1870. 


OPriOEES  OE    THE  LINE. 


Admiral. 

Vice-Admiral. 

Rear  Admiral. 

Commodore. 

Captain. 

Commander. 

Lieutenant-Commander. 


Lieutenant. 

Master. 

Ensign. 

Passed  Midshipman. 

Midshipman. 

Acting  Midshipman. 

Cadet  Midshipman. 


MEDICAL  OOKPS. 


Medical  Director. 

Medical  Inspector. 

Surgeon. 

Passed  Assistant  Surgeon. 


Assistant  Surgeon. 

Acting  Passed  Assistant  Surgeon. 

Acting  Assistant  Surgeon. 


PAY    OOEPS. 


Pay  Director. 
Pay  Inspector. 
Paymaster. 


Passed  Assistant  Paymaster. 
Assistant  Paymaster. 


ENGINEEE  OOEPS. 


Engineer-in-Chief. 

Chief  Engineer. 

Passed  Assistant  Engineer. 


Assistant  Engineer. 
Cadet  Engineer. 


XAYAL  OONSTEUOTION,  ETC. 


Naval  Constructor. 
Assistant  Naval  Constructor. 


Chaplain. 

Professor  of  Mathematics. 


OEEICEES  XOT  IN  LINE  OF   PEOMOTION. 

Master's  Mate  and  Acting  Master's  Mate. 

WAEEANT  OFFIOEES. 


Boatswain. 
Gunner. 


Carpenter. 
S^ilmaker. 
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abbot,  Charles  W  . 

Purser,  3  September,  1856.  Pay  Inspector,  3  March,  1871.  Pay  Director,  3  July,  1871. 
Abbot,  Francis  O. 

Acting  Ensign,  11  May,  1864.     Resigned  5  May,  1865. 
Abbot,  Joel. 

Midshipman,  18  June,  1812.    Lieutenant,  1  April,  1818.    Commander,  8  December, 
1838.   Captain,  3  October,  1850.     Died  14  December,  1855. 
Abbot,  Trevett. 

Midshipman,  13  October,   1848.   Passed  Midshipman,  15  June,  1854.    Master,  K! 
September,  1855.     Lieutenant,    7  January,    185().     Lieutenant-Commander,    l(i 
July,  1863.   Commander,  13  December,  1867.     Died   37  October,  1869. 
Abbot,  Walter. 

Midshipman,  3  December,  1859.    Ensign,  25  November,  1863.    Lieutenant,  33  Feb- 
ruary, 1864.   Lieutenant-Commander,  35  July,  1866.     Died  3  February,  1873. 
Abbott,  Charles. 

Acting  Second  Assistant  Engineer,  14  August,  1864.     Resigned  5  June,  1865. 
Abbott,  Charles  F. 

Acting  Assistant  Paymaster  24  April,  1865.     Discharged  10  December,  1865. 
Abbott,  DaTid  M. 

Acting  Ensign  and  Pilot,  3  May,  1864.     Acting  Master  and  Pilot,  9  November, 
1864.    Honorably  discharged  30  June,  1865. 
Abbott,  George  C. 

Boatswain,  81  January,    863.     Resigned  3  April,  1866. 
Abbott,  George  P. 

Mate,  17  December,  1863.    Honorably  discharged  13  August,  1865. 

Abbott,  Isaac  A. 

Mate,  2  February,  1863.   Acting  Ensign,  19  January  1864.     Honorably  discharged 
35  December,  1865. 
Abbott,  Isaac  H. 

Midshipman,  10  May,  1830.     Dropped  since  1834. 
Abbott,  James  W. 

Midshipman,  1  May,  1832.     Resigned  23  May,  1826. 

Abbott,  J.  Francis. 

Midshipman,  37  December,  1887.  Passed  Midshipman,  39  June,  1843.  Master,  14 
October,  1850.  Lieutenant,  32  April,  1851.  Reserved  List,  13  September,  1855. 
Commander  Reserved  List,  4  April,  1867.     Died  1870. 

Abbott,  J.  Gurley. 

Mate,  3  Decemlier,  1863.     Honorably  discharged  7  December,  1865. 

Abbott,  John  P. 

Purser,  1  October,  1853.     Resigned  1  September,  1856. 
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Abbott,  John  S. 

Midshipman,  33  September,  1864.   Graduated  June,  1870.    Ensign,  13  July,  1871. 
Master,  8  November,  1874. 
Abbott,  Samuel  W. 

Assistant  Surgeon,  34  January,  1862.     Resigned  27  May,  1874. 
Abbott,  Stephen  A. 

Mate,  18  April,  1864.     Honorably  discharged  25  July,  1865.    ' 
Abbott,  Thomas  C. 

Midshipman,  6  December,  1814.     Last  appearance  on   Records  of  Navy  Depart- 
ment, 80  September,  1815. 
Abbott,  Walter. 

Midshipman,  1  January,  1812.    Lieutenant,  5  March,  1817.     Died  13  July,  1825. 
Abbott,  William  A. 

Midshipman  18  October,  1848.     Resigned  27  October,  1853. 

Abbott,  William  A. 

Mate.     Acting  Ensign,  13  October,  1863.    Honorably  discharged  30  October,  1865. 

Abell,  Jolin  H. 

Acting  Assistant  Paymaster,  5  April,  1865.     Honorably  discharged  34  September, 
1865.  * 

Abell,  Walter  B. 

Mate,  3  February,  1865.     Honorably  discharged  10  November,  1865. 

Abercrombie,  Alexander  K. 

Midshipman,  19  October,  1841.     Dismissed  28  August,  1849. 
Abercrombie,  J.  B, 

Midshipman,  1  January,  1817.     Died  2  March,  1819. 
Abernethy,  Angnstus  H. 

Acting  Assistant  Surgeon,  38  January,  1865.     Honorably  discharged  10  October, 
1865. 
Abernethy,  John  J. 

Assistant  Surgeon,  9  February,  1887.    Passed  Assistant  Surgeon,  11  March,  1843. 
Surgeon,  7  November,  1850.   Retired  List,  29  October,  1868.    Medical  Director 
Retired  List,  3  March,  1871.     Died,  28  October,  1879. 
Abernithe,  John. 

Midshipman,  1  September,  1811.     Resigned  20  May,  1814. 
Abjornson,  Angnst. 

Acting  Third  Assistant  Engineer,  14  October,  1864.  Honorably  discharged  33  Octo- 
ber, 1867. 
Able,  Augustus  H. 

Third  Assistant  Engineer,  21  February,  1861.  Second  Assistant  Engineer, '31  April, 
1868.    First  Assistant  Engineer,  1  December.  1864.    Chief  Engineer,  20  Novem- 
ber, 1874. 
Abrahams,  Benjamin. 

Acting  Assistant  Paymaster,  14  December,  1804.     Discharged  24  September,  1865. 
Abrames,  Isaac  S. 

Acting  Third  Assistant  Engineer,  15  November,  1861.    Resigned  11  February,  1863. 
Abrams,  James. 

Acting  Second  Assistant  Engineer,  11  August,  1864.     Resigned  6  June,  1865. 

Aby,  Charles  W. 

Midshipman,  8  February,  1840.    Passed  Midshipman,  11  July,  1846.     Master,  38 
September,  1854.    Lieutenant,  34  May,  1855.     Died  16  October,  1856. 

Acker,  Edward  O. 

Cadet  Engineer,  15  September,  1875.     Graduated  10  June,  1879. 
Ackerman,  Thomas  F. 

Acting  First  Assistant  Engineer,  1  October,  1862.    Resigned  3  June,  1864. 
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Ackley,  Cliarles. 

Mate,  23  November,  1862.    Acting  Ensign,  31  October,  1863.    Acting  Master,  16 
July,  1864.     Honorably  discharged  27  June,  1868. 
Ackley,  Henry. 

Assistant  Surgeon,  30  July,  1861.    Retired  List,  20  June,  1864.     Died  1  Decem- 
ber, 1865. 
Ackley,  Isaac. 

Acting  Second  Assistant  Engineer,  13  May,  1864.     Resigned  19  June,  1865. 
Ackley,  John  B. 

Assistant  Surgeon,  24  January,  1862.     Passed  Assistant  Surgeon,  5  March,  1866. 
Surgeon,  8  June,  1873.     Died  11  Sei^tember,  1874. 
Ackley,  SetU  M. 

Midshipman,  4  October,  1863.     Graduated,  June,  1866.     Ensign,  13  March,  1868. 
Master,  26  March,  1869.    Lieutenant,  21  March,  1870. 
Ackworth,  William  F. 

Mate,  14  November,  1862.   Acting  Ensign,  5  February,  1863.    Dismissed  27  June, 
1863. 
Adair,  Robert. 

Acting  Ensign,  1  November,  1864.     Honorably  discharged  23  September,  1865. 

Adair,  William  D. 

Acting  Second  Assistant  Engineer,  36  December,  1 861.   Acting  First  Assistant  Engi- 
neer, 19  November,  1863.    Died  11  October,  1864. 
Adams,  Alexander. 

Carpenter,  18  March,  1800.     Last  appearance  on  Records  of  Navy  Department. 

Adams,  Alfred  B. 

Acting  Assistant  Paymaster,  2  July,  1868.     Resigned  28  June,  1864. 

Adams,  Atkins. 

Master,  18  January,  1809.     Last  appearance  on  Records  of  Navy  Department. 

Adams,  Cassilly* 

Mate,  24  January,  1863.   Acting  Ensign,  3   October,  1863.     Honorably  discharged 
15  September,  1865.  , 

Adams,  CUarles  A. 

Acting  Midshipman,  23  July,  1863.     Graduated  June,  1868.    Ensign,  19  April, 
1869.   Master,  13  July,  1870.    Lieutenant,  8  November,  1873. 

Adams,  Charles  C 

Acting  Assistant  Paymaster,  6  May,  1861.     Honorably  discharged  7  October,  1865. 

Adams,  Charles  F.  ,       ,.    ,         ,  ^ 

Mate,  27  Januarv,  1863.   Acting  Gunner,  25  June,  1864.     Honorably  discharged  5 
May,  1865. 

Adams,  Charles  m. 

Acting  Third  Assistant  Engineer,  4  June,  1864.    Honorably  discharged  20  March, 

1866. 
Adams,  Charles  W. 

Mate.    Acting  Ensign,  35  September,  1863.   Acting  Master,  20  July,  1864.    Hoir- 
orably  discharged,  6  June,  1868. 

Adams,  Cyrus  B. 

Acting  Second  Assistant  Engineer,  4  January,  1864.  Acting  First  Assistant  Engi- 
neer, 12  June,  1865.     Honorably  discharged  29  October,  1865. 

Adams,  David  P. 

Chaplain,  10  May,  1811.     Died  September,  1833. 

Adams,  Enos  O.  .    ,.      ,^    ^     .,„  t  i     ..o^o     t.-     •     j 

Mate.   Acting  Ensign,  21  January,  1863.    Acting  Master,  18  July,  1863.    Dismissed 

18  January,  1865. 

Adams,  Frank  O. 

Mate.    Acting  Ensign,  30  May,  1863.     Died  33  May,  1865. 
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Adams,  Creorge. 

Midshipman,  1  January,  1818.  Lieutenant,  3  March,  1827.  Commander,  6  April,. 
1849.    Reserved  List,  13  September,  1855.     Died  19  April,  1856. 

Adams,  Oeorge  K. 

Midshipman,  1  August,  1804.  Graduated,  2  June,  1868.  Lost  on  board  Oneida,  34 
January,  1870. 

Adams,  George  W. 

Acting  Ensign,  28  January,  1863.  Acting  Master,  14  Januai-y,  1865.  Honorably 
discharged  24  February,  1866.  Acting  Master,  11  September,  1866.  Mustered 
out  November  10,  1868. 

Adams,  Henry  A. 

Midshipman,  14  March,  1814.      Lieutenant,  13   January,  1825.      Commander,  8 
September,  1841.     Captain,  14  September,  1855.     Commodore,  Retired  List,  16 
July,  1862.     Died  11  May,  1869. 
Adams,  Henry  A.,  Jr. 

Midshipman,  16  October,  1849.     Passed  Midshipman,  12  June,  1855.     Master,  16 
September,  1855.     Lieutenant,  11  May,  1856.     Lieutenant  Commander,  16  July, 
1862.     Commander,  35  July,  1866.     Captain,  28  March,  1877.    Died  1  February, 
1S78. 
Adams,  James. 

Midshipman,  16  January,  1809.     Dropped  1815. 

Adams,  James  D. 

Midshipman,  27  September,  1864.     Graduated  3  June,  1868.     Ensign,  19  April,, 
1869.    Master,  12  July,  1870.     Lieutenant,  15  September,  1873. 
Adams,  James  H. 

Master,  10  July,  1812.     Last  appearance  on  Records  of  Navy  Department. 
Adams,  James  H. 

Midshipman,  11  December,  1799.     Discharged    20  May,  1801,  under  Peace  Es- 
tablishment Act. 
Adams,  James  M. 

Third  Assistant  Engineer,  14  May,  1847.  Second  Assistant  Engineer,  26  February, 
1851.    First  Assistant  Engineer,  15  December,  1853.     Resigned  2  August,  1863. 
Acting  First  Assistant  Engineer,  12   August,  1862.     Acting  Chief  Engineer, 
19  January,  1863.    Honorably  discharged  27  December,  1867. 
Adams,  Jellrey  T. 

Acting  Assistant  Surgeon,  30  November,  1861.     Appointment  revoked  26  July, 
1862. 
Adams,  Jotan. 

Boatsvrain,  21  May,  1803.     Last  appearance  on  Records  of  Navy  Department,  34 
July,  1840. 
Adams,  John. 

Midshipman,  5  September,  1845.     Dropped  7  October,  1851. 
Adams,  Jobn. 

Acting  Ensign,  20  July,  1863.     Acting  Master,  9  March,  1864.     Died  23  Febru- 
ary, 1867. 
.Idams,  Jolin  Q. 

Midshipman,   3  July,   1835.     Passed   Midshipman,   23    June,  1841.     Master,  33 
March,  1848.     Lieutenant,  31  February,  1849.     Lost  in  Albany,  38  September 
1854. 
Adams,  Jolin  Q. 

Gunner,  22  October,  1863.     Resigned  18  February,  1869. 
Adams,  Josepli  H. 

Midshipman,  8  December,  1831.  Passed  Midshipman,  38  June,  1888  Lieu- 
tenant, 15  February,  1843.    Died  4  October,  1853. 

Adams,  J.  P.  B. 

Midshipman,  2  February,  1829.     Died  28  December,  183S. 
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Adams,  J.  T.  A. 

Acting  Assistant  Surgeon,  3  February,  1863.     Resigned  20  January,  1865. 
Adams,  J.  Warren. 

Mate,  23  June,  1863.     Acting  Ensign,  25  June,  1864.     Honorably  discharged  13 
December,  1865. 
Adams,  LiaRiie  P. 

Acting  Midshipman,  36  October,  1859.  Ensign,  16  September,  1862.  Lieutenant, 
23  February,  1864.  Lieutenant-Commander,  35  July,  1866.  Died  11  January, 
1868. 

Adams,  ]Vapoleon  B. 

Acting  Midshipman,  25  January,  1849.     Dropped  13  July,  1849. 
Adams,    INTewton  H. 

Assistant  Surgeon,  24  January,  1862.     Passed  Assistant  Surgeon,  5  March,  1866. 
Surgeon,  6  June,  1868.     Died  17  November,  1869. 
Adams,  Peter. 

Boatswain,  35  August,  1809.     Killed  in  action  1  June,  1813. 
Adams,  Richard. 

Acting  Master,  6  September,  1861,  without  pay.    Appointment  revoked  25  Feb- 
ruary, 1863. 
Adams,  Robert. 

Midshipman,  18  May,  1809.     Last  appearance  on  Records  of  Navy  Department, 
18  September,  1809. 
Adams,  Robert. 

Acting  Master,  34  December,  1861.     Dismissed  27  June,  1862. 
Adams,  Roderick  R. 

Midshipman,  3  May,  1815.     Drowned  August,  1819. 
Adams,  Samuel  li. 

Acting  Assistant  Surgeon.  Resigned  31  May,  1864. 

Adams,  Samuel  W. 

Midshipman,  1  January,  1808.  Lieutenant,  34  July,  1813.  Commander,  11 
March,  1829.    Died  1  January,  1831. 

Adams,  Samuel  W. 

Master,  3  July,  1818.    Last  appearance  on  Records  of  Navy  Department. 

Adams,  S.  Wardell. 

Midshipman,  18  June,  1812.      Resigned   18  July,  1815.     Midshipman,  16  May, 
1816.    Died  1830. 
Adams,  Sherman  W. 

Acting  Assistant  Paymaster,  10  March,  1862.     Resigned  11  October,  1864. 

Adams,  Silas. 

Acting  Third  Assistant  Engineer,  13  June,  1863.    Died  3  February,  1864. 

Adams,  W.  H. 

Midshipman,  27  April,  1833.  Passed  Midshipman,  8  July,  1839.  Died  8  No- 
vember, 1842. 

Adams,  William. 

Sailmaker,  13    July,  1836.      Last  appearance  on  Records  of  Navy    Department. 

Adams,  William  Henry. 

Acting  Third  Assistant  Engineer,  14  April,  1865.  Honorably  discharged  26  July, 
1865. 

Adams,  W.  M.  E. 

Midshipman,   7  June,  1831.     Passed  Midshipman,  23  June,  1838.    Dismissed  9 

July,  1841. 
Adanison,  Alfred. 

Third  Assistant  Engineer,  13  May,  1861.  Second  Assistant  Engineer,  17  December, 
1862.  First  Assistant  Engineer,  1  January,  1865.  Chief  Engineer,  19  May, 
1879. 
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Adanison,  Sainiiel  E. 

Mate,  10  July,  1S68.     Honorably  discharged  30  November,  18C5. 
Addieks,  Joseph  T, 

Assistant   Paymaster,   23    October,   1869.      Past    Assistant   Paymaster,  4  March, 
1875. 
Addison  John. 

Chaplain,  3  March,  1825.     Resigned  25  February,  1838. 
Addison,  Joseph. 

Acting  Gunner,  7  April,  1863.     Honorably  discharged  29  November,  1865. 
Addison,  S.  Ridout. 

Assistant  Surgeon,  20  June,  1838.     Passed  Assistant  Surgeon,  35  November,  1844. 
Surgeon,  22  September,  1854.     Died  38  August,  1860. 

Adee,  Aug. 

Surgeon's  Mate,  15  July,  1834.     Surgeon,  3  January,  1828.     Died  23  February, 
1844. 
Adkins,  John. 

Acting  Third  Assistant  Engineer,  26  November,  1863.     Appointment  revoked  18 
September,  1863.     Acting    Second    Assistant    Engineer,    10   December,    1863. 
Honorably  discharged  13  July,  1865. 
Adkins,  William  E. 

Mate,  1  August,  1864.     Resigned  17  February,  1865. 
Adler,  August. 

Mate.    Acting  Ensign,  3  July,  1863.     Honorably  discharged  3  May,  1868. 
Adlington,  Francis. 

Mate,  9  June,  1863.     Died  13  November,  1863. 
Agnew,  John. 

Acting  Third  Assistant  Engineer,  10  December,  1864.     Honorably  discharged  26 
August,  1865. 
Agnew,  John  P. 

Acting  Assistant  Surgeon,  19  March,  1864.     Resigned  13  May,  18&4; 
Agnew,  Richard. 

Carpenter,  13  January,  1874. 
Ahrens,  A.  H. 

Mate,  17  November,  1864.     Resigned  17  June,  1865. 
Aiken,  Edmund  C. 

Mate,  38  July,  1863.     Resigned  22  June,  1864.     Mate,  5  April,  1865.  Appointment 
revoked  8  August,  1866. 
Aiken,  George  W. 

Acting  Third  Assistant  Engineer,  1  October,  1862.  Honorably  discharged  3  Decern 
ber,  1865. 
Aiken,  Josiah  B. 

Acting  Boatsvpain,  1  September,  1863.     Appointment  revoked  10  August,   1864. 
Acting  Boatsvi^ain,  6  September,  1864.     Boatswain,  34  March,  1806.  '  ^ 

Aiken,  W.  Appleton. 

Acting  Assistant  Paymaster,  10  August,  1861.     Resigned  13  December,  1861. 
Aimee,  Jacob. 

Gunner,  5  December,  1861.     Killed  on  Mercedita,  31  January,  1803. 
Ainsworth,  Charles. 

Acting  Ensign,  3  August,  1863.     Honorably  discharged  14  July,  1866. 
Aitken,  Hugh. 

Surgeon's  Mate,  15  July,  1800.     Died  17  September,  1806. 
Albert,  Charles. 

Mate,  11  January,  1862.     Dismissed  3  December,  1862. 
Albert,  John  S. 

Third  Assistant  Bngmeer,  8   September,  1855.      Second  Assistant  Engineer    21 
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July,  1858.      First  Assistant  Engineer,  30  August,   1859.     Chief  Eno-ineer    29 
October,  1861.    Died  3  July,  1880. 
Albert,  Sitdney. 

Third  Assistant  Engineer,  11  April,  1859.  Second  Assistant  Engineer,  17  Decem- 
ber, 1861.  First  Assistant  Engineer,  17  March,  1863.  Chief  Engineer,  31  March 
1870.    Resigned  31  December,  1873.  ' 

Albro,  Gardner  D. 

Acting  Second  Assistant  Engineer,  30  December,  1863.     Honorably  discharged  19 
August,  1865. 
Albro,  George  L<. 

Gunner,  14  June,  1863. 
Albnry,  IVilliaiu  H. 

Acting  Master  and  Pilot,  31  November,  1864.    Honorably  discharged  14  Decem- 
ber, 1865. 
Alby,  Setb  B. 

Midshipman,  18  June,  1813.     Resigned  4  March,  1814. 
Alcorn,  James. 

Master,  39  June,  1813.     Discharged  18  April,  1814. 
Alcorn,  James  F. 

Acting  Master,  38  April,  1863.  Honorably  discharged  14  May,  1867.  Acting 
Master,  39  July,  1867.    Mustered  out  1  July,  1868. 

Alden,  Cbarles  H. 

Chaplain,  23  April,  1841.     Died  34  September,  1846. 

Alden,  Humpbrey. 

Master,  3  October,  1811.     Resigned  8  June,  1813. 

Alden,  James. 

Midshipman,  1  April,  1838.  Passed  Midshipman,  14  June,  1834.  Lieutenant,  35 
February,  1841.  Commander,  14  September,  1855.  Captain,  3  January,  1863. 
Commodore,  25  July,  1866.  Rear-Admiral,  19  June,  1871.  Retired  list,  31 
March,  1873.    Died  6  February,  1877. 

Alden,  James  M. 

Acting  Ensign,  26  August,  1863.  Acting  Master,  9  January,  1865.  Honorably 
discharged  31  December,  1865.     Secretary  to  Admiral  Porter,  26  July,  1866. 

Alden,  Robert  W. 

Midshipman,  1  May,  1823.     Dismissed  14  November,  1831. 

Aldrich,  Arthur  F. 

Mate,  11  October,  1864.  Acting  Ensign,  28  June,  1865.  Honorably  discharged 
25  October,  1867. 

Aldrieb,  R.  G. 

Mate,  38  August,  1862.     Resigned  24  September,  1863. 

Aldrlck,  Saninel. 

Midshipman,  7  July,  1800.    Discharged  30  April,  1801. 

Aldridge,  Edmund  W. 

Acting  Second  Assistant  Engineer,  19  April,  1863.  Appointment  revoked  1  July, 
1863. 

Aldridge,  John  H. 

Acting  Assistant  Sutgeon,  4  December,  1863.     Dismissed  38  December,  1863. 

Aldridge,  Richard. 

Acting  Third  Assistant  Engineer,  28  July.    Discharged  16  October,  1865. 

Alexander,  A.  A. 

Midshipman,  1  September,  1811.     Resigned  19  June,  1824. 

Alexander,  Adam  C.  t^-  j  o^ 

Acting  Midshipman,  23  November,  1859.  Ensign,  16  September,  1863.  Died  34 
February,  1864. 
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Alexander,  Alexander. 

Midshipman,  3  March,  1799.     Resigned  6  February,  1800. 
Alexander,  <JUeriah  H. 

Acting  Carisenter,  2  June,  1864.     Honorably  discharged  9  November,  1865. 
Alexander,  Franeis. 

Midshipman,  27   May,  1825.     Passed  Midshipman,  23  June,  1841.     Lieutenant,  7 
March,  1849.    Died  11  May,  1849. 
Alexander,  George  W. 

Third  Assistant  Engineer,  31  October,  1848.     Second  Assistant  Engineer,  16  Feb- 
ruary, 1852.     First  Assistant  Engineer,  27  June,  1855.     Resigned  5  April,  1861. 
Alexander,  Gerard. 

Assistant  Surgeon,  1  May,  1850.    Resigned  8  March,  1856. 
Alexander,  Horace  E. 

Acting  Ensign,  9  June,  1863.     Appointment  revoked  24  December,  1863. 
Alexander,  John. 

First  Assistant  Engineer,  4  March,  1842.     Disrated  to  Second  Assistant  Engineer, 
38  July,  1845.     First  Assistant  Engineer,  26  February,  1851.     Died  26  January, 
1863. 
Alexander,  Joseph  D. 

Third  Assistant  Engineer,  13  March,  1847.     Resigned  25  August,  1847. 
Alexander,  Joseph.  "W. 

Acting  Midshipman,  21  September,  1853.  Midshipman,  10  June,  1857.  Passed 
Midshipman,  35  June,  1860.  Master,  24  October,  1860.  Lieutenant,  11  March, 
1861.     Dismissed  5  July,  1861. 

Alexander,  IVathaniel. 

Midshipman,  30  Noviember,  1814.     Resigned  1  June,  1821. 
Alexander,  IVeil. 

Mate,  28  October,  1861.    Deserted  20  August,  1863. 
Alexander,  Richard  H. 

Acting  Third  Assistant  Engineer,  20  August,  1863.     Resigned  17  November,  1864. 
Alexander,  Samuel. 

Master,  26  November,  1814.     Resigned  15  March,  1815. 
Alexander,  William  H. 

Midshipman,  1  March,  1835.     Resigned  10  November,  1837. 
Alexis,  liOnis. 

Midshipman,  15  July,  1798.     Lieutenant,  4  March,  1807.     Commander,  10  Decem- 
ber, 1814.     Resigned  17  September,  1837. 
Alford,  Edward.^ 

Acting  Ensign,  1  October,  1863.     Acting  Master,  15  June,  1S64.     IIonr)rablv  dis- 
charged 9  April,  1866. 
Alger,  William  II. 

Mate,  18  August,  1863.     Honorably  discharged  30  Sejitember,  1805. 
Allan,  John  W. 

Acting  Third  Assistant  Engineer,  6  September,  1864.  Honorably  d ischarri-ed  5 
July,  1865.  "•'  ° 

Allderdice,  William   H. 

Cadet  Engineer,  14  September,  1876.     Graduated  10  June,  1880. 
Allderdice,  Winslow. 

Cadet  Midshipman,  17  June,  1870.  Graduated  1  June,  1874.  Eusio-n  17Tnlv  im'i 
Resigned  31  August,  1880.  °'    '"^'y''-°"'- 

Allee,  Presley. 

Midshipman,  18  May,  1809.     Resigned  5  November,  1810. 
Allen,  Abraham. 

Acting  Master,  39  October,  1861.    Honorably  discharged  20  September  1865 
Allen,  Alfred  W. 

Mate,  4  March,  1870.     Resigned  11  March,  1873. 
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Allen,  Aleck. 

Acting  Master,  17  October,  1861.     Dismissed  23  May,  1862. 
Allen,  Alexander  B. 

Mate,  4  April,  1864.     Discharged  12  September,  1865. 

Allen,  Amos  I>. 

Acting  Assistant  Paymaster,  21  October,  1864.  Honorably  discharged  3  Septem- 
ber, 1865. 

Allen,  Bart.  O. 

Acting  Ensign,  6  December,  1864.    Honorably  discharged  17  September,  1865. 
Allen,  Bo  wen. 

Acting  Master,  11  November,  1861.     Honorably  discharged  35  November,  1865. 
Allen,  Burgess  P. 

Gunner,  21  November,  1851.     Retired  list  3  December,  1876. 
Allen,  Caleb. 

Midshipman,  13  November,  1799.  Discharged  20  May,  1801,  under  Peace  Estab- 
lishment Act. 

Allen,  Charles  IV. 

Acting  Third  Assistant  Engineer,  7  September,   1864.     Honorably  discharged  5 
July,  1865. 
Allen,  Drnry  N. 

Midshipman,  11  May,  1803.     Resigned  17  September,  1803. 
Allen,  Ebenezer. 

Carpenter,  27  June,  1810.     Resigned  1  May,  1811. 
Allen,  Edward. 

Midshipman,  22  January,  1838.     Dismissed  9  August,  1845. 
Allen,  Edward. 

Acting  Third  Assistant  Engineer,  5  July,  1862.    Acting  Second  Assistant  Engineer, 
10  October,  1863.    Appointment  revoked  23  November,  1865. 
Allen,  Edward  Gray. 

Acting  Third  Assistant  Engineer,  21  February,  1865.  Honorably  discharged  8 
February,  1870.  Second  Assistant  Engineer,  1  December,  1870.  Dropped  14 
January,  1879. 

Allen,  Edwin  J. 

Mate.   Acting  Ensign,  30  July,  1862.    Dismissed  30  September,  1863. 

Allen,  Edwin  J. 

Boatswain,  3  May,  1876. 
Allen,  Francis  B. 

Third  Assistant  Engineer,  1  March,  1862.  Second  Assistant  Engineer,  15  October, 
1863.    Resigned  18  February,  1868. 

Allen,  Francis  P. 

Acting  Master,  12  October,  1861.     Died  34  May,  1868. 

Allen,  Frederick  B. 

Acting  Ensign,  18  May,  1864.     Honorably  discharged  13  August,  1865. 

Allen,  George  E. 

Acting  Third  Assistant  Engineer,  24  December,  1863.  Acting  Second  Assistant 
Eno-ineer,  4  March,  1864.    Honorably  discharged  14  August,  1865. 

Allen,  George  M. 

Assistant  Paymaster,  3  March,  1879. 

Allen,  George  O. 

Acting  Assistant  Surgeon,  9  December,  1863.     Honorably  discharged  21  October, 
1865.   Assistant  Surgeon,  3  March,  1868.     Resigned  17  March,  1873. 
Allen,  George  W. 

Acting  Gunner,  9  May,  1862.     Appomtment  revoked  30  October,  1865. 

Allen,  George  W. 

Acting  Assistant  Paymaster,  22  January,  1864.     Discharged  25  August,  1865. 
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Allen,  Henry. 

Acting  Master,  15  October,  1861.     Dismissed  13  January,  1863. 
Allen,  Henry  F. 

Acting  Third  Assistant  Engineer,  14  November,  1864.     Honorably  discharged  26 
February,  ]868. 
Allen,  Henry  S. 

Mate,  39  October,  1863.     Honorably  discharged  37  August,  1865. 
Allen,  Howard 

Master,  34  April,  1812.     Discharged  37  July,  1815. 

Allen,  H.  B. 

Acting  Third  Assistant  Engineer,  20  July,  1863.     Honorably  discharged  8  August, 
1865. 
Allen,  Isaac. 

Mate.    Died  24  May,  1865. 
Allen,  James. 

Acting  Third  Assistant  Engineer,  22  April,  1863.     Acting  Second  Assistant  En- 
gineer, 19  April,  1864.     Honorably  discharged  23  September,  1865. 
Allen,  James  Ti. 

Acting  Assistant  Surgeon,  10  June,  1861.     Resigned  21  October,  1861. 
Allen,  Jolin. 

Boatswain,  12  November,  1798.     Discharged  10  June,  1801,  under  Peace  Establish- 
ment Act. 
Allen,  John. 

Master,  1  July,  1805.     Dismissed  12  December,  1805. 
Allen,  Jobn. 

Acting  Third  Assistant  Engineer,  2  December,  1864.    Honorably  discharged  9 
February,  1868. 
Allen,  Jobn  B.  A. 

Acting  Third  Assistant  Engineer,  8  December,  1861.     Acting  Second   Assistant 
Engineer,  14  November,  1862.     Honorably  discharged  5  October,  1865. 
Allen,  John  H. 

Acting  Ensign,  13  December,  1863.     Acting  Master,  16  February,  1864.     Honor- 
ably discharged  12  December,  1865. 

Allen,  Jobn  J. 

Mate,  18  May,  1863.     Resigned  22  August,  1864. 

Allen,  Jobn  91. 

Midshipman,  1  February,  1823.     Resigned  13  February,  1824. 
Allen,  John  S. 

Acting  Assistant  Paymaster,  17  December,  1861.     Discharged  28  December  1865. 
Allen,  liOnis  J. 

Third  Assistant  Engineer,  3  May,  1859.     Second  Assistant  Engineer  6  January 
1862.     First  Assistant  Engineer,   30   May,   1863.     Chief  Engineer,  4  March,*! 
1871. 
Allen,  Merwin. 

Acting  Ensign,  5  June,  1863.     Honorably  discharged  28  November,  1865. 
Allen,  IMEoses. 

Purser,  15  May,  1799.     Discharged  18  November,  1801,  under  Peace  Establishment 
Act. 
Allen,  Jfatbaniel  P. 

Mate,  36  December,  1863.     Appointment  revoked  1  April,  1803. 
Allen,  Oliver  P. 

Midshipman,  28  September,  1846.     Dismissed  17  June,  1851. 
Allen,  Robert  W. 

Acting  Assistant  Paymaster,  20  January,  1864.     Passed  Assistant  Pavmastpr  9<* 
July,  1866.    Paymaster,  1  February,  1868.  ^  '  '^'^ 
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Allen,  Samnel. 

Midshipman,  11  December,  1799.     Discharged  30  April,  1801,  under  Peace  Estab- 
lishment Act. 
Allen,  Samnel. 

Midshipman,  13  December,  1800.    Discharged  30  April,  1801,  under  Peace  Estab- 
lishment Act.  - 

Allen,  Samnel. 

Gunner,  9  May,  1836.    Resigned  1  March,  1839.     Gunner,  3  December,  1841.    Died 
23  January,  1854. 
Allen,  Slierman. 

Mate,  31  March,  1863.    Appointment  revoked  6  October,  1868. 
Allen,  Theodore. 

Third  Assistant  Engineer,  29  July,  1861.     Second  Assistant  Engineer,  18  Decem- 
ber, 1862.    Resigned  13  June,  1865. 
Allen,  Thomas. 

Acting  Assistant  Surgeon,  19  September,  1863.     Died  10  February,  1865. 
AUen,  Weld  N. 

Acting  Midshipman,  24  May,  1852.     Midshipman,  20  June,  1856.    Passed  Mid- 
shipman, 29  April,  1859.     Master,  5  September,  1859.     Lieutenant,  24  Februaiy, 
1861.     Lieutenant-Commander,  2  January,  1863.     Commander,  25  July,  1871. 
Died  7  February,  1875. 
Allen,  William. 

Mate,  18  September,  1862.     Acting  Boatswain,  11  March,  1863.     Boatswain,  13 
March,  1866.    Dismissed  24  February,  1868. 
Allen,  William. 

Gimner,  30  December.  1858.     Dismissed  3  March,  1860. 
Allen,  William  A.  H. 

Third  Assistant  Engineer,  21  April,  1863.     Second  Assistant  Engineer,  25  July, 
1864.     First  Assistant  Engineer,  22  November,  1872. 
Allen,  William  B. 

Third  Assistant  Engineer,  1  March,  1863. 

Allen,  William  B. 

Acting  Third  Assistant  Engineer,  5  February,  1864.    Appointment  revoked  10 
March,  1865. 

Allen,  William  C. 

Midshipman,  2  February,  1819.    Died  1831. 

Allen,  William  H. 

Midshipman,  38  April,  1800.     Lieutenant,   17  February,  1807.     Commander,  24 
July,  1813.    Killed  in  action  14  August,  1813. 

Allen,  William  H. 

Midshipman,  1  January,  1808.     Lieutenant,  24  July,  1813.     Killed  in  action  with 
Pirates,  November,  1823. 

Allen,  William  Henry. 

Acting  Third  Assistant  Engineer,  3  September,  1864.     Honorably  discharged  10 
January,  1867. 

Allen,  William  H. 

Cadet  Midshipman,  26  September,  1862.     Graduated  20  June,  1876.     Ensign,  25 
November,  1877. 

Alley,  Frederick  C. 

Acting  Assistant  Paymaster,  26  September,  1863.    Discharged  25  August,  1865. 
Assistant  Paymaster,  21  February,  1867.   Passed  Assistant  Paymaster,  25  January, 
1870.    Died  36  October,  1879. 
Allyn,  Gordon  li. 

Actino-  Master,  34  May,  1861.     Appointment  revoked  29  October,  1863. 

AUyn,  Woah  li. 

Acting  Master,  14  August,  1861.    Appointment  revoked  5  September,  1862. 


26  GENEKAL  NAVY  EEGISTER. 

Allibone,  Charles  O. 

Midshipman,  24  July,  1863.     Graduated,  SepteniDer,  186T.     Ensign,  18  December, 
1868.    Master,  21  March,  1870.     Lieutenant,  S  November,  1871. 
Alliiie,  Benjamin. 

Purser,  28  October,  1798.     Died  23  September,  1804. 
Ailing,  George  B. 

Mate,  1862.    Resigned  28  .July,  1862. 
Allingbain,  James  J. 

Assistant  Surgeon,  21  December,  1861.     Passed  Assistant  Surgeon,  8  May,  1865. 
Died  14  October,  1865. 
Allis,  E.  H. 

Acting  Assistant  Surgeon,  25  January,  1862.     Lost  on  Bainlridge,  August,  1863. 
Allison,  Burgess. 

Chaplain,  3  March,  1823.     Died  20  February,  1827. 
Allison,  Jacob  S. 

Midshipman,  10  May,  1820.     Resigned  10  March,  1822. 
Allison,  Oscar  W. 

Third  Assistant  Engineer,  1  February,  1862.  Second  Assistant  Engineer,  15  Octo- 
ber, 1863.     Resigned  8  December,  1869. 
Allison,  Richard. 

Midshipman,  6  June,  1836.   Passed  Midshipman,  1  July,  1842.     Died  5  May,  1847. 
Allison,  Richard  T. 

Purser,  30  October,  1849.    Dismissed  6  May,  1861. 
Allison,  Thomas. 

Midshipman,  15  November,  1810.     Resigned  19  April,  1813. 
Allison,  William  R. 

Midshipman,  1  January,  1812.     Last  appearance  on  Records  of  Navy  Department. 
Allman,  Philip. 

Acting  Second  Assistant  Engineer,  27  November,  1863.     Discharged  23  January, 
1866. 
Allphin,  Henry  Z. 

Mate,  21  March,  1864.     Honorably  discharged  1  November,  1865. 
Allston,  Millegan. 

Midshipman,  27  October,  1798.     Last  appearance  on  Records  of  Navy  Department. 
Allston,  Thomas  P. 

Midshipman,  15  February,  1840.     Resigned  6  October,  1840. 
Almand,  Albert. 

Midshipman,  10  September,  1841.    Passed  Midshipman,  10  August,  1847.    Master, 
14  September,  1855.   Lieutenant,  15  September,  1855.     Died  31  May  1857. 
Almey,  Thomas  A. 

Mate,  1861.     Killed  in  action  20  May,  1863. 
Alms,  Herman. 

Mate,  5  June,  1863.     Resigned  31  December,  1864. 
Almy,  Frederick  C 

Mate,  21  July,  1863.     Honorably  discharged  11  January,  1866. 
Almy,  George  B. 

Acting  Master,  9  October,  1861.     Appointment  revoked  7  July,  1864. 
Almy,  John  J. 

Midshipman,  2  February,  1829.   Passed  Midshipman,  3  July,  1835.    Lieutenant   8 

March,  1841.    Commander,24  April,  1861.  Captain,  8  March,  1865.  Commodore 

31   December,   1869.   Rear-Admiral,  24  August,   1873.     Retired  list  24  Ariril' 

1877.  '  ^      ' 

Almy,  John  W. 

Mate,  13  January,  1863.    Acting  Ensign,  24  May,  1864.     Honorablv  dischartrprl  ik 
December,  1868.  ^        ° 
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Almy,  Thomas  C 

Master,  26  June,  1813.     Last  appearance  on  Records  of  Navy  Department. 
Alsou,  Robert  W. 

Acting  Ensign,  23  May,  1863.     Honorably  discharged  30  November,  1865. 
Altaffer,  Isaac  M. 

Acting  Assistant  Paymaster,   24  June,  1864.     Honorably  discharged  20  March, 
1866. 
Althan,  George. 

Acting  Third  Assistant  Engineer,  19  March,  1864.     Honorably  discharged  13  Oc- 
tober, 1865. 
Aliryn,  John  C 

Master,  25  May,  1812.    Lieutenant,  24  September,  1813.    Killed  in  action  29  Be- 
cember,  1813. 
Ambler,  Edward. 

Midshipman,  3  April,  1804.     Resigned  30  June,  1804. 
Ambler,  James  91. 

Assistant  Surgeon,  1  April,  1874.     Passed  Assistant  Surgeon,  15  June,  1877. 
Amee,  Jacob. 

Gunner,  5  December,  1861.    Killed  on  board  Mercedita,  off  Charleston,  S.  C,  31 
January,  1863. 
Amelnng,  Henry. 

Midshipman,  1  February,  1836.     Resigned  31  March,  1828. 
Ames,  Boward  E. 

Assistant  Surgeon,  10  April,  1875.   Passed  Assistant  Surgeon,  7  June,  1878 

Ames,  Hndson  If. 

Acting  Second  Assistant  Engineer,  8  July,  1863.  Appointment  revoked  4  June, 
1864. 

Ames,  Jobn  H. 

Third  Assistant  Engineer,  1  July,  1861.  Second  Assistant  Engineer.  18  December, 
1862.    Resigned  30  September,  1865. 

Ames,  Mark  B. 

Acting  Ensign,  17  May,  1864.    Honorably  discharged  29  July,  1865. 

Ames,  Pelham  W. 

Acting  Assistant  Paymaster,  19  July,  1861.     Discharged  35  April,  1866. 

Ames,  Samnel. 

Midshipman,  23  July,  1864.  Graduated  2  June,  1868.  Ensign,  19  April,  1869. 
Master,  12  July,  1870.     Resigned  3  January,  1873. 

Ames,  Snllivan  D. 

Acting  Midshipman,  22  September,  1856.  Midshipman,  15  June,  1860.  Master, 
19  September,  1861.  Lieutenant,  16  July,  1862.  Lieutenant-Commander,  35 
July,  1866.    Commander,  6  January,  1874.     Died  23  November,  1880. 

Amiss,  Stephen. 

Acting  Ensign,  1  October,  1862.    Dismissed  2  March,  1863. 

Ammen,  Daniel. 

Midshipman,  7  July,  1836.  Passed  Midshipman,  1  July,  1843.  Master,  10  May, 
1849.  Lieutenant,  4  November,  1849.  Commander,  16  July,  1863.  Captain, 
25  July,  1866.  Commodore,  1  April,  1872.  Rear-Admiral,  11  December,  1877. 
Retired  list,  4  June,  1878. 

Ammerman,  Charles  H. 

Acting  Ensign,  2  January,  1863.  Acting  Master,  23  July,  1863.  Dismissed  9 
October,  1863. 

Amory,  Edward  I..  _,    .       . 

Acting  Midshipman,  1  October,  1862.  Graduated,  September,  1865.  Ensign,  1 
December,  1866.     Master,  13  March,  1868.     Lieutenant,  36  March,  1869. 

Amory,  John  H. 

Midshipman,  19  August,  1833.     Resigned  10  May,  1824. 
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Ainsden,  Charles  H. 

Cadet    Midshipman,   31  September,   1871.     Graduated,  June,   1875.     Ensign,  18 
July,  1876. 
Amsden,  George  W. 

Acting  Third  Assistant  Engineer,  5  June,  1863.     Honorably  discharged  8  Novem- 
ber, 1865. 

Anderson,  Addison  I>. 

Midshipman,  19  August,  1823.     Resigned  17  January,  1825. 
Anderson,  Antonl. 

Acting  Third  Assistant  Engineer,  17  October,  1864.     Honorably  discharged  18 
October,  1865.    Acting  Third  Assistant  Engineer,  9  March,  1867.     Mustered 
out  6  March,  1868. 
Anderson,  Asa. 

Acting  Third  Assistant  Engineer,  6  January,  1865.     Resigned  6  June,  1865. 
Anderson,  Benjamin  F. 

Midshipman,  8  March,  1831.     Resigned  23  June,  1838. 
Anderson,  Cameron. 

Purser,  29  February,  1848.     Died  25  June,  1852. 
Anderson,  Edward  C. 

Midshipman,  25  November,  1834.     Passed  Midshipman,  16  July,  1840.     Master,  30 
November,  1 846.    Lieutenant,  27  February,  1847.     Resigned  25  October,  1849. 
Anderson,  Franlc. 

Assistant  Surgeon,  24  May,  1875. 
Anderson,  George. 

Acting  Ensign,  14  August,  1863.     Resigned  17  April,  1865. 
Anderson,  George. 

Acting  Third  Assistant  Engineer.     Lost  on  iVasmssMs,  4  January,  1866. 
Anderson,  George  C 

Mate,  27  January,  1862.    Deserted  2  July,  1862. 
Anderson,  George  E. 

Carpenter,  14  June,  1861. 
Anderson,  James. 

Midshipman,  2  February,  1829.     Passed  Midshipman,  3  July,  1835.     Died  28  De- 
cember, 1840. 
Anderson,  James. 

Gunner,  19  October,  1799.     Discharged. 
Anderson,  James  F. 

Acting  Master,  10  February,  1862.     Appointment  revoked  21   November    1863. 
Anderson,  John. 

Midshipman,  22  September,  1859.     Killed  in  action  24  April,  1862. 
Anderson,  John  D. 

Gunner,  7  August,  1837.     Resigned  10  April,  1840. 
Anderson,  John  W. 

Acting  Second  Assistant  Engineer,  26  October,  1861.     Resigned    35  November 
18G2.     Acting  Second  Assistant  Engineer,  4  June,  1864.     Dismissed  5  Novem- 
ber, 1864. 
Anderson,  Joseph. 

Acting  Third  Assistant  Engineer,  1  October,  1863.     Acting  Second  Assistant  En- 
gineer, 10  August,  1864.     Honorably  discharged  4  December   1865 
Anderson,  Justns  D. 

ASting  Ensign,  6  May,  1864.     Honorably  discharged  28  June,  1805. 
Anderson,  Mark  T. 

Midshipman,  1  January,  1825.     Dismissed  31  December,  1838. 
Anderson,  Nicholas. 

Mate,  7  April,  1865.    Mustered  out  23  July,  1870. 
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Anderson,  Peter. 

Acting  Second  Assistant  Engineer,  28  May,  1863.    Honorably  discbarced  7  De- 
cember, 1868. 
Anderson,  Ricbard. 

Acting  Third  Assistant  Engineer,   16  October,   1861.     Acting  Second  Assistant 
Engineer,  6  February,  1863.     Dismissed  9  Marcli,  1865. 
Anderson,  Robert. 

Kate,  4  August,  1863.    Resigned  5  December,  1864. 
Anderson,  Robert. 

Boatswain,  16  June,  1862. 
Anderson,  Samuel. 

Surgeon's  Mate,  18  July,  1799.     Surgeon,  25  August,  1800.     Discharged  23  July 
1801,  under  Peace  Establishment  Act.  ' 

Anderson,  Samuel. 

Acting  Assistant  Paymaster,  11  August,  1862.     Honorably  discharged  8  July, 

Anderson,  S.  J. 

Mate,  3  September,  1863.    Died  27  January,  1864. 
Anderson,  Tbomas. 

Midshipman,  14  January,  1818.     Resigned  3  March,  1819. 
Anderson,  Thomas  O. 

Midshipman,  14  April,  1800.     Lieutenant,  24  March,  1807.     Resigned  21  August 
1807. 
Anderson,  W.  O. 

Midshipman,  2  March,  1803.     Lieutenant,  9   December,   1814.    Died  November, 
1822. 
Anderson,  William. 

Midshipman,  18  June,  1812.     Resigned  15  May,  1813. 
Anderson,  William  £. 

Mate.    Resigned  30  June,  1863. 
Anderson  W.  Henry. 

Acting  Assistant  Paymaster,  4  June,  1862.     Assistant  Paymaster,  80  June,  1864. 
Paymaster,  4  May,  1866.    Resigned  16  February,  1869. 
Anderson,  William  H. 

Acting  Ensign,  81  October,  1863.     Honorably  discharged  8  July,  1865. 
Anderson,  William  H. 

Acting  Third  Assistant  Engineer,  27  August,  1862.     Acting   Second  Assistant 
Engineer,  10  June,  1864.     Honorably  discharged  20  September,  1865.     Acting 
Second  Assistant  Engineer,  8  June,  1866.     Mustered  out  20  January,  1868. 
Andrade,  Cipriano. 

Third  Assistant  Engineer,  1  July,  1861.     Second  Assistant  Engineer,  18  Decem- 
ber, 1862.     First  Assistant  Engineer,  18  January,  1865. 
Andress,  William  A. 

Acting  Second  Assistant  Engineer,  3  January,  1868.     Honorably  discharged  15 
October,  1865. 
Andrew,  Jackson. 

Acting  Third  Assistant   Engineer,   17    June,   1864.     Honorably   discharged    12 
August,  1865. 

Andrews,  A.  M. 

Midshipman,  13  April,  1814.     Furloughed  15  August,  1819.     Dead. 

Andrews,  Collin  J. 

Mate,  29  October,  1864.    Honorably  discharged  21  March,  1867. 

Andrews,  Daniel  W. 

Mate,  9  August,  1864.   Acting  Ensign,  19  November,  1864.  Honorably  discharged 
13  May,  1868. 
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Andrews,  Elijah  T. 

Midsliipman,  19  October,  1841.     Died  23  January,  1849. 

Andrews^  Francis  S.  '  -,  io  rv  * 

Acting  Third  Assistant  Engineer,  21  May,  1864.  Honorably  discharged  IS  Octo- 
ber, 18R5.  Acting  Second  Assistant  Engineer,  19  December,  1866.  Mustered 
out  21  July,  1869. 

Andrews,  Jolin. 

Midshipman,  28  June,  1799.    Discharged  8  June,  1801,  under  Peace  Establishment 
Act. 
Andrews,  Joseph. 

Gunner,  24  November,  1833.     Died  19  October,  1833. 

Acting  Third  Assistant  Engineer,  28  February,  1863.  Acting  Second  Assistant 
Engineer,  9  July,  1864.     Honorably  discharged  7  August,  1865. 

Andrews,  W. 

Chaplain,  16  August,  1816.     Died  1826. 

Andrews,  S.  C 

Acting  Master,  9  October,  1861.     Resigned  37  November,  1861. 

Andrews,  Tliomas. 

Acting  Master,  29  October,  1861.  Appointment  revoked  4  February,  1864. 
Acting  Master,  19  December,  1864.     Died  37  February,  1865. 

Andrews,  William  B. 

Mate,  3  December,  1863.     Resigned  7  August,  1863. 

Angell,  IVathan  S. 

Sailmaker,  1  June,  1823.     Resigned  3  May,  1836. 

Angler,  Charles. 

Midshipman,  8  September,  1800.     Discharged  6  July,  1801. 

Angns,  George  W. 

Mate,  21  November,  1867.     Resigned  21  May,  1869. 

Angus,  Samnel. 

Midshipman,  6  November,  1799.     Lieutenant,  4  February,  1807.     Commander,  24 
July,  1813.     Captain,  27  April,  1816.     Dismissed  31  June,  1834. 
Ankers,  John  H. 

Mate.    Resigned  17  July,  1862.     Acting  Ensign,  27  October,  1863.     Honorably 
discharged  38  October,  1865. 
Annan,  John  W. 

Cadet  Engineer,  15  September,  1875.     Graduated  10  June,  1879. 
Anson,  R.  E. 

Mate,  33  October,  1863.     Acting  Ensign,  31  July,  1863.     Acting  Master,  8  May, 

1865.  Honorably  discharged  30  November,  1865.    Acting  Master,  4  January, 

1866.  Resigned  13  June,  1868. 

Anthon,  George. 

Midshipman,  30  June,  1806.     Warrant  returned  7  July,  1811. 
Anthony,  Charles  M. 

Acting  Ensign,  18  December,  1863.     Acting  Master,  37  July,   1865.     Master,  13 
March,    1868.     Lieutenant,    18    December,   1868.    Lieutenant-Commander,  36 
April,  1878. 
Anthony,  John  G. 

Midshipman,  1  July,  1830.    Resigned  14  June,  1837. 
Anthony,  Joseph. 

Surgeon,  20  June,  1798.     Discharged  1  May,  1801,  under  Peace  Establishment 
Act. 
Apgar,  Allen  S. 

Acting  Assistant  Paymaster,  1  September,  1863.  Honorably  discharged  19  Octo- 
ber," 1865. 
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Apperby,  TVilliam. 

Acting  First  Assistant  Engineer,  17  December,  1862.    Resigned  23  June,  1864. 
Appiegate,  Reuben. 

Acting  Gunner.     Resigned  3  June,  1864. 
Appleton,  George  H. 

Mate,  2  April,  1864.     Resigned  18  January,  1867. 
Appold,  Samuel  A. 

Acting  Third  Assistant  Engineer,  12  March,  1863.     Acting  Second  Assistant  En- 
gineer, 14  October,  1864.     Honorably  discharged  1  July,  1868. 
Arbecaui,  Henry  P. 

Mate,  3  January,   1864.      Acting  Ensign,  3  November,  1864.     Appointment  re- 
voked 29  July,  1865. 
Arbona,  Jotan  G. 

Mate.    Resigned  6  March,  1863. 
Arbuthnot,  C.  E. 

Acting  First  Assistant  Engineer,  1  October,  1863.     Honorably  discharged   20 
November,  1865. 
Arcbbold,  Samuel. 

Third  Assistant  Engineer,  37  May,  1843.     Second  Assistant  Engineer,  28  July, 
1845.     First  Assistant  Engineer,  10  July,   1847.      Chief  Engineer,   11  March, 
1851.     Engineer-in-chief,  16  October,  1857.     Resigned  25  March,  1861. 
Arcber,  Carson. 

Assistant  Surgeon,  33  July,  1850.     Declined  13  August,  1850. 
Archer,  Edward  K. 

ThirdAssistant  Engineer,  26  June,  1856.     Resigned  3  November,  1860. 
Archer,  George  W. 

Midshipman,  1  May,  1822.     Last  appearance  on  Records  of  Navy   Department. 
Dead. 
Archer,  John. 

Lieutenant,  8  November,  1798.    Discharged  30  April,  1801,  under  Peace  Estab- 
lishment Act. 
Archer,  Richard  <J. 

Pui-ser,  35  April,  1813.    Died  24  June,  1824. 

Archer,  Sterling. 

Surgeon's  Mate,  18  April,   1800.    Surgeon,  11  April,  1803.    Last  appearance  on 
Records  of  Navy  Department,  November,  1805. 

Archer,  Thomas  T. 

Acting  Third  Assistant  Engineer,  12  March,  1863.    Acting  Second  Assistant  En- 
gineer, 29  September,  1864.     Honorably  discharged  7  November,  1865. 

Arey,  Albert  R. 

Mate,  19  June,  1863.     Appointment  revoked  19  November,  1864. 

Arey,  Arthur  R. 

Mate,  13  September,  1864.     Honorably  discharged  33  January,  1867. 

Arey,  David  R. 

Acting  Ensign,  3  May,  1864.     Resigned  29  May,  1865. 

Arey,  Henry. 

Acting  Ensign,  7  July,  1863.    Acting  Master,  9  August,  1864.    Acting  Volunteer 
Lieutenant,  o  September,  1864.     Honorably  discharged  11  October,  1867. 

Arey,  Thomas  S. 

Acting  Ensign,  3  May,  1864.     Honorably  discharged  39  July,  1865. 

Arey,  William  R. 

Acting  Ensign,  7  September,  1864.     Resigned  21  April,  1865. 

Arkins,  William. 

Mate  5  August,  1863.    Honorably  discharged  21  December,  1865. 
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Armaiit,  Terrence. 

Midshipman,  19  December,  1839.     Resigned  18  July,  1840. 
Ariiiaudt,  Paul. 

Mate,  5  March,  1863.     Acting  Ensign,  27  July,  1863.    Honorably  discharged  37 
Eebruary,  1866.     Mate,  8  July,  1867.     Mustered  out  13  March,  1868. 
Armberg,  Charles. 

Acting  Second  Assistant  Engineer,  1  September,  1863.  Honorably  discharged  24 
January,  1866. 

Armentront,  George  W. 

Acting  Midshipman,  23  November,  18C1.  Graduated  23  November,  1864.  En- 
sign, 1  November,  1866.  Master,  1  December,  1866.  Lieutenant,  13  March, 
1868.     Lieutenant-Commander,  36  March,  1869.     Died  13  August,  1875. 

Arinistead,  Robert. 

Carpenter,  14  March,  1800.     Discharged  18  July,  1801. 

Arniistead,  Robert. 

Midshipman,  13  July,  1814.     Last  appearance  on  Records  of  Navy  Department. 
Dead. 
Armour,  Samuel  I>. 

Midshipman,  15  November,  1809.     Dismissed  19  November,  1812. 

Arms,  Frank  H. 

Acting  Assistant   Paymaster,  14    April,  1864.      Passed    Assistant  Paymaster,  28 
July,  1866.     Paymaster,  14  October,  1871. 
Arms,  Liyman. 

Cadet  Midshipman,  24  September,  1870.     Graduated  1  Jime,   1874.     Ensign,  17 
July,  1875. 
Armstrong,  Aaron  II. 

Acting  First  Assistant  Engineer,  10  December,  1863.     Honorably  discharged  18 
November,  1865. 
Armstrong,  Aeneas. 

Midshipman,  2  October,  1850.     Passed  Midshipman,   30  June,  1856.     Master,  32 
January,  1858.     Lieutenant,  30  September,  1860.     Resigned  21  November,  1860. 
Armstrong,  Caleb  H. 

Mate,  29  December,  1862.    Acting  Ensign,   9  September,  1863.     Honorably  dis- 
charged 15  December,  1868. 
Armstrong,  Cbarles  W. 

Midshipman,  4  March,  1823.  Passed  Midshipman,  23  March,  1829.  Lieutenant 
3  March,  1831.     Died  27  February,  1850.  ' 

Armstrong,  C.  W. 

Acting  Assistant  Paymaster,  30  March,  1865.     Discharged  7  October,  1865. 
Armstrong,  Francis. 

Midshipman,  3  May,  1815.     Furloughed  17  July,  1821.     Dead. 
Armstrong,  George. 

Acting  Second  Assistant  Engineer,  22  June,  1863.     Resigned  7  September  1863. 
Armstrong,  G.  IV. 

Acting  Ensign,  15  July,  1863.     Appointment  revoked  30  November,  1863. 
Armstrong,  G.  W. 

Acting  Carpenter,  6  December,  1863.     Resigned  3  October,  1863. 
Armstrong,  Henry. 

Acting  Third  Assistant  Engineer,  31   December,  1861.     Acting  Second  Assistant 
Engineer,  36  November,  1862.     Dismissed  36  May,  1863. 
Armstrong,  James. 

Midshipman,  15  November,  1809.  Lieutenant,  27  April,  1816.  Commander  8 
March,  1825.  Captain,  8  September,  1841.  Commodore,  Retired  list  4  An'ril 
1867.    Died  25  August,  1868.  '         ^     ' 

Armstrong,  James. 

Midshipman,  9  September,  1841.  Passed  Midshipman,  10  August,  1847.  Died  18 
September,  1854. 
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Armstrong,  James  F. 

Midshipman,  7  March,  1833.     Passed  Midshipman,  23  June,  1838.     Lieutenant,  8 
December,  1842.     Commander,  8   June,  1861.     Captain,  Retired  list,  4  April, 
1867.    Captain,  Active  list,  from  27  September,  1866.    Retired  list,  3  Septem- 
ber, 1873.    Diedl9  April,  1873. 
Armstrong,  J.  D. 

Assistant  Surgeon,  27  May,  1813.     Last  appearance  on  Records  of  Navy  Depart- 
ment, 1834.     Dead. 
Armstrong,  John. 

Boatswain,  14  May,  1800.     Resigned  3  December,  1800. 
Armstrong,  Joseph  £. 

Acting  Ensign,  30  January,  1865.     Honorably  discharged  7  August,  1865. 
Armstrong,  Ti,  H. 

Acting  Assistant  Surgeon,  28  March,  1873. 
Armstrong,  Tlionias. 

Carpenter  17  June,  1833.     Died  6  September,  1836. 
Armstrong    Thomas. 

Acting  Third  Assistant  Engineer,  6  July,  1864.    Honorably  discharged  1  March, 
1866 
Armstrong,  William  C. 

Acting  Second  Assistant  Engineer,  1   October,  1862.     Honorably  discharged  10 
December,  1865. 
Armstrong,  William  M. 

Midshipman,  80   November,  1814.     Lieutenant,  3   March,  1831.     Commander,  8 
September,  1841.     Reserved  list,  13  September,  1855.     Captain,  Active  list,from 
24  March,  1855.    Died  38  June,  1861. 
Armstrong,  William  91. 

Acting  Ensign,  33  January,  1864.     Honorably  discharged  17  August,  1865. 
Armstrong,  William  MoN. 

Midshipman,  20  November,  1848.     Resigned  4  October,  1854. 
Arnand,  William  S. 

Mate,  19  November,  1862.    Honorably  discharged  39  August,  1866. 

Arnett,  John  P. 

Mate,  30  January,  1863.  •  Resigned  9  September,  1863.  Mate,  16  October,  1863. 
Acting  Ensign,  33  March,  1864.     Honorably  discharged  30  October,  1865. 

Arnold,  A.  C. 

Acting  Third  Assistant  Engineer,  8  December,  1864.    Honorably  discharged  9 
June,  1866. 
Arnold,  Charles  F. 

Midshipman,  14  October,  1862.  Graduated  June,  1866.  Ensign,  13  March,  1868. 
Master,  26  March,  1869.  Lieutenant,  21  March,  1870.  Dismissed  19  October, 
1875. 

Arnold,  Conway  H. 

Acting  Midshipman,  80  September,  1863.  Graduated  June,  1867.  Ensign,  18  De- 
cember, 1868.     Master,  21  March,  1870.     Lieutenant,  32  June,  1871. 

Arnold,  Edward  A. 

Acting  Assistant  Suj-geon,  5  November,  1862.     Resigned  33  August,  1863. 

Arnold,  Edward  G. 

Mate,  23  December,  1863.     Dismissed  9  June,  1863. 

Arnold,  Edward  R. 

Third  Assistant  Engineer,  1  July,  1861.    Resigned  13  April,  1864. 

Arnold,  Henry  BT.  T.  „    .     „  t.  ^ 

Midshipman,  13  March,  1839.  Passed  Midshipman,  3  July,  1845.  Master,  6  Feb- 
ruary, 1854.  Lieutenant,  12  September,  1854.  Lieutenant-Commander,  16  July, 
1863.'  Commander,  3  March,  1865.    Retired  list,  30  October,  1S71. 
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Arnold,  John. 

Master,  3  July,  1813.     Last  appearance  on  Records  of  Navy  Department. 
Arnold,  Joseph. 

Midshipman,  4  March,  1823.     Last  appearance  on  Records  of  Navy  Department,. 
October,  11S28.     Dead. 
Arnold,  I>eroy. 

Third  Assistant  Engineer,  16  February,  1853.     Resigned  18  February,  1856. 
Arnold,  Thomas. 

Midshipman,  11  November,  1850.     Resigned  21  September,  1855. 
Arnold,  William. 

Gunner,  21  April,  1845.     Died  21  March,  1863. 
Arnold,  William. 

Mate,  21  October,  1863.     Honorably  discharged  19  September,  1865. 

Arrants,  Richard  B. 

Mate,  1861.    Acting  Master,  21  April,  1863.     Resigned  16  August,  1865. 

Arrants,  William  B. 

Mate,  4  March,  ISGl.     Acting  Ensign,  14  September,  1863.     Ensign,   13  March,, 
1868.    Master,  18  December,  1868.     Retired  list,  23  May,  1870. 

Arthur,  Charles  G. 

Mate,  27  December,  1861.      Acting    Volunteer  Lieutenant,  18  May,   1864.      Dis- 
missed 29  September,  1864. 
Arthur,  Charles  W. 

Acting  Ensign,   3   November,    1862.      Honorably   discharged  33   October,  1865. 
Acting  Ensign,  18  May,  1866.    Discharged  31  December,  1867. 
Arthur,  Elliott  J. 

Midshipman,  37  September,  1865.     Graduated  4  June,  1869.     Ensign,  12  July, 
1870.    Master,  12  December,  1872.     Lieutenant,  1  July,  1876. 

Arthur,  George. 

Assistant  Surgeon,  13  February,  1877. 
Arthur,  Henry  H. 

Acting  Third  Assistant  Engineer,  15  December,  1863.     Acting  Second  Assistant 
Engineer,  18  March,  1865.    Honorably  discharged  24  January,  1868. 
Arthur,  William  A. 

Acting  Master,  25  March,  1862.     Honorably  discharged  1  March,  1866. 
Arthur,  Williant  S. 

Acting  Third  Assistant  Engineer,  18  March,  1865.     Honorably  discharged  8  Feb- 
ruary, 1870. 
Arundel,  Bohert. 

Master,  20  May,  1812.     Died  10  November,  1812. 
Ashbridge,  J.  H. 

Sailing  Master,  14  August,  1813.     Midshipman,  1  February,  1814.     Resigned  6 
November,  1819. 
Ashbridge,  Richard. 

Assistant  Surgeon,  3  July,  1876. 
Ashbury,  George. 

Acting  Master,  28  August,  1861.     Honorably  discharged  8  December  1865. 
Ashby,  George  E. 

Acting  Second  Assistant  Engineer,  21  December,  1861.     Resigned  28  October  1864. 
Ashcroft,  Bichard. 

Acting  Second  Assistant  Engineer.     Dismissed  22  May,  1862. 
Ashcroft,  Bobert  C. 

Acting  Second  Assistant  Engineer,  8  December,  1864.     Honorably  discharced  27 
September,  1865.  ^ 

Asher,  Allen. 

Midshipman,  1  April,  1828.     Resigned  1  November,  1828. 
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Asbmead,  James  J. 

Acting  Third 'Assistant  Engineer,  18  November,  1863.     Honorably  discliarged  3 
July,  1865. 
Astamead,  Li.  P. 

MidsMpman,  19  October,  1841.     Resigned  5  November,  1845. 
Asbinead,  Thomas  E. 

Mate,  13  May,  1863.     Acting  Ensign,  25  January,  1865.     Honorably  discliarged  31 
October,  1865. 
Ashmiin,  XjCwIs. 

Purser,  1  February,  1851.     Died  1  March,  1852. 
Ashton,  Francis  H. 

Third  Assistant  Engineer,  20  May,  1863.     Retired  list,  23  January,  1866.     Active 
list,  19  July,  1867.     Second  Assistant,  25  July,  1866.     Resigned  4  January,  1871. 
Second  Assistant  Engineer,  19  April,  1873.     Passed  Assistant  Engineer,  14  De- 
cember, 1878. 
Asbton,  Our  don  C 

Midshipman,  9  December,  1823.     Passed  Midshipman,  23  May,  1839.     Lieutenant, 
21  June,  1833.    Died  11  October,  1840. 
Asbton,  Henry. 

Midshipman,  10  February,  1838.     Died  31  January,  1846. 

Asbwortb,  Daniel. 

Acting  Third  Assistant  Engineer,   17  August,  1864.     Honorably   discharged  30 
December,  1865. 
Asbwortb,  Jobn. 

Acting  Third  Assistant  Engineer,  37  April,  1865.     Honorably  discharged  20  De- 
cember, 1865. 
Askins,  William  IS,. 

Acting  Ensign,  9  November,  1866.     Discharged  20  May,  1867. 

Aspold,  Edward. 

Acting  Third  Assistant  Engineer,  8  December,  1863.  Acting  Second  Assistant 
Engineer,  18  October,  1864.     Honorably  discharged  5  October,  1865. 

Aspinwall,  Jobn. 

Mate,  9  June,  1863.     Acting  Ensign,  28  July,  1864.     Honorably  discharged  4  Jan- 
uary, 1866. 
Aspinwall,  Jobn  S.  O. 

Acting  Second  Assistant  Engineer,  16  November,  1861.  Appointment  revoked  1 
April,  1862.  Acting  Second  Assistant  Engineer,  4  February,  1863.  Honorably 
discharged  31  November,  1865. 

Mate,  27  May,  1862.  Acting  Ensign,  24  November,  1862.  Honorably  discharged 
28  February,  1869.    Civil  Engineer,  6  March,  1874. 

Aston,  Albert. 

Third  Assistant  Engineer,  21  February,  1861.  Second  Assistant  Engineer,  8  De- 
cember, 1862.  First  Assistant  Engineer,  1  December,  1864.  First  Assistant 
Engineer,  25  July,  1866.     Chief  Engineer,  12  June,  1873. 

Aston,  Ralpb. 

Third  Assistant  Engineer,  9  December,  1861.  Second  Assistant  Engineer,  8  Sep- 
tember, 1863.     First  Assistant  Engineer,  1  January,  1868. 

Athearn,  Ira. 

Mate,  24  January,  1863.     Honorably  discharged  5  January,  1866. 

Atkins,  Francis  H. 

Acting  Assistant  Surgeon,  9  March,  1864.    Resigned  28  November,  1864. 

Atkins,  Isaac  F.  ,       ■,  ■.         ^ 

Mate,  3  January,  1864.  Acting  Ensign,  5  October,  1864.  Honorably  discharged 
24  October,  1865. 
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Atkins,  James. 

Third  Assistant  Engineer,  26  August,  1859.     Second  Assistant  Engineer,  21  Octo- 
ber,  1861.      First  Assistant  Engineer,   1    October,  1863.     Resigned  1   August, 
1865. 
Atkins,  John  R,  P. 

Mate,  11  ,Tanuary,-1864.     Acting  Ensign,  19  January,  1865.     Honorably  discharged 
11  November,  1805. 
Atkins,  Thomas  H. 

Acting  Assistant  Surgeon,  10  March,  1863.     Resigned,  28  November,  1864. 
Atkinson,  Arthur  H. 

Acting  Master,  34  August,  1862.     Honorably  discharged  11  May,  1865. 
Atkinson,  George  H. 

Acting  First  Assistant  Engineer,  1   October,  1862.     A.cting   Chief'  Engineer,  80 
June,  1864.    Honorably  discharged  20  November,  1865. 
Atkinson,  Frith  B. 

Mate,  5  April,  1863.    Honorably  discharged  13  May,  1868. 
Atkinson,  James. 

First  Assistant  Engineer,  26  May,  1S39.     Disrated   to  Second  Assistant  Engineer, 
28  July,  1845.     Dropped  18  January,  1848. 
Atkinson,  John  W. 

Acting  Master,  10  October,  1862.     Acting  Volunteer  Lieutenant,  7  October,  1864. 
Honorably  discharged  28  October,  1865. 
Atkinson,  Paul. 

Boatswain,  5  January,  1856.     Died  2  December,  1868. 
Atkinson,  William  B. 

Midshipman,  16  March,  1799.     Last  appearance  on  Records  of  Navy  Department 
23  April,  1799.     Dead. 
Atlee,  Henry  C. 

Mate,  4  March,  1864.     Honorably  discharged  10  June,  1865. 
Attmore,  Charles. 

Mate,  1862.    Resigned  18  March,  1865. 
Atwater,  Charles. 

Mate,  19  March,  1862.     Dismissed  23  May,  1862. 
Atwater,  Norman. 

Acting  Ensign,  12  September,  1863.     Lost  on  "  Monitor,''''  30  December,  1863. 
Atwood,  A.  P. 

Mate,  1861.    Acting  Ensign,  4  May,  1864.     Resigned  17  May,  1865. 
Atwood,  Benjamin. 

Mate,  21  November,  1862.     Resigned  5  May,  1863.     Mate,  26  May,  1863.     Ap- 
pointment revoked  7  April,  1864.     Mate,  9  May,  1870.     Appointment  revoked 
31  July,  1871. 
Atwood,  £dward. 

Midshipman,  17  May,  1800.     AVarrant  returned. 
Atwood,  Joseph  B. 

Acting  Second  Assistant  Engineer,  19  January,  1864.     Honorably  discharged  4 
September,  1865.  ^ 

Atwood,  lieonard. 

Acting  Third  Assistant  Engineer,   31  December,  1862.     Appointment  revoked  81 
May,  1864. 
Atwood,  M.  C. 

Midshipman,  17  December,  1810.    Purser,  26  March,  1814.     Died  12  May   1823 
Atwood,  Robert  IV. 

Acting  Assistant  Surgeon,  13  August,  1861.     Resigned  34  September  1863 
Atwood,  Samuel. 

Acting  Ensign,  13  April,  1865.     Honorably  discharged  3  December  1865. 
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Anble,  James  I<. 

Acting  First  Assistant  Engineer,  1  October,  1863.     Resigned  28  March,  18G3. 
Anchinleck,  Alexander. 

Second  Assistant  Engineer,  23  March,  1848.     Dismissed  28  July,  1848.    Acting 
First  Assistant  Engineer,  13  January,  1862.    Acting  Chief  Engineer,  15  Sep- 
tember, 1863.    Resigned  31  May,  1865. 
Anchmnty,  H.  J. 

Midshipman,  10  May,  1820.     Lieutenant,  17  May,  1828.     Died  8  October,  1835. 
Anger,  John  P.  J. 

Midshipman,  25  September,  1866.     Graduated  June,  1870.     Ensign,  13  July,  1871. 
Master,  22  July,  1874. 
Anid,  Jamcg. 

Mate,  21   September,   1863.    Acting  Ensign,  16   August,  1864.    Honorably  dis- 
charged 20  October,  1865. 
Anlick,  Hampton. 

Assistant  Surgeon,  3  February,  1870.     Passed  Assistant  Surgeon,  3  February,  1870. 
Anlick,  John  H. 

Midshipman,  15  November,   1809.     Lieutenant,  9  December,  1814.     Commander, 
3  March,  1831.     Captain,  8  September,  1841.     Commodore,  Retired  list,  4  April, 
1867.    Died  27  April,  1873. 
Anlick,  Richmond. 

Midshipman,  19  October,  1840.  Passed  Midshipman,  11  July,  1846.  Master,  28 
April,  1854.  Lieutenant,  24  November,  1854.  Lieutenant-Commander,  16  July, 
1862.  Retired  list,  37  January,  1865.  Commander,  3  March,  1865.  Died  8 
June,  1868. 

Anst,  Josepk  C. 

Acting  Second  Assistant  Engineer,  6  January,  1865.     Resigned  37  June,  1865. 

Anstin,  Alvin  A. 

Assistant  Surgeon,  6  October,  1874. 

Austin,  Benjamin. 

Surgeon's  Mate,  34  July,  1813.     Resigned  23  November,  1824. 

Austin,  Benjamin  B. 

Mate,  4  February,  1862.     Dismissed  28  June,  1862. 

Austin,  €harles  A. 

Acting  Master,  38  October,  1861.  '  Resigned  4  March,  1863. 

Austin,  Edward  A. 

Acting  Third  Assistant  Engineer,  9  June,  1863.     Dismissed   15  January,  1864. 

Austin,  Edward  S. 

Mate,  14  October,  1863.     Honorably  discharged  23  March,  1866. 

Austin,  John. 

Acting  Second  Assistant  Engineer,  13  January,  1864.  Appointment  revoked  19 
March,  1864. 

Austin,  John  H. 

Acting  Assistant  Surgeon,  10  March,  1864.  Assistant  Surgeon,  18  May,  1864. 
Resigned  14  January,  1865. 

Austin,  ■William  D. 

Midshipman,  3  November,  1840.  Passed  Midshipman,  11  July,  1846.  Master,  31 
June,  1854.    Lieutenant,  5  February,  1855.     Resigned  13  May,  1857. 

Auze,  Charles  A. 

Midshipman,  18  December,  1831.    Resigned  3  September,  1836. 

ATant,  Joseph.  . 

Mate,  7  January,  1863.  Acting  Ensign,  33  October,  1862.  Acting  Master,  8  May 
1865.    Died  3  November,  1866. 

Averett,  Samuel  W.  ^.     . 

Acting  Midshipman,  3  November,  1855.  Midshipman,  9  June,  1859.  Dismissed 
5  June,  1861. 
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Averill,  James  I>. 

Acting  Third  Assistant  Engineer,  11  November,  1863.     Honorably  discharged  21 
August,  1865. 
Avery,  Edward  JD. 

Acting  Assistant  Surgeon,  80  May,  1864.     Honorably   discharged   10  October, 
1865. 
Avery,  George. 

Midshipman,  28  June,  1812.     Last  appearance  on  Records  of  Navy  Department,  7 
December,  1812.    Dead. 
Avery,  George  H. 

Acting  Ensign,  12  September,  1862.     Acting  Master,  27  May,  1864.     Dismissed  14 
November,  1865. 
Avery,  George  R. 

Mate,  21  November,  1863.     Resigned  15  December,  1864. 
Avery,  Guy  H. 

Acting  Master,  14  October,  1861.     Dismissed  7  August,  1862. 

Avery,  Henry. 

Acting  Ensign,  26  December,  1862.    Appointment  revoked  6  July,  1863. 

Avery,  Joseph  Li. 

Acting  Master,  1  October,  1862.    Resigned  25  May,  1863. 

Avery,  liatham  B. 

Midshipman,  19  December,  1831.    Passed  Midshipman,  15  June,  1837.    Lieutenant, 
8  September,  1841.    Dropped  28  September,  1855. 
Avery,  Tliomas. 

Acting  Third  Assistant  Engineer,  14  April,  1865.    Honorably  discharged  12  Sep- 
tember, 1865. 
Avery,  William  B. 

Acting  Ensign,  10  June,  1863.     Honorably  discharged  10  August,  1865. 
Axe,  David. 

Mate,  13  December,  1862.     Dismissed  22  February,  1864. 
Axford,  William. 

Midshipman,  28  February,  1799.     Last  appearance  on  Records  of  Navy  Depart- 
ment, 30  March,  1799. 
Axtell,  A.  B. 

Mate,  1863.    Resigned  2  December,  1862. 
Axtell,  !Enos  A. 

Acting  Third  Assistant  Engineer,  60  September,  1864.     Honorably  discharged  18 
October,  1866. 
Ayers,  Joseph  G. 

Acting  Assistant  Surgeon,  17  December,  1864.     Honorably  discharged  24  Septem- 
ber, 1866.    Assistant  Surgeon,  18  October,  1866.     Passed  Assistant  Surgeon,  12 
October,  1869.     Surgeon,  7  January,' 1878. 
Aydelot,  Benjamin. 

Master,  8  May,  1812.    Dismissed  2  April,  1814. 
Ayre,  Samnel. 

Surgeon,  29  December,  1812.     Resigned  17  April,  1817. 
Ayres,  Samuel  1.  P. 

Third  Assistant  Engineer,  21  July,  1858.     Second  Assistant  Engineer,  17  January, 
1861.     First  Assistant  Engineer,  21  April,  1863.     Chief  Engineer,  21  March,  187o! 
Ayres,  Stephen  T. 

Mate,  23  September,  1864.    Honorably  discharged  14  July,  1865. 
Ayres,  William  P. 

Acting  Third  Assistant  Engineer,  3  April,  1862.    Acting  Second  Assistant  Engi- 
neer, 22  October,  1863.    Honorably  discharged  29  December,  1805. 
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Saas,  fVilliam. 

Acting  Third  Assistant  Engineer,  8  December,  1863.    Honorably  discharged  2 
September,  1865. 

Babb,  Thomas  D. 

Mate,  21  November,  1861.     Acting  Master,  11  July,  1862.    Honorably  discharged 
26  October,  1865. 
Babb,  IVilliam  T. 

Assistant  Surgeon,  26  April,  1847.     Resigned  15  July,  1830. 
Babbett,  Charles  W. 

Midshipman,  25  March,  1814.     Resigned  9  June,  1814. 
Babbidge,  J.  P. 

Midshipman,  30  November,  1814.     Struck  off  24  June,  1819. 
Babbitt,  Charles  W. 

Carpenter,  2  July,  1847.    Died  23  September,  1865. 
Babbitt,  Ebenezer. 

Acting  Third  Assistant  Engineer,  5  November,  1863.     Resigned  27  May,  1865. 
Babbitt,  Edward  B. 

Midshipman,  15  November,  1809.     Lieutenant,  1  May,  1815.     Comraander,  3  Jlarch, 
1835.    Died  9  September,  1840. 
Babbitt,  Fitz  Henry. 

Midshijiman,  2  April,  1804.     Lieutenant,  5  June,  1810.     Killed  in  action  1.";  Jan- 
uary, 1815. 
Babbitt,  George  El.  T. 

Cadet  Engineer,  1  October,  1873.     Graduated  21  June,  1875.     Assistant  Engineer, 
1  July,  1877. 
Babbitt,  Sylvester  C. 

Acting  Third  Assistant  Engineer,  18  April,  1 863.     Honorably  discharged  7  Novem- 
ber, 1865. 
Babbitt,  Thomas. 

Surgeon,  31  April,  1804.     Resigned  25  April,  1810. 
Babbitt,  W.  D. 

Surgeon's  Mate,  28  March,  1820.     Surgeon,  4  May,  1825.     Died  24  May,  1826. 
Babbitt,  W.  K. 

Mate,  11  March,  1865.    Resigned,  8  September,  1805. 
Babcoek,  Charles  A. 

Midshipman,  8  April,  1850.  Passed  Midshipman,  20  June,  1856.  Master,  22  Jan- 
uary, 1858.  Lieutenant,  3  October,  1859.  Lieutenant-Commander,  16  July, 
1862.     Commander,  28  October,  1869.     Died  29  June,  1870. 

Babcoek,  Claude. 

Acting  First  Assistant  Engineer,  9  March,  1863.     Resigned  18  March,  1865. 

Babcoek,  Converse  A. 

Acting  Ensign,  18  July,  1864.    Honorably  discharged  23  May,  1865. 

Babcoek,  Franklin. 

Acting  Third  Assistant  Engineer,  3  November,  1863.     Honorably  discharged  28 
October,  1865. 
Babcoek,  Henry. 

Acting  Master,  4  November,  1861.     Resigned  38  June,  1862. 

Babcoek,  Herman. 

Assistant  Surgeon,  24  September,  1862.     Passed  Assistant  Surgeon,  30  October, 
1865.    Resigned  28  November,  1868. 
Babcoek,  James  D. 

Acting  Ensign,  16  August,  1864.     Honorably  discharged  29  July,  1865. 

Babcoek,  William  C. 

Midshipman,  24  September,  1867.  Graduated  6  June,  1871.  Ensign,  14  July, 
1872.    Master,  9  October,  1875. 
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Babcock,  William  I*. 

Mate,  32  January,  1863.     Acting  Master,  10  May,  1863.     Honorably  discharged  IS 
January,  1866. 
Baber,  George  F.  B. 

Midshipman,  24  April,  1850.     Lost  on  "  Porpoise,^^  last  intelligence  from  ship,  21 
September,  1854. 
Babin,  Hosea  J. 

Acting  Assistant  Surgeon,  10  February,  1865.    Assistant  Surgeon,  13  May,  1865. 
Passed  Assistant  Surgeon,  23  June,  1869.     Surgeon,  17  March,  1876. 
Babson,  Edwin. 

Mate,  11  November,  1861.     Acting  Master,  14  June,  1862.     Honorably  discharged 
1  November,  1865.    Acting  Master,  11  December,  1866.    Mustered  out  26  March, 
1869. 
Bacbe,  Albert  B. 

Acting  Assistant  Paymaster,  19  November,  1862.     Passed  Assistant  Paymaster,  23 
July,  1866.     Paymaster,  11  June,  1868. 
Bache,  Benjamin  F. 

Midshipman,  1  January,  1817.     Resigned  22  July,  1824. 
Bache,  Benjamin  F. 

Surgeon's  Mate,  9  July,  1824.     Surgeon,  3  January,  1828.     Retired  list,  7  February, 
1863.    Medical  Director,  Retired  list,  3  March,  1871. 
Bacbe,  Oeorge  M. 

Midshipman,  1  January,  1825.     Passed  Midshipman,  4  June,  1831.     Lieutenant, 
3  May,  1835.     Drowned  8  September,  1846. 
Bacbe,  Oeorge  M. 

Acting  Midshipman,  19  November,  1857.     Midshipman,  1  June,  1861.     Lieutenant^ 
16  July,  1863.    Lieutenant-Commander,  35  July,  1866.     Commander,  5  Aprilj 
1875.    Retired  list,  5  April,  1875. 
Bacbe,  J.  O. 

Mate,  6  December,  1862.     Resigned  11  January,  1865. 
Bacbe,  Rlcbard. 

Midshipman,  3  June,  1829.     Passed  Midshipman,  3  July,  1835.     Lieutenant,  25 
February,  1841.    Drowned  27  March,  1850. 
Bacbelder,  George  G. 

Mate,  14  November,  1862.    Appointment  revoked  29  August,  1864. 
Back,  William. 

Acting  Gunner,  2  May,  1864.     Resigned  10  May,  1865. 
Backus,  Sylvanus. 

Acting  Midshipman,  28  September,  1857.     Midshipman,  22  August,  1861.     Lieu- 
tenant, 16  July,  1862.     Wholly  retired  31  July,  1866. 
Bacon,  Albert  W. 

Acting  Assistant  Paymaster,  7  November,  1863.     Passed  Assistant  Paymaster,  1 
August,  1866.     Paymaster,  25  October,  1874. 
Bacon,  Francli^  H. 

Acting  Ensign,  13  September,  1862.     Honorably  discharged  10  September,  1865. 
Acting  Ensign,  29  March,  1606.     Appointment  revoked  2  December,  1868. 
Bacon,  Frank  A. 

Midshipman,  25  May,  1832.  Passed  Midshipman,  23  June,  1888.  Lost  on  Ex- 
ploring Expedition  1  May,  1839. 

Bacon,  Frederick  A.  G. 

Acting  Ensign,  6  November,  18ij:l     Honorably  discharged  10  March,  1867. 
Bacon,  George. 

Midshipman,  1  October,  1850.  Passed  Midshipman,  20  June,  1856.  Master,  32 
January,  1858.  Lieutenant,  26  October,  1858.  Lieutenant-Commander,'  16. 
July,  1862.     Resigned  6  June,  1865. 
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Bacon,  Granville. 

Acting  Assistant  Paymaster,  14  December,  1864.    Bischarged  15  November,  1865. 
Bacon,  Henry. 

Sailmaker,  36  February,  1833.     Appointment  revoked  37  March,  1847. 
Bacon,  James  G. 

Acting  Assistant  Surgeon,  31  February,  1863.     Resigned  35  November,  1863. 
Bacon,  J.  K. 

Acting  Assistant  Surgeon,  13  March,  1864.  Honorably  discharged  11  October 
1865.  ' 

Bacon,  William  T. 

Acting  Ensign,  30  January,  lS68.  Acting  Master,  10  August,  1864.  Honorablv 
discharged  38  October,  1865.  ■' 

Badcock,  George. 

Purser.    Discharged  39  October,  1801. 
Badger,  Charles  J. 

Midshipman,  23  June,  1869.     Graduated  31  May,  1873.     Ensign,  16  July,  1874. 
Master,  1  November,  1879. 
Badger,  Oscar  C 

Midshipman,  9  September,  1841.  Passed  Midshipman,  10  August,  1847.  Master, 
14  September,  1855.  Lieutenant,  15  September,  1855.  Lieutenant-Commander' 
16  July,  1863.     Commander,  35  July,  1866.     Captain,  25  November,  1872.  * 

Badgley,  Morgan. 

Acting  Third  Assistant  Engineer,  21  December,  1861.  Resigned  19  November 
1863.  ' 

Badlam,  William  H. 

Third  Assistant  Engineer,  8  May,  1859.     Second  Assistant  Engineer,  8  October 
1861.     Resigned  10  March,  1866. 
Baer,  W.  H. 

Acting  Assistant  Paymaster,  7  September,  1864.     Honorably  discharged  11   Octo- 
ber, 1665. 
Bagley,  Andrew  H. 

Acting  First  Assistant  Engineer,  23  May,  1863.     Honorably  discharged  4  Novem- 
ber, 1865. 
Bagg,  Jobn  S. 

Assistant  Surgeon,  7  January,  1875.     Passed  Assistant  Surgeon,  29  May,  1878. 
Bagnell,  Benjamin. 

BoatsT?ain,  36  November,  1799.     Discharged  23  May,  1801. 
Bagot,  William. 

Master,  8  June,  1804.    Dismissed  10  November,  1810. 
Bailey,  Airred. 

Midshipman,  38  January,  1841.     Resigned  7  July,  1845. 

Bailey,  Frederick,  i). 

Mate,  38  November,  1864.  Honorably  discharged  23  August,  1866.  Mate,  39 
August,  1866.     Mustered  out  37  November,  1868. 

Bailey,  Frank  H. 

Cadet  Engineer,  1  October,  1873.  Graduated  31  June,  1875.  Assistant  Engineer, 
1  July,  1877. 

Bailey,  G.  B. 

Acting  Ensign,  10  September,  1863.     Honorably  discharged  4  November,  1865. 

Bailey,  James. 

Gunner,  1  August,  1803.     Last  appearance  on  Records  of  Navy  Department. 

Bailey,  James. 

Midshipman,  16  January,  1809.     Resigned  35  February,  1810. 

Bailey,  James  H. 

Acting  First  Assistant  Engineer,  32  June,  1868.    Dismissed  8  August,  1863. 
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Bailey,  James  M. 

Acting  Ensign  10  April,  1863.     Honorably  discharged  14  November,  1865 
Bailey,  John  B. 

Mate,  27  July,  1863.     Dismissed  26  July,  1864. 
Bailey,  John  T. 

Sailmaker,  22  December,  1875. 
Bailey,  Joseph  H. 

Third  Assistant  Engineer,  21  November,  1 857.  Second  Assistant  Engineer,  2  A  ugust, 
1859.     First  Assistant  Engineer,  17  March,  1863.     Dropped  11  July,  1878. 
Bailey,  I^ewis  C. 

Midshipman,  23  August,  1798.     Lieutenant,  1   November,  1800.     Discharged  20 
October,  1801,  under  Peace  Establishment  Act. 
Bailey,  Loudon. 

Master,  11  September,  1799.     Discharged  10  June,  1801,  under  Peace  Establish- 
ment Act. 
Bailey,  Mahlon  G. 

Mate,  7  August,  1863.     Acting  Ensign,  18  January,  1864.     Honorably  discharged 
28  October,  1865. 
Bailey,  Theodorus. 

Midshipman,  1  January,  1818.    Lieutenant,  3  March,  1827.     Commander,  6  March, 
1849.    Captain,  15  December,  1855.     Commodore,  16  July,  1862.     Rear-Admiral, 
25  July,  1866.    Retired  list,  10  October,  1866.     Died  10  February,  1877. 
Bailey,  William. 

Acting  Master,  12  August,   1861.    Appointment  revoked   2  July,   1863.     Acting 
Ensign,  7  December,   1863.     Acting  Master,   24   May,  1864.     Honorably  dis- 
charged 19  September,  1865. 
Bailie,  William  li. 

Third  Assistant  Engineer,  16  January,  1863.     Second  Assistant  Engineer,  28  May, 
1864.     First  Assistant  Engineer,  31  January,  1874. 
Bain,  Robert  M. 

Carpenter,  8  July,  1849.     Dismissed  4  June,  1861. 
Bainbrldg:e,  Arthur. 

Midshipman,  22  February,  1815.     Last  appearance   on  Records  of  Navy  Depart- 
partment,  30  December,  1822.     Dead. 
Bainbridge,  Joseph. 

Midshipman,  8  April  1799.    Lieutenant,  16  January,  1807.     Commander  3  March 
1813.    Captain,  23  November,  1814.     Died  18  November,  1824.  ' 

Bainbridge,  William. 

Lieutenant,  8  August,  1798.     Commander,  29  March,  1799.     Captain,  20  May,  1800. 
Thanks  of  Congress  for  gallantry,  good  conduct  and  services  in  the  capture  of 
British  frigate  Jam.    Died  27  July,  1833. 
Baird,  George  W. 

Acting  Third  Assistant  Engineer,  19  September,  1862.     Third  Assistant  Engineer 

8  September,  1863.     Second  Assistant  Engineer,  35  July,  1866.     First  Assistant 
Engineer,  17  June,  1874. 

Baird,  Marcus. 

Mate,  1  November,  1862.     Resigned  9  July,  1863.     Mate,  31  August,  1863.     Actine 
Ensign,  5  November,  1863.     Resigned  4  January,  1865. 
Baird,  Samuel  P. 

Midshipman,  27  September,  1861.     Graduated  September,  1865.     Ensign  1  De 
cember,  1866.     Master,  1 2  March,  1868.     Lieutenant,  26  March  1869      RpaicrncH 

9  September,  1873.  '  '     '^"^^S^^^ 

Baird,  William  P. 

Acting  Assistant  Surgeon,  1  October,  1862.     Assistant  Surgeon,  21  April     1864 
Resigned  19  June,  1867.  ^     ' 

Bakeman,  George  B. 

Mate,  1  December,  1863.     Resigned  17  October,  1864. 
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Baker,  Abner. 

Midshipman,  17  June,  1833.     Resigned  17  September,  1834. 
Baker,  Anthony  W. 

Midshipman,  1  January,  1825.     Resigned  13  September,  1825. 
Baker,  Asher  C. 

Midshipman,  30  September,   1867.     Graduated  G  June,  1871.     Ensign    14  July 
1872.    Master,  6  December,  1876. 
Baker,  Charles. 

Mate.    Dismissed  33  July,  1862. 
Baker,  Benjamin  R. 

Mate,  3  January,  1864.     Died  16  June,  1865. 
Baker,  Charles  H. 

Third  Assistant  Engineer,  2  August,  1855.     Second  Assistant  Engineer,  21  July, 
1858.     Fii-st  Assistant  Engineer,  3  August,  1859.     Chief  Engineer,  29  October 
1861. 
Baker.  Charles  T. 

Acting  Ensign,  24  October,  1864.     Honorably  discharged  14  August,  1865. 
Baker,  Daniel  F. 

Midshipman,  28  June,  1868.     Graduated  1  June,  1872.     Died  15  August,  1874. 
Baker,  iEdirard. 

Acting  Master,  27  May,   1861.      Acting   Volunteer   Lieutenant,   31   May,   1864. 
Honorably  discharged  7  November,  1865. 
Baker,  Edward. 

Midshipman,  18  June,  1812.     Last  appearance  on  Records  of  Navy  Department. 
Baker,  Ezra. 

Surgeon,  8  July,  1809.    Resigned  19  May,  1810. 
Baker,  Francis  F. 

Midshipman,  17  July,  1832.     Passed  Midshipman,  23  June,  1838.     Lieutenant,  11 
April,  1844.    Died  16  May,  1844. 

Baker,  Francis  H. 

Midshipman,  12  October,  1848.     Passed  Midshipman,  15  June,  1854.     Master,  15 
September,  1855.     Lieutenant,  16  September,  1855.     Lieutenant-Commander,  16 
July,  1862.     Commander,  34  July,  1867.     Captain,  13  November,  1878.     Died  3 
March,  1880. 
Baker,  Frederick  W. 

Acting  Third  Assistant  Engineer,  5  May,  1864.     Resigned  19  July,  1864. 

Baker,  George. 

Mate,  10  October,  1862.     Resigned  26  March,  1863. 

Baker,  George  A. 

Third  Assistant  Engineer,  16  January,  1863.     Died  6  June,  1864. 

Baker,  George  H 

Gunner,  8  November,  1851.     Dismissed  16  November,  1855. 

Baker,  George  H. 

Acting  Gunner,  12  November,  1864.     Honorably  discharged  13  October,  1865. 

Baker,  George  M. 

Acting  Second  Assistant  Engineer,  27  July,  1863.     Honorably  discharged  30  No- 
vember, 1865. 

Baker,  George  S. 

Acting  Third  Assistant  Engineer,  6  January,  1862.     Deserted  20  January,  1863. 

Baker,  George  W. 

Acting  Ensign,  23  September,  1863.     Honorably  discharged  15  February,  1868. 

Baker,  George  W.  ,    ,  „  ^  ^ 

Actino-  Third  Assistant  Engineer,  1  October,  1862.     Appointment  revoked  3  Octo- 

berri863. 

Baker,  Henry. 

Acting  Ensign,  28  December,  1863.    Honorably  discharged  3  November,  18b5. 
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Baker,  Henrj. 

Mate,  1  October,  1862.    Acting  Ensign,  28  April,  1863.     Acting  Master,  17  July, 

1864.    Honorably  discharged  5  November,  1865. 
Baker,  Henry. 

Mate,  30  November,  1862.     Died  from  wounds  received  in  action  23  February,. 

1863. 

Baker,  Henry  B. 

Acting  Ensign,  11  August,  1862.    Acting  Master,  6  July,  1864.   Ensign,  12  March^ 
1868.     Master,  18  December,  1868.    Lieutenant,  21  March,  1870.     Retired  list,, 
a  December,  1876. 
Baker,  James. 

Mate,  20  January,  1862.     Dismissed  29  November,  1862. 
Baker,  Jobn. 

Acting  Master,  36  August,  1861.     Honorably  discharged  4  November,  1865. 

Baker,  Jolin. 

Gunner,  16  June,  1814.     Died  81  December,  1819. 
Baker,  John  C. 

Midshipman,  1  September,  1811.    Last  appearance  on  Records  of  Navy  Depart- 
ment, 25  June,  1812.     Dead. 
Baker,  John    F. 

Mate,  34  February,  1864.     Resigned  6  June,  1865. 
Baker,  John  H. 

Cadet  Engineer,  15  September,  1875.    Graduated  10  June,  1879. 
Baker,  John  M. 

Mate,  13  May,  1863.    Appointment  revoked  9  July,  1863. 
Baker,  John  O. 

Acting  Carpenter,  24  November,  1868.    Resigned  8  November,  1864. 
Baker,  John  P. 

Midshipman,  11  February,  1847.    Resigned  21  March,  1851. 
Baker,  Jonathan. 

Mate,  15  November,  1861.     Acting  Master,  18  June,  1862.     Honorably  discharged 
24  May,  1868. 
Baker,  Liorenzo. 

Acting  Master  and  Pilot,  1  April,  1865.     Appointment  revoked  9  June,  1865. 
Baker,  liOthrop. 

Acting  Master,  1  April,  1862.     Resigned  30  March,  1864. 
Baker,  Matthias  TV. 

Acting  Third  Assistant  Engineer,  26  November,  1861.     Appointment  revoked  8 
January,  1863. 
Baker,  STathan. 

Purser,  20  May,  1803.     Resigned  4  May,  1805. 
Baker,  IVehemiah  M. 

Mate,  14  October,  1862.     Resigned  30  May,  1865. 
Baker,  IVelson  R. 

Midshipman,  26  November,  1828.     Died  32  June,  1830. 
Baker,  Philemon. 

Assistant  Surgeon,  7  March,  1838.    Died  22  March,  1839. 
Baker,  Richard  B. 

Midshipman,  15  January,  1801.     Discharged  12  October,  1801. 
Baker,  Roswell  F. 

Acting  Third  Assistant  Engineer,  18  June,  1864.     Honorably  dischareed  18  Sen- 
tember,  1868.  ^  ^ 

Baker,  Saninel  H. 

Midshipman,  24  September,  1861.     Graduated  November,  1864     Ensifm  1  "NTnirnm 
ber,  1866     Master,  1  Becember,  1866.     Lieutenant,  12  March,  1868.  ^ieiSenaTt: 
Commander,  26  March,  1869  ^-"a.in/- 
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Baker,  Tbomas. 

Lieutenant,  25  May,  1798.     Captain,  13  July,  1799.     Discharged  13  April,  1801. 
Baker,  Thomas  H. 

Mate,  8  January,  1862.    Acting  Ensign,  28  October,  1862.  Honorably  discharged  22 
November,  1865. 
Baker,  William. 

Surgeon's  Mate,  2  April,  1804.    Resigned  11  October,  1805. 
Baker,  M'illiam  T.. 

Mate,  81   August,   1863.     Acting   Ensign,  15   September,  1864.    Honorably  dis- 
charged 27  November,  1865. 
Baker,  Winfield  S. 

Midshipman,  30  July,  1866.     Graduated  June,  1870.     Resigned  25  August,  1870. 
Baker,  Toriek. 

Midshipman,  18  June,  1812.     Cashiered,  80  December,  1819. 
Balcli,  Edward. 

Acting  Ensign,  18  June,  1863.     Appointment  revoked   17  November,  1864. 
Balcli,  Frank  li. 

Acting  Assistant  Paymaster,  29  March,  1865.     Discharged  17  October,  1866. 
Balcli,  George  B. 

Midshipman,   30   December,   1837.     Passed  Midshipman,   29  June,  1843.     Lieu- 
tenant, 16  August,  1850.     Commander,  16  July,  1862.     Captain,  25  jiily,  1866. 
Commodore,  13  August,  1872.     Rear-Admiral,  5  June,  1878. 
Balch,  John  TV. 

Acting  Master,  4   September,  1861.     Acting  Volunteer  Lieutenant,  30  July,  1864. 
Honorably  discharged  20  October,  1865. 
Balcli,  William. 

Chaplain,  30  October  1799.     Dischargea  -"O  May,  1801. 

Baldwin,  Aug.  S. 

Midshipman,  2  February,  1829.  Passed  Midshipman,  4  June,  1836.  Lieutenant, 
8  September,  1841.  Reserved  list,  13  September,  1855.  Commander,  24  April, 
1861      Captain,  Retired  list,  4  April,  1867.     Died  1  February,  1876. 

Baldwin,  Charles  E. 

Mate,  15  September,  1862.    Resigned  2  May,  1863. 

Baldwin,  Charles  H. 

Midshipman,  24  April,  1839.  Passed  Midshipman,  2  July,  1845.  Master,  17 
January,  1853.  Lieutenant,  2  December,  1853.  Resigned  28  February,  1854. 
Acting  Lieutenant,  27  December,  1861.  Commander,  18  November,  1862. 
Captain,  12  June,  1869.     Commodore,  8  August,  1876. 

Baldwin,  Charles  H. 

Acting  Master,  22  November,  1861.  Honorably  discharged  10  December,  1865. 
Actmg  Master,  23  April,  1867.    Resigned  4  September,  1868. 

Baldwin,  E.  M. 

Mate,   1    October,   1861.    Acting    Master,   24    February,   1863.    Honorably  dis- 
charged 13  March,  1866. 
Baldwin,  Francis  T. 

Mate,  28  July,  1863.    Resigned  25  March,  1865. 
Baldwin,  Frederick  P. 

Midshipman,  30  September,  1841.     Dismissed  6  June,  1845. 

Baldwin,  Henry  D. 

Mate,  11  September,  1863.    Honorably  discharged  29  May,  1865 

Baldwin.  Isaac. 

Surgeon's  Mate,  24  July,  1813.     Last  appearance  on  Records  of  Navy  Department, 
1815. 
Baldwin,  James  F.  P. 

Acting  Third  Assistant  Engineer,  1  October,  1862.  Acting  Second  Assistant  En- 
gineer, 1  July,  1864.    Honorably  discharged  25  November,  1865. 
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Baldwin,  J.  M. 

Midshipman,  30  November,  1814.     Died  22  July,  1815. 

Baldwin,  Joseph  F. 

Mate.    Resigned  7  July,  1862. 

Baldwin,  John  B. 

Acting  Third  Assistant  Engineer,  2  July,  1863.    Honorably  discharged  16  Novem- 
ber, 1865. 
Baldwin,  I^loyd  B. 

Assistant  Surgeon,  1  May,  1875. 

Baldwin,  IS.  P. 

Acting  Chief  Engineer,  1  October,  1862.     Honorably  discharged  7  December,  1865. 

Baldwin,  O.  P. 

Midshipman,  8  January,  1834.     Resigned  8  August,  1835. 

Baldwin,  Russell. 

Midshipman,  7  May,  1813.     Lieutenant,  13  January,  1825.     Died  25  April,  1832. 

Baldwin,  Thomas. 

Midshipman,  30  May,  1803.     Resigned. 
Baldwin,  Thomas. 

Acting  Master,  1  October,  1862.     Honorably  discharged  8  December,  1865 
Baldwin,  Thomas  E. 

Mate,  19  June,  1862.     Acting  Ensign,  9  August,  1862.     Acting  Master,  10  July 
1863.     Acting  Volunteer  Lieutenant,  19  July,   1864.    Honorably  discharged  5 
December,  1865. 
Baldwin,  W.  H. 

Midshipman,  1  January,  1812.     Resigned  14  July,  1816. 
Baldwin,  W.  H. 

Sailmaker,  21  May,  1817.     Resigned  21  April,  1826. 
Baldwin,  William. 

Surgeon's  Mate,  10  March,  1812.     Surgeon,  24  July,  1813.     Died  31  August,  1819 
Baldwin,  William  H. 

Acting  Master,  29  October,  1861.     Appointment  revoked  15  July,  1865. 
Baldwin,  W.  S. 

Mate,  9  July,  1863.  Honorably  discharged  3  August,  1865.  Mate,  12  June,  1866. 
Resigned  18  September,  1871. 

Baldy,  Georire  A. 

Acting  Midshipman,  29  September,  1862.  Graduated  June,  1866.  Ensign,  12 
March,  1868.  Master,  26  March,  1869.  Lieutenant,  21  March,  1870.  Resisned 
7  April,  1874.  '^ 

Balestler,  R.  S. 

Mate,  22  October,  1863.    Appointment  revoked  6  May,  1865. 
Balfonr,  George. 

Surgeon,  9  March,  1798.    Resigned  12  April,  1804. 
Balfonr,  Gilbert. 

Acting  Assistant  Surgeon,  22  March,  1865.  Honorably  discharged  10  October 
1865.  • 

Ball,  Charles  H. 

Second  Assistant  Engineer,  19  July,  1861.     Resigned  31  August,  1865. 
Ball,  George  W. 

Mate,  30  August,  1864.     Honorably  discharged  21  October,  1805. 
Ball,  John. 

Boatswain,  14  October,  1824.  Resigned  11  November,  1833.  Boatswain  16  June 
1837.    Died  8  March,  1839.  '  ' 

Ball,  John  L. 

Midshipman,  4  December,  1822.  Lieutenant,  27  May,  1830.  Cashiered  17  Janu- 
ary, 1840. 
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Ball,  Iiysander  C. 

Mate,  36  October,  1863.     Acting  Ensign,  16  March,  1865.    Honorably  dischareed 
1  November,  1865.  ^ 

Ball,  Richard  T.  91. 

Assistant  Paymaster,  16  Jane,  1880. 
Ball,  William  H. 

Midshipman,  1  April,  1828.    Passed  Midshipman,  14  Jmie,  1834.     Lieutenant,  25 
February,  1841.    Died  13  September,  1861. 
Ballantine,  David  IV. 

Assistant  Surgeon,  23  May,  1862.     Died  10  September,  1863. 
Ballard,  Edward. 

Master,  28  February,  1800.     Last  appearance  on  Records  of  Navy  Department. 
Ballard,  £dward  J. 

Midshipman,  24  February,  1809.     Lieutenant,  2  June,  1813.     Killed  in  action  1 
June,  1818.     (Commission  issued  before  news  of  the  action  was  received.) 
Ballard,  Henry  E. 

Midshipman,  1  November,   1804.     Lieutenant,  36  April,   1810.     Commander,  27 
April,  1816,    Captain,  3  March,  1825.     Died  23  May,  1855. 
Ballard,  John. 

Lieutenant,  2  October,  1798.    Resigned  15  August,  1801. 
Ballard,  Jonathan  M. 

Master's  Mate,  14  June,  1842.     Gunner,  23  November,  1847. 
Ballard,  William. 

Midshipman,  2  March,  1803.     Lieutenant,  38  March,  1807.    Last  appearance  on 
Records  of  Navy  Department.     Dead. 
Ballean^  Thomas. 

Midshipman,  1  January,  1825.     Last  appearance  on  Records  of  Navy  Department, 
30  August,  1825.     Dead. 
Balls,  John  G. 

Acting  Third  Assistant  Engineer,  20  March,  1865.    Honorably  discharged  14  Feb- 
uary,  1868. 
Balthis,  David  T. 

Mate,  21  October,  1864.     Discharged  5  October,  1865. 

Baltzer,  Robert  M. 

Assistant  Surgeon,  8  February,  1832.     Passed   Assistant  Surgeon,  8  November, 
1836.    Died  4  January,  1838. 
Bamford,  Charles  C. 

Mate,  30  December,  1863.     Resigned  39  May,  1865. 
Bampton,  Benjamin  C. 
Third  Assistant  Engineer,  31  May,  1857.     Second  Assistant  Engineer,  2  August,  1859. 
First  Assistant  Engineer,  17  December,  1862.     Retired  list,  6  September,  1873. 
Bancroft,  Kirk  BC. 

Acting  Assistant  Surgeon,  27  January,  1864.     Honorably  discharged  9  November, 
1865. 
Bancroft,  John. 

Acting  Boatswain,  11  September,  1853.    Resigned  26  January,  1853. 
Bandel,  Decatur  A. 

Acting  Third  Assistant  Engineer,  6  May,  1864.  Honorably  discharged  11  Decem- 
ber, 1865.  Acting  Third  Assistant  Engineer,  10  May,  1866.  Discharged  31 
August,  1867. 

Bang,  ^Feils  C. 

Master,  33  August,  1800.    Last  appearance  on  Records  of  Navy  Department. 

Bangs,  Eli  A. 

Mate,  26  September,  1863.     Resigned  19  August,  1864. 
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Bankhead,  J.  M. 

Midshipman,  38  February,  1834.     Resigned  23  May,  1837. 
Rankhead,  John  P. 

Midshipman,  10  August,  1838.     Passed  Midshipman,  30  May,  1844.     Master,  8 
May,  18.51.    Lieutenant,  7  April,  1852.     Commander,  16  July,  1863.     Captain, 
25  July,  1866.    Died  37  April,  1867. 
Banks,  Harrison. 

Acting  Ensign,  24  September,  1863.     Resigned  30  November,  1864. 

Banks,  James. 

Boatswain,  21  July,  1817.     Died  10  November,  1841. 

Bannan,  Douglas  B. 

Assistant  Surgeon,  23  October,  1861.     Passed  Assistant  Surgeon,  24  April,  1865. 
Surgeon,  7  November,  1869.     Died  18  November,  1871. 
Banning,  Freeborn. 

Midshipman,  30  April,  1798.     Lieutenant,  1  June,  1799.     Resigned  9  February, 
1802. 
Bannister,  John. 

Midshipman,  2  February,  1829.     Died  3  June,  1835. 
Bannisier,  B.  B. 

Assistant  Surgeon,  38  June,  1838.     Died  12  July,  1844. 
Bannister,  S.  B. 

Sailmaker,  17  July,  1826.     Resigned  10  July,  1844. 
Bannister,  W.  C 

Midshipman,  1  April,  1828.     Resigned  6  June,  1833. 
Banten,  Clinton. 

Acting  Ensign,  24  January,  1863.     Resigned  7  July,  1863. 
Barber,  Francis  M. 

Acting  Midshipman,  37  December,  1861.     Graduated  September,  1865.     Ensign, 
1   December,   1866.     Master,    12   March,  1868.      Lieutenant,  26   March,   1869. 
Lieutenant-Commander,  13  January,  1879. 
Barber,  James  £. 

Acting  Assistant  Surgeon,  6  May,  1863.     Resigned  21  March,  1864. 
Barber,  Joel  A. 

Midshipman,  32  June,  1867.    Graduated  6  June,  1871.     Ensign,   14  July,  1873. 
Master,  8  August,  1876. 
Barbot,  Alphonse. 

Midshipman,  26  February,  1838.    Passed  Midshipman,  20  May,  1844.     Master,  10 
June,  1852.    Lieutenant,  23  March,  1853.     Dismissed  10  June,  1861. 
Barclay,  Alexander  J. 

Midshipman,  14  May,  1846.     Resigned  36  July,  1850. 
Barclay,  Charles  James. 

Acting  Midshipman,  21  September,  1860.  Acting  Ensign,  6  October,  1868. 
Master,  10  May,  1866.  Lieutenant,  31  February,  1867.  Lieutenant-Commander 
13  March,  1868.  ' 

Barclay,  J.  O. 

Acting  Master,  24  May,  1861.    Resigned  23  April,  1864. 
Barclay,  J.  O.  C. 

Assistant  Surgeon,  17  October,  1839.  Passed  Assistant  Surgeon,  25  November 
1844.    Surgeon,  4  April,  1854.     Died  7  December,  1865.  ' 

Barclay,  John  D. 

Acting  Master,  9  November,  1861.  Resigned  22  August,  1862.  Acting  Enaitm. 
18  October,  1863.     Resigned  23  January,  1865.  s  e  . 

Barclay,  Peter. 

Mate,  20  November,  1863.    Honorably  discharged  3  February,  1866. 
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1 
Barclay,  Richard  R. 

Acting  Ensign,  23  September,  1864.     Honorably  discharged  5  October,  1865. 
Barclay,  Milliani  H. 

Acting  Third  Assistant  Engineer,  3  June,  1863.     Honorably  discharged  28  Octo- 
ber, 1865. 
Barden,  fiCTi. 

Master,  17  March,  1800.     Relieved  25  April,  1805. 
Barkenbile,  C. 

Carpenter,  18  August,  1819.     Discharged  July,  1820. 
Barker,  A.  J.  Jj, 

Mate,   12  November,   1861.     Acting  Ensign,   14    April,   1864.    Honorably    dis- 
charged 1  November,  1865. 
Barker,  Albert  S. 

Acting  l?tidshipman,  25  October,  1859.     Ensign,  25  November,  1862.     Lieutenant, 
27  February,  1864.     Lieutenant-Commander,  25  July,  1866.      Commander,  28 
March,  1877. 
Barker,  Edward  T. 

Acting  Assistant  Paymaster,  26  December,  1863.     Discharged  4  February,  1866. 
Barker,  Oeorge  F. 

Acting  Assistant  Paymaster,  14  August,  1863.     Resigned  4  November,  1864. 
Barker,  Henry  S. 

Third  Assistant  Engineer,  26  February,  1851.    Died  25  July,  1855. 
Barker,  James  T. 

Boatswain,  27  April,  1872. 
Barker,  JTolin  K. 

Acting  Ensign,  15  May,  1863.     Acting  Master,  31  December,  1864.     Honorably 
discharged  18  September,  1865. 
Barker,  John  B. 

Midshipman,  11  February,  1841.     Dropped  17  August,  1847. 
Barker,  Joseph  B. 

Acting  Ensign,  35  February,  1864.     Resigned  23  May,  1865. 

Barker,  Josiah. 

Naval  Constructor ;  date  not  known.     Dismissed  9  July,  1846. 

Barker,  J.  W. 

Midshipman,  1  July,  1828.     Resigned  20  May,  1829. 
Barker,  Richard. 

Midshipman,  30  May,  1820.     Resigned  14  February,  1821. 
Barker,  Stephen  Hi. 

Mate,  33  July,  1863.    Acting  Ensign,  1  January,  1865.    Resigned  15  February,  1866. 

Barker,  Theodore. 

Acting  Assistant  Paymaster,  1  April,  1863.     Discharged  7  March,  1866. 

Barker,  William. 

Mate,  12  November,  1861.     Appointment  revoked  25  March,  1868.     Acting  Ensign, 
23  April,  1864.     Honorably  discharged  33  November,  1865. 
Barker,  William  S. 

Mate,  29  January,  1863.     Dismissed  23  November,  1863. 

Barker,  William  W. 

Midshipman,  36  March,  1800.     Discharged  12  October,  1801,  under  Peace  Estab- 
lishment Act. 

Barkman,  F.  W. 

Mate,  3  September,  1863.     Acting  Ensign,  13  May,  1865.     Honorably  discharged 
15  December,  1865. 

Barlow,  Charles  B. 

Mate,  31  October,  1861.     Acting  Ensign,  17  July,  1862.    Resigned  11  February, 
1863. 
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Barlow,  Frederick  S. 

Tliird  Assistant  Engineer,  23  June,  1860.     Second  Assistant  Engineer,  30  July,. 
1862.     Lost  on  the  Tecumseh,  5  August,  1864. 
Barlow,  Thomas. 

Midshipman,  9  June,  1811.     Resigned  29  December,  1813. 
Barlow,  Walter  S. 

Acting  Third  Assistant  Engineer,  9  January,  1863.     Honorably  discharged  3  De- 
cember, 1865. 
Barlow,  Walter  S. 

Acting  Second  Assistant  Engineer,  7  July,  1863.     Honorably  discharged  3  Decem- 
ber, 1865. 
Barnard,  Benjamin  H. 

Mate,  15  July,  1864.     Honorably  discharged  34  October,  1865. 

Barnard,  Oeorge  A. 

Acting  Third  Assistant  Engineer,   21   May,   1864,     Honorably    discharged    18 
August,  1865. 
Barnard,  liemnel. 

Third  Assistant  Engineer,  16  January,  1863.     Resigned  31  March,  1866. 
Barnard,  Robert  C 

Acting  Boatswain,  25  April,  1863.     Appointment  revolted  11  August,  1864. 
Barnard,  Robert  C. 

Acting  Gunner,  23  August,  1851.     Dismissed  4  August,  1853. 
Barnard,  Warren. 

Carpenter,  28  June,  1867. 
Barnes,  Breasted. 

Carpenter  ;  date  not  known.     Died  2  November,  1819. 
Barnes,  George  I*. 

Acting  Sailmaker,  9  November,  1874.     Resigned  31  March,  1875.     Acting  Sail- 
maker,  20  February,  1878. 
Barnes  George  W. 

Mate,  24  June,  1863.    Resigned  38  November,  1864. 
Barnes,  George  W. 

Acting  Third  Assistant  Engineer,  4  June,  1864.     Appointment  revoked,  (Sick,)  6 
September,  1864. 
Barnes,  Henry  E. 

Boatswain,  4  March,  1863.    Retired  list,  19  December,  1876. 
Barnes,  Isaac  M. 

Mate,  23  January,  1865.     Deserted  30  September,  1865. 
Barnes,  James, 

Acting  Third  Assistant  Engineer,  9  January,  1862.     Resigned  21  March,  1863. 
Barnes,  James  O. 

Mate,  11  February,  1862.    Resigned  9  June,  1863. 
Barnes,  John  S. 

Acting  Midshipman,  1  October,  1851.     Midshipman,  10  June,  1854.     Passed  Mid- 
shipman, 22  November,  1856.     Master,  22  January,  1858.     Resigned  5  October, 
1858.     Lieutenant-Commander,  16  July,  1863.     Resigned  4  February,  1869. 
Barnes,  lalcin. 

Mate,  11  October,  1862.    Acting  Ensign,  33  August,  1863.     Honorably  discharged 
27  October,  1865.    Acting  Ensign,  9  July,  1866.     Mustered  out  2  June,  1868. 
Barnes,  iVathan,  Jr. 

Midshipman,  23  February,  1834.     Resigned  28  August,  1839. 
Barnes,  JTathan  BLale. 

Midshipman,  27  July,  1863.    Graduated,  2  June,  1868.     Ensign,  19  April,  1869. 
Master,  13  July,  1870.     Lieutenant,  13  December,  1872. 
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Karnes,  Samuel  E. 

Acting  Second  Assistant  Engineer,  6  December,  1861.     Resigned  15  February,  1863. 
Barnes,  Winslow  B 

Acting  Ensign,  8  March,  1864.     Resigned  36  April,  1865. 
Barneit,  Albert  £. 

Mate,  26  June,  1863.     Acting  Ensign,  6  July,   1863.     Honorably  discharged  30 
September,  1865. 
Barnet,  Edward  A. 

Midshipman,  34  June,  1837.     Passed  Midshipman,  39  June,  1848.     Acting  Master, 
13  January,  1847.     Lieutenant,  4  August,  1850.     Commander,  16  July,  1862. 
Died  26  May,  1864. 
Barnett,  Jacob. 

Acting  Third  Assistant  Engineer,  15  June,  1864.     Discharged  5  February,  1865. 
Barnett,  James. 

Gunner,  27  May,  1800.     Not  in  service,  1  June,  1804 
Barnett,  Washington. 

Acting  Third  Assistant  Engineer,  9  April,   1863.     Honorably  discharged  9  Sep- 
tember, 1865. 
Barnett,  William  C 

Acting  Third  Assistant  Engineer,  16  September,  1861.     Acting  Second  Assistant 
Engineer,  10  April,  1863.     Appointment  revoked,  (Sick,)  16  March,  18C5. 
Barnette,  William  J. 

Midshii^man,  27  July,  1864.     Graduated  2  June,   1868.     Ensign,  19  April,  1869. 
Master,  13  July,  1870.     Lieutenant,  38  December,  1873. 
Barn e well,  Edward. 

Midshipman,  4  July,  1817.     Died  17  September,  1833. 
Barnewell,  Edward. 

Master,  39  January,  1814.     Lieutenant,  23  July,  1814.     Lost  in  Epermer,  1815. 

Barney,  €barles   S. 

Acting  Ensign,  37  January,  1863.  Acting  Master,  27  June,  1864.  Honorably  dis- 
charged 13  October,  1865. 

Barney,  Joseph  ?f. 

Midshipman,  30  June,  1835.  Passed  Midshipman,  22  June,  1841.  Master,  33  March, 
1847.    Lieutenant,  5  August,  1847.    Dismissed  4  June,  1861. 
Barney,  Joshua. 

Midshipman,  1  January,  1818.    Died  30  September,  1833. 
Barney,  Joshua. 

Captain,  25  April,  1814.     Flotilla  Service.     Died  1  December,  1818. 

Barney,  Samuel  tJ. 

Midshipman,  37  June,  1835.     Passed  Midshipman,  33  June,  1841.    Master,  33  June, 
1847.    Lieutenant,  12  November,  1847,    Reserved  list,  13  November,  1847.    Dis- 
missed 6  March,  1863. 
Barnhouse,  Augustus. 

Midshipman,  10  May,  1830.     Resigned  13  May,  1835. 

Barnhouse,  W.  li. 

Sailmaker,  3  February,  1814.     Resigned  6  July,  1815. 

Barnieoat,  E.  W. 

Carpenter,  17  December,  1841.    Retired  list,  16  November,  1873. 

Barnicoat,  J.  A. 

Carpenter,  7  June,  1836.    Resigned  14  September,  1836. 

Barnum,  Augustus. 

Acting  Third  Assistant  Engineer,  10  September,  1861.  Acting  Second  Assistant 
Engineer,  13  September,  1863.  Acting  First  Assistant  Engineer,  31  July,  1864. 
Honorably  discharged  35  October,  1865. 
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Barnum,  Daniel. 

Acting  Second  Assistant  Engineer,  4   Se2)tember,  18G3.     Dismissed  20  February, 
18C4. 
Barnuni,  Richard. 

Assistant  Surgeon,  11  Marcli,  1839.     Resigned  33  September,  1839. 
Barnwell,  William  J. 

Surgeon's  Mate,  28  July,  1810.     Surgeon,  37  April,  1810.     Resigned  15  December, 
1833. 

Barr,  John. 

Gunner,  4  August,  1841.     Died  30  April,  1846. 

Barr,  John  C 

Acting  Third  Assistant  Engineer,  1   October,  1802.      Acting   Second   Assistant 
Engineer,  33  December,  1863.     Resigned  28  September,  1864. 

Barr,  John  O. 

Mate,  1  October,  1863.    Acting  Ensign,  38  September,  1864.    Honorably  discharged 
38  February,  1866. 
Barr,  IVilliam  M. 

Acting  Third  Assistant  Engineer,  19  December,  1861.     Third  Assistant  Engineer, 

17  March,  1863.     Second  Assistant  Engineer,  1  September,  1864.     Resigned  16 
April,  1866. 

Barrabino,  IV.  C. 

Assistant  Surgeon,  28  February,  1833.     Passed  Assistant  Surgeon,  1  August,  1837. 
Surgeon,  8  September,  1841.    Died  13  April,  1853. 
Barrand,  John  T. 

Midshipman,  30  September,  1841.    Passed  Midshipman,  10  August,  1847.    Master, 

18  April,  1855.    Lieutenant,  14  September,  1855.     Died  39  August,  1860. 
Barren,  George- 
Midshipman,  17  August,  1799.     Resigned  17  April,  1810. 

Barrett,  Edward. 

Midshipman,  3  November,  1840.     Passed  Midshipman,  11  July,  1846.     Master,  1 
March,   1855.      Lieutenant,  14   September,  1855.      Lieutenant-Commander,  16 
July,  1863.    Commander,  6  February,  1866.     Captain,  7  May,  1871.     Commo- 
dore, 11  June,  1879.    Died  31  March,  1880. 
Barrett,  George  IV. 

Mate,  3  October,  1861.     Acting  Ensign,  9  April,  1863.     Acting  Master,  24  August, 
1864.     Honorably  discharged  28  October,  1865. 
Barrett. 

Mate,  16  August,  1861.     Acting  Ensign,  30  September,  1863.      Honorably  dis- 
charged 18  July,  1868. 
Barrett,  Peter. 

Gunner,  7  May,  1863.    Died  6  November,  1871. 
Barrett,  Thomas  B. 

Midshipman,  8  May,  1833.     Passed  Midshipman,  23  June,  1838.     Lieutenant,  11 
February,  1844.     Died  11  November,  1847. 
Barrett,  Thomas  H. 

Acting  Third  Assistant  Engineer,  25  July,  1864.    Honorably  discharged  1 9  June, 

Barrett,  TVllliam  H. 

Carpenter,  3  October,  1872. 
Barrett,  William  M. 

Mate,  23  January,  1865.     Honorably  discharged  20  December,  1865. 
Barringer,  Jeremiah. 

Acting  Third  Assistant  Engineer,  18  November,  1864.     Honorably  discharged  17 
September,  1805.  ^ 

Barrington,  Samuel. 

Surgeon's  Mate,  3  January,  1828.     Passed  Assistant  Surgeon,  3  March,  1835.     Sur- 
geon, 9  February,  1837.     Died  4  September,  1862. 
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Barrington,  William  J. 

Acting  Third  Assistant  Engineer,  13  December,  1862.     Honorably  discharged  27 
March,  1868. 
Barroll,  Henry  H. 

Midshipman,  28  September,  1867.     Graduated  6  June,  1871.     Ensign,  14  July 
1872.    Master,  20  October,  1875. 

Barron,  Jacob. 

Acting  Ensign,  13  March,  1863.     Resigned  9  November,  1863.     Acting  Ensign,  9 
March,  1864.     Acting  Master,  20  April,   1865.     Honorably  discharged  26  De- 
cember, 1865.     Acting  Master,  11  December,  1866.     Mustered  out  31  May,  1868. 
Barron,  James. 

Lieutenant,  9  March,  1798.     Captain,  22  May,  1799.    Died  21  April,  1851. 
Barron,  Jolin. 

Ycting  Third  Assistant  Engineer,  28  December,  1861.     Acting  Second  Assistant 
Engineer,  22  January,  1864.    Resigned  (Sick,)  2  March,  1865. 
Barron,  Samuel. 

Captain,  13  September,  1798.    Died  29  October,  1810. 
Barron,  Samuel. 

Midshipman,  1  January,  1812.  Lieutenant,  3  March,  1827.  Commander,  15  July, 
1847.     Captain,  14  September,  1855.     Dismissed  23  May,  1861. 

Barron,  William  J. 

Acting  Third  Assistant  Engineer,  19  September,  1864.     Resigned  22  June,  I860. 

Barrougbclongli,  Edward. 

Acting  Third  Assistant  Engineer,  15  September,  1864.  Honorably  discharged  26 
December,  1865. 

Barrows,  Henry  C. 

Acting  Third  Assistant  Engineer,  23  March,  1865,    Honorably  discharged  4  Jan- 
uary, 1870. 
Barry,  Edward. 

Master,  28  February,  1809.     Died  2  May,  1830. 

Barry,  Edward  B. 

MidsHpman,  20  July,  1865.  Graduated  4  June,  1869.  Ensign,  13  July,  1870. 
Master,  29  January,  1872.     Lieutenant,  6  April,  1875. 

Barry,  Erastus. 

Acting  Third  Assistant  Engineer,  16  October,  1861.  Acting  Second  Assistant 
Engineer,  23  June,  1864.     Honorably  discharged  26  November,  1865. 

Barry,  Francis  E. 

Midshipman,  29  June,  1829.  Passed  Midshipman,  3  July,  1835.  Lieutenant,  25 
February,  1841.    Died  19  August,  1844. 

Barry,  Garrett. 

Chaplain,  30  May,  1809.    Last  appearance  on  Records  of  Navy  Department,  3  :May, 
1813. 
Barry,  Garrett  B. 

Purser,  3  March,  1825.  Pay  Director  on  Retired  list,  3  March,  1871.  Died  26 
February,  1876. 

Barry,  Gerard  H. 

Acting  Ensign,  14  May,  1863.    Appointment  revoked  (Sick,)  3  October,  1864. 

Barry,  George  J.  .         „    .         ^ 

Third  Assistant  Engineer,  26  June,  1856.  Second  Assistant  Engineer,  3  August, 
1859.  First  Assistant  Engineer,  1  July,  1861.  Chief  Engineer,  10  November, 
1863."    Retired  list,  34  March,  1874.     Died  10  Novembar,  1877. 

Barry,  James  H.  .     „         ,,     ,. 

Mate,  15  November,  1861.  Acting  Ensign,  34  January,  1804.  Honorably  dis- 
charged 16  September,  1865. 

Barry,  James  J.  ^^     .         „  .     m 

Third  Assistant  Engineer,  8  December,  1862.  Second  Assistant  Engineer,  8  April, 
1864.     First  Assistant  Engineer,  1  January,  1868. 
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Itarry,  James  J. 

Midshipman,  30  December,  1837.     Resigned  30  September,  1843. 
Barry,  John. 

Captain,  6  June,  1794.     Died  13  September,  1803. 
Barry,  John. 

Midshipman,  33  September,  1798.     Last  appearance  on  Records  of  Nary  Depart- 
ment. 
Barry,  John. 

Master,  3  August,  1831.     Resigned  9  July,  1833. 
Barry,  Jonathan. 

Gunner,  8  July,  1837.     Resigned  5  August,  1887. 
Barry,  Patrick  H. 

Third  Assistant  Engineer,  3  May,  1862.     Died  1  August,  1863. 
Barry,  Robert  T. 

Assistant  Surgeon,   26  March,   1834.     Passed  Assistant   Surgeon,  12  July,  1839. 
Surgeon,  33  February,  1844.     Died  14  August,  1857. 
Barry,  Thomas. 

Gunner,  2  July,  1814.     Resigned  19  November,  1826.     Master,  19  February,  1841. 
Killed  by  accident,  37  June,  1842. 
Barry,  William. 

Boatswain,  7   May,   1804.     Last  appearance   on  Records  of  Navy  Department,  3 
July,  1807. 
Barry,  William  A. 

Carpenter,  1  May,  1873. 
Barry,  William  W. 

Acting  Assistant  Paymaster,  30  July,  1863.     Discharged  13  September,  1865. 
Barry,  William  W. 

Assistant  Paymaster,  15  March,  1870.     Passed  Assistant  Paymaster,  12  April,  1877, 
Barryniore,  Joseph  H. 

Midshipman,  16  August,  1806.     Resigned  5  December,  1808. 
Barrymore,  William. 

Mate,  4  November,  1861.     Acting  Ensign,  28  January,  1863.     Acting  Master,  23 
July,  1863.    Honorably  discharged  13  December,  1865. 
Barston,  HaTiland. 

Third  Assistant  Engineer,  1  July,  1861.    Second  Assistant  Engineer,  18  December, 

1862.  First  Assistant  Engineer,  11  October,  1866.     Lost  on  "  Oneida,''  24  Janu- 
ary, 1870. 

Bar  stow,  Bohert. 

Mate,  23  May,  1861.     Acting  Ensign,  1  December,  1862.     Acting  Master,  9  June 

1863.  Honorably  discharged  18  February,  1867. 
Barstow,  Solomon. 

Mate,  15  March,  1864.    Honorably  discharged  30  September,  1865. 
Barstow,  Sidney. 

Mate,  16  June,  1865.    Appointment  revoked  4  August,  1865. 
Bartholomew,  B. 

Midshipman,  30  November,  18-14.     Last  appearance  on  Records  of  Navv  Depart- 
ment, 31  May,  1819.  ■' 
Bartholomew,  Henry  1. 

Acting  Assistant  Surgeon,  6  November,  1863.    Honorably  discharged   28  Novem- 
ber, 1865. 
Bartholomew,  T,.  S. 

First  Assistant  Engineer,  1  September,  1845.     Resigned  20  April,  1847. 
Bartholomew,  liyman. 

Mate,  31  November,  1861.    Acting  Master,  11  April,  1863.     Died  20  December,  1804. 
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Bartlenian,  Ricbard  M. 

Third  Assistant  Engineer,  34  December,  1853.     Second  Assistant  Engineer,  9  May 
1857.     First  Assistant  Engineer,  3  August,  1859.     Chief  Engineer,  28  October' 
1861. 
Bartlet,  Frauds. 

Midshipman,  1  March,  1835.     Passed  Midshipman,   10  June,  1833.     Resittned  5 
December,  1838. 
Bartlett,  Charles  H. 

Assistant  Paymaster,  4  December,  1869.     Passed  Assistant  Paymaster,  25  Septem- 
ber, 1875. 
Bartlett,  Charles  Ward. 

Midshipman,  3   June,  1867.     Graduated  6   June,   1871.      Ensign,  14  July,   1872 
Master,  17  March,  1875. 
Bartlett,  Cornelius. 

Acting  Ensign,  33  September,  1862.     Honorably  discharged  22  November,  1865. 
Bartlett,  Elisha  P. 

Acting  Second  Assistant  Engineer,  4  September,  1803.     Acting  First  Assistant 
Engineer,  14  February,  1864.     Honorably  discharged  19  November,  1867. 
Bartlett,  !Ezra. 

Mate,  23  January,  1863.     Acting  Ensign,  23   November,  1804.     Honorably  dis- 
charged 21  March,  1866. 
Bartlett,  Frank  W. 

Cadet  Engineer,  1  October,  1874.     Graduated  20  June,  1878. 
Bartlett,  Henry  E. 

Acting  Master,  23  June,  1863.     Appointment  revolted  8  Februai-y,  1868. 
Bartlett,  John  K. 

Boatswain,  4  September,  1858.     Resigned  9  August,  1859.     Re-appointed  5  Octo- 
ber, 1859.    Resigned  21  March,  1873. 
Bartlett,  John  R. 

Acting  Midshipman,  38  November,  1859.    Ensign,  8  September,  1863.    Lieutenant, 
37  February,  1864.     Lieutenant-Commander,  25  July,  1866.      Commander,  35 
April,  1877. 
Bartlett,  Joseph  T. 

Midshipman,  9  September,  1841.     Drovpned  30  March,  1846. 

Bartlett,  Stephen  C. 

Acting  Assistant  Surgeon,  31  December,  1864.     Honorably  discharged  31  Decem- 
ber 1865. 
Bartlett,  Washington  A. 

Midshipman,  33  January,  1883.     Passed  Midshipman,  8  July,  1839.     Lieutenant, 
33  November,  1844.     Dropped  28  September,  1855. 

Bartling    Charles  C. 

Sailmaker,  9  October,  1844.     Resigned  18  July,  1845. 

Bartol    John. 

Mate,  January,  1863.     Acting  Ensign,  30  July,  1868.     Honorably  discharged  13 
October,  1865. 

Barton,  Charles  C. 

Midshipman,  1  December,  1824.    Passed  Midshipman,  14  June,  1834.    Lieutenant, 
35  February,  1841.    Died  38  August,  1851. 

Barton,  Charles  F. 

Acting  Ensign,  15  February,  1865.     Honorably  discharged  28  October,  1865. 

Barton,  Edward  I>. 

Acting  Assistant  Paymaster,  32  July,  1861.     Died  1  September,  1863. 

Barton,  O.  De  F. 

Acting  Assistant  Paymaster,  5  December,  1863.     Assistant  Paymaster,  3   July, 
1864.     Paymaster,  4  May,  1866.     Resigned  13  April,  1869. 
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Barton,  George  F. 

Third  Assistant  Engineer,  26  February,  1851.     Second  Assistant  Engineer,  21  j\Iay, 
1853.     Died  4  September,  1853. 

Barton,  James  A. 

Third  Assistant  Engineer,  16  January,  1863.     Resigned  5  March,  1868. 

Barton,  Jeremiah. 

Lieutenant,  8  June,  1798.     Resigned  14  September,  1800. 

Barton,  John  K. 

Cadet  Engineer,  1  October,  1871.    Graduated  31  May,  1873.    Assistant  Engmeer,  23. 
January,  1874.     Passed  Assistant  Engineer,  1  November,  1879. 

Barton,  Jobn  T. 

Assistant  Surgeon,  30  May,  1844.     Died  22  August,  1846. 

Barton,  Jonahan  Q. 

Acting  Assistant  Paymaster,  30  January,  1864.     Assistant  Paymaster,  2  March, 
1867.    Passed  Assistant  Paymaster,  10  February,  1870. 

Barton,  Philip  H. 

Acting  Assistant  Surgeon,  5  April,  1864.     Honorably  discharged  9  October,  1865. 

Barton,  Bobert  R. 

Surgeon,  24  July,  1813.    Resigned  24  February,  1824. 

Barton,  Thomas  C 

Mate,  25  October,  1862.     Resigned  14  April,  1864. 

Barton,  William  Henry. 

Acting  Midshipman,  23  September,  1856.     Midshipman,  15  June,  1860.     Master, 
19  September,  1861.     Lieutenant,  16  July,  1862.      Lieutenant-Commander,  25 
July,  1866.    Resigned  17  June,  1867. 
Barton,  William  H. 

Acting  Gunner,  18  April,  1863.     Honorably  discharged  28  November,  1865. 

Barton,  W.  P.  C. 

Surgeon,  28  June,  1809.  Died  29  February,  1856. 

Bartow,  Theodore  B. 

Chaplain,  8  September,  1841.     Died  18  May,  1869. 
Bartram,  Charles  H. 

Acting  Third  Assistant  Engineer,  10  November,  1863.     Appoinimaent  revoked  2 
June,  1865. 
Bartram,  William  H. 

Acting  Third  Assistant  Engineer,  12  July,  1864.     Honorably  discharged  1  Novem- 
ber, 1865. 
Bashford,  Andrew  P. 

Mate,  4  April,  1863.     Acting  Ensign,  10  September,  1863.     Honorably  discharged 
2  June,  1868.     Mate,  4  November,  1869. 

Bass,  E.  C. 

Acting  Ensign,  1  October,  1862.     Resigned  19  February,  1864. 

Bassett,  David  li. 

Acting  Assistant  Surgeon,  18  December,  1861.     Resigned  24  September,  1863. 

Bassett,  Ezra. 

Acting  Ensign,  1  June,  1864.     Honorably  discharged  38  October,  1865. 
Bassett,  Fletcher  S. 

Midshipman,  31   September,  1865.     Graduated  4  June,  1869.     Ensign,  12  July, 
1870.    Master,  13  April,  1872.     Lieutenant,  16  June,  1875. 

Bassett,  H.  W . 

Assistant  Surgeon,  26  May,  1824.     Surgeon,  35  May,  1836.     Killed  in  a  duel,  30 
August,  1830. 

Bassett,  James. 

Master,  18  April,  1814.     Last  appearance  on  Records  of  Navy  Department,  Brig 
"  Enterprise,'"  33  April,  1815. 
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Bassett,  James  C. 

Acting  Assistant  Surgeon,  13  Jannary,  1865.    Honorably  discharged  10  October 
1865. 
Bassett,  Orville. 

Acting  Third  Assistant  Eiigineer,  15  December,  1863.    Honorably  discharged  9 
August,  1865. 

Bassett,  Simeon  S. 

Midshipman,  10  September,  1841.    Passed  Midshipman,  10  August,  1847.    Master, 
14  September,  1855.     Lieutenant,  15  September,  1855.    Died  6  May,  1859. 
Bassett,  Wesley  W. 

Midshipman,  9  March,  1838.     Passed  Midshipman,  3  July,  1845.     Master,  30  Feb- 
ruary, 1854.     Dismissed  33  September,  1854.     Acting  Assistant  Paymaster,  34 
March,  1863.     Resigned  14  January,  1865.    Master  on  Retired  list,  8  June,  1873. 
Lieutenant- Commander,  Retired  list,  33  March,  1875. 
Batchelder,  Andrew  J. 

Acting  Third  Assistant  Engineer,  24  November,  1863.     Appointment  revoked 
(Sick,)  6  April,  1863. 
Batclielder,  Joseph  C. 

Acting  Third  Assistant  Engineer,  30  December,  1863.    Honorably  discharged  15 
February,  1866. 

Batcbeller,  Oliver  A. 

Acting  Midshipman,  38  November,  1859.     Ensign,  35  November,  1863.    Master,  15 
April,  1863.     Lieutenant,  S3  February,  1864.    Lieutenant-Commander,  35  July, 
1866.    Commander,  35  June,  1877. 
Bateman,  Arthur  E. 

Mate,  9  October,  1867.     Resigned  18  September,  1871. 
Bates,  Adna  A. 

Mate,  31  July,  1863.    Acting  Ensign,  16  August,  1864.     Honorably  discharged  13 
August,  1865. 
Bates,  Alexander  B. 

Third  Assistant  Engineer,  16  January,  1863.     Second  Assistant  Engineer,  38  May, 
1864.     First  Assistant  Engineer,  1  January,  1874. 

Bates,  Charles  J. 

Assistant  Surgeon,  7  March,  1838.     Passed  Assistant  Surgeon,  33  November,  1843. 
Died  26  August,  1847. 

Bates,  Frank. 

Acting  Ensign,  16  February,  1863.    Appointment  revoked  (Sick,)  38  August,  1863. 
Acting  Ensign,  31  March,  1863.    Resigned  13  April,  1864. 

Bates,  Harry  V. 

Mate,  38  July,  1864.    Honorably  discharged  1  November,  1865. 

Bates,  John. 

Boatswain,  20  October,  1845.     Dismissed  39  July,  1857. 

Bates,  John. 

Boatswain,  5  June,  1861.     Dismissed  38  October,  1864. 

Bates,  John  A. 

Purser,  3  March,  1831.     Retired  21  December,  1861.     Died  36  August,  1871. 

Bates,  John  A.,  Jr. 

Assistant  Paymaster,  19  March,  1862.    Paymaster,  3  August,  1865.    Died  4  March, 
1867. 

Bates,  Moses  M. 

Midshipman,  9  August,  1799.     Resigned  and  entered  the  Army  in  1800. 

Bates,  Nathan  D. 

Acting  First  Assistant  Engineer,  3  October,  1861.     Dismissed  16  September,  1863. 

Bates,  Newton  Ij. 

Assistant  Surgeon,  24  June,  1861.     Passed  Assistant  Surgeon,  22  Jane,  1864.     Sur- 
geon, 16  September,  1865. 
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Bates,  Nicholas  B. 

Acting  Second  Assistant  Engineer,  18  Beceniber,  1861.     Resigned  0  August,  1862. 
Bates,  Pliineas  K. 

Acting  Master,  13  April,  1863.     Appointment  revoked  18  April,  1863. 
Bates,  Richard. 

Acting  Ensign,  30  December,  1863.     Acting  Master,  30  June,  1865.     Honorably 
discharged  31  October,  1865. 

Bates,  Thomas. 

Acting  Master,  1  October,  1863.     Dismissed  19  March,  1864. 

Bates,  William. 

Acting  Master,  7  December,  1861.     Honorably  discharged  14  November,  1865. 

Bates,  William  H. 

Acting  Assistant  Sm'geon,  15  April,  1863.     Honorably  discharged  6  November, 
1865. 
Bath,  John. 

Mate,    8  May,   1863.    Acting  Ensign,  34  January,   1863.     Dismissed  9  October, 
1863. 
Batione,  Doiuinick  B. 

Acting  Assistant  Paymaster,   15   March,    1865.      Discharged   18  October,   1865. 
Passed  Assistant  Paymaster,   23    July,   1866.      Paymaster,   36    August,   1868. 
Died  5  September,  1878. 
Battelle,  Everett. 

Third  Assistant  Engineer,  27  June,  1863.     Resigned  29  June,  1865. 
Batten,  James  M. 

Acting  Third  Assistant  Engineer,  32  August,  1862.     Acting  Second   Assistant 
Engineer,  37  July,  1863.     Honorably  discharged  30  December,  1865. 
Battin,  John  M. 

Acting  Assistant  Surgeon,  33  March,   1864.     Honorably  discharged  30  March, 
1866. 
Battle,  Samuel  W. 

Assistant  Surgeon,  1  October,  1875. 
Bauer,  Henry  C. 

Acting  Second  Assistant  Engineer,  3  August,  1864.    Honorably  discharged  36  De- 
cember, 1865. 
Bangh,  Richard. 

Midshipman,  16  January,  1809.     Resigned  15  September,  1810. 
Baugliman^  Oeorge  E. 

Assistant  Paymaster,  14  July,  1870.     Passed  Assistant  Paymaster,  8  March,  1879. 
Died  4  August,  1880. 
Baughman,  Henry  C. 

Assistant  Engineer,  13  October,  1875. 
Baulsir,  William  J. 

Acting  Master,  37  November,  1861.     Resigned  12  March,  1862. 
Baumgarten,  O.  H.  E. 

Assistant  Surgeon,  24  January,  1863.     Passed  Assistant  Surgeon,  34  April,  1865. 
Resigned  5  May,  1865. 

Banry,  Frederick. 

Midshipman,  18  May,  1809.     Lieutenant,  9  December,  1814.     Lost  in  the  Sloop 
"  Wasp,"  1815.  -^ 

Banry,  Frederick  F. 

Mate,   1861.     Acting  Master,  14  May,  1863.     Acting  Volunteer  Lieutenant,  25 
August,  1864.     Honorably  discharged  8  February,  1869. 
Baxter,  Alfred. 

Mate,  21  August,  1863.     Acting  Gunner,  17  December,  1862.     Appointment  re- 
voked 30  June,  1864.     Mate,  26  May,  1866.     Resigned  11  April,  1867. 
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Baxter,  diaries  II. 

Acting  Ensign,  23  October,  1SG3,     Acting  Master,  29  March,   1804     Honorably 
discharged  3  November,  1865. 
Baxter,  J.  B. 

Acting  Volunteer  Lieutenant,  26  August,  1861.  Plonorably  discharged  27  Decem- 
ber, 1865. 

Baxter,  James  W. 

Mate,  19  February,  1864. 
Baxter,  Oscar  F. 

Assistant  Surgeon,  25  January,  1842.     Resigned  17  April,  1848. 
Baxter,  Rodney. 

Acting  Master,  13  May,  1861.     Resigned  3  October,  1861. 
Baxter,  William  T. 

Acting  Third  Assistant  Engineer,  10  July,  1863.     Honorably  discharged  3   Janu- 
ary, 1866. 
Bay,  ?fathaniel  Cr. 

Midshipman,  2  February,  1839.     Passed  Midshipman,  3  July,  1835.     Lieutenant,  1 
May,  1841.    Cashiered  14  October,  1843. 
Bayard,  A.  W.  W. 

Midshipman,  5  August,  1805.     Dismissed  30  October,  1805. 
Bayard,  Cbarles  C 

Midshipman,  9  December,  1841.     Passed  Midshipman,  10  August,  1847.    Died  19 
February,  1850. 
Bayley,  Warner  B. 

Acting  Third  Assistant  Engineer,  4  August,  1864.  Mustered  out  38  April,  1869. 
Second  Assistant  Engineer,  2  September,  1870.  First  Assistant  Engineer,  21 
September,  1877. 

Baylor,  Adam  K. 

Mate,  31  August,  1864.  Honorably 'discharged  30  July,  1868.  Mate,  31  December, 
1869.     Resigned  5  September,  1873. 

Baynton,  Edward. 

Midshipman,  18  May,  1809.     Dismissed  24  August,  1810. 

Bays,  Oeorge. 

Acting  Second  Assistant  Engineer,  11  March,  1863.     Resigned  35  August,  1865. 

Beacham,  ISlisba  J. 

Gunner,  7  September,  1861. 

Beadel,  Edward  N. 

Midshipman,  19  October,  1841.     Lost  in  the  Grampus,  March,  1843. 

Beale,  Edward  F. 

Midshipman,  14  December,  1836.  Passed  Midshipman,  1  July,  1843.  Master,  1 
August,  1849.     Lieutenant,  28  February,  1850.     Resigned  5  March,  1853. 

Beale,  George. 

Purser,  24  July,  1813.     Died  4  April,  1835. 

Beale,  Joseph. 

Midshipman,  1  April,  1799.  Lieutenant,  19  April,  1800.  Last  appearance  on 
Records  of  Navy  Department. 

Beale,  Joseph. 

Assistant  Surgeon,  6  September,  1837.  Passed  Assistant  Surgeon,  14  March,  1843. 
Surgeon,  19  April,  1848.  Medical  Director,  3  March,  1871.  Surgeon-General,  8 
July,  1873.    Retired  list,  30  December,  1876. 

Beale,  Richard  C.  „  ^^       -r^       ^       ^ 

Lieutenant,  9  March,  1798.     Last  appearance  on  Records  of  Navy  Department. 

Beale,  Robert.  ^      .  t.t 

Midshipman,  1  January,  1818.  Last  appearance  on  Records  of  JNavy  Depart- 
ment. 
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Beale,  Thomas  T. 

Midshipitan,  17  February,  1800.    Resigned  3  June,  1803. 
Beall,  Charles. 

Acting  Third  Assistant  Engineer,  20  October,  1863.     Honorably  discharged  37 
September,  1865. 
Beall,  Charles  F. 

Mate,  13  January,  1864.    Honorably  discharged  37  September,  1865. 
Beall,  John  H. 

Surgeon's  Mate,  38  April,  1804.     Resigned  15  October,  1807. 
Beam,  Peter  M. 

Mate,  33  December,  1864.    Honorably  discharged  14  September,  1865. 

Beaman,  Ezra. 

Acting  Ensign,  9  April,  1863.     Acting  Master,   for  gallant  conduct,  19  March^ 
1864.    Honorably  discharged  31  December,  1865. 
Beaman,  Oeorge  W. 

Acting  Assistant  Paymaster,  5  March,  1863.     Assistant  Paymaster,  11  June,  1863. 
Paymaster,  38  March,  1866. 
Bean,  George  F. 

Mate,  13  February,  1864.    Honorably  discharged  31  October,  1865. 
Bean,  William  S. 

Third  Assistant  Engineer,  15  April,  1847.     Resigned  S3  October,  1847. 
Beane,  John  W. 

Midshipman,  33  June,  1869.    Graduated  31  May,  1873.     Ensign,  16  July,  1875. 
Resigned  30  June,  1878. 
Beans,  Saninel  S. 

Acting  Ensign,  5  October,  1864.     Honorably  discharged  17  January,  1866. 
Beard,  Alexander. 

Master,  1  March,  1814.    Discharged  15  April,  1815. 
Beard,  George  M. 

Acting  Assistant  Surgeon,  5  March,  1864.     Resigned  18  October,  1865. 
Beard,  George  W. 

Third  Assistant  Engineer,  25  March,  1862.     Retired  list,  1  February,  1866.     As- 
sistant Engineer,  Retired  list,  24  July,  1867. 
Beard,  George  W. 

Acting  Third  Assistant  Engineer,  11  June,  1864.     Honorably  discharged  30  Octo- 
ber, 1865. 
Beard,  Liewis. 

Midshipman,  10  January,  1840.     Resigned  23  July,  1844. 
Beard,  William  C. 

Midshipman,  4  July,  1805.     Resigned  15  September,  1810. 
Beardslee,  J^ester  A. 

Midshipman,   5   March,   1850.     Passed   Midshipman,  30  June,  1856.     Master   32 
January,  1858.     Lieutenant,  33  July,  1859.     Lieutenant-Commander    16   Julv 
1863.    Commander,  13  June,  1869. 
Beardsley,  Edward  T. 

Acting  Third  Assistant  Engineer,  1   September,  1864.     Honorably  discharged  19 
May,  1866.  " 

Beardsley,  Grove  S. 

Assistant  Surgeon,  1  July,  1861.    Passed  Assistant  Surgeon,  33  June  1864     Sur- 
geon, 25  July,  1866.  ' 
Beardsley,  Richard. 

Acting  Assistant  Paymaster,  17  December,  1861.    Resigned  37  June,  1864. 
Beardsley,  Robert. 

Mate,  31  October,  1861.    Acting  Ensign,  8  November,  1863.    Honorably  discharrred 
20  January,  1866.  ^ 
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Beasley,  George  F. 

Acting  Assistant  Surgeon,  5  March,  1864.     Honorably  discharged  15  September 

Beattie,  Frederick  A. 

Mate,  30  September,  1864.     Honorably  discharged   13  October,   1865.     Mate  13 
May,  1866.     Appointment  revoked  30  October,  1866.  ' 

Beattie,  liiiciiis  H. 

Acting  Master,  1  August,  1861.     Honorably  discharged  7  December,  1865. 
Beattje,  William  A. 

Mate,  5  June,  1863.     Acting  Ensign,  17  October,  1864.     Honorably  discharged  12 
May,  1865.  ^ 

Beatty,  F.  S. 

Surgeon's  Mate,  37  July,  1819.     Resigned  13  December,  1833. 
Beatty,  Francis  O. 

Midshipman,  1  March,  1835.    Dismissed  10  December,  1830. 
Beatty,  Frank  F. 

Midshipman,  31  September,  1871.^  Graduated  31  June,  1875.  Ensign,  18  July,  1876. 
Beatty,  Horatio. 

Midshipman,  1  January,  1813.     Resigned  6  September,  1823. 
Beatty,  John  T. 

Midshipman,  31  October,  1848.     Resigned  16  September,  1850. 
Beatty,  Thomas  A. 

Midshipman,  16  January,  1819.     Lieutenant,  34  July,  1813.     Resigned  39  Novem- 
ber, 1814. 
Beanchanip,  Hiram. 

Acting  Assistant  Surgeon,  1  October,  1863.     Resigned  7  December,  1864. 
Beanchamp,  JosepEi. 

Acting  Ensign,  3  September,  1863.     Resigned  17  November,  1864. 
Beaufort,  Francis. 

Acting  Gunner,  1  October,  1862.     Resigned  5  June,  1863. 
Beaumart,  Horatio  11. 

Assistant  Surgeon,  29  April,  1864.     Passed  Assistant  Surgeon,  26  October,  1868. 
Surgeon,  5  April,  1875. 

Beaumont,  Jolin  C. 

Midshipman,   1   March,   1838.     Passed    Midshipman,  20  May,  1844.     Master,  30 
August,  1851.     Lieutenant,  29  August,   1853.     Commander,  16  July,  1862.     Re- 
tired list,  27  April,  1868.     Captain,  Active  list,  10   June,  1872.     Commodore,  14 
June,  1874. 
Beck,  Alfred  M. 

Mate,  4  February,  1863.     Resigned  9  October,  1863.     Mate,  31  December,  1863. 
Honorably  discharged  25  July,  1865. 

Beck,  C  E. 

Actino-  Ensign,  39  June,  1863.     Honorably  discharged  3  December,  1865. 

Beck,  I>aniel. 

Midshipman,  34  November,  1800.     Resigned  3  January,  1801. 

Beck,  Francis  W. 

Mate,  29  April,  1863.     Appointment  revoked  16  January,  1864. 

Beck,  John  H. 

Midshipman,  18  May,  1809.     Resigned  16  September,  1810. 

Beck,  Morris  B. 

Assistant  Surgeon,  2  December,  1841.    Passed  Assistant  Surgeon,  15  March,  1847. 
Resigned  10  May,  1861. 

Beck,  Samuel.  t^       ^      .^  t^t        t^       ^       ^ 

Midshipman,  13  April,  1813.     Last  appearance  on  Records  of  Navy  Department, 

"  Neptujie,"  35  September,  1815. 
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Beck,  Sydney  S. 

Mate.     Acting  Ensign,  28  October,  1S62.     Resigned  3  February,  1864. 
Beck,  William  W. 

Mate,  37  May,  1864.     Acting  Ensign,  3  December,  1864.     Honorably  discharged 
7  October, "1868.     Mate,  24  January,  1870. 
Becker,  James. 

Mate,  20  January,  1862.     Dismissed  39  November,  1863. 
Becked,  B.  F. 

Acting  Second  Assistant  Engineer,  1861.  Appointment  revoked  13  Bebruary, 
1863.  Actir.g  Second  Assistant  Engineer,  20  June,  1862.  Acting  First  Assistant 
Engineer,  25  February,  1863.     Honorably  discharged  17  November,  1867. 

Beckett,  llattkew. 

Mate,  16  September,  1861.     Resigned  17  May,  1864. 

Beckham,  J.  B. 

Midshipman,  1  December,  1824.     Died  11  September,  1835. 

Beckley,  ]Voah. 

Acting  Third  Assistant  Engineer,  2  July,  1862.     Died  Magnolia,  10  October,  1863. 

Beckwith,  Edward  J. 

Midshipman,  18  June,  1812.     Last  appearance  on  Records  of  Navy  Department. 
Beckwith,  Henry  C.  ^ 

Third  Assistant  Engineer,  27  June,  1863.  Second  Assistant  Engineer,  31  November, 
1863.     First  Assistant  Engineer,  1  January,  1868.  Retired  list,  2  December,  1876. 
Beckwith,  J.  Ii.  S. 

Midshipman,  16  January,  1840.     Dismissed  23  September,  1844. 

Beckwith,  S.  M. 

Gunner,  14  March,  1843.     Resigned  30  September,  1853. 
Bedford,  Joseph. 

Midshipman,  1  April,  1804.     Resigned  30  June,  1804. 

Bee,  B.  F. 

Acting  Second  Assistant  Engineer,  12  February,  1863.  Appointment  revoked  31 
July,  1863.  Acting  Second  Assistant  Engineer,  27  October,  1862.  Acting  First 
Assistant  Engineer,  1  March,  1864.     Honorably  discharged  13  September,  1865. 

Bee^  Fphraim  J. 

Assistant  Surgeon,  9  May,  1844.     Died  7  March,  1850. 

Beecher,  Mark  H. 

Professor,  14  June,  1841.     Retired  list,  37  March,  1869. 

Beecher,  William  P. 

Acting  Assistant  Paymaster,  4  November,  1863.     Drowned  34  June,  1863. 
Beehler,  William  II. 

Midshipman,  28  July,  1864.  Graduated,  3  June,  1868.  Ensign,  19  April,  1869. 
Master,  12  July,  1870.     Lieutenant,  10  September,  1874. 

Beers,  Augnst  P. 

Surgeon's  Mate,  16  November,  1834.     Surgeon,  4   December,   1828.     Died  8  June, 
1831. 
Beers,  Frank  H. 

Mate,  21  November,  1861.     Acting  Ensign,  32  December,  1862.     Resigned  10  May, 
1865. 
Beers,  James  B. 

Mate,  14  November,  1861.  Acting  Master,  15  February,  1862.  Acting  Volunteer 
Lieutenant,  24  June,  1863.     Honorably  discharged  19  December,  1865. 

Beetle,  David  S. 

Acting  Ensign,  1  June,  1864.     Honorably  discharged  28  August,  1865. 

Beggs,  John. 

Sailmaker,  20  August,  1835.     Died  37  September,  1840. 
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Bebni,  C.  F.  W. 

Acting  Volunteer  Lieutenant,   26   August,  1861.     Acting  Volunteer   Lieutenant- 
Commander,  33  December,  1864.     Honorably  discharged  38  November,  1865. 
Belclier,  James  A. 

Mate,  25  April,  1864.     Honorably  discharged  19  November,  1867. 
Belcher,  J.  H. 

Professor  Mathematics,  26  September,  1837.     (See  Henshaw.) 
Belclier,  Jolin  A. 

Midshipman,  1  September,  1811.  Lieutenant,  37  April,  1816.  Last  appearance  on 
Records  of  Navy  Department,  7  December,  1819.     Dead. 

Belclier,  Tlioiiias  X). 

Acting  Third  Assistant  Engineer,  5  November,  1863.     Resigned  3  June,  1865. 

Belden,  JFrederlck. 

Mate,  19  November,  1863.     Died  30  September,  1863. 

Belden,  Snmnel. 

Acting  Ensign,  8  September,  1863.  Acting  Master,  19  February,  1864.  Acting 
Volunteer  Lieutenant,  18  May,  1865.  Honorably  discharged  31  March,  1866. 
Acting  Master,  5  April,  1867.  Ensign,  13  March,  1868.  Master,  18  December, 
1868.     Lieutenant,  21  March,  1870. 

Beldiiig,  Nicholas  H. 

Acting  Assistant  Paymaster,  18  April,  1865.     Honorably  discharged  15  October, 
1866. 
Belknap,  Alfred  A. 

Purser,  11  March,  1851.  Dismissed  2  August,  1865.  Dismissal  annulled,  and 
commissioned  Pay  Director,  3  March,  1871.     Retired  list,  37  January,  1873. 

Belknap,  Charles. 

Midshipman,  20  July,  1864.  Ensign,  18  December,  1868.  Master,  31  March,  1870. 
Lieutenant,  21  March,  1871. 

Belknap,  George  E. 

Midshipman,  7  October,  1847.  Passed  Midshipman,  10  June,  1853.  Master,  15 
September,  1855.  Lieutenant,  16  September,  1855.  Lieutenant-Commander,  16 
July,  1863.     Commander,  25  July,  1866.     Captain,  25  January,  1875. 

Bell,  A.  Nelson. 

Assistant  Surgeon,  5  March,  1847.  Passed  Assistant  Surgeon,  1  May,  1855.  Re- 
signed 30  October,  1855. 

Bell,  Charles  H.  ^  ,       h^  o 

Midshipman,  18  June,  1813.  Lieutenant,  28  March,  1830.  Commodore,  10  Sep- 
tember, 1840.  Captain,  13  August,  1854.  Commodore,  Retired  list,  16  July, 
1862.     Rear-Admiral,  25  July,  1866.     Died  19  February,  1875. 

Bell,  Charles. (($.    • 

Midshipman,  9  September,  1841.     Dismissed  28  August,  1849. 

Midshipman,  23  September,  1861.  Graduated  September,  1865.  Ensign,  1  De- 
cember, 1866.  Retired  list,  10  July,  1868.  Lieutenant  on  Retired  list,  26 
March,  1869.    Died  25  March,  1870. 

Bell,  Edward  B. 

Boatswain,  15  December,  1852.     Died  13  January,  1875. 

Bell,  George.  ,      ^^^^ 

Gunner,  25  June,  1838.     Died  7  September,  1845. 

^*  Acting  TMrd  Assistant  Engineer,  3  July,  1863.     Honorably  discharged  30  Novem- 
ber, 1865. 

Bell,  Hamilton.  ,,.     ,         .  ^o^a 

Acting  Gunner,  22  November,  1851.     Deserted  m  August,  1854. 

"^^^Mid^Tp^m,  4  August,  1833.     Passed  Midshipman,  33  March,  1829.     Lieutenant, 
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3   March,   1831.     Commander,   12   August,  1854.     Commodore,  16   July,  1862. 
Rear-Admiral,  25  July,  1866.     Retired  list,  13  April,  1867.     Drowned  11  Jan- 
uary, 1868. 
Bell,  James. 

Master,  16  January,  1809.     Resigned  19  December,  1809. 
Bell,  James. 

Master's  Mate,  32  July,  1816.     Last  appearance  on  Records  of  Navy  Department. 
Bell,  Jefferson. 

Acting  Second  Assistant  Engineer,  25  November,  1862.     Dismissed  9  September, 
1863. 
Bell,  John. 

Acting  Boatswain,  16  September,  1873.     Resigned  19  August,  1874. 
Bell,  John  H. 

Midshipman,  16  January,  1809.     Lieutenant,   9  December,   1814.     Commander,  3 
March,  1831.     Died  14  August,  1833 
Bell,  John  R. 

Acting  Ensign,  7  January,  1863.     Honorably  discharged  27  October,  1865. 
Bell,  Joseph  O. 

Acting  Assistant  Surgeon,  5  April,  1864.     Honorably  discharged  19  September, 
1865. 
Bell,  J.  Snowden. 

Acting  ,Third  Assistant    Engineer,   10    August,    1864.      Appointment  revoked, 
(Sick,)  3  December,  1864. 
Bell,  Robert  B. 

Midshipman,  1  August,  1820.     Dismissed  19  July,  1824. 
Bell,  Thaddens. 

Acting  Assistant  Paymaster,  17  January,  1865.     Discharged  15  October,  1866. 
Bell,  Thomas. 

Acting   Second  Assistant   Engineer,   10  December,  1862.     Resigned   17  March, 
1864. 

Bell,  Thomas  O. 

Boatswain,  18  June,  1838.     Retired  list,  3  July,  1872. 
Bell,  Thomas  W. 

Acting  Ensign,  15  September,  1862.     Honorably  discharged  24  September,  1865. 
Acting  Ensign,  29  January,  1867.     Mustered  out  30  December,  1868. 
Bell,  Walter  B. 

Mate,  5  July,  1863.     Resigned  6  July,  1863. 
Bell,  William. 

Acting  Third  Assistant   Engineer,  1   October,    1862.     Acting   Second   Assistant 
Engineer,  16  January,  1865.     Honorably  discharged  26  Nov^amber,  1865. 
Bell,  Wilson  F. 

Acting  Assistant  Surgeon,  21  October,  1861.     Resigned  17  June,  1863. 
Bellandi,  E. 

Acting  Ensign  and  Pilot,  1  October,  1864.     Honorably  discharged  19   Pebruarv 
1866.  ^' 

Bellows,  Charles  S. 

Mate,  23  January,  1862.     Honorably  discharged  2  August,  1868. 
Bellows,  Edward. 

Assistant  Paymaster,  11  June,  1862.     Paymaster,  20  February,  1866. 
Bellows,  George. 

Acting  Master,  28  December,  1861.     Resigned  21  November,  1863. 
Belrose,  liOnis. 

Midshipman,  20  September,  1861.     Graduated  September,  1865.     Ensien    1  De 
cember,  1866.     Resigned  30  January,  1867.  ''  ' 
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Helt,  William. 

Surgeon's  Mate,  23  September,  1811.     Dismissed  7  April,  1829. 
Belt,  William  J. 

Midshipman,  1  September,  1811.     Lieutenant,  3  Marcli,  1817.     Commander,  9  Feb- 
ruary, 1837.     Dismissed  2  November,  1842. 
Belton,  Solomon  I>. 

Midshipman,  1  January,  1825.     Resigned  16  February,  1827. 
Bcaiejst,  Oscar  W. 

Mate,  23  October,  1861.     Resigned  20  July,  1864. 
Bemis,  George  F. 

Acting  Assistant  Paymaster,  26  September,  1863.     Discharged  25  October,  1865. 
Assistant  Paymaster,  27   February,  1867.     Passed  Assistant  Paymaster,  3  July, 
1869.    Dismissed  12  May,  1875. 
Benbridge,  Richard  M. 

Midshipman,  20  November,  1823.     Last  appearance  on  Records  of  Navy  Depart- 
ment.   Dead. 
Benckert,  James  M. 

Third  Assistant  Engineer,  8  October,  1861.     Died  28  June,  1862. 
Benedict,  Oeorgc  S. 

Acting  Assistant  Paymaster,  20  August,  1862.     Assistant  Paymaster,  30  June,  1864. 
Resigned  11  August,  1865. 
Benedict,  William  B. 

Professor,  81  May  1841.     Died  20  June,  1853. 
Ben  ham,  Andrew  E.  K. 

Midshipman,  24  November,  1847.     Passed  Midshipman,  10  June,  1853.     Master, 

15  September,  1855.     Lieutenant,  16  September,  1855.     Lieutenant-Commander, 

16  July,  1863.     Commander,  25  July,  1866.     Captain,  12  March,  1875. 

Benham,  Charles  A. 

Mate,  16  April,  1864.     Appointment  revoked  25  .January,  1865. 

Benham,  Courtlandt. 

Midshipman,  81  March,  1837.     Passed  Midshipman,  39  June,  1843.     Master,  21 
September,  1850.     Lieutenant,  9  April,  1851.     Died  80  October,  1852. 
Benham,  Timothy  O. 

Midshipman,  80  November,   1814.     Lieutenant,  8   March,   1827.     Commander,  5 
February,  1848.     Reserved  list,  14  September,  1855.     Died  17  June,  1860. 

Benham,  T.  W. 

Mate,  31  January,  1870.     Resigned  12  February,  1876. 

Benham,  W.  O. 

Midshipman,  36  February,  1888.     Resigned  14  November,  1837. 

Benham,  W.  O. 

Midshipman,  5  May,  1838.     Resigned  23  August,  1838. 

Benjamin,  £Terard. 

Midshipman,  1  January,  1818.     Last  appearance  on  Records  of  Navy  Depart- 
ment. 

Benjamin,  J.  S. 

Mate,  7  June,  1862.    Acting  Ensign,  20  August,  1863.    Resigned  8  November,  1864. 

Benjamin,  Myron  F. 

Mate,  1  October,  1862.     Acting  Ensign,  18  December,   1862.     Resigned  5  June, 
1863. 
Benjamin,  Park,  Jr. 

Midshipman,  28  September,  1868.     Ensign,  18  December,  1868.     Resigned  19 
January,  1869. 

Benkhard,  J.  P. 

Acting  Assistant  Surgeon,  21  October,  1861.     Resigned  15  May,  1863. 
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Benneson,  Robert  H. 

Acting  Second  Assistant  Engineer,  25  March,  18(54.     Honorably  discharged  4  No- 
vember, 1865. 
S^ennet,  Cornelius. 

Master,  9  December,  1813.    Died  18  August,  1840. 
Beniiet,  J.  W.  A. 

Acting  Ensign,  20  February,  1865.     Honorably  discharged  12  October,  1865. 
Bennett,  A.  J. 

Midshipman,  4  July,  1817.     Dismissed  31  December,  1838. 

Bennett,  Charles. 

Acting  Third  Assistant  Engineer,  28  December,  1861.     Acting  Second  Assistant 
Engineer,  15  February,  1864.     Resigned  5  August,  1865. 
Bennett,  C.  W. 

Midshipman,  39  March,  1839.     Dismissed  6  August,  1839. 

Bennett,  C.  W.  B. 

Midshipman,  5  April,  1837.     Resigned  8  November,  1838. 

Bennett,  Edward. 

Midshipman,  3  January,  1800.     Lieutenant,  5  February,  1807.    Died  20  December, 
1810. 
Bennett,  Francis  M. 

Cadet  Engineer,  1  October,  1874.     Graduated  10  June,  1879. 
Bennett,  George. 

Acting  Third  Assistant  Engineer,  11  October,  1864.     Honorably  discharged  6  No- 
vember, 1865. 
Bennett,  George  M. 

Acting  Second  Assistant  Engineer,  28   December,  1861.     Acting   First  Assistant 
Engineer,  15  December,  1862.     Honorably  discharged  5  December,  1865. 
Bennett,  George  B. 

Acting  Third  Assistant  Engineer,  27  September,  1861.     Acting  Second  Assistant 
Engineer,  8  July,  1862.     Acting  First  Assistant  Engineer,  16  July,  1863.     Hon- 
orably discharged  21  November,  1865. 
Bennett,  J.  A. 

Acting  Ensign,  10  December,  1864.     Honorably  discharged  21  October,  1865. 
Bennett,  Jeremiah  H. 

Acting  Ensign,  11  October,  1862.     Honorably  discharged  12  August,  1865. 
Bennett,  John  F. 

Mate,  31  July,  1863.     Appointment  revoked  25  April,  1864. 
Bennett,  John  W. 

Midshipman,  10  February,  1840.     Passed  Midshipman,  11  July,  1846.     Master,  1 
March,  1855.     Lieutenant,  14  September,  1855.     Dismissed  19  April,  1861. 
Bennett,  John  W. 

Acting  Ensign,  12  January,  1863.     Appointment  revoked  4  March,  1864.     Acting 
Ensign,  17  May,  1864.    Honorably  discharged  15  September,  1865. 
Bennett,  I^orey. 

Acting  Third  Assistant  Engineer,  15  August,  1863.     Resigned  28  February,  1865. 
Bennett,  T..  T. 

Midshipman,  7  December,  1835.    Passed  Midshipman,  4  June,  1831.     Resigned  18 
October,  1833. 
Bennett,  Rudolph  T. 

Third  Assistant  Engineer,  35  March,  1863.     Second   Assistant  Engineer,  3  Feb- 
ruary, r865.     First  Assistant  Engineer,  1  January,  1868.     Retired  list,  31  May, 
1880. 
Bennett,  Thomas. 

Boatswain,  19  March,  1858. 
Bennett,  Thomas  W. 

Acting  Assistant  Surgeon,  33  September,  1863.    Honorably  discharged  34  Feb- 
ruary, 1869. 
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Bennett,  Hilliam. 

Sailniaker  23  August,  1833.     Resigned  18  April,  1836.     Sailmaker,  5  July,  1839 
Resigned  15  May,  1861.  ■" 

Bennett,  William  C. 

Acting  Ensign,  1  October,  1862.     Resigned  18  Februaiy,  1864. 
Bennis,  Spiro  \. 

Acting  Master,  26  August,  1861.    Honorably  discharged  10  May,  1865. 
Benson,  Charles. 

Midshipman,  31  Februaiy,  1802.     Cashiered  6  June,  1808. 
Benson,  George  H. 

Mate,  27  May,  1862.    Died  9  October,  1863. 
Benson,  John  C 

Midshipman,  23  August,  1812.    Last  appearance  on  Records  of  Navy  Department, 
(furloughed)  7  June,  1815. 
Benson,  William  S. 

Cadet  Midshipman,  21  September,  1872.     Graduated  18  June,  1879. 
Bent,  Silas. 

Midshipman,  1  July,  1836.     Passed  Midshipman,  1  July,  1843.     Master,  7  January 
1849.     Lieutenant,  1  August,  1849.     Dismissed  25  April,  1861. 
Benthall,  John  D. 

Gunner,  18  Octobor,  1889.     Appointment  revoked  37  March,  1847. 
Bentley,  John  H. 

Mate,  26  September,  1864.     Honorably  discharged  34  July,  1865. 
Bentlej,  John  W. 

Acting  Master,  10  June,  1861.     Died  27  May,  1864. 
Bentley,  Peter  E. 

Midshipman,  13  April,  1800.     Resigned  4  March,  1803. 
Bentley,  Thomas. 

Acting  Second  Assistant  Engineer,  10  August,  1861.     Acting  First  Assistant  En- 
gineer, 6  January,  1865.     Honorably  discharged  5  July,  1806. 
Bently,  J.  E. 

Acting  Volunteer  Lieutenant,  1  October,  1862.     Resigned  5  February,  1863. 
Benton,  Josiah  H. 

Acting  Assistant  Paymaster,  11  September,  1862.    Honorably  discharged  25  Sep- 
tember, 1865. 

Benton,  Theodore  M. 

Acting  Gunner,  28  January,  1864.     Honorably  discharged  27  November,  1865. 
Bentrick,  Charles. 

Mate.    Dismissed  1  May,  1863. 
Bentson,  Basmus. 

Acting  Ensign,  7  January,  1863.     Lost  at  Sea,  4  April,  1863. 
Bergner,  A.  M. 

Mate,  17  June,  1864.     Resigned  8  October,  1870. 
Bernard,  Henry,  Jr. 

Assistant  Surgeon,  27  November,  1844.     Passed  Assistant  Surgeon,  13  February, 
1850.    Resigned  11  October,  1850. 
Bernard,  Stephen. 

Master,  7  March,  1811.    Resigned  3  August,  1813. 
Bernard,  r>emnel. 

Third  Assistant  Engineer,  16  January,  1868.     Resigned  31  March,  186G. 
Bernbaum,  Ole  H. 

Acting  Ensign,  30  May,  1864.     Acting  Master,  6  April,  1865.     Appointment  le. 
yoked  31  August,  1867. 
Bernice,  Oeorge. 

Acting  Third  Assistant  Engineer,  3  December,  1861.    Dismissed  19  July,  1862. 
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Bernard,  Henry. 

Midshipman,  12  November,  1800.  Lieutenant,  28  February,  1807.  Resigned  19 
May,  1812.  Captain,  34  December,  1814.  Last  appearance  on  Records  of  Navy 
Department. 

Berrett,  IkVllllam  H. 

Acting  Assistant  Surgeon,  17  May,  1864.     Honorably  discharged  10  October,  1865. 

Berrian,  William  Ii. 

Mate,  22  August,  1864.    Appointment  revoked  15  June,  1865. 

Berrien,  Jolin  M. 

Midshipman,  1  March,  1825.  Passed  Midshipman,  4  June,  1831.  Lieutenant,  9 
February,  1837.  Commander,  14  September,  1855.  Captain,  16  July,  18G2. 
Commodore,  26  September,  1866.     Retired  list,  28  December,  1866. 

Berry,  Abraham  H. 

Mate,  27  May,  1862.     Acting  Ensign,  14  May,   1863.     Honorably  discharged  6 
July,  1867. 
Berry,  Albert  Ct. 

Midshipman,  24  July,  1865.  Graduated  4  June,  1869.  Ensign,  12  July,  1870. 
Master,  27  September,  1872.     Lieutenant,  20  October,  1875. 

Berry,  Cliarles. 

Midshipman;  1  September,  1811.  Furloughed  17  October,  1815.  Last  appearance 
on  Records  of  Navy  Department. 

Berry,  Daniel  !>. 

Acting  Second  Assistant  Engineer,  20  December,  1864.     Honorably  discharged  29 
July,  1865. 
Berry,  G.  H. 

Acting  Ensign,  19  January,  1865.     Honorably  discharged  3  May,  1866. 

Berry,  James  H. 

Acting  Ensign,  13  February,  1864.     Honorably  discharged  19  September,  1865. 

Berry,  J.  Appleton. 

Acting  Assistant  Paymaster,  9  September,  1861.  Assistant  Paymaster,  23  July, 
1866.    Appointment  revoked  10  April,  1877. 

Berry,  John  B. 

Acting  Third  Assistant  Engineer,   20    March,    1865.     Honorably  discharged    8 
October,  1868. 
Berry,  Mark. 

Acting  Third  Assistant  Engineer,   31    March,   1864.     Appointment    revoked  3 
August,  1864. 
Berry,  B.  D. 

Carpenter,  12  October,  1833.     Dismissed  8  March,  1836. 
Berry,  Richard. 

Carpenter,  1  July,  1818.     Resigned  16  January,  1824. 
Berry,  Richard. 

Sailmaker,  4  November,  1852.     Died  10  April,  1861. 
Berry,  Richard. 

Mate,  2  October,  1861.    Resigned  29  May,  1863. 
Berry,  Robert  M. 

Acting  Midshipman,  31  January,  1862.     Graduated  June,  1866.     Ensign,  12  March, 
1868.    Master,  26  March,  1869.     Lieutenant,  21  March,  1870. 
Berry,  Thomas. 

Carpenter,  18  December,  1816.     Last  appearance  on  Records  of  Navy  Department. 
Berry,  Thomas  C. 

Boatswain,  29  September,  1854.     Dismissed  11  January,  1859. 

Berry,  William. 

Midshipman,  17  December,  1810.     Lieutenant,  27  April,  1816.     Died  17  July,  1824. 
Berry,  Williani. 

Boatswain,  20  February,  1812.     Died  26  March,  1819. 
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Berry,  William  C 

Acting  Master,  without  pay,  33  November,  1863.     Appointment  revoked   30  Jan- 
uary, 1863. 
Berrynian,  !E.  C 

Acting  Second  Assistant  Engineer,  13  September,  1861.    Resigned  7  October,  1863. 
Berryman,  Otway  H. 

Midsliipman,  3  February,  1839.     Passed  Midshipman,  3  July,  1835.     Lieutenant 
8  September,  1841.     Died  3  April,  1861. 
Berryman,  Ko1>ert. 

Acting  Tliird  Assistant  Engineer,  35  November,  1863.     Honorably  discharged  37 
July,  1865. 
Bert,  Gustave  W. 

Acting  Third  Assistant  Engineer  19  April,  1864.    Appointment  revoked  3  Feb- 
ruary, 1865. 

Bertody,  Charles. 

Midshipman,  3  March,  1838.    Resigned  31  July,  1843. 
Ber toilette,  Daniel  X. 

Assistant  Surgeon,  23  June,  1873.     Passed  Assistant  Surgeon,  20  April,  1877. 
Bertolette,  J.  C. 

Assistant  Surgeon,  4  July,  1858.     Surgeon,  23   May,  1863.     Retired  list,  Septem- 
ber 15,  1865.     Died  1  May,  1868. 
Bertram,  George. 

Acting  Third  Assistant  Engineer,  4  February,  1863.     Honorably   discharged  13 
September,  1865. 
Bertsch,   lieo. 

Acting  Third  Assistant  Engineer,  11  March,  1865.     Honorably  discharged  14  Feb- 
ruary, 1868. 

Berwind,  £dward  J. 

Midshipman,   30  July,   1865.     Graduated  4  June,  1869.     Ensign,  13  July,  1870. 
Master,  34  March,  1873.     Retired  list,  14  May,  1875. 

Bess,  John. 

Gunner,  28  May,  1798.     Last  appearance  on  Records  of  Navy  Department. 

Besse,  Ansel  B. 

Acting  Third  Assistant  Engineer,  38  July,  1863.     Acting  Second  Assistant  Engi- 
neer, 9  January,  1864.     Honorably  discharged  12  December,  1865. 

Besse,  Claude. 

Master,  16  September,  1813.     Discharged,  15  April,  1815. 

Bessett,  Russell. 

Master,  24  August,  1812.     Acting  Lieutenant,  1  March,  1814.     Last  appearance  on 
Records  of  Navy  Department.     Dead. 

Best,  HEenry. 

Acting  Second  Assistant  Engineer,  14  September,  1861.    Dismissed  10  November, 
1863. 

Best,  William. 

Acting  Ensign  and  Pilot,  31  June,  1865.    Honorably  discharged  4  August,  1866. 

Best,  William  H.  .......  t. 

Acting  Second  Assistant  Engineer,  20  August,  1861.   Actmg  First  Assistant  Engi- 
neer, 17  June,  1863.     Honorably  discharged  6  March,  1866. 

Best,  W.  J. 

Mate,  25  August,  1866.     Appointment  revoked  31  March,  1872. 

Bettner,  Henry. 

Midshipman,  14  April,  1800.     Discharged  6  August,  1801. 

Betts,  Barzella  €. 

Acting  Gunner,  9  January,  1863.     Resigned  1  September,  1864. 

Betts,  Charles  K. 

Mate,  22  June,  1863.     Deserted  4  July,  1863. 
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Betts,  Charles  T. 

Acting  Ensign,  19  August,  1864.    Dismissed  5  May,  1865. 
Betts,  William. 

Mate,  17  September,  1851.     Resigned  3  April,  1862.     Mate,  12  August,  1862. 
Acting  Ensign,  24  September,  1862.    Resigned  11  October,  1864. 
Bengless,  Jobn  I>. 

Chaplain,  2  July,  1864. 
Beverley,  W.  B. 

Midshipman,  9  June,  1833.     Passed  Midshipman,  23  June,  1838.     Lieutenant,  28 
June,  1S43.    Died  30  October,  1846. 
Beverly,  C.  B. 

Midshipman,  1  August,  1827.     Dismissed  16  June,  1834. 
Beverly,  Oeorge  W. 

Acting  Ensign,  19  January,  1865.     Honorably  discharged  8  November,  1868. 
Beverly,  McKenzie. 

Midshipman,  19  October  1841.     Struck  off  17  March,  1843. 
Bevington,  Martin. 

Cadet  Engineer,  15  September,  1875.     Graduated  10  June,  1879. 
Bevins,  Seth. 

Acting  Third  Assistant  Engineer,  5  April,  1865.     Honorably  discharged  22  Sep- 
tember, 1865. 
Beviiis,  S.  H. 

Mate,  31  December,  1861.     Acting  Ensign,  31  July,  1863.     Honorably  discharged 
1  January,  1866. 
Beyer,  Julius  F. 

Acting  Ensign,  9  October,  1862.     Acting  Master,  14  November,  1864.    Honorably 
discharged  26  October,  1865. 
Beyer,  Henry  G. 
,     Assistant  Surgeon,  19  May,  1876.     Passed  Assistant  Surgeon,  7  August,  1870. 
Beyersdorfi',  li. 

Mate,  31  October,  1861.      Resigned  25  March,  1865.      Mate,  1  February,  1870. 
Died  1877. 
Beyse,  Albert  F. 

Acting  Third  Assistant  Engineer,  6  February,  1864.     Resigned  12  May,  1865. 
Biancliini,  Li.  A. 

Teacher,  date  not  known.     Resigned  27  July,  1846. 
Bibb,  Peyton  P. 

Cadet  Midshipman,  12  June,  1874.     Graduated  4  June,  1880. 
Bibber,  diaries  J. 
Mate,  1  March,  1865. 
Bibles,  Frank  P. 

Mate,  5  April,  1862.    Acting  Ensign,  27  January,  1863.     Dismissed  14  November 
1865. 
Biekerstatf,  Samuel. 

Acting  Chief  Engineer,   1   October,   1862.     Acting  Fleet  Engineer   Mississippi 
Squadron,  1  June,  1864.     Honorably  discharged  3  September,  18G6. 
Bicknell,  Oeorge  A. 

Acting  Midshipman,  3  December,  1861.    Graduated  June,  1866,  Ensign  13  March 
1868.    Master,  26  March,  1869.     Lieutenant,  21  March,  1870.  '  ' 

Bicksliafft,  C.  H. 

Acting  Ensign,  13  December,  1863.    Honorably  discharged  1  October  1867. 
Biddle,  Clement. 

^:\ridshipman,  13  February,  1799.     Resigned  30  March,  1804. 
Blcidle,  Clement. 

Assistant  Surgeon,  18  June,  1878. 
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IBiddlo,  E«?war«l. 

Midshipman,  Vi  February,  1800.     Last  appearance  on  Records  of  Navy  Depart- 
ment.   Dead.  ^ 
Biddle,  James. 

Midshipman,  13  February,  1800.     Lieutenant,  11   February,  1807.     Commander   5 
March,  1813.     Captain  28  February,  1815.     Died  1  October,  1848.  ' 

ISiddle,  James  S. 

Midshipman,  18  October,  1833.     Passed  Midshipman,  8  July,  1839.     Lieutenant 
20  August,  1844.     Resigned  25  September,  185C.  ' 

Biddle,  Samuel. 

Surgeon's  Mate,  10  July,  1834.     Died  14  FeVjruary,  1836.- 
Biddle,  Spencer  F.  B. 

Cadet  Midshipman,  13  June,  1874.    'Graduated  4  June,  1880. 
Biedleman,  Daniel. 

Mate,  7  June,  1863.     Resigned  14  July,  1863. 
Bieg,  Frederick  C. 

Cadet  Engineer,  1  October,  1874.     Graduated  30  June,  1878. 
Bielby,  Portens  P. 

Assistant  Surgeon,  81  March,  1868.     Retired  list,  8  July,  1878.     Died  1  August, 
1880.  ^      ' 

Bier,  George  H. 

Midshipman,  19  October,  1841.     Passed  Midshipman,  10  August,  1847.     Master,  14 
September,  1855.     Lieutenant,  15  September,  1855.     Resigned  23  April,  1861. 
Bigelow,  Abraham. 

Midshipman,  18  June,  1813.     Lieutenant,  38  March,  1830.     Commander,  23  Janu- 
ary, 1841.     Captain,  13  September,  1854.     Resigned  1  March,  1857. 
Bigelow,  Alpbens. 

Acting  Third  Assistant  Engineer,   20  October,  1864.      Honorably  discharo-ed  6 
August,  1866. 

Bigelow,  B.  F. 

Acting  Assistant  Engineer,  13  December,  1863.     Resigned  5  May,  1865. 
Bigelow,  George  A. 

Acting  Midshipman,  26  May,  1853.     Midshipman,  30  June,  1856.     Passed  Mid- 
shipman, 39  April,  1859.     Master,  5  September,  1859.     Lieutenant,  19  December, 
1860.     Lieutenant-Commander,  16  July,  1862.     Resigned  19  March,  1867. 
Bigley,  Joseph  J. 

Mate,  9  September,  1863.     Dismissed  17  April,  1863. 
Biggs,  James. 

Midshipman,  38  May,  1800.     Resigned  21  June,  1803. 
Biggs,  Joseph  JL. 

Midshipman,  16  January,  1809.     Drowned  15  April,  1813. 
Biker,  IVicholas. 

Master,  3  July,  1813.     Last  appearance  on  Records  of  Navy  Department. 
Bilisoly,  Joseph. 

Third  Assistant  Engineer,  2  August,  1855.     Died  3  September,  1855. 

Billard,  Jnles  F. 

Acting  Assistant  Surgeon,  15  October,  1863.  Honorably  discharged  10  October,  1865. 

Billinger,  F. 

Midshipman,  1  January,  1812.     Last  appearance  on  Records  of  Navy  Department, 
30  September,  1815. 

Billings,  C.  C. 

Midshipman,  18  May,  1809.     Resigned  9  May,  1814. 

Sillings,  Henry  R. 

Acting  Master,  36  May,  1862.     Honorably  discharged  21  December,  1865. 
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Billings,  liUtlier  G. 

Acting  Assistant  Paymaster,  24   October,    1862.     Assistant  Paymaster,  3  March, 
1865.    Paymaster,  20  October,  1864. 
Bills,  George. 

Boatswain,  7  August,  1801.     Resigned  24  December,  1803. 
Bills,  J.  Howland. 

Acting  Assistant  Paymaster,  19  April,  1861.     Naval   Storekeeper,!  August,  1863. 
Resigned  6  February,  1865. 
Bills,  John  G. 

Gunner,  20  June,  1862.     Drowned  16  May,  1863. 
Binder,  George. 

Carpenter,  6  July,  1798.     Master,  11  July,  1812.     Dismissed  6  March,  1813.     Mas- 
ter, 13  April,  1813.     Last  appearance  oh  Records  of  Navy  Department. 
Bingham,  Udwiird  B. 

Acting   Assistant  Surgeon,  15  March,  18C4.     Assistant   Surgeon,    1    April,   1864. 
Passed  Assistant  Surgeon,  23  April,  1868.     Died  34  February,  1873. 
Bingham,  Hamilton. 

Acting  Ensign,  13  December,  1862.     Acting   Mt.ster,  27   June,  1864.     Honorably 
discharged,  15  August,  1865. 
Bingham,  John  F. 

Third  Assistant  Engineer,  25   August,  1862.     Second  Assistant  Engineer,  30  Feb 
ruary,  1864.    First  Assistant  Engineer,  1  January,  1868. 
Bingley,  IF.  B. 

Sailmaker,  16  November,  1831.     Resigned  11  September,  1834. 
Binnix,  George. 

Acting  Gunner,  25  June,  1863.     Resigned  10  May,  1865. 
Biondi,  Eugene. 

Mate,  30  November,  1861.     Acting  Ensign,  5  December,  1863.     Acting  Master,  23 
March,  1865.     Honorably  discharged  3  November,  1868.     Mate,  13  July,  1869. 
Resigned  14  August,  1869. 
Birch,  DeWitt. 

Surgeon's  Mate,  14  July,  1824.     Died  1  May,  1836. 
Birch,  Warren. 

Acting  Ensign,  16  April,  1863.     Appointment  revoked  (sick)  22  June,  1864. 
Bird,  Charles  91. 

Mate,   19   October,   1861.     Acting   Ensign,  3   September,   1862.     Honorably  dis- 
charged 21  October,  1865. 
Bird,  Edward. 

Mate.     Honorably  discharged  5  October,  1865. 
Bird,  John  H. 

Midshipman,  17  December,  1810.     Killed  in  action,  23  August,  1812. 
Bird,  John  D. 

Midshipman,  16  April,  1814.     Resigned  15  June,  1814. 
Birchmore,  William. 

Surgeon's  Mate,  10  January,  1815.     Surgeon,  10  July,  1834.     Lost  in  the  "  Hornet  " 
10  September,  1829.  ' 

Birdsall,  John  A. 

Sailmaker,  7  March,  1848. 
Birdsall,  W.  A. 

Mate,  7  March,  1867.     Mustered  out  30  April,  1868. 
Birkheck,  Alexander,  Jr. 

First  Assistant  Engineer,  8  June,  1844.     Chief  Engineer,  3  March,  1847      Resii-ned 
23  December,  1847.  ° 

Birkey,  Henrj   W. 

Assistant  Surgeon,  10  January,  1863.     Resigned  16  July,  1874. 
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Blrney,  Frank  C. 

Midshipman,  24  July,  1865.     Graduated  June,  1869.     Bied  18  July,  1871. 
Birnie,  Edward  A. 

Acting  Assistant  Paymaster,  16  December,  1861.     Resigned  31  Marcli,  1863. 
Birtwlstle,  James. 

Mate,  4  November,  1861.     Acting  Ensign,  27  April,  1863.     Acting  Master,  28 
June,  1865.    Honorably  discharged  6  January,  1868. 
Bisel,  Amos  T. 

Mate,  14  February,  1864.    Acting  Ensign,  30  March,  1865.    Honorably  discharged 
22  April,  1866. 
Blsbop,  Alexander  Me. 

Assistant  Paymaster,  19  March,  1862.  Paymaster,  22  November,  1865.  Retired 
list,  9  March,  1870. 

Bishop,  Cbarles  W. 

Mate,  30  April,  1870.    Died  31  July,  1870. 
Bisbop,  Edward  Cr. 

Acting  Assistant  Paymaster,  22  August,  1863.     Discharged  19  October,  1865. 
Bisbop,  Jobn. 

Midshipman,  18  March,  1827.     Died  20  June,  1837. 
Bisbop,  Jobn. 

Mate,  23  December,  1861.    Acting  Ensign,  1  October,  1863.    Honorably  discharged 
13  December,  1866.     Acting  Ensign,  26  February,  1867.     Resigned  3  July,  1868. 
Mate,  38  May,  1870.    Appointment  revoked  19  September,  1871. 
Bisbop,  Josbna. 

Acting  Midshipman,  30  September,  1854.     Midshipman,  11  June,  1858.     Passed 
Midshipman,  38  January,   1861.     Master,  28   February,   1861.     Lieutenant,  19 
April,  1861.     Lieutenant-Commander,  3  March,  1865.     Dismissed  8   February, 
1868.    Commissioned  Lieutenant-Commander,  1  March,  1871. 
Bisbop,  Samuel  C. 

Mate,  31  October,  1862.     Resigned  36  March,  1863. 

Bisbop,  Tbeodore  H. 

Carpenter,  8  September,  1863.     Dismissed  18  December,  1867. 

Bishop,  William  H. 

Acting  Third  Assistant  Engineer,  10  July,  1861.     Acting  Second  Assistant  Engi- 
neer, 1  October,  1863.     Acting  First  Assistant  Engineer,  17  April,  1863.     Hon- 
orably discharged  31  August,  1865. 
Bisbop,  William  S. 

Assistant  Surgeon,  11  April,  1843.  Passed  Assistant  Surgeon,  11  May,  1845. 
Retired  8  May,  1861.  Surgeon  on  Retired  list,  37  March,  1866.  Died  38  De- 
cember, 1868. 

Blspham,  Jobn  E. 

Midshipman,  13  December,  1819.     Lieutenant,  17  May,  1838.    Died  24  March, 
1849. 
Bissell,  Edward. 

Purser,  30  December,  1839.     Resigned  11  January,  1847. 

Bissell,  E.  S. 

Mate,  18  November;  1862.    Deserted  16  December,  1862. 

Bissell,  Frank. 

Acting  Assistant  Paymaster,  14  April,  1864.  Assistant  Paymaster,  37  February, 
1867.    Passed  Assistant  Paymaster,  13  April,  1869.     Dismissed  29   April,  1874. 

Bissell,  Frederick  W.  „„  „    , 

Third  Assistant  Engineer,  31  April,  1863.  Second  Assistant  Engmeer,  38  Septem- 
ber, 1864.    Resigned  23  October,  1867. 

Bissell,  George  B.  ,..„<.      a  *       ht 

Midshipman,  13  March,  1838.  Passed  Midshipman,  20  May,  1844.  Acting  Mas- 
ter, 21  August,  1848.     Died  10  September,  1848. 
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Blssell,  George  E. 

Acting  Assistant  Paymaster,   17  October,  1863.     Honorably  disoliargcd  13  Octo- 
ber, 1865. 
Bissell,  O.  J. 

Acting  Assistant  Surgeon,  7  May,  1863.     Appointment  revoked  1 3  November,  1862. 

Bissell,  Simon  B. 

Acting  Midshipman,  1  March,  1825.  Midshipman,  4  June,  1831.  Passed  Mid- 
shipman, 9  February,  1837.  Commissioned  Lieutenant  from  9  February,  1 837. 
Reserved  list,  13  September,  1855.  Commander  on  Active  list,  14  September, 
1855.  Captain,  16  July,  1865.  Commodore,  10  October,  1860.  Retired  list,  1 
March,  1870. 
Bissell,  S.  S. 

Mate,  17  October,  1862.    Acting   Ensign,  12  August,  1863.     Resigned   37  April, 
1865. 
Bissett,  Frederick  W. 

Third  Assistant  Engineer,  31  April,  1863.     Second  Assistant  Engineer,  28  Septem- 
ber, 1864.     Resigned  22  October,  1867. 
Bissett,  John  J. 

Third  Assistant  Engineer,  12  August,  1862.     Second  Assistant  Engineer,  15  Feb- 
ruary, 1864.     First  Assistant  Engineer,  1  January,  1868. 
Bittinger,  Edmund  C. 

Chaplain,  30  September,  1850. 
Bixby,  Oeorge  H. 

Acting  Assistant  Surgeon,  7  November,  1862.     Honorably  discharged  36  Septem- 
ber, 1865. 
Bixler,  fjewis  E. 

Midshipman,  36  September,  1865.     Graduated  June,  1869.     Ensign,  12  July,  1870. 
Master,  39  September,  1871.     Lieutenant,  1  December,  1874. 
Black,  Charles  E. 

Acting  Third  Assistant  Engineer,   13  January,  1864.     Resigned  30    November, 
1864. 
Black,  Charles  H. 

Midshipman,  21  September,  1861.     Graduated  September,  1865.     Ensign,  1  De- 
cember, 1866.     Master,  13  March,  1868.     Lieutenant,  26  March,  1869.     Lieuten- 
ant-Commander, 5  February,  1879. 
Black,  Clarence  E. 

Assistant  Surgeon,  14  November,  1871.     Passed  Assistant  Surgeon,  24  November, 
1875. 
Black,  John. 

Mate,  24  June,  1864.     Resigned  18  February,  1870. 
Black,  Nathan  W. 

Mate,  25  January,  1862.     Acting  Ensign,  11  December,  1862.    Honorably  dis- 
charged 12  November,  1865.     Acting  Ensign,  13  September,  1866.     Mustered 
out  11  January,  1868. 
Black,  IVilliam. 

Boatswain,  30  March,  1835.     Died  8  June,  1874. 
Black,  IVilllam  W. 

Mate,  33  September,  1862.     Resigned  14  June,  1864. 
Blackford,  O.  D. 

Sailmaker,   19  February,   1838.    Resigned  20  September,    1838.     Sailmaker,   12 
April,  1843.     Dismissed  5  July,  1861. 
Blackmer,  John. 

Acting  Assistant  Surgeon,  7  December,  1863.     Resigned  23  September,  1863.     Re- 
appointed 14  November,  1864.     Honorably  discharged  18  August,  1865. 
Blacknall,  George. 

Surgeon's  Mate,  3  January,  1838.     Passed  Assistant  Surgeon,  3  March,  1835.     Sur- 
geon, 9  February,  1837.     Resigned  7  May,  1861. 
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Blackwell,  Ernest  C 

Acting  Third  Assistant  Engineer,  38  February,  1865.  Honorably  discharged  19 
July,  1866.  ^ 

Blackwell,  William  C. 

Acting  Assistant  Paymaster,  33  September,  1863.     Discharged  1    September,  1865 
Blagden,  Thomas. 

Acting  Ensign,  21  July,  1863.    Resigned  5  October,  1863. 
Blagne,  £dward  P. 

Mate,  33  January,  1863.     Honorably  discharged  27  October,  1865. 
Blaine,  Epliraim  R. 

Midshipman,  7  March,  1800.     Resigned  31  August,  1801.     Midshipman,  9  Sep- 
tember, 1801.     Broken  by  Court-martial,  10  November,  1804. 
Blaine,  James  IT. 

Mate,  23  February,  1865.     Resigned  3  May,  1865. 
Blair,  Andrew  Alexander. 

Acting  Midshipman,  30  November,  1863.     Graduated   June,  1866.     Ensign,  13 
March,  1868.     Resigned  31  August,  1869. 
Blair,  Benjamin  F. 

Acting  Ensign,  13  September,  1864.     Honorably  discharged  3  July,  1865. 
Blair,  Oeorge. 

Lieutenant,  13  March,  1799.     Resigned  14  March,  1800. 
Blair,  James. 

Midshipman,  8  January,  1836.     Passed  Midshipman,  1  July,  1843.     Master,  3  Octo- 
ber, 1848.     Lieutenant,  3  June,  1849.     Resigned  7  May,  1851. 
Blair,  Samuel. 

Surgeon's  Mate,  9  March,  1809.  Last  appearance  on  Records  of  Navy  Depart- 
ment. 

Blair,  Thomas. 

Midshipman,  18  May,  1809.     Resigned  8  July,  1810. 
Blair,  Thomas  W 

Acting  Second  Assistant  Engineer,  1  October,  1863.    Resigned  24  April,  1863. 
Blaisdell,  ST.  J. 

Acting  Ensign,  35  June,  1863.     Honorably  discharged  30  September,  1865. 
Blake,  Charles. 

Surgeon's  Mate,  9  March,  1798.    Resigned  1  September,  1799. 
Blake,  Charles  A. 

Acting  Third  Assistant  Engineer,  8  September,  1868.  Honorably  discharged  29 
March,  1866. 

Blake,  Charles  F. 

Acting  Midshipman,  36  October,  1859.     Ensign,  36  June,  1863.     Master,  33  Feb- 
ruary, 1864.     Lieutenant-Commander,  35  July,  1866.     Retired  list,  18  January, 
1871.     Died  20  February,  1879. 
Blake,  Elliott  C.  T. 

Acting  Midshipman,  28  September,  1858.  Acting  Master,  24  April,  1862.  Lieu- 
tenant, 1  August,  1863.    Resigned  16  June,  1865. 

Blake,  Francis  B. 

Acting  Midshipman,  30  September,  1853.  Midshipman,  10  June,  1857.  Passed 
Midshipman,  25  June,  1860.  Master,  24  October,  1860.  Lieutenant,  4  March, 
1861.     Lieutenant-Commander,  3  January,  1863.     Resigned  15  June,  1870. 

Blake,  Francis  O. 

Mate,  14  January,  1868.    Drowned  35  June,  1863. 

Blake,  George  S. 

Midshipman,  1  January,  1818.  Lieutenant,  3  March,  1837.  Commander,  37  Feb- 
ruary, 1847.  Captain,  14  September,  1855.  Commodore,  16  July,  1863.  Died 
34  June,  1871. 
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Blake,  Gorham  B. 

Acting  Third  Assistant   Engineer,  5   Jul}',  1864.     February,    1865,  discharged  as 
Fireman. 
Blake,  Henry  J. 

Acting  Midshipman,  29  September,  1858.     Ensign,  34  February,  1863.  Lieutenant,, 
22  February,  1864.     Resigned  21  April,  1866. 
Blake,  Henry  T. 

Acting  Ensign,  29  October,  1863.     Resigned  1  April,  1865. 
Blake,  Homer  C. 

Midshipman,  3  March,  1840.     Passed  Midshipman,  11  July,  1846.     Master,   1 
March,  1855.      Lieutenant,   14   September,   1855.      Lieutenant- Commander,  16 
July,  1862.     Commander,   8   March,  1866.     Captain,   25  May,    1871.     Commo- 
dore, 27  October,  1879.     Died  21  January,  1880. 
Blake,  J.  Davidson. 

Midshipman,  9  September,  1847.     Passed  Midshipman,  15  June,  1854.     Master,  15 
September,  1855.     Lieutenant,  16  September,  1855.     Resigned  5  February,  1862. 
Blake,  Jeremiali. 

Mate.  11  October,  1861.     Acting  Ensign,  2  December,  1863.     Dismissed  34  March, 
1864. 

Blake,  Jolin. 

Chaplain,  27  February,  1847.     Retired  list,  20  June,  1873. 
Blake,  John  S. 

Midshipman,  16  January,  1809.     Resigned  1  December,  1809. 

Blake,  John  W. 

Acting  Third  Assistant  Engineer,  10  May,  1864.     Honorably  discharged  8  Sep- 
tember, 1865. 

Blake,  Joseph  R. 

Midshipman,  1  January,  1818.     Lieutenant,  3  March,  1837.     Died  11  May,  1831. 
Blake,  Josephus. 

Acting  Third  Assistant   Engineer,  33   January,  1863.     Acting  Second   Assistant 
Engineer,  31  August,   1863.     Acting  First  Assistant   Engineer,  21    November, 
1864.     Honorably  discharged  5  December,  1865. 
Blake,  Joshna. 

Midshipman,  6  April,  1799.     Lieutenant,  4  July,  1800.     Resigned  7  April,  1809. 
Blake,  J.  W, 

Mate.     Resigned  21  December,  1863. 
Blake,  Marshall  W. 

Acting  Assistant  Paymaster,  1  September,  1861.     Resigned  13  August,  1863. 
Blake,  Philemon  C 

Midshipman,  16  May,  1800.     Resigned  10  September,  1804. 
Blake,  William. 

Midshipman,  31  October,  1799.     Last  appearance  on  Records  of  Navv  Department 
14  February,  1802.  ^  ' 

Blakely,  Johnston. 

Midshipman,  5  February,  1800.     Lieutenant,  10  February,  1807.     Commander,  24 
July,  1813.     Captain,  24  November,  1814.     Lost  in  Sloop  "  Wasp,''  1815. 
Blakeman,  A.  IVoel. 

Acting  Assistant  Paymaster,  3  August,  1861.     Resigned  26  September,  1864. 
Blakeniore,  William  F. 

Acting  Third  Assistant  Engineer,  14  May,  1864.     Honorably  discharged  16  Octo- 
ber, 1865.     Acting  Third  Assistant  Engineer,  37  August,  1866.     Mustered  out 
17  November,  1868. 
Blakiston,  Henry  B. 

Acting  Master,  18  November,  1861.     Resigned  23  April,  1863. 
Blanch,  Henry. 

Acting  Third  Assistant  Engineer,  33  July,  1804.     Honorably  discharged  7  July, 
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Blanch,  William  A. 

Acting  Third  Assistant  Engineer,  31  July,  18G4.     Honorably  discharged  30  De- 
cember, 1865. 
Blanchard,  A.  S. 

Mate,  18  May,  1861.    Acting  Master,  22  March,  1862.    Honorably  discharged  18 
February,  1866. 
Blancliard,  Charles  A. 

Mate,  15   September,   1863.     Acting  Ensign,  1   December,  1862.     Honorably  dis- 
charged 4  December,  1865.     Acting  Ensign,  29  August,  1866.     Mustered  out,  8 
October,  1868. 
Blanchard,  Charles  A. 

Mate,  8  April,  1864.    Acting  Ensign,  6  May,  1865.     Honorably  discharged  4   No- 
vember, 1865. 
Blanchard,  E.  G. 

Acting  Ensign,  8  January,  1864.     Honorably  discharged  1  May,  1867. 
Blanchard,  E.  O. 

Midshipman,  10  May,  1830.     Lieutenant,  17   May,  1828.     Resigned  31    December, 
1835. 
Blanchard,  Francis  E. 

Acting  Master,  31  January,  1862.     Dismissed  27  July,  1863. 
Blanchard,  George. 

Boatswain,  19  May,  1833.     Resigned  4  May,  1835. 
Blanchard,  George. 

Mate.     Resigned  4  November,  1863. 
Blanchard,  Hollis  H. 

Acting  Master,  1  May,  1863.     Appointment  revoked  10  February,  1863. 

Blanchard,  Horace  A. 

Midshipman,  25  July,  1865.     Graduated  4  June,  1869.     Ensign,  13  July,  1870.    Re- 
tired list,  14  July,  1874.     Died  15  January,  1876. 
Blanchard,  Horatio  S. 

Acting  Master,  33  November,  1861.     Honorably  discharged  30  October,  1865. 

Blanchard,  Jeremiah  F. 

Mate,  33  March,  1864.     Acting  Ensign,  11    August,  1864.     Honorably  discharged 
18  January,  1868. 
Blanchard,  lucien  J. 

Acting  Third  Assistant  Engineer,  1861.     Died  35  July,  1863. 

Blanchard,  Thomas. 

Acting  First  Assistant  Engineer,  4   September,  1863.     Honorably  discharged  30 
October,  1865, 
Bland,  Theodore,  Jr. 

Midshipman,  16  July,  1831.     Died  13  September,  1835. 

Blaney,  William. 

Master,  3  February,  1814.     Resigned  35  April,  1815. 

Blanton,  William  Li. 

Midshipman,  3  January,  1834.  Passed  Midshipman,  16  July,  1840.  Master,  36 
August,  1846.     Lieutenant,  25  February,  1847.     Dismissed  1  December,  1853. 

Blatchford,  John  T.  ..,,.„  ^ 

Acting  Master,  39  May,  1861.  Dismissed  4  August,  1862.  Acting  Ensign,  3  Sep- 
tember, 1862.    Resigned  22  April,  1864. 

Blanvelt,  James  1.  ^        ,       wo^o 

Mate,  6  February,  18e3.     Appointment  revoked  1  December,  1868. 

Bleakie,  John  H.  j  .r  r,o 

Acting  Third  Assistant  Engineer,  6  October,  1864.  Honorably  discharged  7  De- 
cember, 1865.  Acting  Third  Assistant  Engineer,  1  December,  1866.  Mustered 
out  23  October,  1869: 
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Bleecker,  G.  V. 

Midshipman,  16  Januaiy,  1809.     Resigned  23  SeiDtember,  1810. 
Bleecker,  G.  W. 

Master,  10  May,  1820.     Resigned  2  August,  1823. 

Bleecker,  John  Van  B. 

Purser,  16  January,  1847.     Died  8  November,  1864. 

Bleecker,  Jolin  Van  B. 

Acting  Midshipman,  10   October,   1863.     Ensign,  18  December,  1868.     Master  21 
March,  1870.     Lieutenant,  21  March,  1871. 
Bleecker,  William  W. 

Midshipman,  1  May,  1827.     Passed  Midshipman,  10  June,  1833.     Lieutenant,  28 
February,  1838.     Lost  on  the  '■'Albany;"  last  intelligence  Irom  ship,  28  Septem- 
ber, 1854. 
Blemui,  Van  Buren. 

Mate.     Appointment  revoked  25  April,  1864. 
Blenkinsop,  James. 

Acting  Third  Assistant  Engineer,  27  May,  1862.     Acting  Second  Assistant  Engi- 
neer, 12  February,  1863.     Acting  First  Assistant  Engineer,  7  October,  1863.   Re- 
signed 10  February,  1865. 
Blessing,  James  H. 

Acting  Third  Assistant  Engineer,  26  March,  1864.     Resigned  16  March,  1865. 
Blight,  John. 

Gunner,  3  May,  1821.     Died  15  September,  1854. 
Bliss,  Edward  9f. 

Acting  Third  Assistant  Engineer,  18  February,  1865.    Honorably  discharged  27 
October,  1865. 
Bliss,  James, 

Midshipman,  16  January,  1809.     Resigned  31  March,  1814. 
Bliss,  Joel. 

Carpenter,  31  October,  1837.     Resigned  26  May,  1841. 
Bliss.  Saninel  T. 

Acting  Ensign,  14  October,  1862.     Honorably  discharged  26  October,  1865. 
Bliss,  Sylvanus  J. 

Midshipman,  19  October,  1841.     Passed  Midshipman,  10  August,  1847.     Acting 
Master,  11  December,  1852.     Lost  in  Brig  '^  Porpoise;''''  last  intelligence  from 
ship,  21  September,  1854. 
Blitz,  John. 

Acting  Ensign,  22  February,  1863.     Resigned  12  May,  1865. 
Blizzard,  James  C 

Acting  Master,  17  December,  1861.     Resigned   12  November,  1862. 
Blocker,  8mitli  B. 

Midshipman,  2  October,  1850.     Dropped  34  January,  1851. 
Blocki,  Franz. 

Acting  Third  Assistant  Engineer,  14  September,  1864.     Honorably  dischar-red  3 
July,  1865. 
Blocklinser,  Gottfried. 

Acting  Midshipman,  22  July,  1863.     Graduated  2  June,  1868.     Ensicrn,  19  April, 
1869.    Master,  13  July,  1870.     Lieutenant,  2  April,  1874. 
Blodget,  Samnel  G. 

Midshipman,  24  June,  1799.     Lieutenant,  17  March,  1807.     Drowned  39  Septem- 
ber, 1812.  '■ 
Blodgett,  Thomas  S. 

Midshipman,  15  November,  1809.    Resigned  15  November,  1814. 
Blodgett,  George  M. 

Acting  Midshipman,  3  October,  1851.    Midshipman,  30  June,  1856.     Passed  Mid- 
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sh.pman,  39  April,  1859.     Master,  5  September,  1859.     Lieutenant,  3  February 
1861.     Died  G  November,  1863.  '  '"'"J'> 

Blodgett,  Jolin  H. 

Acting  Assistant.Surgeon,  10  September,  1864.     Honorably  discharged  5  Septem- 

Blodgett,  i$.  S. 

Mate,  18  February,  1867.     Died  30  June,  1869. 
Blonk,  Benjamin  I,. 

Acting  Master,  25  January,  1863.     Dismissed  7  February,  1863. 
Blood,  Sa^ruel  G. 

Acting  Ensign,  33  October,  1863.     Honorably  discharged  4  October,  1865 
Bloodgood,  Abraui  B. 

Master,  25  June,  1813.    Died  13  June,  1851. 
Bloodgood,  DeltiTaii. 

Assistant  Surgeon,  13  March,  1857.     Surgeon,  34  January,  1863.     Medical  Inspec- 
tor, 3  February,  1875.  ^ 
Bloodgood,  W.  A. 

Purser,  2  May,  1834.     Resigned  26  November,  1853. 
Bloomer,  Samuel   W. 

Acting  Third  Assistant  Engineer,  10  December,  1861.     Resigned  16  April,  1863. 
Bloomsbnrg,  John. 

Acting  Third  Assistant  Engineer,  3  November,  1863.     Honorably  discharged  5 
August,  1865.  ^ 

Bloomsbnrg,  Joseph  Q. 

Acting  Second  Assistant  Engineer,  7  September,  1864.    Honorably  discharged  30 
June,  1865. 
Blonnt,  A.  C 

Midshipman,  13  April,  1834.     Resigned  19  October,  1835. 
Blount,  Benjamin. 

Midshipman,  15  November,  1810.     Resigned  7  May,  1811. 
Blount,  Charles  H. 

Mate,  31  November,  1863.    Acting  Ensign,  18  June,  1864.    Honorably  discharged 
13  August,  1865.  •'6 

Blount,  Joseph. 

Midshipman,  20  December,  1804.     Resigned  24  April,  1805. 
Blount,  Richard  B. 

Midshipman,  10  January,  1807.     Resigned  16  July,  1807. 
Blount,  Silas. 

Acting  Master  and  Pilot,  1  October,  1864.     Appointment  revoked  9  June,  1865. 
Bloxsom,  Woodman,  Jr. 

Mate.     Resigned  30  January,  1862. 
Blue,  Henry  M. 

Acting  Midshipman,  28  September,  1854.    Midshipman,  11  June,  1858.    Passed 
Midshipman,  9  February,  1861.     Master,  28  February,  1861.     Lieutenant,  20 
April,  1861.     Lieutenant-Commander,  34  March,  1865."  Died  33  August,  1866. 
Blnme,  'X.  A. 

Acting  Ensign,  1  May,  1863.    Acting  Master,  13  March,  1865.    Appointment  re- 
voked 24  February,  1869. 
Blunt,  Simon  F. 

Midshipman,  7  September,  1831.    Passed  Midshipman,  33  June,  1838.    Lieutenant. 
'  38  July,  1842.     Died  37  April,  1854. 
Blunt,  William  S. 

Acting  Assistant  Paymaster,  1  October,  1862.     Resigned  7  April,  1866. 
Blydenbnrgh,  Benjamin  B. 

Sailmaker,  4  November,  1858.     Retired  list,  5  November,  1873. 
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Blydenbnrgli,  liUcins  B. 

Acting  Assistant  Paymaster,  26  August,  18G2.     I!esigned  10  October,  1863. 
JBlye,  Henry  C. 

Third  Assistant  Engineer,  18  November,  1862.     Second  Assistant  Engineer,  23 
March,  1864.     First  Assistant  Engineer,  1  Januarj',  1808.     Retired  list,  28  Octo- 
ber, 1874. 
Blythe,  Andrew. 

Third  Assistant  Engineer,  24  December,  1861.     Second  Assistant  Engineer,  8  Sep- 
tember, 1863.     Died  19  April,  1870 
Boardley,  J.  M. 

Midshipman,  7  March,  1815.     Last  apj)earance  on  Records  of  Navy  Department, 
Killed  in  a  duel. 
Boardman,  Cbarles. 

Carpenter,  23  August,  1883.     Dismissed  6  April,  1838.      Carpenter,  7  January, 
1842.     Retired  list. 
Boardman,  diaries  H. 

Acting  Assistant  Paymaster,  14  December,  1864.     Honorably  discharged  4  Sep- 
tember, 1863. 

Boardman,  Frederick  A. 

Midshipman,  20  October,  1849.     Resigned  19  June,  1856. 
Boardman,  George  C. 

Acting  Assistant  Paymaster,  23  July,  1862.     Died  12  November,  1865. 
Boarman,  Charles. 

Midshipman,  9  June,  1811.     Lieutenant,  5  March,  1817.     Commander,  9  February, 
1837.     Captain,  24  March,  1844.     Reserved  list,  14  September,  1855.     Commo- 
dore, Retired  list,  4  April,  1867.     Rear-Admiral,  Retired  list,  15  August,  1876. 
Died  13  September,  1879. 
Bock,  William  N. 

Mate,  7  January,  1864.     Resigned  5  June,  1865. 
Bocking,  Adolpli  H. 

Acting  Ensign,  17  June,  1864.     Honorably  discharged  25  January,  1866. 
Bodden,  Bavid. 

Acting  Third  Assistant  Engineer,  14  September,  1864.     Honorablv  discharsed  19 
July,  1865.  ® 

Boden,  William. 

Midshipman,  18  June,  1812.     Drowned  6  March,  1820. 
Bodman,  H.  A. 

Acting  Assistant  Surgeon,  30  January,  1863.     Resigned  31  April,  1865. 
Boeriim,  Oeorge  C. 

Sailmaker,  4  September,  1852. 
Boernm,  William. 

Midshipman,   1   September,   1811.     Lieutenant,  5   March,  1817.     Commander    9 
February,  1837.     Drowned  2  November,  1842.  ' 

Bogardus,  A.  B. 

Midshipman,  26  December,  1815.     Lieutenant,  28  April,  1816.     Resigned  21  Octo- 
ber, 1828. 

Bogardns,  Peter  C 

Third  Assistant  Engineer,  27  January,  1848.     Resigned  6  February,  1852. 
Bogart,  M. 

Acting  Ensign,  28  September,  1863.     Honorably  discharged  20  October,  1865. 
Bogart,  Bobert  I>. 

Acting  Ensign,  37  June,  1864.     Resigned  39  August,  1864. 
Bogert,  Edward  S. 

Assistant  Surgeon,  10  June,  1861.    Passed  Assistant  Surgeon,  22  June  1864     Sur- 
geon, 6  April,  1866.  ' 
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Kogert,  Jacob  W. 

Gunner,  14  May,  1870.     Resigned  19  June,  1873. 
Bogert,  J.  W. 

Acting  Master,  6  July,  18G1.    Resigned  7  March,  1862. 
Boggins,  Martin. 

Acting  Third  Assistant  Engineer,  3  November,  1863.     Resigned  37  April,  1864. 
Bogman,  James. 

Gunner,  14  December,  1815.     Resigned  17  October,  1836. 
Boggs,  Archibald  Q. 

Mate,  13  September,  1814.     Honorably  discharged  5  August,  1865. 
Boggs,  Cbarles  E. 

Acting  Assistant  Paymaster,  19  December,  1862.     Discharged  4  November,  1860. 
Assistant  Paymaster,  37   February,   1867.     Retired  list,  7  May,   1869.     Died  1 
October,  1880. 
Boggs,  Charles  S. 

Midshipman,  1  November,  1836.  Passed  "Midshipman,  38  April,  1832.  Lieuten- 
ant, 6  September,  1837.  Commander,  14  September,  1855.  Captain,  16  July, 
1863.  Commodore,  35  July,  1866.  Rear-Admiral,  1  July,  1870.  Retired  list. 
38  January,  1873. 

Boggs,  Ely  M. 

Mate,  7  November,  1863.     Acting  Ensign,  17  March,  1864.     Honorably  discharged 
15  September,  1865. 
Boggs,  George  B. 

Acting  Third  Assistant  Engineer,  3  September,  1864.  Honorably  discharged  15 
September,  1868. 

Boggs,  liawreiice  G. 

Assistant  Paymaster,  24  September,  1869.     Passed  Assistant  Paymaster,  25  Octo- 
ber, 1874. 
Boggs,  'William  Brenton. 

Purser,  30  November,  1852.     Pay  Director,  3  March,  1871.     Retired  list,  2  July, 
1871.    Died  11  March,  1875. 
Boggs,  William  Brenton. 

Cadet  Engineer,  1  October,  1871.     Graduated  31  June,  1875.     Assistant  Engineer, 
1  July,  1877. 
Bogne,  George  TV. 

Mate.    Acting  Ensign,  7  November,  1862.     Dismissed  38  April,  1863. 

Bohrer,  George. 

Surgeon's  Mate,  24  July,  1813.    Resigned  30  January,  1814. 

Bohrer,  Julius  S. 

Midshipman,  31  December,  1839.  Passed  Midshipman,  2  July,  1845.  Master,  1 
March,  1851.     Retired  list,  34  February,  1858. 

Boies,  Bavid  A. 

Mate,  11  October,  1864.    Honorably  discharged  22  June,  1865. 

Bowie,  Adam  H.  li. 

Mate,  31  January,  1863.  Acting  Ensign,  17  March,  1864.  Honorably  discharged 
28  November,  1865. 

Boland,  Andrew.  , ,      ,.    ^        ^  .^ 

Acting  Third  Assistant  Engineer,  26  February,  1826.  Honorably  discharged  11 
January,  1866. 

Boland,  W.  F.  ,       ^^_ 

Acting  Carpenter,  1  October,  1862.     Resigned  6  November,  1863. 

Bolander,  Amos. 

Acting  Ensign,  1  October,  1863.     Resigned  19  February,  1863. 

Bolander,  John  G.  ^.     .,„-,-,  , 

Acting  Third  Assistant  Engineer,  19  September,  1861.     Dismissed  3o   February, 

1863. 
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Bolejack,  James. 

Acting  Third  Assistant  Engineer,  3  November,  1862.     Acting  First  Assistant  En- 
gineer, 7  December,  1863.     Honorably  discharged  7  November,  1865. 
Bolles,  Henry  S. 

Mate.     Resigned  18  October,  1864.     Mate,  23  December,  1864.  Resigned  16  March, 
1865. 
Bolles,  John  H. 

Acting  Master  and  Pilot,  38  October,  1864.     Honorably  discharged  17  September, 
1865. 
Bolles,  Matthew,  Jr. 

Acting   Midshipman,   30   July,    1868.     Ensign,    18  December,    1868.     Master,  21 
March,  1870.     Lieutenant,  29  December,  1871.     Died  3  May,  1875. 

Bolles,  Stephen. 

Acting  Ensign,  1  October,  1863.     Resigned  23  January,  1864. 

Bolles,  Timothy  Bix. 

Midshipman,  1    October,   1864.     G-raduated   June,    1869.     Ensign,  13    July,  1870. 
Master,  24  May,  1872.     Lieutenant,  27  June,  1875. 
Bollman,  T.  W. 

Acting  Third  Assistant  Engineer,  19  September,  1862.     Resigned    13  June,   1863. 
Bolson,  Samuel. 

Acting  Second  Assistant  Engineer,  5  November,  1863.     Resigned  80  May,  1865. 
Bolton,  Samuel  li. 

Acting  Assistant  Surgeon,  1  October,  1863.     Resigned  1  December,  1868. 
Bolton,  William  Coinpton. 

Captain,  31  February,  1831.     Died  22  February,  1849. 
Bolton,  William  H. 

Mate,  23  December,  1863.     Honorably  discharged  21  March,  1868.     Mate,  36  Octo- 
ber, 1869.     Resigned  20  December,  1870. 
Bond,  David  D. 

Mate,  1  October,  1862.     Acting  Ensign,  5  June,  1863.     Honorably  discharged  10 
October,  1865. 
Bond,  Edwin. 

Acting  Tliird  Assistant  Engineer,  5    January,   1864.      Honorably   discharged   1 
July,  1865. 
Bond,  Samuel. 

Midshipman,  20  June,  1806.     Last  appearance  on  Records  of  Navy  Department 
17  April,  1811. 
Bond,  William. 

Third  Assistant  Engineer,  23  June,  1863.     Resigned  25  May,  1867. 
Bond,  William  C 

Acting  Third  Assistant   Engineer,  6   August,  1864.      Honorably  dischar"-ed   26 
December,  1865. 
Bond,  William  S. 

Acting  Boatswain,  7  January,  1865.     Boatsvrain,  23  August,  1866.     Resigned  15 
September,  1873. 
Bone,  George  W. 

Acting  Ensign,  10  April,   1863.      Acting  Master,  25  Jiily,  1864.     Appointment 
revoked  21  February,  1865. 
Bonefonse,  Antoine. 

Master,  13  October,  1813.     Dismissed  25  September,  1813. 
Bounell,  William. 

Midshipman,  1  January,  1813.     Last  appearance  on  Records  of  Navy  Department. 
Drowned. 
Bonner,  James  C. 

Acting  Master,  1  October,  1863.     Honorably  discharged  10  January,  1866. 
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BonneTille,  T.  N. 

Midshipman,  1  January,  1812.     Resigned  13  March,  1816. 

Boniiey,  Henry  M. 

Acting  Master,  9  October,  1861.     Resigned  21  August,  1863. 
Bonsall,  A.  O. 

Third  Assistant  Engineer,  19  February,  1863.     Appointment  revoked  12  January, 
1866. 
Bonsall,  Edward. 

Boatswain,  1  June,  1869. 
Boiisall,  Thomas  W. 

Mate,   37  April,  1865.     Honorably   discharged  24  December,  1868.    Mate,  6  No- 
vember, 1869. 
Bonsall,  William  B. 

Acting  Assistant  Surgeon,  7  August,  1861.     Resigned  5  February,  1863. 
Booby,  Henry. 

Mate,  1  October,  1863.     Acting  Ensign,  16  February,  1868.     Honorably  discharged 
34  November,  1865. 
Book,  George  H. 

Acting  Ensign,  5  December,  1864.     Honorably  discharged  26  January,  1866. 

Book,  George  Milton. 

Acting  Midshipman,  33  November,  1861.     Graduated  September,  1865.     Ensign,  1 
December,  1866.     Master,  13  March,  1868.    Lieutenant,  36  March,  1869. 
Boom,  Francis. 

Sailmaker,  3  January,  1851. 
Boomer,  Epbraim. 

Acting  Master,  5  June,  1863.     Honorably  discharged  27  September,  1865. 
Boone.  William  C. 

Acting  Third  Assistant  Engineer,  26  May,  1863.     Resigned  13  May,  1865. 

Booream,  Henry. 

Midshipman,  1  November,  1836.     Resigned  14  June,  1833. 

Boorom,  Jared  D. 

Gunner,   34   September,   1853.     Killed   15   May,  1862,  in   an   engagement   on  the 
James  River. 
Boorom,  SylTester  D. 

Chaplain,  9  July,  1875. 
Booth,  Alonzo  G.  i 

Acting  Third  Assistant  Engineer,  25  February,  1864.     Resigned  15  May,  1865. 
Booth,  Benjamin  W. 

Midshipman,  20  June,  1806.     Lieutenant,  7  January,  1813.    Commander,  38  March 
1820.    Died  36  July,  1838. 

Booth,  Eden. 

Mate,  19  November,  1861.     Resigned  3  May,  1862. 

Booth,  Jonas. 

Acting  Third  Assistant  Engineer,  34  September,  1863.     Acting  Second  Assistant 
Engineer,  10  June,  1864.     Honorably  discharged  13  September,  1865. 

Booth,  J.  Shaw. 

Midshipman,  37  May,  1829.     Dismissed  6  June,  1836. 

Booth,  li.  M. 

Midshipman,  1  June,  1815.     Lost  at  sea,  October,  1834. 

Bopp,  James  A. 

Acting  Third  Assistant  Engineer,  28   December,  1861.     Honorably  discharged  19 
September,  1865. 

Borchert,  George  A. 

Actino-  Midshipman,  20  September,  1855.     Midshipman,  9  June,  1859.     Dismissed 
24  July,  1861. 
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Borcum,  William  H. 

Acting  Third  Assistant  Engineer,  28  December,  1861.     Dismissed  18  November, 
1862. 
Bordeu,  Henry  S. 

Acting  Ensign,  17  October,  1862.     Acting  Master,  28  October,  1864.     Resigned 
16  March,  1865. 
Borden,  Hiram  C. 

Mate,  3  December,  1861.     Resigned  17  May,  1865. 
Borden,  Isaac  H, 

Acting  Third  Assistant  Engineer,  17  February,  1864.     Resigned   9  May,  1865. 
Borden,  J.  F. 

Midshipman,  1  April,  1828.     Passed  Midshipman,  4  June,  1834.     Lieutenant,  25 
February,  1841.     Drowned  5  April,  1842. 
Borden,  IVelson  V. 

Acting  Ensign,  6  November,  1863.     Honorably  discharged  20  September,  1865. 
Borden,  Prince  S. 

Acting  Master,  2  January,  1862.     Honorably  discharged  4  November,  1865. 
Borden,  William  C. 

Mate,  12  November,  1863.    Acting  Ensign,  29  August,  1864.  Honorably  discharged 
15  July,  1865. 
Bordley,  Tliomas  H. 

Third  Assistant  Engineer,  26  August,  1859.     Second  Assistant  Engineer,  16  Octo- 
ber, 1861.     First  Assistant  Engineer,  1   October,   1863.     Died   10  December, 
1865. 
Bordman,  Cbarles. 

Carpenter,  23  August,  1833.     Dismissed  6  April,  1838.     Carpenter,  7  January,  1843. 
Retired  list,  23  September,  1868. 
Borland,  Euclid. 

Assistant  Surgeon,  4  April,  1881.     Cashiered  33  October,  1834. 
Borner,  Paul. 

Mate,  31  August,  1861.     Acting  Ensign,  14   March,  1863.     Honorably   discharged 
8  February,  1866. 
Borthwick,  Joliu  Li.  D. 

Third  Assistant  Engineer,  8  October,  1861.     Second  Assistant  Engineer,  3  August, 
1863.     First  Assistant  Engineer,  11  October,  1866. 
Borton,  James  D. 

Gunner,  30   March,   1861.     Dismissed  18   April,    1866.     Boatswain,  5  November, 
1866.    Died  27  January,  1867. 
Bosque,  Agenor. 

Midshipman,  1  November,  1826.     Discontinued  15  July,  1833. 
Boss,  Edward. 

Lieutenant,  27  June,  1799.     Discharged  30  April,  1801,  under  Peace  Establishment 
Act. 
Boss,  £dwin. 

Acting  Assistant  Paymaster,  35  November,  1864.     Discharged  11  October,  1865. 
Boss,  Josepli. 

Midshipman,  2  March,  1799.     Delivered  up  "Warrant  29  July,  1800. 
Boss,  Robert  P. 

Mate,4  January,  1862.     Resigned  14  May,  1864.     Acting  Ensign,  27  May  1864. 
Honorably  discharged  23  January,  1866. 
Bostlck,  Edward  I>. 

Midshipman,  24  September,  1870.     Graduated  21  June,  1875.     Ensign  21  Septem- 
ber, 1876.  ' 

Bostwlck,  Charles. 

Mate,  27  May,  1863.    Dismissed  5  June,  1863. 
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Bostwick,  D.  li. 

Acting  Assistant  Paymaster,  17  November,  1863.     Discharged  1  October,  1865. 
Bostwick,  Frank  M. 

Cadet  Midshipman,  26  September,  1873.     Graduated  18  June,  1879. 
Bostwick,  M.  W. 

Purser,  16  July,  1814.     Lost  in  the  "  Eperiiier,"  in  1815. 
Bostwick,  Bicliard. 

Lieutenant,  31  March,  1799.     Discharged  3  September,  1801,  under  Peace  Estab- 
lishment Act. 

Bostwick,  Robert  C. 

Mate,  8  January,  1863.     Dismissed  5  June,  1863. 
Boswortli,  Daniel. 

Acting  Assistant  Paymaster,  5  April,  1864.     Discharged  18  October,  1865. 
Bosworth,  Daniel  P. 

Mate,  13  May,  1863.     Acting  Ensign,  80  November,  1863.     Honorably  discharged 
20  October,  1865. 

Bosworth,  Harlan  P. 

Mate,  9  November,  1864.    Resigned  30  May,  1865. 
Bosworth,  IVathaniel. 

Midshipman,  5  December,  1798.     Lieutenant,  30  November,  1799.     Last  appear- 
ance ou  Records  of  Navy  Department. 
Boteler,  Joseph  €. 

Mate,  5  October,  1866.     Deserted  8  October,  1866. 
Botsford,  Jerard  H. 

Third  Assistant  Engineer,  3  October,  1861.     Second  Assistant  Engineer,  3  August, 
1863.    Died  35  July,  1864. 

Botten,  C.  M. 

Mate,  36  July,  1863.     Honorably  discharged  37  July,  1865. 
Botticher,  Morris. 

Acting  First  Assistant  Engineer,  27  September,  1864.     Dismissed  13   April,  1865. 
Bouchard,  C  li. 

Acting  Second  Assistant  Engineer,  9  June,  1863.     Appointment  revoked  (Sick,) 
36  May,  1865. 
Bondinot,  TV.  E. 

Midshipman,  1   February,  1836.     Passed  Midshipman,   1  July,  1842.     Master,  7 
March,  1849.     Lieutenant,  5  September,  1849.     Resigned  17  November,  1858. 
Bonghan,  J.  O. 

Midshipman,  11  January,  1815.     Lieutenant,  13  Januarv,  1825.     Died  6  Novem- 
ber, 1833. 
Bonghton,  Napoleon. 

Acting  Ensign,  31  October,  1863.     Honorably  discharged  30  November,  1865. 

Bonlton,  S.  li. 

Acting  Assistant  Surgeon,  1  October,  1863.     Resigned  1  December,  18C3. 

Bonnthean,  Peter. 

Midshipman,  1  March,  1799.     Last  appearance  on  Records  of  Navy  Department. 

Bourne,  Benjamin  C 

Acting    Thii-d  Assistant  Engineer,   35   July,   1863.      Resigned    13   June,    1863. 
Acting   Second   Assistant  Engineer,  14  March,  1864.     Acting  First  Assistant 
Engineer,  39  December,  1864.     Honorably  discharged  16  August,  1865. 
Bourne,  Benjamin  F. 

Purser,  26  March,  1814.     Died  10  November,  1833. 

Bourne,  Fdninnd  Li. 

Mate,  4  November,  1863.     Acting  Ensign,  11  December,  1863.     Honorably  dis- 
charged 30  September,  1865. 
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Bourne,  Oeorge  W. 

Acting  Ensign,  11  October,  1862.     Acting  Master,  20  March,  1865.     Resigned  8 
May,  1865. 
Bourne,  William. 

Acting  Ensign,  9  September,  1864.    Appointment  revoked  15  December,  1864. 
Bousli,  Clifford  J. 

Midshipman,  5  June,  1872.     Graduated  20  June,  1876.     Ensign,  1  December,  1877. 

Bousta,  George  B. 

Assistant  Naval  Constructor,  3  August,  1869.     Naval  Constructor,  12  March,  1875. 

Bousb,  James. 

Midshipman,  1  October,  1798.     Died  24  June,  1800. 

Boutelle,  Charles  A. 

Acting  Master,  5  April,  1862.     Acting  Volunteer  Lieutenant,  24  May,  1864.     Hon- 
orably discharged  14  January,  1866. 
Boutelle,  Charles  B. 

Acting  Ensign,  28  January,  1865.     Resigned  1  September,  1865. 

Bontwell,  Edward  B. 

Midshipman,  3  March,  1819.    Lieutenant,  17   May,  1838.     Commander,  2  June, 
1850.     Dismissed  31  July,  1861. 

Bontwell,  Minson  W. 

Sailmaker,  9  July,  1861      Appointment  revoked  21  August,  1861. 

Bontwell,  Samuel  S. 

Sailmaker,  10  October,  1855.     Dismissed  17  June,  1861.     Sailmaker,  17  February, 
1876. 
Bowdell,  William  J. 

Acting  Assistant  Surgeon,  3  September,  1863.     Resigned  16  June,  1865. 
Bowden,  Isaiah  W. 

Mate,  22  October,  1864.     Resigned  27  May,  1865. 
Bowden,  Joseph. 

Mate,  9  January,  1862.    Resigned  6  August,  1862. 
Bowdle,  William  J. 

Acting  Assistant  Paymaster,  3  September,  1863.     Resigned  16  June,  1865. 
Bowen,  A.  S. 

Acting  Master,  1  October,  1862.     Resigned  17  June,  1864. 
Bowen,  Edward  F. 

Mate,  22  October,  1861.     Resigned  4  March,  1863. 
Bowen,  George  F. 

Acting  Master  and  Pilot,  11  October,  1864.     Appointment  revoked  9  March,  1865. 
Bowen,  George  II. 

Mate,  1  January,  1865.     Honorably  discharged  20  May,  1867. 
Bowen,  Bichard  T. 

Midshipman,  24  December,  1847.     Passed  Midshipman,  10  June,  1853.     Master,  15 
September,  1855.    Lieutenant,    16    September,  1855.     Lost    in    Sloop -of- War 
Levant,  18  September,  1860. 
Bowen,  Bobert  James. 

Midshipman,  20  November,  1850.     Resigned  6  November,  1855. 
Bowen,  Thomas  C. 

Acting  Midshipman,  25  September,  1857.     Midshipman,  1  June,  1861.  Lieutenant 
16  July,  1862.     Retired  from  the  Service,  with  one  year's  pay,  20  April,  I860. 
Bowen,  William  8. 

Acting  Assistant  Surgeon,  14  January,  1865.  Honorably  discharged  1 5  Februarv 
1866.  Assistant  Surgeon,  22  July,  1867.  Passed  Assistant  Surrreon  10  June' 
1870.    Resigned  31  December,  1873.  '^       ' 

Bower,  Daniel  C. 

Acting  Ensign,  1  October,  1862.  Acting  Master  7  September,  1863.  Honorably 
discharged  21  December,  1865. 
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Bower,  Oeorge  K. 

Midshipman,  28  September,  1864.     Graduated  3  June,  1868.     Lost  on  board  the 
"  Oneida,"  24  January,  1870. 
Bowers,  Edward  C 

Midsbipman,  3  February,  1839.     Passed  Midshipman,  3  July,  1835.     Lieutenant, 
26  April,  1841.     Reserved  list,  13  September,  1855.     Commander,  31  July,  1861. 
Captain  on  Retired  list,  4  April,  1867. 
Bowers,  Edward  C,  Jr. 

Mate,  8  June,  1863.     Acting  Ensign,  19  October,   1863.     Resigned  16  February, 
1865. 
Bowers,  Frederic  C. 

Cadet  Engineer,  15  September,  1875.     Graduated  10  June,  1879. 
Bowers,  George  M. 

Mate,  7  October,  1863.     Resigned  7  June,  1864.     Mate,  30   June,   1870.     Appoint- 
ment revoked. 

Bowers,  John  li. 

Acting  Third  Assistant  Engineer,  18  November,  1801.     Acting   Second  Assistant 
Engineer,  6  January,  1864.     Honorably  discharged  1  November,  1865. 
Bowers,  Eawrence  M. 

Mate,  5  December,  1863.     Resigned  17  June,  1864. 
Bowers,  Jerathmeal.  • 

Midshipman,  18  June,  1813.     Resigned  6  July,  1814. 
Bowers,  Joseph. 

Boatswain,  16  September,  1841.     Dropped. 

Bowers^  William  Li. 

Acting  Ensign,  3  September,  1803.   Acting  Master,  23  December,  1863.  Honorably 
discharged  30  September,  1865. 

Bowie,  Alfred  E.  C. 

Mate,  21  January,  1863.     Acting  Ensign,  16  November,  1863.     Honorably  dis- 
charged 1  December,  1865. 
Bowie,  Argyle  C 

Mate,  7  July,  1863.     Resigned  36  April,  1865. 

Bowie,  Augustus  J. 

Assistant  Surgeon,  9  February,  1837.     Passed  Assistant  Surgeon,  14   Marci,  1843. 
Surgeon,  8  February,  1848.     Resigned  1  May,  1853. 

Bowie,  Henry. 

Midshipman,  18  April,  1814.     Last  appearance  on   Records  of  Navy  Department. 

Bowie,  J.  H. 

Midshipman,  1  November,  1836.     Passed  Midshipman,  14  June,  1834.  Lieutenant, 
17  January,  1840.     Died  25  December,  1843. 

Bowie,  Wallace  A. 

Acting  Third   Assistant   Engineer,   28    March,  1864.     Honorably   discharged  27 
August,  1868. 

Bowland,  James  I>. 

Actinia  Ensign,  15  May,  1863.     Appointment  revoked  25  September,  1863. 

Bowland,  B.  M.  ^^^^      ^    . 

Midshipman,  5  March,  1834.     Passed  Midshipman,  23   June,    1841.     Resigned  7 

July,  1843. 

Bowler,  John  B.  ,  .,o„^ 

Acting  Assistant  Paymaster,  3  June,  1863.     Resigned  20  February,  1865. 

Bowles,  Francis  T. 

Cadet  Engineer,  15  September,  1875.     Graduated  10  June,  1879. 

Bowling,  James  T.  „         , ,      ,. 

Mate,   37   January,   1863.     Acting  Ensign,  5    September,  1864.     Honorably   dis- 
charged 13  May,  1868. 
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Bowman,  Charles  G. 

Midshipman,  29  July,  1865.     Graduated  June,  1869.     Ensign,  13  July,  1870.    Mas- 
ter, 13  July,  1871.    Lieutenant,  9  August,  1874. 

Bowman,  Edward  C. 

Acting  Assistant  Paymaster,  30  June,  1863.     Died  October,  1864. 
Bowman,  John. 

Mate,  31   August,   1863.     Acting  Ensign,  31    September,  1864.     Honorably  dis- 
charged 2  October,  1865. 
Bowman,  Joseph. 

Midshipman,  8  July,  1815.     Died  34  October,  1835. 

Bowne,  Liouis. 

Mate,  17  June,  1863.     Acting  Ensign,  13  August,  1864.     Appointment  revoked  34 
July,  1865. 

Bowyer,  John  91. 

Midshipman,  38  September,  1870.     Graduated  15  October,  1874.    Ensign,  17  July,, 
1875. 
Bowyer,  Thomas  H. 

Midshipman,  1  January,  1803.     Lieutenant,  5  March,  1817.     Died  in  1833. 

Boyce,  Edwin. 

Mate,  20  November,  1803.     Resigned  31  May,  1864. 

Boyce,  James  R. 

Surgeon's  Mate,  22  April,  1816.     Dismissed  7  April,  1839. 

Boyce,  li.  P. 

Acting  Assistant  Surgeon,  26  September,  1862.     Resigned  19  June,  1865. 
Boyce,  Thomas  J. 

Sailmaker,  13  October,  1833.     Died  25  March,  1853. 
Boyd,  Arthur  A.. 

Acting  Midshipman,  10  October,  1862.     Ensign,  18  December,  1868.     Master,  31 
March,  1870.     Lieutenant,  31   March,  1871.     Resigned,  to  take  effect  1  January, 
1881. 
Boyd,  Edward. 

Midshipman,  19  August,  1833.     Passed  Midshipman,  20  February,  1880.     Dis- 
missed 5  December,  1831. 
Boyd,  George. 

Midshipman,  13  January,  1799.     Resigned  5  February,  1800. 
Boyd,  Henry   A. 

Acting  Second  Assistant  Engineer,  38  December,  1861.     Resigned  16  May,  1862. 
Boyd,  James. 

Surgeon's   Mate,    10   October,   1799.     Surgeon,    1    July,  1803.     Died  at  Sea  about 
September,  1803. 
Boyd,  James. 

Acting    Third    Assistant    Engineer,   34  February,   1864.     Appointment  revoked 
(Sick)  18  June,  1864.     Acting  Third  Assistant  Engineer,  23  August,  1864.   Hon- 
orably discharged  17  July,  1865 
Boyd,  James  T.. 

Acting  Third  Assistant  Engineer,  11  October,  1864.     Honorably  discharged  31 
July,  1805. 
Boyd,  John  C. 

Assistant  Surgeon,  3  April,  1873.     Passed  Assistant  Surgeon,  18  April,  1877. 
Boyd,  John  Q.  A. 

Midshipman,  13  December,  1819.     Dismissed  5  November,  1837. 
Boyd,  Joshua  J. 

Jlidshipman,  1  January,  1835.     Left  off,  25  November,  1837. 
Boyd,  Lionis  J.  II. 

Acting  Third  Assistant  Engineer,  6  March,  1862.     Resigned  3  August,  1863. 
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Boyd,  Robert,  Jr. 

Midshipman,  14  January,  1850.     Passed  Midshipman,  20  June,  1856.    Master,  23 
January,  1858.    Lieutenant,  33  January,1858.     Lieutenant-Commander,  16  July, 
1863.    Commander,  20  March,  1871. 
Boyd,  Thomas  J. 

Surgeon's  Mate,  28  March,  1820.     Surgeon,  10  July,  1834.     Died  36  March,  1839. 
Boyd,  Walter. 

Midshipman,  4  August,  1800.  Last  appearance  on  Records  of  Navy  Department, 
27  October,  1808. 

Boyd,  William. 

Acting  Ensign,  38  Angust,  1863.     Honorably  discharged  1  June,  1865.     Mate,  20 
April,  1870. 
Boyd,  William  B. 

Acting  Third  Assistant  Engineer,  19  August,  1864.     Resigned  31  May,  1865. 
Boyden,  Jeremiah  W. 

Acting  Assistant  Surgeon,  5  March,  1864.     Assistant  Surgeon,  20  August,  1864. 
Died  17  August,  1866. 
Boyden,  John. 

Midshipman,  1  January,  1812.    Last  appearance  on  Records  of  Navy  Department, 
18  August,  1812. 
Boyden,  J.  Wesley. 

Acting  Assistant  Surgeon,  3  March,  1864.     Assistant  Surgeon,  20  August,  1864. 
Died  OQ  "il/Mscooto,"  17  August,  1866. 
Boyden,  Panl. 

Mate,  26  May,  1863.     Acting  Ensign,  31   December,  1864.     Honorably  discharged 
16  December,  1868. 
Boyer,  Charles. 

Acting  Ensign,  3  July,  1863.    Honorably  discharged  10  February',  1868. 
Boyer,  Samnel  P. 

Acting  Assistant  Surgeon,  31  June,  1863.     Acting  Passed  Assistant  Surgeon,  19 
May,  1865.     Honorably  discharged  8  April,  1870. 
Boyle,  Eugene. 

Midshipman,  10  May,  1831.     Resigned  14  July,  1838. 
Boyle,  John. 

Mate,  15  April,  1862.  Acting  Ensign,  38  July,  1863.  Honorably  discharged  37 
November,  1869. 

Boyle,  Junius  J. 

Midshipman,  27  August,  1833.  Passed  Midshipman,  33  March,  1829.  Lieutenant, 
31  June,  1832.  Reserved  list,  18  September,  1855.  Commodore  on  Reserved 
list,  4  April,  1832.     Died  11  August,  1870. 

Boyle,  Stiles  E. 

Mate,  3  October,  1864.     Dismissed  15  June,  1866. 

Boyle,   Thomas. 

Master,  16  April,  1813.     Resigned  8  September,  1813. 

Boyle,  William. 

Acting  Third  Assistant  Engineer,  33  May,  1864.  Honorably  discharged  1  Octo- 
ber; 1865. 

Boynton,  Edward  S. 

Third  Assistant  Engineer,  26  August,  1859.  Resigned  15  October,  1860.  Re- 
appointed 24  April,  1861.  Second  Assistant  Engineer,  28  October,  1863.  Re- 
signed 7  November,  1863. 

Boynton,  James  A. 

Acting  Third  Assistant  Engineer,  15  March,   1864.     Honorably  discharged   10 
October,  1865. 
Boynton,  James  W. 

Acting  Third  Assistant  Engineer,  23  May,  1863.  Appointment  revoked  (Sick,)  16 
April,  1863. 
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Box,  Philip  M. 

Midshipman,  1  November,  1826.     Dismissed  21  June,  1833. 
Brackett,  Frank  E. 

Mate,  19  December,  1861.     Acting  Ensign,  24  June,  1864.     Honorably  discharged 
3  November,  1865. 
JBrackett,  Horace  W. 

Acting  Ensign,  21  January,  1864.     Honorably  discharged  6  September,  1865. 
Bracket*,  Joseph  W. 

Master,  14  March,  1833.     Resigned  1  August,  1836. 
Bradbiirn,  W.  P. 

Midshipman,  31  December,  1831.     Resigned  3  June,  1836. 

Bradbury,  Charles  A. 

Midshipman,  26  July,   1865.     Graduated   4   June,    1869.     Ensign,  12  July,  1870. 
Master,  6  February,  1873.     Lieutenant,  1  May,  1875. 

Bradbury,  JEdward  E. 

Mate,  20  August,  1864.     Master  on  Retired  list,  20  March,  1871. 

Bradbury.  George  H. 

Acting  Master,  5  June,  1861.     Resigned  28  February,  1862. 
Bradbury,  Isaac  S. 

Mate,  3  February,  1863.     Acting  Ensign,  39  August,  1864.     Lost  on  Narciasm,  4 
January,  1866. 
Bradbury,  W.  F. 

Surgeon's  Mate,  10   December,  1814.     Last  appearance   on   Records  of  Navy  De- 
partment, 1816.     Resigned. 
Bradford,  Duncan. 

Professor,  4  March,  1885.     Dropped  4  September,  1848. 
Bradford,  George. 

Master,  17  July,  1813.     Discharged  7  May,  1813. 
Bradford,  Henry  F. 

Third  Assistant  Engineer,  1  July,  1861.     Second  Assistant  Engineer,   18  Decem- 
ber, 1863.     First  Assistant  Engineer,  11  October,  1866.  Died  16  September,  1873. 
Bradford,  Horace  S. 

Acting  Assistant  Paymaster,  34  February,  1862.     Resigned  1  December,  1863. 
Bradiord,  James. 

Midshipman,  4  March,  1819.     Resigned  25  June,  1837. 
Bradford,  James  H. 

Surgeon's  Mate,  28  August,  1800.     Resigned  9  July,  1803. 
Bradford,  John  O. 

Purser,  14  March,  1845.     Pay  Director,  3  March,   1871.     Paymaster  General,  18 
February,  1873.     Retired  list,  22  February,  1877.     Died  27  June,  1879. 
Bradford,  Joseph  C. 

Sailmaker,  21  July,  184().     Retired  list,  6  June,  1878. 
Bradford,  Joseph  31. 

Midshipman,  10  January,  1840.     Passed  Midshipman,  11  July,   1846.     Master  1 
March,   1855.      Lieutenant,    14   September,  1855.      Lieutenant-Commander,  16 
July,  1862.     Commander,  25  July,  1866.     Retired  list,  5  February,  1872.     Cap. 
tain.  Retired  list,  16  March,  1872.     Died  14  April,  1872. 
Bradford,  Liawrence. 

Jlate,  2  May,  1863.    Honorably  discharged  13  July,  1865. 
Bradford,  Robert  F. 

Acting  Midshipman,  31  May,  1852.     Midshipman,  30  June,  1856.     Passed  Mid- 
shipman, 29  April,  1859.     Master,  5  September,  1859.     Lieutenant,  33  Decem- 
ber, 1860.     Lieutenant-Commander,  5  August,  1862.     Commander,  8  July,  1870. 
Bradford,  Royal  B. 

Acting  Midshipman,  28  November,  1861.     Graduated  September,  1865.  Ensign  1 
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December,  1866.     Master,  13  March,  1868.     Lieutenant,  26  March,  1869.    Lieu- 
tenant-Commander, 30  November,  1878. 
Bradford,  Williaiu. 

Midshipman,  24  July,  1807.     Resigned  11  May,  1809. 
Bradford,  William  H. 

Mate,  7  August,  1862.     Died  on  Roebuck,  29  July,  1864. 
Bradford,  William  li. 

Midshipman,   1   October,  1850.     Passed   Midshipman,  20  June,  1856.     Master,  22 
January,  1858.     Lieutenant,  20  August,  1859.     Resigned  17  April,  1861. 
Bradlee,  B.  F. 

Midshipman,  1  September,  1822.     Discharged  4  Aj^ril,  1S29. 
Bradley,  Charles. 

Acting  Third  Assistant  Engineer,  1    February,  1865.     Honorably  discharged  24 
September,  1865. 
Bradley,  E.  R. 

Mate,  3  September,  1868.     Resigned  6  May,  1865. 
Bradley,  Franklin. 

Mate,  17  October,  1864.     Honorably  discharged  21  September,  1865. 

Bradley,  Oeorge  H. 

Mate,  5  June,  1862.     Resigned  26  May,  1863. 

Bradley,  George  P. 

Assistant  Surgeon,  7  September,  1870.  Passed  Assistant  Surgeon,  21  January,  1874. 
Bradley,  John  B. 

Acting  Midshipman,  31  SejJtember,  1858.     Killed  on  board  Ilichmond,  below  New 
Orleans,  24  April,  1862. 
Bradley,  Iieander  D. 

Acting  Assistant  Paymaster,  25  September,  1863.     Discharged  20  September,  1865. 

Bradley,  Michael. 

Assistant  Surgeon,  1  July,  1861.     Dismissed  3  December,  1803.     Restored  18  May, 
1864.     Passed  Assistant  Surgeon,  22  June,  1864.     Surgeon,  12  June,  1865. 

Bradley,  Walter. 

Acting  Third  Assistant  Engineer,  4   November,  1861.     Acting   Second  Assistant 
Engineer,  2  January,  1863.     Resigned  23  March,  1863. 
Bradley,  William. 

Assistant  Surgeon,  20  May,  1859.     Lost  in  the  Levant,  1860. 
Bradley,  W^illiam  J. 

Acting  Third  Assistant  Engineer,  29  March,  1864.     Resigned  8  May,  1865. 

Bradley,  W.  W^. 

Acting  Gunner,  8  October,  1864.     Resigned  27  April,  1805. 

Bradner,  Thomas  J. 

Surgeon's  Mate,  26  May,  1834.     Killed  (Duel,)  23  August,  1827. 

Bradstreet,  Nathaniel. 

Surgeon,  23  September,  1798.     Resigned  33  December,  1799. 

Brady,  Edward. 

Acting  Boatswain,  13  August,  1853.     Resigned  7  April,  1854. 

Brady,  Edward. 

Acting  Boatswain,  11  February,  1863.     Appointment  revoked  2  November,  1863. 
Acting  Boatswain,  2  February,  1865.     Dismissed  7  February,  1866. 

Brady,  John. 

Acting  Boatswain,  12  April,  1876.     Appointment  revoked  5  February,  1878. 

Brady,  Thomas  F. 

Carpenter,  24  October,  1829.     Last  appearance  on  Records  of  Navy  Department, 
1831. 
Brady,  William  BT. 

Boatswain,  7  September,  1836.    Master,  1  July,  1843.     Reserved  list,  14  Septem- 
ber, 1855. 
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Bragden,  Charles  A. 

Boatswain,  4  June,  1858.     Disgracefully  dischurged  10  October,  1866. 
Bragg,  Calvin  M. 

Mate,  3  September,   1863.    Acting  Ensign,   4   December,  1863.     Honorably  dis- 
charged 14  October,  1865. 
Bragg,  Charles  P. 

Acting  Ensign,  11  June,  1863.    Honorably  discharged  20  February,  1866. 

Bragg,  Ira  TV. 

Assistant  Surgeon,  34  January,  1862.     Died  31  October,  1864. 

BraidwoofI,  TVilliam. 

Acting  Second  Assistant  Engineer.     Acting  First  Assistant  Engineer,  27   Decem- 
ber, 1864.     Dismissed  18  March,  1865. 
Brailsford,  Joseph. 

Midshipman,  15  November,  1809.     Drowned  30  June,  1814. 
Brailsford,  W.  H. 

Midshipman,  1  December,  1809.     Lieutenant,  4  February,  1815.     Last   appearance 
on  Records  of  Navy  Department. 

Braine,  Daniel  Li. 

Midshipman,  30  May,  1846.     Passed  Midshipman,  8   June,  1852.     Master,  15  Sep-  , 
tember,   1855.     Lieutenant,   16   September,   1855.     Lieutenant-Commander,  16 
July,  1862.     Commander,  25  July,  1866.     Captain,  11  December,  1874. 
Braisted,  J.  M. 

Mate,  24  September,  1861.     Dismissed  13  August,  1863. 
Braley,  George  F. 

Acting  Ensign,  21  October,  1864.     Honorably  discharged  1  October,  1866. 
Braley,  Isaac  V. 

Acting  Ensign,  3  February,  1865.     Honorably  discharged  32  July,  1865. 
Brame,  Charles  £. 

Midshipman,  25  January,  1840.     Dropped. 
Branch,  Cyrns  A. 

Midshipman,  30  November,  1814.     Killed  (Duel)  May,  1826. 
Brand,  Frederick  B. 

Midshipman,  17  July,  1840.     Passed  Midshipman,  11  July,  1846.     Acting  Master, 
6  November,  1847.     Resigned  1  May,  1849. 
Brandt,  John  D. 

Gunner,  7  July,  1849.     Resigned  12  January,  1853. 
Brandt,  William  TV. 

Mate.     Resigned  7  December,  1864. 
Brann, John. 

Mate,  January,  1863.     Acting  Ensign,  22  February,  1865.     Honorably  discharged 
21   November,  1865.     Acting  Ensign,  5  April,  1867.     Mustered   out  2  October, 
1868. 
Brannan,  James  A. 

Acting  Ensign,  17  March,  1863.     Honorably  discharged  23  December.  1808. 
Brannen,  James. 

Acting  Third  Assistant  Engineer,  7  September,  1864.     Honorably  discharn-ed  1(1 
June,  1865.  ° 

Brannon,  James. 

Acting  Third  Assistant  Engineer,  11   December,  1863.     Resigned  13  March,  1863. 
Bransford,  John  F. 

Assistant  Surgeon,  26  June,  1872.     Passed  Assistant  Surgeon,  21   December,  1875. 
Branson,  Ware,  Jr. 

Acting  Sailmaker,  23  November,  1857.     Resigned  27  June,  1859. 
Brant,  Richard  B. 

Midshipman,  3  August,  1798.     Master,  16  May,  1800.     Resigned  22  March,  ]S04. 
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Krantingtaani,  Cliarles  H. 

Mate,  10  Maroli,  1862.     Acting  Ensign,  13   July,    1863.     Acting  Master,  3  July, 
1865.     Honorably  discharged  18  April,  1867. 
Brasher,  Thomas  II. 

Midshipman,  6  June,  1831.     Passed   Midshipman,  15   June,  1837.     Lieutenant,  8 
September,  1841.     Commander,  24   April,   1861.     Retired  list,  3   August,  1864. 
Captain,  Retired  list,  4  April,  1867. 
Brashers,  W.  C. 

Midshipman,  15  May,  1837.     Resigned  20  December,  1839. 
Brashiers,  Richard. 

Midshipman,  1  January,  1812.     Died  4  September,  1817. 
Bratt,  Carlos. 

Midshipman,  13  October,  1848.     Resigned  5  July,  1850. 
Braunersrenther,  IVilliam. 

Cadet  Midshipman,  33  September,  1871.     Graduated  23  September,  1876.     Ensign, 
32  January,  1880. 
Brawley,  Richard  R. 

Acting  Assistant  Paymaster,  4  June,  1862.     Discharged  12  January,  1866. 
Bray,  Charles  D. 

Acting  Third  Assistant  Engineer,  10  October,  1866.     Third  Assistant  Engineer,  2 
June,  1808.     Resigned  18  March,  1869. 
Bray,  Guilford  P. 

Mate,  13  December,  1862.     Dismissed  27  May,  1863. 
Bray,  Oliver. 

Acting  Second  Assistant  Engineer,  25  March,   1863.      Honorably  discharged  28 
November,  1865. 
Brayton,  Daniel  C. 

Sailmaker,  30  Aucrust,  1851. 

Brayton,  J.  B. 

Acting  Assistant  Paymaster,  27  September,  1863.     Resigned  23  October,  1863. 

Brayton,  Samuel  ]V. 

Assistant  Surgeon,  24  November,  1861.     Resigned  8  June,  1865. 

Brayton,   W.  H. 

Sailmaker,  21  September,  1837.     Dismissed  6  November,  1847. 

Brayton,  W.  S.  t. 

Sailmaker,  4  November,  1853.  Taken  prisoner  and  died  at  Charleston,  South 
Carolina,  33  April,  1864. 

Breadin,  James. 

Midshipman,  37  July,  1846.     Resigned  16  October,  1849. 

Breaker    Charles  ^V. 

Third  Assistant  Engineer,  17  December,  1863.  Second  Assistant  Engineer,  8 
April,  1664.    Died  9  February,  1871. 

Brecfat,  Frederick  E. 

Mate,  29  October,  1863.     Resigned  23  September,  1863. 

Brecht,  Theodore  C. 

Third  Assistant  Engineer,  38  May,  1861.  Second  Assistant  Engineer,  18  Decem- 
ber, 1863.  Resigned  18  January,  1865.  Acting  First  Assistant  Engineer,  19 
January,  1865.     Honorably  discharged  1  October,  1868. 

Breck,  Joseph  B. 

Acting  Ensign,  37  February,  1863.  Acting  Master,  8  August,  1863.  Acting 
Volunteer  Lieutenant,  16  November,  1863.  Acting  Volunteer  Lieutenant-Com- 
mander, 25  November,  1864.    Died  36  July,  1865. 

Breck,  liowell  M. 

Acting  Ensign,  19  March,  1863.    Appointment  revoked  3  June,  1863. 
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Breck,  Richard  A. 

Midshipman,  30  September,  1865.     Graduated  4  June,  1869.     Ensign,  12  July,  1870. 
Master,  6  March,  1872.     Drowned  22  September,  1874. 
Breekenridge,  S.  M. 

Midshipman,  15  December,  1819.     Lieutenant,  17]\ray,  1828.     Died   4  June,  1829. 

Bredin,  James. 

Midshipman,  27  July,  1846.     Resigned  16  October,  1849. 
Breed,  Cyrvis  W. 

Acting  Midshipman,  26  November,  1861.  Graduated  September,  1865.  Ensign, 
1  December,  1866.  Master,  12  March,  1868.  Lieutenant,  26  March,  1869.  Re- 
signed 30  April,  1875. 

Breese,  £.  Marsliall. 

Third  Assistant  Engineer,  25  March,  1863.  Second  Assistant  Engineer,  1  Novem- 
ber, 1863.     Resigned  3  March,  1868. 

Breese,  John. 

Assistant  Paymaster,  1  September,  1869.     Resigned  14  June,  1878. 

Breese,  K.  Randolph. 

Midshipman,  6  November,  1846.  Passed  Midshipman,  8  June,  1853.  Master,  15 
September,  1855.  Lieutenant,  16  September,  1855.  Lieutenant-Commander,  16 
July,  1863.     Commander,  35  July,  1866.     Captain,  9  August,  1874. 

Breese,  Samuel  li. 

Midshipman,  17  December,  1810.  Lieutenant,  27  April,  1816.  Commander,  22 
December,  1835.     Captain,  8  September,  1841.     Commodore,  Retired  list,  16  July, 

1862.  Rear-Admiral,  Retired  list,  3  September,  1862.     Died  17  December,  1870. 

Breese,  S.  liivlngston. 

Midshipman,  14  May,  1846.  Passed  Midshipman,  8  June,  1852.  Master,  15  Sep- 
tember, 1855.  Lieutenant,  16  September,  1855.  Lieutenant-Commander,  16 
July,  1863.     Commander,  14  April,  1867.     Captain,  36  April,  1878. 

Breese,  Thomas. 

Purser,  8  July,  1815.     Died  12  October,  1846. 

Breeze,  II.  M. 

Master,  13  October,  1813.     Discharged  15  April,  1815. 

Breeze,  Theodore. 

Acting  Third  Assistant  Engineer,  23  September,  1863.     Resigned  2  June,  1865. 
Bremon,  Charles. 

Acting  Second  Assistant  Engineer,  21  July,  1864.     Resigned  15  May,  1865. 
Bremon,  Frank  A. 

Acting  First  Assistant  Engineer,  5  August,  1861.     Resigned    21    February,  1863. 
Acting  Second  Assistant  Engineer,  21  May,  1862.     Acting   First  Assistant  En- 
gineer, 31  October,  1863.     Resigned  19  December,  1864. 
Brennard,  K.  C 

Acting  Volunteer  Lieutenant,  1  October,  1862.     Killed  (accidentally,)  14  Novem- 
ber, 1863. 
Brennen,  E.  C. 

Mate,  1  October,  1862.     Acting  Ensign,  7  February,  1863.     Acting  Master,  7  May, 

1863.  Dismissed  12  November,  1864. 
Brennen,  Christopher. 

Mate,  25  November,  1803.     Deserted  19  August,  1864. 
Brennen,   John. 

JIate,  21    January,  1864.      Acting   Ensign,  9   November,  1864.     Honorably  dis- 
charged 6  April,  1868. 
Brent,  Alexander. 

Midshipman,  2  April,  1804.     Last  appearance  on  Records  of  Navy  Department,  28 
May,  1804. 
Brent,  Thomas  W. 

Midshipman,  1  March,  1825.  Passed  Midshipman,  4  June,  1831.  Lieutenant,  3 
March,  1835.     Commander,  14  September,  1855.     Resigned  19  January,  1861. 
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Brentley,  H.  J. 

Mate,  3  November,  1864.     Deserted  4  November,  1864. 
KrentuiilE,  Johu  II.  H. 

Acting  Assistant  Surgeon,  18  December,  1861.     Resigned  2  November,  1863. 
Breiiton,  Francis  J. 

Acting  Ensign,  30  August,  1863.     Resigned  6  June,  1865. 
Brereton,  Jolin  A. 

Surgeon's  Mate,  1  September,  1808.     Surgeon,  4  March,  1811.     Resigned  11  July, 
1815. 
JBrereton,  Thomas. 

Midshipman,  30  June,  1806.     Resigned  31  August,  1811. 
Breslyn,  Jeremiah  C 

Acting  Gunner,  3  December,  1863.     Appointment  revoked  8  May,  1865. 
Brewer,  Thomas. 

Mate,  20  January,  1863.     Resigned  19  August,  1863.     Acting  Ensign,  17  Octobet-, 
1864.    Honorably  discharged  13  July,  1865. 
Brewster,  Benjamin. 

Midshipman,  80  November,  1814.     Last  appearance  on  Records  of  Navy  Depart- 
ment, 16  February,  1816. 
Brewster,  Charles  W. 

Acting  Ensign,  13  August,  1864.    Honorably  discharged  4  December,  1865. 
Brewster,  N. 

Acting  Assistant  Surgeon,  12  March,  1863.    Honorably  discharged   19  December, 
1865. 
Brewster,  Patrick. 

Acting  First  Assistant  Engineer,  20  June,  1863.    Resigned  37  March,  1865. 

Brian,  C.  T. 

Mate,  9  October,  1867.     Resigned  13  October,  1871. 

Briard,  George. 

Midshipman,  4  March,  1823.    Died  15  December,  1829. 

Brice,  John. 

Acting  Third  Assistant  Engineer,  10  August,  1864.  Honorably  discharged  4  Sep- 
tember, 1865. 

Brice,  John  J. 

Acting  Ensign,  13  September,  1862.  Acting  Master,  28  March,  1865.  Ensign,  13 
March,  1868.    Master,  18  December,  1868.     Lieutenant,  21  March,  1870. 

Brice,  John  W. 

Midshipman,  2  March,  1883.     Resigned  1  September,  1838. 

Brice,  Jonathan  K. 

Cadet  Midshipman,  13  June,  1873.     Graduated  18  June,  1879. 

Brice,  TVilliam  H. 

Mate,  15  September,  1861.  Acting  Ensign,  3  September,  1862.  Acting  Master,  16 
July,  1864.  Ensign,  13  March,  1868.  Master,  31  December,  1868.  Lieutenant, 
31  March,  1870.    Died  6  July,  1874. 

Brlcelaud,  Isaac  N. 

Midshipman,  33  December,  1837.  Passed  Midshipman,  29  June,  1843.  Acting 
Master,  8  June,  1846.     Resigned  21  January,  1850. 

Brlchell,  ».  Warren. 

Assistant  Surgeon,  8  November,  1847.     Declined  9  December,  1847. 

Brickell,  Zachary. 

Acting  Second  Assistant  Engineer,  25  July,  1864.     Resigned  5  June,  1865. 

Brickett,  George  T. 

Acting  Assistant  Surgeon,  19  January,  1865.  Honorably  discharged  1  February, 
1866. 
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JBrickly. 

Acting  Third  Assistant  Engineer,  21   September,  1863.      Resigned  18  January, 
1804. 
Bricknell,  D.  Warren. 

Assistant  Surgeon,  17  November,  1847.     Resigned  6  January,  1848. 
Bridge,  Edward  W. 

Acting  Midshipman,  21  September,  1863.     Ensign,  18  December,   1868.     Master, 
31  March,  1870.     Lieutenant,  31  March,  1871. 
Bridge,  Horatio. 

Purser,  16  February,  1838.     Retired  list,  8  April,    1868.     Pay  Director,  Retired 
list,  3  March,  1871. 
Bridge,  William  K. 

Midshipman,  14  January,  1841.     Passed  Midshipman,  10  August,  1847.     Master,  1 
March,  1855.     Lost  in  Brig  '^  Pmyoise,"  31  September,  1854. 
Bridger,  J. 

Carpenter,  13  June,  1837.     Last  appearance  on  Records  of  Navy  Department,  1839. 
Bridges,  C,  P. 

Mate,  6  January,  1863.     Resigned  13  May,  1865. 
Bridges,  Elislia  H. 

Acting  Assistant  Surgeon,  23  June,  1864.     Honorably  discharged  10  October,  1865. 
Bridges,  Isaac  W. 

Mate,  9  January,  1863.     Resigned  21  January,  1862. 
Bridges,  Jotau  B. 

Acting  Third  Assistant  Engineer,   17   August,  1864.     Honorably  discharged  17 
July,  1865. 
Bridges,  Bufus. 

Sailmaker,  28  May,  1836.  Last  appearance  on  Records  of  Navy  Department,  10 
November,  1836. 

Bridges,  William  C 

Mate,  23  October,  1861.     Deserted  7  June,  1865. 
Bridgmaii,  William  B. 

ActingMidshipman,  2  December,  1859.  Ensign,  16  September,  1862.  Master,  22 
February,  1864.  Lieutenant-Commander,  25  July,  1866.  Commander,  21  Sep- 
ber,  1876. 

Briggs,  Charles. 

Midshipman,  30  July,  1866.     Graduated  June,  1870.     Resigned  34  August,  1871. 
Briggs,  Charles  O. 

Acting  Ensign,  1  August,  1863.     Resigned  16  March,  1865. 
Briggs,  David  I.. 

Acting  Gunner,  8  December,  1862.     Appointment  revoked  23  March,  1865. 
Briggs.  F.  li. 

Acting  Ensign,  28  June,  1864.     Honorably  discharged  21  September,  1865. 
Briggs,  George  W. 

Mate,  2  September,  1864.     Honorably  discharged  37  January,  1866, 
Briggs,  James  G. 

Acting  Boatswain,  35  October,  1855.     Appointment  revoked  14  August  1858. 
Briggs,  James  O. 

Acting  Boatswain,  1  November,  1864.     Honorably  discharged  31  September  1865. 
Briggs,  John. 

Boatswain.    Last  appearance  on  Records  of  Navy  Department,  1815. 
Briggs,  John. 

Acting  First  Assistant  Engineer,  4  September,  1861.  Appointment  revoked  6 
September,  1864. 

Briggs,  John  B. 

Midshipman,  38  September,  1865.  Graduated  4  June,  1869.  Ensien  12  ThIt 
1870.    Master,  13  July,  1871.     Lieutenant,  34  October,  1874.  '' 
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Briggs,  Jolin  G. 

Acting  Third  Assistant  Engineer,  9  July,  1862.     Acting  Second  Assistant  Engi- 
neer, 29  January,  1863.     Honorably  discharged  4  November,  1865. 
Briggs,  John  W. 

Acting  Third  Assistant  Engineer,  17  May,  1864.     Resigned  80  April,  1867. 
Briggs,  Saiimel  R. 

Master,  3  July,  1813.     Last  a^jpearance  on  Records  of  Navy  Department. 
Uriglinin,  Franklin  W. 

Acting  Assistant  Surgeon,  7  May,  1863.     Resigned  20  January,  1865. 
Brlghani,  Oeorge  II. 

Acting  Assistant  Paymaster,  9  June,  1864.     Resigned  21  July,  1864. 
Brighani,  lie  Oraud  B. 

Mate,  4  October,  1862.     Acting  Ensign,  21  October,  1863.     Honorably  discharged 
13  January,  1866. 
Brigtaam,  liCTi  li. 

Acting  Assistant  Paymaster,  14  November,  1862.     Discharged  13  March,  1866. 
Bright,  George  A. 

Acting  Assistant  Surgeon,  18  May,  1861.      Assistant  Surgeon,  8  August,   1864. 
Passed  Assistant  Surgeon,  31  December,  1867.     Surgeon,  12  September,  1874. 
Bright,  George  S. 

Third  Assistant  Engineer,  21  May,  1857.     Second  Assistant  Engineer,  2  August, 
1859.     First  Assistant  Engineer,  1  July,  1861.     Chief  Engineer,   10  November, 
1863.     Retired  list,  5  June,  1873.     Died  29  May,  1875. 
Bright,  Henry. 

Acting  Boatswain,  20  December,  1852.     Resigned  11  September,  1855. 
Bright,  Jacob  Li. 

Third  Assistant  Engineer,  20  November,  1861.     Second  Assistant  Engineer,  25 
August,  1863.     Resigned  18  October,  1870. 
Bright,  Washington. 

Gunner,  25  July,  1838.     Died  17  October,  1846. 
Brightnian,  Perez  O. 

Acting  Third  Assistant  Engineer,  19  December,  1861.  Acting  Second  Assistant 
Engineer,  19  September,  1862.  Acting  First  Assistant  Engineer-,  1  February, 
1865.     Honorably  discharged  27  January,  1866. 

Brightman,  Sheffield. 

Acting  Second  Assistant  Engineer,  6  January,  1863.     Resigned  9  February,  1863. 

Brill,  Conrad. 

Acting  Third  Assistant  Engineer,  18  February,  1865.     Honorably  discharged  16 
June,  1866. 
Brincherhoff,  Charles  C. 

Acting  Assistant  Paymaster,  10  December,  1864.     Resigned  23  May,  1865. 

Brindley,  Ji^hn  T. 

Acting  Third  Assistant  Engineer,  1  June,  1864.     Resigned  20  June,  1865. 

Brink,  Benjamin  H. 

Acting  Carpenter,  21  February,  1864.     Honorably  discharged  1  November,  1865. 

Brink,  Edward  H. 

Acting  Assistant  Paymaster,  8  August,  1863.     Resigned  18  November,  1864. 

Brinkerhoff,  Isaac. 

Assistant  Surgeon,  1  July,  1829.  Passed  Assistant  Surgeon,  3  March,  1835.  Sur- 
geon, 20  February,  1838.  Retired  list,  28  May,  1864.  Medical  Director,  Retired 
list,  3  March,  1871.     Died  28  September,  1874. 

Brinley,  Edward,  Jr, 

Midshipman,  14  September,  1840.  Passed  Midshipman,  11  July,  1846.  Master, 
80  Juno,  1854.     Lieutenant,  6  February,  1855.     Resigned  25  June,  1856. 

Brintnall,  John  H.  II. 

Acting  Assistant  Surgeon,  18  December,  1861.     Resigned  5  November,  1862. 

7 
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Brintnsill,  John   P. 

Midshipman,  31  December,  1S48.     Resigned  21  June,  1854. 
Briscu,  John  A. 

Boatswain,  24  JIarcb,  1358. 
Briscoe,  Wiirner  I.. 

Midshipman,  20  November,  1849.     Dropped  3  September,  1850. 
Briscoe,  W.  II. 

Chaplain,  30  May,  1809.     Last  appearance  on  Records  of  Navy  Department,  1815. 
Furloughed. 
Brittain,  George. 

Acting  Second  Assistant  Engineer,  17  November,  18(33.     Appointment  revoked  30 
May,  1864. 
Brittain,  M.  Cookinau. 

Chaplain,  31  May,  1869.     Resigned  1  March,  1871. 
Brittin,  8ainiicl. 

Midsiiipman,  1  January,  1808.     Dismissed  30  June,  1809. 
Brittinghain,  John  P. 

Mate,  8   November,   1863.     Acting   Gunner,    17   February,    1863.     Resigned    17 
August,  1864. 
Britton,  Salter. 

Midshipman,  16  January,  1809.     Resigned  13  December,  1809. 
Broatlnix,  Amos. 

Third  Assistant  Engineer,   13  December,  1850.     Second   Assistant  Engineer,  36 
February,  1851.     Besigned  14  February,  1850. 
Brock,  Edward. 

Muster,  35  June,  1799.     Lieutenant,  18  August,  1800.     Dismissed  30  February,  1801. 
Brock,  Oliver  S. 

Acting  Master,  33  November,  1861.  Appointment  revoked  19  March,  1863.  Mate, 
30  October,  1863.  Acting  Ensign,  30  August,  1864.  Honorably  discharged  19 
September,  1865. 

Brockway,  James  H. 

Mate,  3  February,  1863.  Acting  Ensign,  27  January,  1864.  Killed  accidentally  7 
December,  1864. 

Brodhead,  Edgar. 

Midshipman,  9  July,   1846.      Passed  Midshipman,  8  June,  1852.      Resigned   12 
January,  1853.     Acting  Lieutenant,  13  May,  1861.     Acting  Volunteer  Lieuten- 
ant-Commander, 23  October,  1864.     Resigned  3  March,  1865. 
Brodhead,  Thomas  W. 

Midshipman,  8  March,  1841.  Passed  Midshipman,  10  August,  1847.  Actiu'f 
Master,  3  December,  1854.     Died  30  February,  1855.  " 

Brodie,  Charles  ]>. 

Naval  Constructor,  13  January,  1826.     Died  14  October,  1845. 
Broe,  John. 

Mate,  10  January,  1863.     Resigned  36  July,  1804. 
Brofey,  William  J. 

Acting  Assistant  Surgeon,  25  March,  1865.     Resigned  30  May,  1865. 
Brogan,  Samuel  H. 

Acting  Third  Assistant  Engineer,  26  April,  1804.     Resigned  6  June,  1865. 
Bronangli,  William  V. 

Cadet  Midshipman,  5  June,  1873.     Graduated  18  Juno,  1870. 
Brook,  li.  M. 

Midshipman,  1  January,  1817.     Last  appearance  on  Records  of  Navy  Department. 
Brook,  Philip  H. 

Midshipman,  1  May,  1804.  Last  appearance  on  Records  of  Navv  Department 
May,  1805.     Lost.  '■  ' 
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Brooke,  G.  K.  A. 

Midshipman^  1  November,  1838.     Lost  in  the  Hornet,  10  September,  1839. 
Brooke,  John  F. 

Surgeon's  Mate,  16   May,   1835.     Sm-geon,  4   November,  1834.     Died  17  October, 
1849. 
Brooke,  John  M. 

Midshipman,  3  March,  1841.     Passed   Midshipman,  10  August,  1847.     Master,  14 
September,  1855.    Lieutenant,  15  September,  1855.     Dismissed  30  April,  18B1. 

Brooke,  Samuel. 

Master,  17  October,  1803.    ILast  appearance  on  Records  of  Navy  Department,  31 
August,  1810. 
Brooks,  Benjamin  J. 

Acting  Third  Assistant  Engineer.    Died  35  August,  1865. 
Brooks,  Edward  W. 

Acting  Third  Assistant  Engineer,  10  March,  1864.     Resigned,  6  June,  1865. 

Brooks,  Edwin  C. 

Acting  Third  Assistant  Engineer,   12   January,  1865.     Honorably  discharged  11 
December,  1868. 

Brooks,  Edwin  F. 

Acting  Ensign,   31  November,  1862.     Acting   Master,   6  July,  1864.     Honorably 
discharged  20  November,  1865. 

Brooks,  Emory  J. 

Third  Assistant  Engineer,  3  May,  1859.     Second  Assistant  Engineer,  3  October, 
1861.    First  Assistant  Engineer,  30  May,  1863.    Resigned  7  December,  1868. 

Brooks,  Enocb. 

Acting  Master,  18  October,  1861.     Resigned  7  February,  1863. 

Brooks,  Everett  W. 

Acting  Assistant  Paymaster,  12  June,  1863.     Honorably  discharged  25  October, 
1865. 
Brooks,  €r.  H. 

Gunner,  39  October,  1861. 
Brooks,  Henry. 

Boatswain,  20  May,  1847.     Died  39  June,  1858. 

Brooks,  Horace. 

Mate,  30  March,  1863.    Acting  Ensign,  13  October,  1864.     Honorably  discharged 
20  August,  1865. 

Brooks,  James. 

Chaplain,  28  December,  1818.     Resigned  7  January,  1828. 

Brooks,  James. 

Purser,  7  January,  1828.     Dismissed  21  July,  1840. 

Brooks,  Jokn. 

Midshipman,  3  May,  1836.     Passed  Midshipman,  1  July,  1843.     Died  4  June,  1843. 

Brooks,  Jobn. 

Acting  Third  Assistant   Engineer,   17  October,   1861.      Resigned  18  November, 
1865. 

Brooks,  Jobn  A.  J. 

Acting  Master,  17  February,  1863.     Honorably  discharged  7  October,  1865. 

Brooks,  IVelson  J.  ,,     ,.    ,         ,    „ 

Acting  Third  Assistant  Engineer,  5  February,  1863.    Honorably  discharged  37 
September,  1865. 

Brooks,  K.  F.  „       ,   .     ■  x    ^  o 

Acting  Assistant  Surgeon,  33  March,  1864.     Acting  Passed  Assistant  Surgeon,  lo 
October,  1866.     Honorably  discharged  25  August,  1869. 

Brooks,  Samuel. 

Lieutenant,  13  July,  1799.     Discharged   under  Peace  Establishment  Act,  8  July, 

1801. 
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Brooks,  Stiiuuel  A. 

Mate,  12  Junuaiy,  lyiilj.     Acting  Ensign,  4  December,  1863.     Honorably  discharged 
16  December,  1865.     Acting  Master,   15  August,   1866.     Resigned  26  August, 
1867. 
Brooks,  Samuel  B. 

Third  Assistant  Engineer,  21  February,  1861.      Second  Assistant   Engineer,   21 
Apiil,  1863.    Resigned  13  December,  1865. 
Brooks,  Tliouias. 

Acting  Third  Assistant  Engineer,  3  April,  1863.     Resigned  19  August,  1868. 
Brooks,  Thomas  M. 

Carpenter,  27  May,  1800.     Last  appearance  on  Reoo'rds  of  Navy  Department. 
Brooks,  William. 

Acting  Master,  29  October,  1861.    Died  May  16,  1863. 
Brooks,  William  B. 

Third  Assistant  Engineer,  16  February,  1852.     Second  Assistant  Engineer,  31  July, 
1855.    First  Assistant  Engineer,  21  July,  1858.     Chief  Engineer,  1  August,  1861 . 
Brooks,  William  91. 

Jlidshijiman,  1  January,  1808.     Dismissed  7J April,  1814 
Broom,  James  M. 

Midshipman,  21  July,  1807.     (See  Marine  Corps.) 
Brose,  Frederick  F. 

Midshipman,  9  September,  1847.    Passed  Midshipman,  10  June,  1853.     Died  8 
December,  1854. 
Brosnahan,  John  G. 

Third  Assistant  Engineer,  11  June,  1862.     Second  Assistant  Engineer,  21  Novem- 
ber, 1863.     First  Assistant  Engineer,  1  January,  1868. 
Bronghton,  C  H. 

Assistant  Surgeon,  8  September,  1841.     Died  22  December,  1843. 
Brougliton,  Benben. 

Midshipman,  23  October,  1799.     Discharged  under  Peace  Establishment  Act    10 
June,  1801.  ' 

Brow,  William. 

Midshipman,  20  June,  1799.     Resigned  12  September,  1800. 
Brow,  William  H. 

Acting  Third  Assistant  Engineer,  28  November,  1802.     Acting  Second  Assistant 
Engineer,  14  January,  1863.     Appointment  revoked  4  December,  1863. 
Browen,  John. 

Gunner,  24  May,  1804.     Last  appearance  on  Records  of  Navy  Department   17  Oc- 
tober, 1808.     Dead. 

Brower,  A.  J. 

Mate,  14  November,  1861.     Appointment  revoked  21  February,  1862. 
Brown,  Alfred  S. 

Third  Assistant  Engineer,   16  November,  1861.     Second  Assistant  Engineer    25 
August,  1863.     Died  17  January,  1867.  ' 

Brower,  Edward  T. 

Acting  Midshipman,   28   September,   1858.     Lieutenant,   1  August,  1862.     Lieu- 
tenant-Commander, 25  July,  1866.     Died  14  September,  1869. 
Brower,  Marcus. 

Acting  Master  and  Pilot,  1  October,  1864.     Honorably  discharged  17  June,  1865. 
Brower,  T.  M. 

Acting  Assistant  Paymaster,  9  December,  1861.     Died  26  December  1864. 
Brown,  Abraham. 

Acting  Third  Assistant  Engineer,  24  July,  1863.     Acting  Second  Assistant  Engi- 
neer, 18  October,  1864.    Honorably  discharged  5  January,  1866. 
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Brown,  A.   J.  D. 

Midshipman,  17  December,  1810.     Lieutenant,  13  January,  1825.     (See  Dallas.) 
Brown,  Alexander. 

Gunner,  27  January,  1820.     Last  appearance  on  Records  of  Navv  Department  9 
May,  1820.    Dead.  ^ 

Brown,  Allan  I>. 

Acting  Midshipman,  29  September,  1860.     Ensign,  28  May,  1863.     Master,  10  No- 
vember, 1865.      Lieutenant,  10   November,   1866.      Lieutenant-Commander,  12 
March,  1868.     Commander,  32  January,  1880. 
Brown,  Andrew  J. 

Mate,  14  November,  1861.     Dismissed  21  February,  1863. 
Brown,  Amos. 

Mate,  14  November,  1861.     Resigned  11  March,  1862.    Acting  Ensign,  4  Decem- 
ber, 1863.     Resigned  11  November,  1863. 
Brown,  Arthur  K. 

Mate,  18  December,  1861.     Acting  Ensign,   9  February,  1865.     Honorably  dis- 
charged 17  August,  1867. 
Brown,  Benjamin  F. 

Acting  Assistant  Surgeon,  3  August,  1864.     Resigned  28  April,  1865. 
Brown,  Calvin. 

Civil  Engineer,  6  April,   1852.     Resigned  8  September,  1864.     Re-appointed  13 
May,  1869. 
Brown,  Charles  A. 

Mate,  25  January,  1864.     Died  5  March,  18G7. 
Brown,  Charles  £aton. 

Acting  Midshipman,  35  July,  1863.     Ensign,  18  December,  1868.     Lost  on  board 
the  Oneida,  34  January,  1870. 
Brown,  Charles  F. 

Mate,  25  May,  1870.     Resigned  7  September,  1871. 
Brown,  Charles  H. 

Acting  Assistant  Paymaster,  33  July,  1803.     Dismissed  23  June,  1863. 
Brown,  Charles  H. 

Acting  Master,  4  November,  1861.     Acting  Volunteer  Lieutenant,  13  May,  1863. 
Honorably  discharged  3  December,  1865. 
Brown,  Charles  B. 

Midshipman,   23   September,  1865.     Graduated   4  June,  18G9.     Ensign,   13  July, 
1870.     Master,  36  October,  1871.     Resigned  23  May,  1875. 
Brown,  Charles  William. 

Acting  Third  Assistant  Engineer,  5  April,  1805.     Honorably  discharged  19  Feb- 
rury,  1866. 
Brown,  Daniel. 

Midshipman,  31  January,  1800.     Discharged  30  April,  1801. 

Brown,  Dixon. 

Master,  0  February,  1809.     Resigned  35  July,  1810. 

Brown,  D.  Rodney. 

Mate,    14  October,   1863.     Acting   Ensign,  16  May,  1863.     Acting  Master,  9  Jan- 
uary, 1865.     Honorably  discharged  15  September,  1866. 

Brown,  Eli. 

Midshipman,  9  November,  1813.     Last   appearance  on   Records  of  Navy  Depart- 
ment. 
Brown,  Fli. 

Master,  25  April,  1812.     Died  in  1830. 
Brown,  Flipholet. 

Acting  Ensign,  15  September,  1863.     Acting  Master,  3  May,  1864.     Honorably 
discharged  17  February,  1866. 
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Brown,  £noch. 

Midshipman,  10  July,  1799.     Discharged   under   Peace   Establishment   Act,  11 
July,  1801. 
Brown,  Francis  H. 

Mate,  29  December,  1863.     Acting  Ensign,  13  January,  18G4.     Resigned   15   May, 
1865. 
Brown,  Francis  S. 

Acting  Midshipman,  24  September,  1856.     Midshipman,   15  June,   1860.     JIaster, 
19   September,   1861.     Lieutenant,  16  July,  1863.      Lieutenant-Commander,  25 
July,  1866.     Resigned  13  October,  1869. 
Brown,  Frank  O. 

Acting   Third  Assistant   Engineer,   3  March,   1864.      Honorably   discharged   23 
August,  1865. 
Brown,  Frederick  E. 

Third  Assistant  Engineer,  31  November,  18G7.     Resigned  34  October,  1859.     Sec- 
ond Assistant  Engineer,  14  June,  1861.     Died  13  December,  1864. 
Brown,  George. 

Midshipman,  5  February,  1849.     Passed  Midshipman,  12  June,  1855.     Master,  16 
September,  1855.     Lieutenant,  3  June,  1856.     Lieutenant-Commander,  16  July, 
1863.     Commander,  25  July,  1866.     Captain,  35  April,  1877. 
Brown,  George  C. 

Acting  Third  Assistant  Engineer,  30  November,  1863.     Honorably  discharged  5 
July,  1865. 
Brown,  George  H. 

Gunner,  14  February,  1800.     Discharged  8  June,  1801. 
Brown,  George  H. 

Acting  Third  Assistant  Engineer,  34  December,  1863.     Honorably  discharged  31 
August,  1865. 
Brown,  George  M. 

Acting  Midshipman,   25   November,  1859.     Ensign,   16  September,  1862.     Lieu- 
tenant, 32  February,  1864.     Lieutenant-Commander,  35  July,  1866.     Dismissed 
22  September,  1866. 
Brown,  George  W. 

Acting  Master,  18  July,  1861.     Acting  Volunteer   Lieutenant,   39   January,  1863. 
Honorably  discharged  3  September,  1865. 
Brown,  George  W. 

Acting  Assistant  Paymaster,   30   March,  1865.     Passed   Assistant  Paymaster,  33 
July,  1866.     Died  30  July,  1873. 
Brown,  Gustarus. 

Midshipman,  3  April,  1804.     Resigned  25  March,  1806. 
Brown,  Gustavus  It. 

Surgeon's  Mate,  1  March,  1809.     Last  appearance  on  Records  of  Navy  Department 
1818.     Furloughed.  ' 

Brown,  Hawley. 

Acting  Third  Assistant  Engineer,  33  January,  1863.     Honorably  discharo-ed  24 
September,  1869.  ° 

Brown,  Henry. 

Third  Assistant  Engineer,  17  February,  1860.     Second  Assistant  Engineer,  1  No- 
vember, 1861.     First  Assistant  Engineer,  1  March,  1864.     Resio-ned  3  March 
1869. 
Brown,  Henry. 

Acting  Master,  26  August,  1861.     Acting  Volunteer  Lieutenant,  6  January,  1864. 
Honorably  discharged  28  February,  1866. 
Brown,  Henry  A. 

Acting  Third  Assistant  Engineer,  27  February,  1864.     Resigned  13  May,  1864. 
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Brown,  Henry  B. 

Acting  Assistant  Paymaster,  15  May,  1863.    Honorably  discharged  27  October 
1865.  ' 

Brown,  Herbert  A. 

Acting  Third    Assistant  Engineer,   8  June.   1864.      Honorably    discharged    Id 
August,  1865. 

Brown,  Hezeklah  G.  D. 

Midshipman,  19  February,  1841.     Resigned  28  December,  1847. 
Brown,  Horace  F. 

Acting  Thii-d  Assistant  Engineer,  30   September,  1862.    Acting  Second  Assistant 
Engineer,  7  March,  1865.     Honorably  discharged  14  November,  1865. 
Brown,  H.  O.  I>. 

Midshipman,  19  February,  1841.     Resigned  28  December,  1847. 
Brown,  Horace  S. 

Acting  Third  Assistant  Engineer,  10  September,  1868.     Honorably  dischareed  11 
October,  1865.  ^ 

Brown,  Isaac  H. 

Mate,  3  March,  1864.     Honorably  discharged  30  September,  1865. 
Brown,  Isaac  !9f. 

Midshipman,   15   March,   1834.     Passed   Midshipman,  6   July,  1840.     Master,  15 
August,  1846.     Lieutenant,  31  October,  1846.     Dismissed  25  April,  1861. 
Brown  Isaac  T. 

Mate,  31  October,  1861.     Resigned  28  September,  1864. 
Brown,  James. 

Acting  Master,  38  February,  1862.     Resigned  5  August,  1863. 
Brown,  James. 

Mate,  36  June,   1863.    Acting  Ensign,   1    May,  1864.    Honorably  discharged  21 
September,  1865. 
Brown,  Jantes. 

Acting  Ensign,  30  September,  1864.     Honorably  discharged  7  November,  1865. 
Brown,  James. 

Boatswain,  4  January,  1862.    Retired  list,  22  October,  1 873.     Died  6   June,  1879. 
Brown,  James  A. 

Acting  Third  Assistant  Engineer,  2  November,  1861.     Acting  Second  Assistant 
Engineer,  25  August,  1862.     Acting  First  Assistant  Engineer,  6   January,  1865. 
Honorably  discharged  10  December,  1865. 
Brown,  James  E. 

Midshipman,  1  December,  1837.     Passed  Midshipman,  14  June,  1834.    Lieutenant, 
25  February,  1841.     Died  3  September,  1844. 
Brown,  Jnmes  O. 

Acting  Third  Assistant  Engineer,  9  August,  1864.     Resigned  13  April,  1865. 
Brown,  James  H.  H. 

Chaplain,  23  January,  1874. 
Brown,  James  W. 

Mate,  35  May,  1863.     Acting   Ensign,  8   March,    1864.     Honorably  discharged  37 
October,  1865. 
Brown,  Jason  P. 

Acting  Third  Assistant  Engineer,  12  April,  1865.    Honorably  discharged  10  June, 
1866. 
Brown,  Jefferson, 

Third  Assistant  Engineer,  17  December,  1862.     Second  Assistant  Engineer,  8  April, 
1864.     First  Assistant  Engineer,  1  January,  1868. 

Brown,  John. 

Midshipman,  13  December,  1800.    Discharged  30  April,  1801. 
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Brown,  John. 

Surgeon's  Mate,  11  August,  1807.     Surgeon,  3  March,  1809.     ResignecU  July,  1809.. 

Brown,  John. 

Master,  24  January,  1809.     Last  appearance  on   Records  of  Navy  Department,  23 
March,  1809.    Lost. 
Brown,  John. 

Acting  Carpenter,  29  July,  1848.     Died  30  September,  1849. 
Brown,  John. 

Acting  Gunner.     Appointment  revoked  23  September,  1864. 

Brown,  John. 

Acting  Ensign  and  Pilot,  1  January,  1865.     Honorably  discharged  14  September, 
1865. 
Brown,  John  ii. 

Mate,  14  April,  1862.    Died  at  Rockland,  Maine,  27  November,  1864. 

Brown,  John  H. 

Mate,  24  l^ebruary,  1865.     Boatswain,  25  May,  1877. 

Brown,  John  Hogan. 

Midshipman,  1  July,  1836.     Passed   Midshipman,  1   July,  1842.     Master,  24  July, 
1849.     Lieutenant,  19  February,  1850.     Died  10  May,  1861. 
Brown,  John  li. 

Carpenter,  28  September,  1816.     Died  28  March,  1824. 
Brown,  John  Ij. 

Acting  Ensign,  17  December,  1863.     Honorably  discharged  21  December,  1868. 

Brown,  John  IV. 

Acting  Master,  29  June,  1861.    Appointment  revoked  12  July,  1862. 

Brown,  Joseph. 

Midshipman,  25  September,  1798.     Resigned  12  December,  1799. 
Brown,  Joseph. 

Mate,  24  January,  1863.     Resigned  8  April,  1863. 
Brown,  Joseph. 

Mate,  25  April,  1864.     Appointment  revoked  (Sick)  8  October,  1864. 
Brown,  Joseph  K. 

Midshipman,  10  July,  1819.     Passed  Midshipman,  14  June,  1834.     Died  35  August, 
1836. 
Brown,  Joseph  S. 

Acting  Ensign,  23  March,  1864.    Resigned  16  June,  1865. 
Brown,  JLal'ayette  J. 

Purser,  26  March,  1860.     Retired  list,  15  September,  1863.     Died  29  July,  1864. 
Brown,  r>athani  A. 

Acting  Master,  22  January,  1862.     Honorably  discharged  19  September,  1865. 
Brown,  Liewis  A. 

Acting  Master,  13  September,  1861.     Plonorably  discharged  18  February,  1866. 
Brown,  liOuis  II. 

Mate,  21  January,  1864.    Honorably  discharged  26  September,  1865. 
Brown,  Matthew. 

Carpenter,  14  April,  1800.     Last  appearance  on  Records  of  Navy  Department,  1 
June,  1803. 
Brown,  Moses. 

Captain,   15   September,  1798.     Discharged   under  Peace  Establishment  Act,  3 
April,  1801. 
Brown,  Xathan. 

Acting  Third  Assistant  Engineer,  30  October,  1863.     Resigned  1  March,  1865. 
Brown,  Xathan. 

Mate,  10  November,  1864.     Deserted  2  July,  1806. 
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Brown,  Xattaan  T. 

Mate,  10  December,  1863.     Honorably  dischai'ged  5  November,  1865. 
Brown,  BTewell  W. 

Acting  Third  Assistant  Engineer,  2    February,  1865.     Honorably  discharged  27 
October,  1865. 
Brown  j  Peter. 

Gunner,  30  October,  1813.     Dismissed  20  February,  1813. 
Brown,  Robert  E. 

Acting  Second  Assistant  Engineer,  31  December,  1861.     Resigned  5  July,  1862. 
Brown,  Robert  James. 

Midshipman,  20  November,  1850.    Resigned  6  November,  1855. 
Brown,  Robert  M.  G. 

Midshipman,  23  July,  1864.     Graduated  2   June,   1868.     Ensign,  19   April,  1869. 
Master,  12  July,  1870.     Lieutenant,  13  April,  1872. 
Brown,  Robert  R. 

Master,  34  April,  1812.     Resigned  27  January,  1813. 

Brown,  Robert  W. 

Mate,  22  April,  1863.     Acting  Ensign,  1  January,  1864.     Honorably  discharged  22 
November,  1865. 
Brown,  Rowland  B. 

Acting  Ensign,   18   April,   1864.     Acting  Master,  5  April,  1865.     Honorably  dis- 
charged 13  July,  1867. 

Brown,  Samuel. 

Carpenter,  18  December,  1816.     Dismissed  10  November,  1824. 

BroM'n,  Samuel  A. 

Assistant  Surgeon,  21  November,  1871.     Passed  Assistant  Surgeon,  19  June,  1875. 

Brown,  Samuel  T. 

Acting  Assistant  Paymaster,  30  September,  1862.     Assistant  Paymaster,  9  March, 
1865.     Passed  Assistant  Paymaster,  4  May,  1866.     Paj'master,  22  March,  1867. 

Brown,  S.  H. 

Acting  Assistant  Surgeon,  18  December,  1861.     Dismissed  33  July,  1863. 

Brown,  Stepben  T. 

Acting  Assistant  Paymaster,  17  March,  1863.     Resigned  20  December,  1864. 

Brown,  Stinson  J. 

Midshipman,  21  September,  1873.     Graduated  20  June,  187G.     Ensign,  25  Novem- 
ber, 1877. 
Brown,  T,  Benton. 

Acting  Third  Assistant  Engineer,  24  December,  1863.     Honorably  discharged  16 
August,  1866. 
Brown,  Theodore  E. 

Mate,  4  April,  1862.     Resigned  13  June,  1863 

Brown,  Theodore  J. 

Acting  Third  Assistant  Engineer,  3  December,  1861.     Deserted  13  February,  1883. 

Brown,  Thomas.  ^  ,        ,.     , 

Midshipman,  37  April,  1801.     Lieutenant,  27  March,  1807.     Commander,  1  March, 
1815.     Captain,  3  March,  1825.     Died  28  November,  1828. 

Brown,  Thomas.  .„„-     tt         ,,i     t    i,        i 

Mate,  4  March,  1863.     Acting  Ensign,  17  January,  I860.     Honorably  discharged 

15  December,  1865. 

Brown,  Thomas  H.  „       ^      ^  at        t^       .^ 

Midshipman,  7  November,  1813.     Last  appearance  on  Records  of  Navy  Depart- 
ment, 13  September,  1815. 

Brown,  Thomas  H. 

Mate,  4  December,  1863.     Deserted  20  December,  1862. 
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Brown,  Thomas  R. 

Assistant  Surgeon,  37  Aijril,  186G.     Resigned  23  June,  IS^TO. 
Brown,  Thoniiis  S. 

Midslrpman,  37  December,  1810.     Lieutenant,  13  January,  1835.     Died  6  Septem- 
ber, 1836. 
Brown,  TlioniHS  W. 

Boatswain,  31  November,  1873. 
Brown,  William. 

Midsliipman,  9  July,  1811.     Resigned  3  November,  1813. 
Brown,  William. 

Gunner,  4  February,  1809.     Last  appearance  on  Records  of  Navy  Department. 

Brown,  William. 

Boatswain,  37  June,  1810.     Resigned  in  January,  1811. 
Brown,  W^illiam. 

Boatswain,  29  August,  1831.     Dismissed  8  November,  1840. 

Brown,  William. 

Acting  Third  Assistant  Engineer,  38  September,  1861.     Dismissed  4  June,  1863. 

BroM'n,  W^illiam. 

Mate,  21  November,  1861.     Appointment  revoked  33  January,  1868. 
Brown,  William. 

Acting  Third  Assistant  Engineer.     Died  17  October,  1863. 
Brown,  William. 

Honorary  Acting  Ensign,  without  pay,  38  August,  1863.     Resigned  16  June,  1865. 
Brown,  William. 

Acting  Third  Assistant  Engineer,  14  October,  1864.     Honorably  discharged  8  De- 
cember, 1865. 
Brown,  William  B. 

Gunner,  9  December,  1835.     Died  35  October,  1851. 
Brown,  William  B. 

Midshipman,  19  October,  1841.     Died  11  August,  1843. 
Brown,  W'illiam  O. 

Acting  Third  Assistant  Engineer,  19  January,  1864.     Honorably   discharged  18 
July,  1865. 
Brown,  William  H. 

Midshipman,  1  January,  1838.     Passed  Midsliipman,  14   June,  1884.     Lieutenant, 
25  February,  1841.     Resigned  25  February,  1851. 
Brown,  William  H. 

Midshipman,  1  April,  1836.     Resigned  4  April,  1831. 
Brown,  William  H. 

Acting  Third  Assistant  Engineer,  3  January,  1863.     Resigned  16  January,  1865. 
Brown,  W^illiam  H. 

Acting  Third  Assistant  Engineer,  5  February,  1863.     Acting  Second  Assistant 
Engineer,  17  March,  1864.    Dismissed  6  September,  1865. 
Brown,  William  H. 

Mate,  8  December,  1863.    Acting  Ensign,  11  January,  1865.    Honorably  discharged 
39  November,  1865. 
Brown,  W^.  Roberts. 

Acting  Third  Assistant  Engineer,  August,  1864.     Appointment  revoked  (Sick,) 
14  February,  1865. 
Brown,  William  S. 

Acting  Third  Assistant  Engineer,  5  January,  1864.     Honorably  discharged  15 
May,  1865. 
Brown,  Wyatt  M. 

Assistant  Surgeon,  37  November,  1854.     Resigned  11  November,  1858. 
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Brown,  Zachariah  Taylor. 

Assistant  Paymaster,  13  July,  1870.     Passed  Assistant  Paymaster,  15  June,  1878. 
Browne,  B.  Frank.  , 

Acting  Assistant  Paymaster,  4  September,  1863.     Died  6  Juno,  1864. 
Browne,  George  W. 

Acting  Volunteer  Lieutenant,  26  August,  1861.     Disrated  14  May,  1862,  to  Acting 
Master.     Appointment  revoked  (Sick,)  18  April,  1864. 
Browne,  John  M. 

xVssistant  Surgeon,  26  March,  1853.     Passed  Assistant  Surgeon,  13  May,  1858. 
Surgeon,  19  June,  1861.     Medical  Inspector,  1  December,  1871.     Medical  Direc- 
tor, 6  October,  1878. 
Browne,  P.  H. 

:\Iate,  36  November,  1862.    Resigned  10  March,  1863. 
Browne,  Samuel  T. 

Acting  Assistant  Paymaster,  30  September,  1862.     Assistant  Paymaster,  9  March, 
1865.     Passed  Assistant  Paymaster,  4  May,  1866.     Paymaster,  23  March,  1867. 
Browne,  Synimes  E. 

Acting  Ensign,  1  October,  1862.    Resigned  31  May,  1864. 
Browne,  W.  B. 

Acting  Ensign,  2  December,  1864.    Honorably  discharged  27  September,  1865. 
Browne,  William  F. 

Acting  Assistant  Surgeon,  25  November,  1861.    Appointment  revoked  6   October, 
1863. 
Browne,  William  B. 

Acting  Master,  13  May,  1861.     Resigned    20  November,  1861.     Acting  Volunteer 
Lieutenant,  5  February,  1864.     Honorably  discharged  16  September,  1865. 
Brownell,  Gideon  V. 

Mate,  20  January,  1865.     Honorably  discharged  6  March,  1868. 
Brownell,  Henry  H. 

Mate,  29  December,  1863.     Acting  Ensign,  1  March,  1864.     Acting  Ensign,  7  May, 
1867.     Mustered  out  18  November,  1868. 

Brownell,  Thomas. 

Master,  30  October,  1840.     Lieutenant,  26  December,  1843.     Reserved  list,  26  De- 
cember, 1843.     Captain  on  Retired  list,  4  April,  1807.     Died  5  January,  1872. 
Brownell,  William  P. 

Mate,  14  July,  1864.     Resigned  31  February,  1865. 

Browning,  Owen  F. 

Actini'  Assistant  Paymaster,  4  November,  1862.     Resigned  20  February,  1865. 

Browning,   B.  £i.,  Jr. 

Midshipman,  8  Februaiy,  1834.     Resigned  36  August,  1886. 

Browning,  Robert  Ii. 

Midshipman,  4  March,  1833.     Passed  Midshipman,  33  March,  1839.     Lieutenant, 
21  June,  1833.     Drowned  37  March,  1850. 

Browning,  William  A. 

Surgeon's  Mate,  24  January,  1835.     Dropped  in  1826. 

Brownlee,  James  J. 

Assistant  Surgeon,  20  June,  1838.     Passed  Assistant  Surgeon,  33  November,  1840. 
Surgeon,  19  October,  1853.     Resigned  31  August,  1855. 

Brownlee,  J.  J. 

Acting  Assistant  Surgeon,  21  October,  1861.     Resigned  27  April,  1864. 

Brownlee,  John  J. 

Acting  Assistant  Surgeon,  30  October,  1861,     Resigned  39  April,  1864. 

Browning,  J.  B* 

Sur<Teon'3  Mate,  13  March,  1805.    Resigned  10  September,  1807. 
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Brownson,  Willard  H. 

Acting  Midsbipman,  29  November,  1801.     Gi-:iduatea    Sei^tember,   1865.     Ensign, 
1  December,  1866.     Mg,ster,  13  March,  1868.     Lieutenant,  26  March,  1869. 
Bruce,  David. 

Sailmaker,  25  October,  1844.     Retired  list,  9  August,  1876. 
Bruce,  Henry. 

Midshipman,  9  November,  1813.  Lieutenant,  13  January,  1825.  Commander,  8 
September,  1841.  Reserved  list,  13  September,  1855.  Commodore,  Retired  list, 
4  April,  1867. 

Bruce,  James. 

Midshipman,  12  October,  1848.     Passed  Midshipman,  15  June,  1854.     Dropped  38 
September,  1855. 
Bruce,  W.  G. 

Acting  Assistant  Surgeon,  6  April,  1863.     Resigned  39  September,  1864. 
Bruff,  Thomas  O. 

Midshipman,  30  November,  1818.     Died  9  January,  1822. 
Brum,  Philip. 

Master,  15  February,  1813.     Dismissed  29  April,  1817. 
Brnmback,  Benjamin  II. 

Mate,  31  May,  1864.     Honorably  discharged  24  October,  1865. 
Bruuiby,  Thomas  M. 

Cadet  Midshipman,  27  September,  1873.     Graduated  18  June,  1879. 
Brunimage,  Samuel  B. 

Acting  First  Assistant  Engineer,  4  February,  1864.  Honorably  discharged  5  No- 
vember, 1865. 

Brnuer,  Elias  D. 

Acting  Master,  25  July,  1861.     Acting  Volunteer  Lieutenant,  39   March,   1864. 
Honorably  discharged  25  January,  1866.     Acting  Master,  15  i.ugust,  1866.     Re- 
signed 26  April,  1869. 
Bruns,  Cliristopher  r^. 

Midshipman,  1  July,  1867.      Graduated  6  June,   1871.      Ensign,   14  July    1872 
Master,  30  September,  1876. 
Brush,  George  R. 

Assistant  Surgeon,  3  September,  1861.      Passed  Assistant  Surgeon,  24  January 
1863.     Surgeon,  10  February,  1873. 
Bryan,  Benjamin. 

Midshipman,  1  January,  1812.     Last  appearance  on  Records  of  Navy  Department. 
Bryan,  Benjamin  C. 

Cadet  Engineer,  15  September,  1875.     Graduated  10  June,  1S7:). 
Bryan,  Baniel  Li, 

Assistant  Surgeon,   13  October,  1840.     Passed  Assistant  Surgeon     13  Pebruarv 
1850.     Died  14  September,  1853. 
Bryan,  T.  E. 

Mate.     Appointment  revoked  39  January,  1863. 
Bryan,  F.  L,. 

Mate,  35  January,  1870.     Died  on  board  "  Colorado,'"  6  January,  1871. 
Bryan,  Henry  W. 

Mate,  33  April,  1863.     Resigned  35  August,  18(;3. 
Bryan,  John  B. 

Midshipman,  4  October,  1823.  Passed  Midshipman,  23  March,  1829.  Resigned  5 
September,  1831.  '  ^ 

Bryan,  Joseph. 

Purser,  1  September,  1836.     Resigned  31  May,  1854. 
Bryan,  Joseph  H. 

Assistant  Surgeon,  6  Jnly,  1880. 
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Bryan,  liloyd  J. 

Midshipman,  1  January,  1828.     Passed  Midshipman,  14  June,  1834.     Cashiered  4 
December,  1838. 
Bryant,  Benjamin. 

Master,  15  April,  1813.     Resigned  20  July,  1818. 
Bryant,  Cbarles  R. 

Acting  Ensign,  8  November,  1863.     Resigned  18  August,  1863. 
Bryant,  Charles  W. 

Mate,  25  July,  1864.    Resigned  30  August,  1866. 
Bryant,  John  Li. 
Acting  Ensign,  17  December,  1863.     Acting  Master,  19   February,  1864.    Honorably 
discharged  5  February,  1868. 
Bryant,  John  \. 

Acting  Master,  21  December,  1861.     Appointment  revoked  33  January,  1863. 
Bryant,  Joshua. 

Boatswain,  7  March,  1836.     Appointment  revoked  18  February,  1846. 
Bryant,  £.eon. 

Mate,  19  February,  1863.    Honorably  discharged  10  March,  1866. 
Bryant,  jVathanlel  C 

Midshipman,  23  December,  1837.     Passed  Midshipman,   29  June,  1843.     Acting 
Master,  13  June,  1850.     Lieutenant,  7  August,  1850.     Commander,  16  July,  1862. 
Retired  list.     Died  19  September,  1874. 
Bryant,  Robert. 

Midshipman,  11  December,  1847.     Resigned  6  May,  1850. 
Bryant,  Seth  H. 

Mate,  39  December,  1863.    Resigned  13  May,  1865. 
Bryant,  Solon  A. 

Acting  Third  Assistant  Engineer,  17  August,  1863.     Honorably  discharged  2  De- 
cember, 1865. 
Bryant,  William  H. 

Mate,  11  October,  1861.  Acting  Ensign,  4  September,  1863.  Honorably  discharged 
8  October,  1868. 

Bryden,  James. 

Midshipman,  9  July,  1800.     Lost  in  the  "Insurgent.'" 

Bryer,  S.  G. 

Acting  Ensign,  2  June,  1864.     Resigned  13  April,  1865. 

Bryson,  Andrew. 

Midshipman,  1  December,  1837.  Passed  Midshipman,  39  June,  1848.  Master,  30 
January,  1851.  Lieutenant,  30  August,  1851.  Commander,  16  July,  1863.  Cap- 
tain, 35  July,  1866.  Commodore,  14  February,  1873.  Rear-Admiral,  35  March, 
1880. 

Bnbier,  John. 

Midshipman,  9  November,  1813.  Lieutenant,  18  January,  1825.  Commander,  8 
September,  1841.     Resigned  3  June,  1850. 

Bnbier,  S.  C.  V. 

Mate,  11  April,  1865.    Died  1  November,  1865. 

Buchanan,  Franklin. 

Midshipman  28  January,  1815.  Lieutenant,  13  January,  1825.  Commander,  8 
September,  1841.     Captain,  14  September,  1855.     Dismissed  22  May,  1861. 

Buchanan,  J.  li. 

Midshipman,  30  December,  1830.     Resigned  3  November,  1821. 

Buchanan,  John. 

Midshipman,  1  July,  1828.     Resigned  19  October,  1833. 

Buchanan,  I<.  A. 

Midshipman,  1  March,  1835.     Died  27  July,  1825. 
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Bucbanan,  McKeaii. 

Purser,  21  August,  182G.     Died  18  March,  1871. 

JBuchauan,  Thomas  McK. 

Acting  Midshipman,  1  October,  1851.  Midshij^man,  9  June,  1855.  Passed  Mid- 
shipman, 15  April,  1858.  Master,  4  November,  1858.  Lieutenant,  18  July,  1860. 
Lieutenant-Commander,  5  August,  1863. 

Buchanan,  T.  M. 

Midshipman,  3  November,  1818.  Lieutenant,  3  March,  1837.  Dismissed  30  Octo- 
ber, 1832. 

Buchanan,  W.  W. 

Surgeon,  6  October,  1800.     Discharged  4   August,  1801,  under   Peace  Establish- 
ment Act. 
Buchanan,  W.  W. 

Surgeon,  24  July,  1818.     Resigned  8  December,  1837. 
Buck,  Alonzo  P. 

Midshipman,  3  February,  1839.     Resigned  26  September,  1831. 
Buck,  Charles  H. 

Acting  Ensign,  12  October,  1864.    Honorably  discharged  15  September,  1865. 
Buck,  Charles  W. 

Acting  Master,  5  July,  1863.     Honorably  discharged  13  February,  1866. 

Buck,  Isaac. 

Acting  Third  Assistant  Engineer,  9  June,   1862.     Acting  Second  Assistant  Engi- 
neer, 11  May,  1865.     Honorably  discharged  21  August,  1865. 
Buck,  James. 

Mate,  30  July,  1863.     Died  1  November,  1865. 
Buck,  Joseph  W. 

Mate,  6  December,  1863.    Deserted  39  February,  1864. 

Buck,  Joshua  W. 

Acting  Third  Assistant  Engineer,  10  October,  1862.     Dismissed  14   October,  1864 

Buck,  Nicholas. 

Acting  Sailmaker,  6  September,  1839.    Died  16  June,  1848. 

Buck,  Richardson. 

Midshipman,  1  January,  1813.     Resigned  25  January,  1815. 
Buck,  William  F. 

Acting  Third  Assistant  Engineer,  4  June,  1864.     Appointment  revoked  1  Septem- 
ber, 1864. 
Buck,  William  T. 

Mate,  33  March,  1863.     Acting   Master,  36  May,  1863.     Ensign,  13  March,  1808. 
Master,  18  December,  1868.     Lieutenant,  21    March,  1870.     Died  30  July,  1874 
Buckelew,  Charles  H. 

Acting  Second  Assistant  Engineer,  17   August,   1864.     Honorably  discharged  32 
September,  1865. 
Buckholdt,  W. 

Acting  Master,  36  August,  1861.     Aj)pointment  revoked  31  July,  1863. 
Buckhont,  IVathan  W. 

Third  Assistant  Engineer,  28  October,  1862.     Second  Assistant  Engineer,  15  March, 
1864.     Resigned  29  June,  1865. 
Buckingham,  Benjamin  H. 

Midshipman,  21  July,   1865.     Graduated  4  June,   1809.     Ensign  12  July,  1870. 
Master,  13  July,  1871.     Lieutenant,  23  July,  1874. 
Buckinghanj,  IS.  BT. 

Acting  Second  Assistant  Engineer,  17  May,  1861.    Died  29  June,  1864. 
Buckless,  Henry. 

Acting  Master  and  Pilot,  1  February,  1865.     Appointment  revoked  2  June,  1865. 
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Bnckley,  James. 

Acting  Third  Assistant  Engineer,  30  September,  1862.     Dismissed  30  April,  1864. 
Bucfcley,  John  T. 

Acting  Third  Assistant  Engineer,  23  November,  1861.  Honorably  discharged  31 
March,  1868.  ^ 

Bnckley,  Joseph  D. 

Acting  Ensign,  10  December,  1863.    Honorably  discharged  35  November,  1865. 
Bnckley,  Thomas. 

Mate,  3  November,  1863.    Dismissed  9  May,  1864. 
Bnckley,  William  BT. 

Acting  Third  Assistant  Engineer,  19  October,  1864.  Honorably  discharged  31 
July,  1865.  ^ 

Bnckman,  A.lbion. 

Acting  Third  Assistant  Engineer,  3   November,  1863.     Acting  Second  Assistant 
Engineer,  6  January,  1865.     Honorably  discharged    8  August,  1865.     Acting 
Second  Assistant  Engineer,  20  November,  1866.    Mustered  out  14  May,  1868. 
Bnckner,  G.  I>. 

Acting  Assistant  Surgeon,  5  April,  1864.  Honorably  discharged  30  December, 
1865.  ' 

Bnckner,  William  P. 

Midshipman,  9  September,  1841.    Passed  Midshipman,  10  August,  1847.     Master, 
1  March,  1855.     Lieutenant,  14  September,  1855.     Retired  list,  4  September, 
1862.    Commander,  Retired  list,  4  April,  1867. 
Bndd,  Charles  A. 

Midshipman,  22  November,  1805.  Lieutenant,  18  June,  1814.  Died  15  March, 
1827. 

Bndd,  George. 

Midshipman,  23  November,  1805.      Lieutenant,  33  May,  1813.     Commander,  38 
March,  1830.    Died  3  September,  1837. 
Bndd,  Samnel  P. 

Third  Assistant  Engineer,  8  September,  1863.    Resigned  10  August,  1867. 
Bndd,  Thomas  A. 

Midshipman,  3  February,  1839.     Passed  Midshipman,  3  July,  1835.     Lieutenant,  8 
September,  1841.     Resigned  29  April,   1853.     Acting  Lieutenant,  13  May,  1861. 
Killed  in  action,  33  March,  1863. 
Bndd,  William. 

Acting  Master,  17  May,  1861.    Acting  Volunteer  Lieutenant,  9  May,  1863.    Acting 
Volunteer  Lieutenant-Commander,  5  November,  1864.     Honorably  discharged  6 
January,  1866.     Acting  Master,  14  November,   1867.     Mustered  out   25  June, 
1868. 
Bndson,  Joseph. 

Mate,  16  March,  1865.    Honorably  discharged  4  October,  1865. 
Buehler,  William  G. 

Third  Assistant  Engineer,  21  November,  1857.  Second  Assistant  Engineer,  8  Octo- 
ber, 1861.  First  Assistant  Engineer,  6  October,  1862.  Chief  Engineer,  10  No- 
vember, 1863. 

Bnel,  Richard  H. 

Third  Assistant  Engineer,  8  July,  1863.  Second  Assistant  Engineer,  15  February, 
1864.    Resigned  8  July,  1867. 

Bnel,  W.  F. 

Mate.     Appointment  revoked  3  February,  1864. 

Bnell,  James  W. 

Acting  Third  Assistant  Engineer,  18  June,  1864.     Dismissed  31  May,  1865. 

Bnell,  James  H^. 

Assistant  Surgeon,  30  November,  1872.    Resigned  1  September,  1876. 
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Buell,  Jeroiniali. 

Gunner,  16  August,  1841.     Dismissed  6  July,  1842. 
Buell,  Salmon  A. 

Midshipman,  1  February,  1847.     Resigned  5  August,  1850. 
Buflington,  Dilliam  J. 

Acting  First  Assistant  Engineer,   23   October,  1863.     Acting  Chief  Engineer,  25 
June,  1864.     Honorably  discharged  4  December,  1865. 

Buford,  Marons  B. 

Acting  Midshipman,  9  October,   1861.     Graduated  September,   1865.     Ensign,  1 
December,  1866.     Master,  13  March,  1868.     Lieutenant,  36  March,  1869. 
Buhner,  Albert. 

Mate,   20   November,  1861.      Acting   Ensign,   8   April,  1803.      Acting   Master,  4 
August,  1865.     Honorably  discharged  13  July,  1860. 

Bnlkley,  Charles. 

Midshipman,  31  October,  1799.     Discharged  under  Peace  Establishment  Act,  10 
July,  1801. 
Bulkley,  Henry  W. 

Third  Assistant  Engineer,  35  August,  1863.     Second  Assistant  Engineer,  30  Feb- 
ruary, 1864.     Resigned  14  October,  1865. 

Bnlkley,  J.  Henry. 

Acting  Assistant  Paymaster,  4   November,  1863.     Discharged   39  October,  1865. 
Passed  Assistant  Paymaster,  23  July,  i866.     Paymaster,  13  April,  1869.     Died  17 
January,' 1873. 
Bnlkley,  Jonathan. 

Midshipman,  3  January,  1800.     Discharged  10  July,  1801,  under  Peace  Establish- 
ment Act. 
Bnlkley,  William  F. 

Midshipman,  35   July,    1865.     Graduated   4   June,  1869.     Ensign,  13  July,  1871. 
Master,  3  July,  1873.     Resigned  30  June,  1878. 
Bull,  Benjamin  S. 

Acting  Third  Assistant  Engineer,  33   February,  1863.     Acting  Second  Assistant 
Engineer,  26  October,  1863.     Honorably  discharged  1  December,  1865. 
Bull,  Cornelius  W. 

Acting  Assistant  Paymaster,  15  April,  1804.    Discharged  18  October,  1865. 
Bull,  Frederick,  Jr. 

Third  Assistant  Engineer,  29  July,  1861.     Second   Assistant   Engineer,   20  May, 

1863.  Died  9  August,  1863. 
Bull,  George  H. 

Acting  Assistant  Surgeon,  17  April,  1865.     Resigned  30  June,  1865. 
Bull,  Ooold  H. 

Cadet  Engineer,  1  October,  1874.     Graduated  30  June,  1878. 
Bull,  James  II. 

:Midshipman,  25   July,  1866.     Graduated   7  June,    1870.     Ensign,    13  July,  1871. 
Master,  3  October,  1874. 
Bull,  William  R. 

Gunner,  11  May,  1799.     Resigned  20  January,  1800. 
Bullard,  Albert  F. 

Acting  Third  Assistant  Engineer,  6  July,  1863.     Honorably  discharged  6  January, 
1866. 
Bullard,  Joel  A. 

Third  Assistant  Engineer,  33  July,  1863.     Second  Assistant  Engineer,  15  February, 

1864.  Died  22  March,  1866. 
Bullard,  Joseph  A. 

JIate,  30  January,  1863.     Acting  Ensign,  31  August,  1863.     Acting  Master,  15  De- 
cember, 1864.     Honorably  discharged  26  August,  1865. 
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Bnllay,  Henry  J. 

Acting  Assistant  Paj-master,  18  October,  1861.     Resigned  14  December,  1864. 
Bullen,  Samuel. 

Midshipman,  3  July,  1779.     Discharged  under  Peace  Establishment  Act,  13  Octo- 
ber, 1801. 
Bullis,  William  U. 

Acting  Ensign,  15  October,  1863.     Acting  Master,  10  Seistember,  1863.    Appoint- 
ment revoked  26  January,  1864.     Acting  Ensign,  18  June,  1864.     Honorably  dis- 
charged 37  September,  1865. 
Bnlloch,  James  D. 

Midshipman,  21  June,  1839.  Passed  Midshipman,  3  July,  1845.  Master,  7  Janu- 
ary, 1853.     Lieutenant,  18  October,  1853.     Resigned  5  October,  1854. 

Bullis,  John. 

Surgeon's  Mate,  9  March,  1798.  Surgeon,  20  July,  1799.  Last  appearance  on 
Records  of  Navy  Department. 

Bnllus,  Oscar. 

Midshipman,  1  January,  1817.  Lieutenant,  3  March,  1827.  Commander,  16  May,- 
1848.  Reserved  list,  13  September,  1855.  Captain,  Reserved  list,  11  July,  1861. 
Commodore,  Reserved  list,  4  April,  1867.     Died  39  September,  1871. 

Bullns,  Robert  S. 

Midshipman,  1  January,  1818.    Resigned  18  May,  1825. 

Bnllns,  Samuel  H. 

Midshipman,  16  January,  1809.     Lieutenant,  24  July,  1813.    Resigned  38  April, 
1815. 
Bulson,  Samuel. 

Acting  Second  Assistant  Engineer,  5  November,  1863.     Honorably  discharged  13 
August,  1865. 
Bumgarner,  Jacob. 

Mate,  32  April,  1863.     Honorably  discharged  30  November,  1865. 

Bumpus,  fllsba  M. 

Acting  Third  Assistant  Engineer,  25  November,  1863.     Resigned  17  October,  1864. 

Bumpus,  Samuel  S. 

Mate,  3  March,  1864.     Honorably  discharged  SO  July,  1805. 

Bunberry,  M.  S. 

Lieutenant,  4  August,  1798.  Discharged  under  Peace  Establishment  Act,  10  July, 
1801.    Master,  15  September,  1813.     Resigned  7  October,  1813. 

Bnnce,  Benjamin. 

Third  Assistant  Engineer,  19  July,  1861.  Second  Assistant  Engineer,  18  Decem- 
ber, 1862.    Resigned  17  July,  1865. 

JBunce,  Francis  M.  ,  ,,. , 

Acting  Midshipman,  28  May,  1853.  Midshipman,  10  June,  1857.  Passed  Mid- 
shipman, 25  June,  1860.  Master,  34  October,  1800.  Lieutenant,  11  April,  1861. 
Lieutenant-Commander,  16  January,  1863.     Commander,  2  November,  1871. 

Bunce,  Israel  S,  ^.   ,  ^  -kt 

Mate,  13  November,  1861.  Acting  Ensign,  11  September,  1862.  Died  1  Novem- 
ber, 1862. 

Bunce,  Bicbard  G.  ,  .„„, 

Acting  Assistant  Paymaster,  34  July,  1863.     Resigned  8  February,  1864. 

Bunker,  Benjamin. 

Gunner,  31  November,  1838.     Dead. 

"  Acting'  Master,  36  April,  1862.  Acting  Volunteer  Lieutenant,  38  April,  1865. 
Honorably  discharged  8  November,  1865.  Acting  Master,  26  June,  1866.  Mus- 
tered out  7  December,  1868. 
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Bwnkei",  Horace  G. 

Mate,  20  Janiuiry,  18C3.     Acting  Ensign,  29  October,  1864.     Honorably  discharged 
25  November,  1S65. 
Bunker,  William. 

Boatswain,  26  August,  1861.     Died  20  March,  18(i.5. 
BiiMner,  Joltn  C. 

Midshipmiiu,  1  May,  1822.     Resigned  2G  March,  1827. 
Bunting,  James  II. 

Mate,  28  December,  1861.  Acting  Ensign,  12  March,  1863.  Honorably  discharged 
4  November,  1865.     Acting  Ensign,  5  July,  1866.     Discharged  12  October,  1867. 

Bnrbage,  Jobn  S. 

Acting  Second  Assistant  Engineer.     Resigned  3  March,  1863. 

Bnrbank,  Charles  H. 

Assistant  Surgeon,  9   May,    1861.     Passed   Assistant   Surgeon,  26  October,  1863. 
Surgeon,  24  August,  1864.     Medical  Inspector,  2  April,  1879. 
Burbier,  J.  A. 

Assistant  Surgeon,  3  December,  1861.     Resigned  11  June,  1865. 
Burch,  DeWitt. 

Surgeon's  Mate,  14  July,  1824.     Died  1  May,  1826. 
Burctaani,  George  !E. 

Carpenter,  10  August,  1861.    Died  6  February,  1873. 
Burchard,  Charles  M. 

Third  Assistant  Engineer,  1:7  December,  1861.     Second  Assistant  Engineer,  8  Sep- 
tember, 1868.    Resigned  36  July,  1865.     Acting  Second  Assistant   Engineer,  19 
December,  1866.    Mustered  out  33  October,  1869. 
Burchard,  Francis  C. 

Third   Assistant   Engineer,   8   September,    1868.     Second    Assistant  Engineer,  1 
August,  1866.    Retired  list,  24  April,  1877. 
Burchard,  Jabez. 

Acting  Third  Assistant  Engineer,  14  March,  1865.     Honorably  discharged  9  Janu- 
ary, 1868.     Second  Assistant  Engineer,    1    September,   1870.     Retired  list,  26 
October,  1874. 
Burchard,  tVilliam  A. 

Mate,  19  March,  1863.  Acting  Ensign,  26  June,  1864.  Honorably  discharged  28 
November,  1865. 

Bunctamore,  John  H. 

Acting  Third  Assistant  Engineer,  34  December,  1863.     Honorably  discharged  27 
October,  1865.    Acting  Third  Assistant  Engineer,  37  December,  1866.    Mustered 
out  38  April,  1869. 
Burchstead,  B.  B. 

Sailmaker,  5  April,  1821.     Died  11  December,  1838. 
Bnrcbstead,  Benjamin  B.  (3nd.) 

Sailmaker,  28  April,  1888.     Dismissed  7  May,  1855. 
Burd,  George  E. 

Cadet  Engineer,  1  October,  1874.     Graduated  20  June,  1878. 
Burdett,  Charles. 

Midshipman,  16  May,  1832.     Resigned  25  February,  1835. 
Burdlck,  William  £■. 

Cadet  Midshipman,  26  September,  1878.     Graduated  18  June,  1879. 
Bnrdine,  John. 

Acting  Sailmaker,  4  March,  1836.     Appointment  revoked  6  July,  1846. 
Burditt,  Henry  D. 

Mate,  5  June,  1863.  Acting  Ensign,  23  September,  1868.  Honorably  discharged 
13  Januaiy,  1866.  Acting  Ensign,  13  December,  1866.  Mustered  out  31  Decem- 
ber, 1868. 
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Bnrtlitt,   IVilliani. 

Acting  Boatswain,  7  January,  1850.    Gunner,  31  November,  1853.    Resigned 26  July, 
1864.     Acting  Master,  37  July,  1864.     Honorably  discharged  31  December,  1866. 
Re-instated  as  Gunner  from  31  November,  1853. 
Bnrgdorff,  Theodore  F. 

Cadet  Engineer,  1  October,  1873.     Graduated  31  June,  1875.     Assistant  Engineer, 
1  July,  1877. 
Biirge,  W.  J. 

Acting  Assistant  Surgeon,  35  January,  1862.    Honorably  discharged  14  January, 
1866. 
Burger,  Albert. 

Mate,  5  March,  1862.     Dismissed  14  November,  1863. 
Burger,  James  D. 

Midshipman,  34  April,  1813.     Dismissed  16  August,  1813. 
Burger,  Theodore  W. 

Acting  Assistant  Paymaster,  31  July,  1863.     Resigned  6  April,  1864. 
Burges,  TV.  H. 

Midshipman,  1  April,  1828.    Resigned  11  December,  1834. 

Burgess,  Francis. 

Acting  Master,  31  April,  1863.    Honorably  discharged  18  November,  1865. 

Burgess,  George  O. 

Acting  Assistant  Surgeon,  3  February,  1865.     Honorably  discharged  31  March, 
1866. 
Burgess,  Henry  C 

Acting  Assistant  Paymaster,  31  January,  1863.     Honorably  discharged  31  January, 
1866. 
Burgess,  William  D. 

Mate,  38  March,  1864.    Honorably  discharged  9  August,  1865. 

Burgoyne,  John  R. 

Acting  Third  Assistant  Engineer,  5  February,  1863.     Dismissed  17  November,  1863. 

Burgoyne,  lieonidas  B. 

Acting  Third  Assistant  Engineer,  19  April,  1864.  Acting  Second  Assistant  Engi- 
neer, 15  July,  1865.  Honorably  discharged  35  March,  1866.  Acting  Second  As- 
sistant Engineer,  19  December,  1866.     Mustered  out  22  August,  1869. 

Burhans,  Andrew. 

Acting  Third  Assistant  Engineer,  27  May,  1861.     Resigned  5  August,  1861. 

Burhans,  L,orenzo. 

Acting  Second  Assistant  Engineer,  17  May,  1861.     Resigned  27  June,  1861. 

Bnrlc,  Michael. 

Carpenter,  7  August,  1798.     Resigned  22  January,  1799. 

Burk,  Thomas. 

Sailmaker,  9  November,  1798.     Last  ajipearance  on  Records  of  Navy  Department. 

Burk,  William.  ,,     ^.    ^ 

Acting  Third  Assistant  Engineer,  16  December,  1863.  Honorably  discharged  4 
October,  1865. 

Burke,  DaTid.  ,.,     t    ,        ^  ., 

Acting  Third  Assistant  Engineer,  30  January,  1865.     Honorably  discharged  14 

April,  1868. 
Burke,  Edmund. 

Midshipman,  1  March,  1837.     Dismissed  17  June,  1830. 

Burke,  Edmund  C. 

Midshipman,  20  October,  1847.     Resigned  5  December,  1850. 

Bairke,  James. 

Carpenter,  36  August,  1873. 
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Burke,  Ricliard. 

Mate,  26  April,  1862.     Acting   Ensign,  20   January,  1863.     Acting   Master,  2  De- 
cember, 1863.     Resigned  17  May,  1865. 
Burke,  William  P. 

Mate,  29  May,  1862.     Acting  Ensign,  26  October,  1862.     Honorably  discharged  4 
October,  1866. 

Burke,  William  P. 

Boatswain,  7  June,  1867.     Appointment  revoked  20  December,  1870. 

Burkett,  George  W. 

Acting  Assistant  Paymaster,  25  September,  1863.     Resigned  17  December,  1864. 

Burkett,  Theodore  F. 

Acting  Third  Assistant  Engineer,  6  August,  1864.     Honorably  discharged  17  July, 
1865. 
Burkliead,  William  O. 

Acting  Second  Assistant  Engineer,  8   Noyember,  1863.     Resigned   21    November, 
1862. 
Burks,  Martin. 

Carpenter,  26  April,  1813.     Last  appearance  on  Records  of  Navy  Department. 

Burland,  James  A. 

Midshipman,  19  March,  1799.     Returned  his  Warrant  19  October,  1800. 
Burleigb,  I>.  C 

Acting  Assistant  Surgeon,  11  January,  1864.     Acting  Passed  Assistant  Surgeon,  25 
May,  1866.    Honorably  discharged  28  April,  1869.     Again  appointed  4  Decem- 
ber, 1873.     Passed  Assistant  Surgeon,  Retired  list,  30  June,  1879. 
Burley,  William. 

Midshipman,  9  November,  1813.     Dismissed  7  May,  1814. 
Burlingame,  Reuben  W. 

Acting  Third  Assistant  Engineer,  5  May,  1863.     Honorably  discharged  1  Decem- 
ber, 1865. 
Burlingame,  Wilson  I>. 

Mate,  7  June,  1864.     Resigned  17  March,  1865. 
Burlingham,  H.  D. 

Assistant  Surgeon,  18  July,  1861.     Passed  Assistant  Surgeon,  22  June,  1864.     Re- 
signed 31  May,  1865. 
Burnap,  George  J. 

Third  Assistant  Engineer,  13  May,  1861.     Second  Assistant  Engineer,  16  January, 
1863.    First  Assistant  Engineer,  1  January,  1865.     Chief  Engineer,  1  November, 
1879. 
Burner,  Charles  W. 

Mate,  7  June,  1864.     Acting  Ensign,  37  March,  1865.     Honorably  discharged  39 
June,  1865. 
Bnrnes,  Maria  J. 

Mate,  26  January,  1864.     Appointment  revoked  2  January,  1866. 
Burnet,  James  C. 

Mate,  18  April,  1863.     Appointment  revoked  24  December,  1863. 
Burnet,  John  C. 

Assistant  Paymaster,  21  December,  1869.     Passed  Assistant  Paymaster  38  Aut^uat 
1876.  °      ' 

Burnett,  Clarence  L,. 

Acting  Assistant  Paymaster,  17  December,  1861.     Honorably  discharged  20  April 
1SC6. 
Burnett,  James  G. 

Mate,  13  May,  1863.     Resigned  19  September,  1864. 
Burnett,  Jeremiah  C. 

Midshipman,   27   September,   1867.     Graduated   6   June,  1871.     Ensien  14  Julv 
1872.     Master,  2  July,  1875.  ^  '  ^' 
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Bnrnett,  J.  Olirer. 

Assistant  Surgeon,  2  December,  1858.    Retired  list,  21  June,  1863.    Dismissed  18 
February,  1865. 
Burnett,  ^Villiam  H. 

Acting  Assistant    Surgeon,    17    May,   1864.      Honorably  discharged  9  October, 

Bnrnhani,  Albion. 

Mate,  12  October,  18G3.    Honorably  discharged  5  October,  1865. 
Bnrnhani,  John  W. 

Acting  Carpenter,  34  March,  1880. 
Bnrniece,  William. 

Gunner,  20  December,  1847.     Died  21  January,  1867. 
Bnrns,  Charles  M. 

Acting  Assistant  Paymaster,  11  April,  1863.     Resigned  17  April,  1865. 
Burns,  James. 

Lieutenant,  29  October,  1798.     Resigned  2  January,  1803. 
Burns,  James. 

Acting  Master,  7  December,  1861.     Dismissed  33  December,  1861. 
Burns,  James  A. 

Acting  Second  Assistant  Engineer,  22  April,  1863.     Acting  First  Assistant  Engi- 
neer, 3  August,  1863.     Honorably  discharged  30  September,  1865. 
Burns,  James  TV. 

Acting  Ensign  and  Pilot.     Appointment  revoked  14  June,  1865. 
Burns,  Jerome. 

Acting  Carpenter,  11  June,  1863.     Honorably  discharged  38  October,  1865. 
Burns,  John. 

Gunner,  1  November,  1826.     Lost  in  the  "Ebrnet,"  September,  1829. 
Burns,  John. 

Acting  Third  Assistant  Engineer,  27  February,  1862.     Deserted  1874. 
Burns,  liCwis. 

Mate,  10  October,  1862.    Died  9  July,  1873. 
Burns,  Owen. 

Midshipman,  1  December,  1824.     Passed  Midshipman,  20  February,  1830.     Lieu- 
tenant, 8  April,  1834.     Reisigned  30  June,  1840. 
Burns,  Patrick. 

Acting  Third  Assistant  Engineer,  3   October,    1863.     Honorably  discharged  7 
August,  1865. 
Burns,  Robert. 

Mate,  15  December,  1864.    Died  20  November,  1866. 

Burns,  Thomas. 

Acting  Boatswain,  6  July,  1853.     Resigned  1  October,  1853. 

Burns,  Thomas. 

Acting  Ensign,  1  October,  1862.     Acting  Master,  30   May,  1864.     Honorably  dis- 
charged 5  September,  1865. 
Burns,  William  C 

Boatswain,  26  March,  1842.     Resigned  10  March,  1844. 
Burns,  William  H. 

Master's  Mate,  11  May,  1843.     Second  Master,  3  March,  1849.     Died  4  February, 
1851. 

Burnside,  Cameron. 

Assistant  Paymaster,  13  May,  1875.     Resigned  21  February,  1878. 

Burritt,  Harvey  H. 

Third  Assistant  Engineer,  13  August,  1861.     Second  Assistant  Engineer,  31  April, 
1863.    Resigned  23  September,  1865. 
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Burroughs,  Alonzo  C. 

Carpenter,  9  Marcli,  1878. 
Burrouglis,  Daniel  W. 

Mate,  7  December,  1864.  Honorably  disoharged  1  December,  1865.  Mate,  8  De- 
cember, 1869.  Resigned  3  December,  1871.  Gunner,  8  December,  1871.  Di«! 
16  March,  1879. 

Burroughs,  Orson. 

Acting  Second  Assistant  Engineer,  31  November,  1862.     Appointment  revoked  39 
June,  1864. 
Burrow,  Walter  P. 

Third  Assistant  Engineer,  36  June,  1856.     Dismissed  17  May,  1860. 

Burrows,  George  IV. 

Acting  First  Assistant  Engineer,  17  June,  1864.     Honorably  discharged  3  Novem- 
ber, 1865. 
Burrows,  Gustavus  H. 

Acting  Ensign,  10  September,  1864.     Resigned  30  April,  1865. 

Burrows,  J.  F. 

Mate,  36  June,  1863.    Appointment  revoked  19  November,  1863. 

Burrows,  John. 

Boatswain,  4  December,  1849. 
Burrows,  Stephen  H. 

Mate,  9  April,  1864.     Appointment  revoked  13  May,  1864. 

Burrows,  Thomas. 

Midshipman,  33  May,  1798.  Discharged  13  August,  1801,  under  Peace  Estab- 
lishment Act. 

Burrows,  Thomas. 

Purser,  39  December,  1817.    Died  13  October,  1831. 

Burrows,  William. 

Midshipman,  10  November,  1799.  Lieutenant,  19  March,  1807.  Killed. in  action 
5  September,  1813. 

Bursley,  Ira. 

Acting  Ensign,  3  March,  1864.     Acting  Master,  5  November,  18C4.     Honorably  dis- 
charged 21  September,  1865. 
Burt,  Charles  H. 

Acting  Third  Assistant  Engineer,  35  March,  1863.     Acting  Second  Assistant  En- 
gineer, 3  October,  1863.     Honorably  discharged  26  October,  1865. 
Burt,  Cramer. 

Purser,  1  June,  1861.    Retired  list,  15  September,  1863.     Died  1869. 
Burl,  E.  C. 

Mate.     Resigned  7  July,  1863. 
Bui't,  George  A. 

Mate,  9  September,  1864.     Resigned  37  May,  1865. 
Burt,  John  O. 

Assistant  Surgeon,  1  July,  1861.     Resigned  11  November,  1863. 
Burt,  BTelson. 

First  Assistant  Engineer,  15  November,  1837.     Resigned  30  October,  1839. 
Burtis,  Arthur,  Jr. 

Assistant  Paymaster,  14  July,  1863.     Paymaster,  4  May,  1866. 
Burton,  Rufus. 

Acting  Third  Assistant  Engineer,  33  October,   1863.     Honorably  discharged  19 
September,  1865. 
Burton,   William. 

Gunner,  26  July,  1837.     Died  31  May,  1853. 
Burton,  Willinni  H. 

Mate,  10  September,  1864.     Honorably  discharged  27  August,  1865. 
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Biirts,  Robert. 

Midshipman,  31  May,  1833.     Died  33  December,  1839. 
Bnrtt,  John  li. 

Assistant  Surgeon,  30  May,  1844.     Dismissed  3  September,  1858. 
Burwell,  George  E. 

Acting  Second  Assistant  Engineer,  33  November,  1864.     Honorably  discharged  1 
April,  1868. 
Biirwell,  W.  T. 

Jlidshipman,  37  September,  1841.     Resigned  30  May,  1843. 
Burwell,  William  T. 

Acting  Midshipman,   30   September,   1863.     Graduated   June,  18C0.     Ensign,  13 
March,  1868.     Master,  36  March,  1869.     Lieutenant,  31  March,  1870. 
Bnsbee,  Perrin. 

Midshipman,   33  September,   1867.     Graduated   6   June,    1871.     Ensign,  14  July, 
1873.     Master,  13  May,  1875. 
Bvisbee,  Qnentin. 

Purser,  37  April,  1846.     Resigned  31  February,  1848. 
Basil,  Charles  Cr. 

Midshipman,  11  January,  1833.     Resigned  33  September,  1833. 
Bush,  Joseph. 

Midshipman,  30  Ajsril,  1798.     Discharged  under  Peace  Establishment  Act,  13 
October,  1801. 
Bush,  Peter  A. 

Midshipman,  36  May,  1813.     Dismissed  28  December,  1813. 
Bush,  Philip  A. 

Midshipman,  16  January,  1809.     Resigned  36  May,  1810. 
Bnsher,  Moses. 

Master,  17  July,  1812.     Dismissed  6  March,  1813. 
Bushnell,  Eben. 

Purser,  31  August,  1799.     Died  3  August,  1800. 

Bnshong,  Israel. 

Acting  Assistant  Surgeon,  31  October,  1863.     Resigned  3  April,  1865. 

Bushnell,  Edward  A. 

Acting  Third  Assistant  Engineer,  18  October,  1861.     Honorably  discharged  30 
December,  1865. 
Butland,  Francis. 

Boatswain,  11  February,  1871. 
Butler,  Edward  A. 

Mate,  5  March,  1863.     Acting  Ensign,  8  June,   1864.     Honorably  discharged  15 
November,  1865. 

Butler,  George  H. 

Acting  Assistant  Surgeon,  9  January,  1864.     Acting  Passed  Assistant  Surgeon,  17 
August,  1866.     Honorably  discharged  13  November,  1868. 

Butler,  Henry  S. 

Midshipman,  15  May,  1799.     Resigned  6  August,  1800. 

Butler,  H.  Vincent. 

Mate,  13  February,  1863.     Appointment  revoked  14  May,  1864. 

Butler,  James. 

Sailmaker,  39  March,  1800.     Died  37  July,  1801. 

Butler,  James  li. 

Midshipman,  11  April,  1848.     Resigned  18  December,  1848. 

Butler,  John. 

Surgeon's  Mate,  38  April,  1804.     Resigned  1  May,  1809. 

Butler,  John. 

Acting  Ensign,  14  February,  1863.     Dismissed  33  March,  1864. 
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Butler,  John  F. 

Acting  First  Assistant  Engineer,  9  January,  1863.     Honorably  discharged  26  Oc- 
tober, 1865. 
Butler,  John  H. 

Mate,  6  June,  1862.     Dismissed  6  February,  1863. 

Butler,  John  J. 

Acting  Ensign,  18  December,   1862.    Acting  Master,  15   December,  1864.     Hon- 
orably discharged  18  September,  1865. 

Butler,  John  M. 

Mate,  3   January,  1862.     Acting   Master,   8  May,  1862.     Honorably  discharged  1 
June,  1868. 

Butler,  John  O. 

Carpenter,  5   May,  1837.     Resigned   16  February,  1839.     Carpenter,  22   October, 
1841.     Died  29  September,  1862. 
Butler,  Jonathan  \V. 

Acting  Ensign,  24  September,  1863.    Resigned  32  June,  1864. 
Butler,  Joseph  C 

Mate,  30  July,  1862.     Dropped  6  September,  1863. 

Butler,  Joseph  £■. 

Third  Assistant  Engineer,  19  March,  1858.     Second  Assistant  Engineer,  1  Decem- 
ber, 1860.     Died  14  September,  1863. 
Butler,  lievi  T. 

Mate,  15  July,  1864.     Appointment  reyoked  6  August,  1864. 
Butler,  Richard. 

Master,  28  April,  1801.    Resigned  4  June,  1803.    Master,  34  June,  1808.    Dismissed 
15  February,  1808. 
Butler,  ISaniuel. 

Gunner,  6  December,  1824.     Resigned  21  September,  1825. 
Butler,  Silas. 

Purser,  29  December,  1817.     Died  9  April,  1837. 
Butler.  S.  P. 

Acting  Ensign,  13  January,  1863.     Deserted  31  March,  1863. 

Butler,  Sprague  J. 

Acting  Ensign.     Resigned  9  February,  1864. 
Butler,  'William. 

Midshipman,  4  January,  1800.     Resigned  5  March,  1807. 
Butler,  William. 

Surgeon's  Mate,  10  December,  1814.    Resigned  6  June,  1820. 
Butler,  William  S. 

Midshipman,  18  February,  1802.     Lieutenant,  6   May,  1808.     Last  appearance  on 
Records  of  Navy  Department. 

Butler,  Winthrop. 

Acting  Assistant  Surgeon,  25  April,  1862.     Honorably  discharged    22   November 
1865. 
Butman,  John  H. 

Acting  Ensign,  3  September,  1862.     Appointment  revoked  20  February,  1864. 
Butt,  James  H. 

Midshipman,  25  July,  1866.     Graduated  June,  1870.     Ensign,  13  July,  1871. 
Butt,  J.  B. 

Mate,  1  February,  1863.     Resigned  12  October,  1871. 

Butt,  Thomas  V. 

Carpenter,  4  November,  1852.    Died  22  May,  1857. 
Butt,  Walter  B. 

Acting  Midshipman,  20   September,  1855.     Midshipman,  9  June,   1859      Passed 
Midshipman,  31  August,  1861.     Dismissed  5  October,  18G1. 
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Bntterfleld,  George. 

Midshipman,  30  January,  1833.    Resigned  8  July,  1833.    Midshipman,  8  October, 
1833.    Dismissed  3  July,  1836. 
Bntferworth,  James. 

Third  Assistant  Engineer,  38  May,  1861.     Second  Assistant  Engineer,  29  October, 
1863.    First  Assistant  Engineer,  35  July,  1866. 
Bnttman,  Jnlins. 

Mate,  23  June,  1863.    Resigned  33  November,  1863. 
Bntts,  Moses  P. 

Mate,  39  August,  1864.    Honorably  discharged  4  October,  1868. 
Butts,  William  I>. 

Acting  Third  Assistant  Engineer,  25  August,  1863.     Honorably  discharged  1  Sep- 
tember, 1865. 
Buxton,  James  D. 

Acting  Master,  7  October,  1861.     Appointment  revoked  7  March,   1863.     Acting 
Ensign,  18  October,  1862.     Appointment  revoked  10  June,  1863. 
Buxton,  Tliomas  S. 

Acting  Boatswain,  19  November,  1850.     Dismissed  36  May,  1851. 
Bjers,  DaTid. 

Midshipman,  30  April,  1800.     Resigned  14  July,  1801. 
Byers,  Josiah  S. 

Midshipman,  19  October,  1841.     Resigned  13  August,  1849. 

Byland,  James  B. 

Acting  Third  Assistant  Engineer,  9  June,  1863.     Honorably  discharged  30  Novem- 
ber, 1865. 
Byles,  Ten  Eyck. 

Third  Assistant  Engineer,  3  August,  1855.     Second  Assistant  Engineer,  31  July, 
1858.    Resigned  35  October,  1858. 
Byram,  Sydney  W. 

Mate,  7  June,  1864.     Honorably  discharged  3  December,  1865. 

Byrens,  Allen  T. 

Midshipman,  36  February,  1841.     Passed  Midshipman,  10  August,  1847.     Dropped 
13  September,  1855.     Lieutenant,  15  September,  1855.     Died  14  February,  1860. 

Byrd,  John  D. 

Midshipman,  16  February,  1814.     Resigned  15  July,  1834. 

Byrn^  William  H. 

Acting  Assistant  Paymaster,  31  March,  1863.     Honorably  discharged  4  December, 
1865. 
Byrne,  Edmund. 

Midshipman,   1    February,  1814.     Lieutenant,   18  January,  1835.     Commander,  8 
September,  1841.     Died  17  October,  1850. 

Byrne,  Gerald. 

Lieutenant,  17  June,  1799.     Discharged  14  April,  1801. 

Byrne,  James. 

Acting  Second  Assistant  Engineer,   27  November,  1861.     Resigned  13  March, 

1863. 
Byrne,  John  J. 

Sailmaker,  11  January,  1875. 

Byrnes^  James  C. 

Assistant  Surgeon,  3  November,  1876. 

Byrnes,  William  A. 

Mate  4  October,  1862.     Aotiug  Ensign,  31  October,  1863.    Honorably  discharged 
34  November,  1865. 
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(aboil,  Arthur  G. 

Assistant  Surgeon,  14  February,  1876. 
(  :ii!>5e,  Charles  A. 

Acting  Assistant  Paymaster,  1  September,  1863.     Mustered  out  21  November,  1865. 
Assistant  Paymaster,  23  July,  1866.     Resigned  5  December,  1860. 
t'ssbles,  George. 

Acting  Master,  18  December,  1861.     Honorably  discharged  C.  7.;.,r(li,  1866. 
C'adieii,  Charles  H. 

Acting  Ensign,  8  July,  1863.     Acting  Master,  5  September,  1864.     Acting  Volun- 
teer Lieutenant,  10  July,  1865.     Honorably  discharged  18  November,  1865. 
Ciidle,  John. 

Surgeon's  Mate,  24  July,  1818.     Surgeon,  37  March,   1818.     Last  appearance  on 
Records  of  Navy  Department,  1822.     Dead. 
Caclwallader,  H. 

Appointed  Midshipman,  13  December,  1838.     Passed  Midshipman,  8  July,  1839. 
Died  27  July,  1844. 
Cadivallader,  Rowland. 

Acting  Assistant  Surgeon,  1  October,  1862.     Resigned  2  February,  1865. 
Cad  well,  James  D. 

Acting  Third  Assistant  Engineer,  9  January,  1862.     Honorably  discharged  4  Janu- 
ary, 1866. 
Cady,  Henry  A. 

Acting  Third  Assistant  Engineer,  1  March,  1863.     Acting  Second  Assistant  Engi- 
neer, 27  May,  1864.    Honorably  discharged  20  November,  1865. 
Cady,  Horatio  IS. 

Appointed  Midshipman,  4  March,  1823.     Dismissed  8  June,  1831. 
Caflin,  Ijawreiice  M. 

Acting  Third  Assistant  Engineer,  6  January,   1865.     Honorably  discharged    1 
November,  1865. 

Caliill,  Edward  J. 

Acting  Third  Assistant  Engineer,  14  April,    1864.     Honorably   discharged   28 
August,  1865. 
Caliill,  John. 

Carpenter,  8  July,  1837.     Died  24  July,  1858. 
Cahill,  John. 

Acting  First  Assistant  Engineer,  9  October,  1862.     Resigned  8  May,  1864. 
Cahill,  Joseph  N. 

Third  Assistant  Engineer,  21  July,  1858.     Second  Assistant  Engineer,  17  January, 
1861.    First  Assistant  Engineer,  17  March,  1868.     Killed  15  April,  1864. 
Cahoon,  Benjamin  G. 

Mate,  21   August,  1862.    Acting  Ensign,  20  July,  1863.     Appointment  revoked 
(Sick,)  26  March,  1864. 
Cahooue,  J.  Benjamin. 

Purser,  12  November,  1830.     Retired  list,  21  December,  1801.     Pay  Director  Re- 
tired List,  3  March,  1871.    Died  27  July,  1873. 
Cain,  John,  Jr. 

Acting  Midshipman,  4  October,  1851.     Midshipman,  10  June,  1854.     Died  12 
August,  1855. 

Cain,  Robert. 

Mate,  6  June,  1868.    Resigned  81  July,  1868. 
Calden,  AlTin  R. 

Acting  First  Assistant  Engineer,  22  July,  1863.    Honorably  discharged  15  No- 
vember, 1865. 
Calder,  George. 

Appointed  Midshipman,  29  June,  1798.     Resigned  23  March,  1N02, 
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Calder,  George- 
Appointed  Master,  7  April,  1803.     Resigned  26  November,  1804. 
Caldwell,  Albert  Gallatin. 

Midshipman,  23  September,  1861.     Graduated  22  November,  1864.     Ensign,  1  No- 
vember, 1866.     Master,  1  December,  1866.     Lieutenant,  12  Marcli,  1868.     Lieu- 
tenant-Commander,      Marcb,  1869. 
Caldwell,  C.  H. 

Appointed  Mids       man,     September,  1811.     Lieutenant,  5  March,  1817.     Died  9 
August,  1831. 
Caldwell,  C.  H.  B. 

Midshipman,  27  February,  1838.     Passed  Midshipman,  30  May,  1844.     Master,  13 
October,  1851.     Lieutenant,  4  September,  1853.     Commander,  16  July,  1862. 
Captain,  12  December,  1867.     Commodore,  14  June,  1874.     Died  30  November, 
1877. 
Caldwell,  George  W. 

Acting  Third  Assistant  Engineer,  7  March,  1864.     Honorably  discharged  28  Sep- 
tember, 1865. 
Caldwell,  Henry  C. 

Assistant  Surgeon,   17  October,  1853.     Passed  Assistant  Surgeon,  13  May,  1858. 
Died  1  December,  1859. 
Caldwell,  James  K. 

Appointed  Midshipman,  22  May,  1798.     Lieutenant,  1  November,  1800.     Killed  in 
action  7  August,  1804. 
Caldwell,  liafayette. 

Third  Assistant  Engineer,  20  February,  1647.    Resigned  13  June,  1849. 

Caldwell,  R.  Af. 

Midshipman,  9  September,  1847.    Dismissed  16  June,  1855. 

Caldwell,  Thomas. 

Appointed  Master,  33  April,  1814.     Resigned  24  July,  1815. 

Caldwell,  William,  Jr. 

Acting  Ensign,  28  August,  1863.     Honorably  discharged  1  August,  1865. 

Caldwell,  W.  M. 

Appointed  Master,  21  March,  1813.     Lieutenant,  27  April,  1816.     Died  16  Decem- 
ber, 1825. 

Caldwell,  W.  M. 

Jlidshipman,  10  October,   1835.      Passed   Midshipman,  23  June,   1841.     Master, 
36  September,  1847.     Lieutenant,  35   July,  1848.     Resigned  10  October,  1850. 

Caleb.  John. 

Acting  Master,  26  August,_1861.     Appointment  revoked  (Sick,)  17  February,  1863. 

Calhoon,  Adam  K. 

Acting  First  Assistant  Engineer,  24  February,   1864.     Honorably  discharged  4 
October,  1865. 

Calhoun,  George  A. 

Midshipman,  31   July,  1866.     Graduated  7  June,   1870.     Ensign,  13  July,   1871. 
Master,  8  November,  1873.     Lieutenant,  1  November,  1879. 

Calhoun,  James  Edward. 

Appointed  Midshipman,  30  May,  1816.     Lieutenant,  28  April,  1836.     Resigned  11 
November,  1833. 

Calhoun,  Robert  H. 

Appointed  Midshipman,  1  November,  1838.     Resigned  31  January,  1830. 

Calhoun,  William  li.  .    ,         ■,  o 

Acting    Second   Assistant  Engineer,  5  August,   1864.      Honorably  discharged  3 
October,  1865. 

Calkins,  Carlos  G.  ..    t,     .o,,o 

Midshipman,  34  June,  1867.     Graduated   6  June,   1871.     Ensign,  14  July,  1872. 
Master,  1  July,  1875. 
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Calkins,  James  B. 

Acting  Assistant  Surgeon,  7  December,  ISGl.     Kesigncd  30  June,  1863. 

Call,  William  R. 

Acting  Third  Assistant  Engineer,  5  October,  1803.     Acting   Second   Assistant 
Engineer,  9  January,  1865.     Resigned  29  Marcli,  1865. 

Callaban,  Josepli, 

Acting  Third  Assistant  Engineer,  18  February,  1864.     Honorably  discharged  24 
August,  1865. 

Callaher,  Eugene. 

Acting  Third  Assistant  Engineer,  1   October,  1863.      Acting   Second  Assistant 
Engineer,  16  July,  1863.     Dismissed  29  September,  1864. 

Callan,  Jerome. 

Appointed  Midshipman,  4  March,  1823.     Passed  Midshipman,  23  March,  1829. 
Lieutenant,  3  March,  1831.     Died  29  June,  1834. 

Callan,  Peter  A. 

Assistant  Surgeon,  35  March,  1868.     Resigned  1  March,  1872. 

Callander,  A.  F. 

Mate,  26  November,  1869.     In  Service. 
Callaway,  lieopold. 

Acting  Third  Assistant  Engineer,  27  June,  1864.     Honorably  discharged  4  Pebru- 
rary,  1869. 
Callender,  Elliot. 

Assistant  Ensign,  1  October,  1863.     Resigned  18  February,  1864. 

Calliss,  Cleon. 

Appointed  Midshipman,  28  June,  1804.     Resigned  3  August,  1805. 

Calvert,  Cecil  A. 

Acting  Ensign,  17  January,  1864.     Honorably  discharged  27  September,  1865. 

Calvert,  Tliomas. 

Appointed  Lieutenant,  4  September,   1798.      Discliarged  15   April,   1801,   under 
Peace  Establishment  Act. 
Cambreling,  J.  P. 

Appointed   Midshipman,    18   June,    1813.       Lieutenant,   28   March,    1820.      Last 
appearance  on  Records  of  Navy  Department,  1821.     Frigate  •'  Constellation." 
Cambridge,  W.  E. 

Appointed  Midshipman,  6  March,  1815.     Last  ajipearance  on  Records  of  Navy 
Department,  15  August,  1820. 
Cameron,  Charles. 

Mate,  7  March,  1864.     Resigned  11  May,  1865. 
Cameron,  Daniel. 

Appointed  Midshipman,  17  January,  1826.     Resigned  16  November,  1831. 
Cameron,  Kobert. 

Acting  Chief  Engineer,  13  June,  1863.     Appointment  revoked,  9  October,  1863. 
Cameron,  Robert. 

Mate,  22  April,  1863.    Died  at  Naval  Hospital,  Memphis,  Tennessee,  29  June,  1863. 
Cameron,  Robert  H. 

Mate,  24  January,  1863.     Acting  Ensign,  5  Septemtjer,  1863.    liesigned  19  August 
1864.     Sick.  "^ 

Camfleld,  Thomas. 

Acting  Third  Assistant  Engineer,  11  February,  1865.     Honorably  discharged  16 
November,  1865.     Acting  Third  Assistant  Engineer,  4  March,  1867     Mustered 
out  37  August,  1868. 
Cammett,  Warren  S. 

Mate,  6  July,  1863.    Appointment  revoked  9  November,  1864. 
Camp,  Jr.,  Benjamin  F. 

Assistant  Paymaster,  23  September,  1861.     Resigned  29  August,  1863. 
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Caiup,  Joltn  G. 

Appointed  Midshipman,  15  November,  1809.     Resigned  25  May   1811. 
Campbell,  Albert  B. 

Third  Assistant  Engineer,  26  August,  1859.     Second  Assistant  Ent^ineer  26  Octo 
ber,  1861.     Resigned  5  May,  1863.  °  ' 

Campbell,  Alexander. 

Acting  Third  Assistant  Engineer,    1    October,  1863.     Acting  Second  Assistart 
Engineer,  3  July,  1864.     Honorably  discharged  6  November,  1865. 
Campbell,  A.  S. 

Appointed  Midshipman,  1  January,  1812.     Lieutenant,  5  March,  1817      Died  '^ 
June,  1836. 

Campbell,  Alexander  I>. 

Acting  Ensign,  19  August,  1862.     Honorably  discharged  10  October,  1867. 
Campbell,  Charles. 

Surgeon,  24  July,  1813.    Resigned  14  July,  1814. 
Campbell,  Charles  W. 

Mate,  17  September,  1861.     Dismissed  22  October,  1863. 
Campbell,  Daniel  A. 

Acting  Master,  21   August,  1861.     Recommendation  of  Commanding  Officer,  17 

August,  1864.    Honorably  discharged  1  December,  1865. 
Campbell,  Eben. 

Appointed  Midshipman,  25  June,  1814.     Last  appearance  ou  Records  of  Navy 

Department,  4  March,  1815.     Drowned. 

Campbell,  Francis  I>. 

Mate,  24  December,  1862.     Resigned  8  August,  1863.     Acting  Ensign,  14  June, 
1864.    Resigned  29  November,  1864. 

Campbell,  George  C. 

Mate,  11  October,  1861.     Acting  Ensign,  6  October,  1863.     Honorably  discharged 
9  April,  1868. 

Campbell,  II.  G. 

Appointed  Commander,  27  July,  1799.     Captain,    16  October,   1800.    Died    11 
November,  1820. 

Campbell,  James. 

Appointed  Midshipman,  30  November,  1814.     Last  appearance  on  Records  of 
Navy  Department,  1815.     Sloop  "  JSrie." 

Campbell,  James. 

Appointed  Lieutenant,  20  September,  1799.     Discharged  8  July,  1801,  under  Peace 
Establishment  Act. 

Campbell,  James. 

Acting  Third  Assistant  Engineer,  28  June,  1862.    Honorably  discharged  26  May, 
1868. 
Campbell,  James  C. 

Appointed  Midshipman,  29  December,  1840.    Resigned  7  July  "842. 

Campbell,  James  E. 

Mate,  29  November,  1863.    Appointment  revoked,  17  September,  1864.     Sick. 

Campbell,  Joseph. 

Acting  Third  Assistant  Engineer,  22  July,  1864.     Dropped  13  August,  1864. 

Campbell,  liOudon. 

Third  Assistant  Engineer,  21  July,  1858.     Second  Assistant  Engineer,  17  January, 

1861.  Resigned  6  May,  1861. 

Campbell,  Marshal  C. 

Midshipman,  5  February,  1850.     Passed  Midshipman,  20  June,  1856.     Master,  23 
January,  1858.    Lieutenant,  23  January,  1858.     Lieutenant-Commander,  16  July, 

1862.  Died  23  February,  1865. 

Campbell,  ST.  L 

Acting  Assistant  Surgeon,  1  November,  1861.     Acting  Past  Assistant  Surgeon,  30 
March,  1865.     Honorably  discharged,  32  March,  1869. 
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Campbell,  Robei'i!. 

Acting  Gunner,  15  Juno,  1CG4.     Ilonombly  discliarged  9  August,  1865. 

Campbell,  Thomas. 

Acting  Third  Assistant  Engineer,  4  September,  1863.     Honorably  discliarged  31 
May,  18C6. 
Campbell,  William. 

Appointed  Midshipman,  16  January,  1809.     Died  October,  1810. 

Campbell,  William. 

Acting  Third  Assistant  Engineer,  37  May,  1861.     Resigned  21  December,  1861. 
Acting  Second  Assistant  Engineer,  9  May,  1863.     Acting  First  Assistant  Engi- 
neer, 14  February,  1865.     Honorably  discharged,  13  March,  1866. 
Campbell,  William  O. 

Mate,  8  September,  1863.    Acting  Ensign,  13  October,  1863.     Resigned  18  Janu- 
ary, 1866. 
Campbell,  William  H. 

Acting  Assistant  Surgeon,  10  November,  1863.     Resigned  9  June,  1864. 
Campbell,  William  H. 

Appointed  Midshipman,  30  May,  1816.     Lieutenant,  28  April,  1826.     Died  6  Sep- 
tember, 1839. 
Campbell,  William  J. 

Appointed  Midshipman,  38  October,  1799.     Resigned  7  April,  1803. 
Campbell,  W.  P.  A. 

Midshipman,  14  December,  1847.     Past  Midshipman,  10  June,  1853.     Master,  15 
September,  1855.     Lieutenant,  16  September,  1855.    Dismissed  19  September, 
1861. 
Cana,  Frederick. 

Appointed  Gunner,  4  October,  1805.     Resigned  21  November,- 1808. 
Canady,  Kenjamin. 

Acting  Second  Assistant  Engineer,  29  November,  1863.     Resigned  33  July,  1863. 
Canaday,  Jeremiab. 

Mate,  33  April,  1864.     Appointment  revoked  18  May,  1865.     Sick. 
Canaga,  Alfred  It. 

Cadet  Engineer,  1  October,  1873.     Graduated  30  May,  1874.     Assistant  Engineer, 
36  February,  1875.     In  service. 
Caiifleld,  Francis  A. 

Third  Assistant  Engineer,  31  May,  1853.     Resigned  30  April,  1856. 
Canfleld,  John  P. 

Mate,  16  June,  1864.     Resigned  6  July,  1865. 
Canfleld,  Richard. 

Acting  Ensign,  11  July,  1863.     Acting  Master,  9  June,   186S.     Honorably  dis- 
charged 4  September,  1866. 
Canfield,  William  C. 

Cadet  Midshipman,  33  September,  1873.     Graduated  4  June,  1880. 
Cann,  J.  E. 

Assistant  Paymaster,  14  July,  1870.     Passed  Assistant  Paymaster    33   October 
1878.  ' 

Cannedy,  P.  F. 

Appointed  Midshipman,   4  March,   1833.     Passed  Midshipman,   33  May    1829 
Lieutenant,  31  December,  1833.     Died  3  January,  1884. 
Cannell,  Charles  A. 

Appointed  Midshipman,  1  June,  1838.     Lost  on  "-F/orjici,"  10  September  1829. 
Caniiiisf?,  .'F'^sf'inlj  C. 

Acting  Asvibtjut  Paymaster,  3  August,  1861.     Honorably  discharged  31  May,  1866. 
Canning,  William  P. 

Surgeon's  Mate,  7  May,  1844.     Died  7  April,  1845. 
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Cannon,  Cbarles  A. 

Appointed  Midshipman,  9  June,  1811.    Resigned  30  January,  1813. 
Cannon,  Charles  A. 

Acting  Ensign,  9  August,  1864.     Honorably  discharged  14  November,  1865. 
Cannon,  C.  C. 

Midshipman,  7  April,  1847.     Dropped  25  July,  1853. 
Cannon,  Charles  O. 

Appointed  Midshipman,  30  October,  i799.     Discharged  13  October,  1801,  under 
Peace  Establishment  Act. 
Cannon,  John. 

Mate,  31  August,  1863.    Acting  Ensign,  3  June,  1864.    Died  1 6  July,  1865,  on 


Cannon,  John  11. 

Appointed  Boatswain,  8  May,  1802.     Last  appearance  on  Records  of  Navy  Depart- 
ment, 18  July,  1807. 

Cannon,  <Tohn  S. 

Appointed  Midshipman,  26  February,  1814.    Dismissed  31  December,  1828. 
Cannon,  Joseph  S. 

Appointed  Master,  16  January,  1829.     Dismissed  81  December,  1829. 
Cannon,  liOring. 

Mate,  33  Jannary,  1863.     Honorably  discharged  19  May,  1865. 
Cannon,  Thomas  S. 

Acting  Ensign,  31  November,  1864.    Honorably  discharged  1  August,  1865 
Cannon,  William.  E. 

Mate,  30  May,  1863.     Honorably  discharged  10  January,  1866. 
Capen,  William  H. 

Acting  Third  Assistant  Engineer,  2  November,  1861.     Honorably  discharged  0 
March,  1866. 

Capers,  William  H. 

Appointed  Midshipman,  37  March,  1833.     Resigned  20  December,  1834. 

Caperton,  William  B. 

Midshipman,  13  June,  1871.    Graduated  20  June,  1876.    Ensign,  3  August,  1877. 

Carhery,  Henry. 

Purser,  9  April,  1804.     Resigned  23  May,  1804. 

Cardella,  B.  F. 

Acting  Ensign,  1  October,  1862.     Resigned  24  October,  1862. 

Carels,  Joseph  H. 

Acting  Assistant  Paymaster,  21  July,  1863.     Appointment  revoked  11  July,  1803. 
Sick. 
Carey,  George  T. 

Mate,  38  August,  1863.    Honorably  discharged  1  November,  1868. 

Carey,  John. 

Acting  Third  Assistant  Engineer,  7  October,  1864.    Honorablv  discharged  1  Sep- 
tember, 1865. 

Carey,  Joseph  W. 

Mate,  38  January,  1863.    Appointment  revoked  14  March,  1863. 

Carey,  Miles. 

Appointed  Midshipman,  13  March,  1839.     Dropped  in  1840 

Carey,  Richard. 

Appointed  Midshipman,  3  July,  1801.     Discharged   10  November,  1801,  under 
Peace  Establishment  Act. 

Carey,  Bobert  H.  „,,,.,, 

Mate,  23  August,  1861.    Actiag  Ensign,  24  October,  1863.     Honorably  discharged 
18  December,  1868. 
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Carey,  Stephen  M. 

Mate,  20  July,  1863.     Accidentally  killed  on  ''Dragon,"  23  Axiril,  1864. 

Carleton,  Jolin. 

Appointed  Master,  4  July,  i815.     Died  13  August,  1847. 

Carley,  IVllIiam  ». 

Mate,  13  September,  1864.    Honorably  discharged  34  October,  1865. 

Carlln,  Janiei^  W. 

Midshipman,  33  July,  1864.     Graduated  3  June,  1868.     Ensign,  19  April,  1809. 
Master,  13  July,  1870.     Lieutenant,  13  February,  1874. 

Carlisle,  Coliinibns  C. 

Acting  Second  Assistant  Engineer,  30  May,  1863.     Resigned  80  June,  1864. 

Carlton,  John. 

Master,  4  July,  1815.     Died  13  August  1847. 
Carlton,  Thomas  I 

Acting  Ensign,  8  June,  1864.     Resigned  30  May,  ISO's 

Carman,  William  J. 

Acting  Third  Assistant  Engineer,  33  October,  1863.    Honorably  discharged  9 
October,  1865 
Carmichael,  E.  T. 

Appointed  Midshipman,  17  September,  1841.     Died  7  August,  1847. 

Carmody,  John  B. 

Acting  Assistant  Paymaster,  27  August,  1864.     Assistant  Paymaster,  33  July,  1866. 
Passed  Assistant  Paymaster,  5  June,  1868.     Paymaster,  22  October,  1878. 
Carniody,  Kobert  Emmet. 

Acting  Midshipman,  28  November,  1861.     Graduated  6  June,  1867.     Ensign,  18 
December,  1868.    Master,  31  March,  1870.     Lieutenant,  31  March,  1871. 

Carnes,  Edwin  O. 

Midshipman,  24  June,  1846.    Passed  Midshipman,  8  June,  1853.     Resigned  80 
May,  1855. 
Carnell,  Thomas. 

Appointed  Midshipman,  3  April,  1804.     Resigned  3  June,  1804. 

Carnes,  James  B. 

Acting  Third  Assistant  Engineer,  39  September,  1863.     Honorably  discharged  7 
August,  1865. 
Carney,  Benjamin  B. 

Acting  Second  Assistant  Engineer,  1  January,  1868.     Dismissed  31  May,  1863. 
Cams,  William  H. 

Appointed  Midshii:)man,  31  December,  1833.     Resigned  3  July,  1^37. 
Carpender,  Edward  W. 

Midshipman,  10  July,  1813.    Lieutenant,  13  January,  1825.     Commander,  8  Sep- 
tember, 1841.     Reserved  List,  13  September,  1855.     Commodore  Reserved  List, 
Died  16  May,  1877. 
Carpenter,  Benjamin. 

Appointed  Midshipman,  10  July,  1798.    Died  in  January,  1800. 
Carpenter,  Benjamin. 

Appointed  Midshipman,  10  July,  1818.    Drowned  25  May,  1820. 
Carpenter,  Benjamin  O. 

Mate,  89  December,  1868.     Discharged  6  July  1864. 
Carpenter,  Charles  Carroll. 

Midshipman,  1  October,  1850.    Passed  Midshipman,  30  June,  1856.    Master,  32 
January,  1858.     Lieutenant,  23  January,  1858.     Lieutenant  Commander,  16  July, 
1862.     Commander,  10  February,  1869.     Captain,  25  March,  1880. 
Carpenter,  Charles  O. 

Assistant  Surgeon,  80  July,  1861.     Resigned  27  March,  1868. 
Carpenter,  Cliarles  S. 

Appointed  Midshipman,  27  November,  1798.     Discharged  30  April,  1801,  under 
Peace  Establishment  Act. 


GENERAL   NAVY   REGISTER.  139 

Carpenter,  Jacob. 

Appointed  Gunner,  28  May,  1836.     Died  8  March.  1842. 

Carpenter,  James  D. 

Acting   Second   Assistant    Engineer,    4   June,  18C3.     Died   on    '■^Princeton,"  19 
January,  1864. 

Carpenter,  James  H. 

Mate,  17  February,  1862.     Resigned  6  December,  1863. 
Carpenter,  James  H. 

Acting  Midshipman,  29  November,  1862. 

Carpenter,  James  ST. 

Purser,  13  September,  1860.    Pay  Inspector,  3  March,  1871.     Retired  list,  7  March. 
1869. 

Carpenter,  John  B. 

Third  Assistant  Engineer,  17   February,   1860.     Second  Assistant  Engineer,  38 
October,  1863.     First  Assistant  Engineer,   1  March,  1864.     Chief  Engineer,  11 
June,  1874.    In  service. 
Carpenter,  John  S. 

Mate,  34  December,  1863.     Discharged  27  April,  1864. 
Carpenter,  Millington  li. 

Acting  Master,  4  November,  1861.     Resigned  26  ]May,  1863. 
Carpenter,  Samuel. 

Mate,  24  November,  1863.     Acting  Ensign,  26  November,  1864.     Honorably  dis- 
charged 31  July,  1865. 
Carpenter,  T.  O.  H. 

Surgeon's  Mate,  13  October,  1798.    Resigned  14  June,  1799. 
Carpenter,  William  A. 

Acting  Assistant  Paymaster,  14  January,  1865.     Honorably  discharged  4  Novem- 
ber, 1865. 
Carr,  Alfred  C. 

Cadet  Engineer,  15  December,  1875.     Graduated  10  June,  1879. 
Carr,  Cornelius. 

Acting  Second  Assistant  Engineer,  18  November,  1861.     Acting  First  Assistant 
Engineer,  30  November,  1868.     Honorably  discharged  23  March,  1866. 
Carr,  Edward. 

Appointed  Boatswain,  3  October,  1799.     Discharged  25  May,  1801. 
Carr,  Henry  P. 

Acting  Master,  8  June,  1861.     Died  at  Beaufort,  North  Carolina,  26  December, 
1863. 
Carr,  James. 

Acting  Third  Assistant  Engineer,  36  November,  1861.    Resigned  7  January,  1863. 
Carr,  James  E. 

Appointed  Master,  4  August,  1807.     Lost  in  the  "  Wasp,"  1815. 

Carr,  James  E. 

Acting  Ensign,  3  June,  1864.     Honorably  discharged  15  August,  1865. 

Carr,  John  A. 

Appointed  Midshipman,  4  July,  1817.     Lieutenant,  38  April,  1836.     Died  3  May, 
1837. 
Carr,  John  H. 

Purser,  35  April,  1813.     Resigned  30  September,  1830. 
Carr,  John  P. 

Acting  Master,  3  September,  1861.     Honorably  discharged  31  August,  1865. 
Carr,  IVathaniel  F. 

Appointed  Midshipman,  3  February,  1840.     Dropped. 
Carr,  OliTer. 

Acting  Third  Assistant  Engineer,  29  December,  1863.    Died  at  New  Orleans,  12 
October,  1864. 
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Carr,  OTcrton,  Jr. 

Appointed  Midshipman,  3  April,  1804.     Resigned  15  April,  1807. 

Carr,  OTerton. 

Midshipman,  1  March,  1827.    Passed  Midshipman,  10  June,  1833.     Lieutenant,  8- 
December,  1838.     Commander,  14  September,  1855.     Retired  list,  3  December,, 
1861.     Captain,  Retii-ed  list,  4  April,  1867. 
Carraway,  John. 

Appointed  Master,  20  April,  1813.     Last  appearance  on  Records  of  Navy  Depart- 
ment.   Discharged  by  Captain  Cassin. 
Carrick,  George  Wastaington. 

Third  Assistant  Engineer,  lO'June,  1863.     Resigned  18  November,  1865. 

Carrick,  Samnel  D. 

Appointed  Midshipman,  11  April,  1800.     Resigned  26  June,  1800. 

Carrjngton,  W.  C  G. 

Appointed  Midshipman,  6  February,  1823.     Resigned  10  December,  1839. 

Carrington,  William  F. 

Assistant  Surgeon,  17  June,  1848.    Resigned  11  September,  1851. 
Carroll,  David  W. 

Acting  Ensign,  9  October,  1862.    Acting  Master,  5  November,  1864.    Honorably 
discharged  30  September,  1865. 
Carroll,  Dennis. 

Mate,  11  July,  1864.    Dismissed  6  January,  1865. 
Carroll,  Ferdinand, 

Midshipman,  4  October,  1850.     Dismissed  3  March,  1851. 
Carroll,  George  R. 

Appointed  Midshipman,  2  February,  1839.    Passed  Midshipman,  4  June,  1836. 
Resigned  29  May,  1837. 
Carroll,  Henry  P. 

Acting  Third  Assistant  Engineer,  23  July,  1862.     Deserted  1  October,  1862. 
Carroll,  John, 

Appointed  Midshipman,  13  December,  1831.    Passed  Midshipman,  15  June,  1837. 
Lieutenant,  8  September,  1841.     Died  31  March,  1843. 
Carroll,  John. 

Third  Assistant  Engineer,  14  May,  1847.    Died  21  December,  1853. 
Carroll,  M.  B. 

Appointed  Midshipman,  7  September,  1798.     Lieutenant,  10  April,  1803.     Com- 
mander, 3  February,  1815.    Resigned  13  December,  1822. 
Carroll,  Michael  J. 

Acting    Third   Assistant  Engineer,  2    December,  1864.     Honorably  discharged 
24  September,  1865. 
Carroll,  Richard. 

Acting  Carpenter,  31  August,  1868.    Resigned  9  December,  1864. 
Carroll,  IVilliam  H. 

Mate.     Resigned  8  May,  1865. 
Carron,  John. 

Acting  Third  Assistant  Engineer,  29  August,  1861.      Acting  Second  Assistant 
Engineer,  17  December,  1862.    Acting  First  Assistant  Engineer,  1  April,  1864. 
Honorably  discharged  20  November,  1865. 
Carrothers,  John  K. 

Acting  Midshipman,  23  September,  1858.     Died  23  December,  1861. 
Carson,  John. 

Appointed  Master,  20  November,  1798.     Lieutenant,  13  June,  1799.     Last  appear- 
ance on  Records  of  Navy  Department. 
Carson,  John. 

Appointed  Master,  26  August,  1808.    Dismissed  13  December,  1809. 


GENERAL  NAVY  REGISTER.  131 

€arson,  Martin. 

Acting  Third  Assistant  Engineer,  19  October,  1861.    Died  on  "  Alabama,^''  34  July, 
1863. 
Carson,  Peter. 

Appointed  Master,  1  November,  1816.     Died  in  1828. 
Carson,  Richard. 

Appointed  Midshipman,  14  April,  1800.     Discharged  2  June,  1801,  under  Peace 
Establishment  Act. 
Carson,  Richard, 

Appointed  Midshipman,  15  November,  1809.     Resigned  3  January,  1812. 
Carson,  Robert, 

Appointed  Midshipman,  1  February,  1814.     Last  appearance  on  Records  of  Navy 
Department,  15  March,  1815.    Dead. 
Carson,  Scott  H, 

Mate,  7  February,  1863.     Resigned,  (Sick,)  23  August,  1863. 
Carstairs,  Thomas. 

Acting  Assistant  Paymaster,  30  September,  1862.     Appointment  revoked  30  June, 
1866. 
Carswell,  TVilliam. 

Acting  Chief  Engineer,  1  October,  1863.     Resigned  34  November,  1862. 
Cartee,  Seth. 

Appointed  Master,  date  not  known.    Lieutenant,  18  May,  1804.     Last  appearance 
on  Records  of  Navy  Department,  17  April,  1805. 
Carter,  Abiel  Beach. 

Midshipman,  24  September,  1861.      Graduated  June,  1866.     Ensign,  12  March, 
1868.     Master,  26  March,  1869.     Lieutenant,  21  March,  1870.     Died  30  Novem- 
ber, 1874. 
Carter,  Carey. 

Midshipman,  12  October,  1848.     Resigned  24  June,  1856. 
Carter,  Charles. 

Assistant  Surgeon,  1  October,  1861.     Resigned  6  Februai^,  1863. 

Carter,  Daniel. 

Appointed  Midshipman,  1  August,  1826.     Died  25  March,  1832. 

Carter,  E.  C, 

Mate,  1  January,  1865.     Honorably  discharged  18  September,  1865 

Carter,  Edward. 

Appointed  Midshipman,  9  November,  1813.  Last  appearance  on  Records  of  Navy 
Department,  1814. 

Carter,  Edward  C 

Appointed  Midshipman,  1  January,  1812.     Resigned  9  July,  1814. 

Carter,  Enoch  B. 

Acting  Third  Assistant  Engineer,  22  February,  1864.  Acting  Second  Assistant 
Engineer,  11  March,  1865.    Resigned  12  May,  1865. 

Carter,  Fidelio  S. 

Midshipman,  30  September,  1870.  Graduated  21  June,  1875.  Ensign,  18  July, 
1876. 

Carter,  Henry  B. 

Mate,  1861.  Acting  Master,  8  February,  1863.  Appointment  revoked  (Sick,) 
31  May,  1863.  Re-appointed  Acting  Master,  31  May,  1862.  Honorably  dis- 
charged 11  May,  1865. 

Carter,  Hill. 

Appointed  Midshipman,  9  November,  1813.     Resigned  11  March,  1816. 

Carter,  Jacob. 

Appointed  Gunner,  date  not  knovf^n.  Last  appearance  on  Records  ot  JNavy 
Department. 
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Carter,  John  C. 

Midshipman,  1  January,  1825.  Passed  Midshipman,  4  June,  1831.  Lieutenant,  9 
February,  1837.     Reserved  list,  13  September,  1855.     Commander,  Active  list, 

14  September,  1855.     Commodore,  Retired  list,  4  April,  1867.     Died  34  Novem- 
ber, 1870. 

Carter,  John  K. 

Appointed  Master,  9  May,  1812.     Last  appearance  on  Records  of  Navy  Depart- 
ment, 28  March,  1814. 
Carter,  John  K. 

Appointed  Midshipman,  18  June,  1812.     Lieutenant,  37  April,  1816.     Died  1  Feb- 
ruaiy,  1831. 
Carter,  John  M. 

Mate,  33  May,  1864.     Dismissed  19  August,  1864. 
Carter,  Johnston  R. 

Midshipman,  31  December,  1833.     Passed  Midshipman,  8  July,  1839.     Lieutenant, 
22  July,  1846.     Dismissed  3  September,  1857. 
Carter,  Jonathan  H. 

Midshipman,  12   March,  1840.     Passed  Midshipman,  11  July,  1846.     Master,  1 
March,  1855.     Lieutenant,  14  September,  1855.     Resigned  35  April,  1861. 
Carter,  Joseph  H. 

Mate,  14  May,  1864.     Honorably  discharged  11  October,  1865. 
Carter,  Josiah  P. 

Carpenter,  19  July,  1861. 
Carter,  N^athanlel,  Jr. 

Appointed  Midshipman,  18  June,  1813.  Lieutenant,  6  March,  1817.  Died  7 
September,  1833. 

Carter,  Richard  H. 

Acting  Third  Assistant  Engineer,  11  January,  1863.     Resigned  (Sick,)  1  July, 
1864. 
Carter,  Robert. 

Assistant  Surgeon,  3  June,  1849.    Passed  Assistant  Surgeon,  34  February,  1857. 
Resigned  3  July,  1858. 
Carter,  Robert  R. 

Midshipman,  30  March,   1843.     Passed  Midshipman,  5  August,  1848.      Master, 

15  September,  1855.     Lieutenant,  16  September,  1855.     Resigned  3  April,  1861 
Carter,  Rodney  F. 

Acting  Third  Assistant  Engineer,  16  December,  1863.     Acting  Second  Assistant 
Engineer,  21  March,  1865.     Honorably  discharged  11  October,  1865. 
Carter,  Samuel  P. 

Midshipman,  14  February,  1840.  Passed  Midshipman,  11  July,  1846.  Master,  12 
September,  1854.  Lieutenant,  18  April,  1855.  Lieutenant-Commander,  16  July, 
1863.  Commander,  25  June,  1865.  Captain,  28  October,  1870.  Commodore,  13 
November,  1878. 

Carter,  Thomas  F. 

Cadet  Engineer,  1  October,  1873.     Graduated  10  June,  1879. 
Carter,  Thomas  U. 

Appointed  jNIidshipman,  4  March,  1818.     Resigned  25  January,  1819. 
Carter,  William. 

Carpenter,  18  February,  1870.     Appointment  revoked  8  September,  1870.     Carpen- 
ter, 17  June,  1874.     Died  14  March,  1880. 
Carter,  William. 

Appointed  Midshipman,  13  July,  1831.     Resigned  15  March,  1834. 
Carter,  William,  Jr. 

Appointed  Midshipman,  28  June,  1804.  Lieutenant,  28  April,  1810.  Commander 
27  April,  1816.     Cashiered  7  December,  1837. 
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Carter,  William  W. 

Gunner,  21  May,  1859.     Acting  Master,  8  October,  1863.     Honorably  discharged 
24  October,  1865.     In  service  as  Gunner. 
Carter,  Woodward. 

Mate,  13  September,  1863,     Acting  Ensign,  35  January,  1864.     Honorably  dis- 
charged 9  October,  1868.     Acting  Boatswain,  18  April,  1879. 
Carton,  Thomas  H. 

Acting  Second  Assistant  Engineer,  33  September,  1863.    Honorably  discharged 
20  September,  1865. 
Cartwrigbt,  Thomas  O. 

Mate,  19  December,  1864.     Appointment  revoked  4  January,  1866. 
Carty,  Charles  li. 

Acting  First  Assistant  Engineer,  17  October,  1863.     Acting  Chief  Engineer,  19 
May,  1864.     Honorably  discharged  29  November,  1865. 
Carver,  D.  M. 

Mate.     Acting  Ensign,  5  September,  1863.     Resigned  23  May,  1865. 
Carver,  Jesse  T. 

Acting  Ensign,  30  April,  1864.     Honorably  discharged  9  July,  1865 
Carwen,  Christopher. 

Acting  Ensign,  16  December,  1863.     Honorably  discharged  11  November,  1865. 
Case,  Augustus  !>. 

Midshipman,  1  April,  1838.     Passed  Midshipman,  14  June,  1834.     Lieutenant,  35 
February,  1841.     Commander,  14  September,  1855.     Captain,  3  January,  1863. 
Commodore,  8  December,  1867.    Rear  Admiral,  34  Mav,  1873.     Retired  list,  3 
February,  1876. 
Case,  Augustus  TL.,  Jr. 

Midshipman,  23  June,  1869.     Graduated  31  May,  1873.     Ensign,  16  July,  1874. 
Master,  1  April,  1880. 
Case,  Charles. 

Mate,  36  June,  1862.    Acting  Ensign,  35  May,  1864.    Honorably  discharged  12 
December,  1865. 
Case,  Chester  JV. 

Acting  Assistant  Paymaster,  14  January,  1865.     Honorably  discharged  10  Septem- 
ber, 1865. 

Case,  Daniel  R. 

Midshipman,  5  June,  1873.     Graduated  30  June,  1876.     Resigned  8  January,  1879. 

Case,  Francis  A. 

Mate,  35  April,  1864.     Lost  on  ^^  JVarcisms,"  4  January,  1866. 

Case,  Frank  B. 

Cadet  Midshipman,  7  June,  1873.     Graduated  18  June,  1879. 

Case,  Oeorge  F. 

Acting  Second  Assistant  Engineer,  19  March,   1864.     Honorably  discharged  14 
August,  1865. 

Case,  Henry  A. 

Mate,  27  September,  1864.     Honorably  discharged  27  Septemoer,  1865. 

Case,  J.  Madison. 

Acting  Second  Assistant  Engineer,  1  December,  1862.     Honorably  discharged  27 
September,  1865. 

Case,  Kobert  Ti. 

Acting  Third  Assistant  Engineer,  10  October,  1864.     Honorably  discharged  19 
April,  1866. 
Casey,  Charles  H. 

Acting  Ensign,  8  July,  1864.     Resigned  80  May,  1865. 
Casey,  Henry  P. 

Appointed  Midshipman,  17  July,  1800.     Dismissed  9  December,  1805. 
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Casey,  John  A. 

Surgeon's  Mate,  30  October,  1799.     Permitted  to  retire,  24  April,  1801. 

Casey,  Silas^  Jr. 

Acting  Midshipman,  25  September,  1856.     Midshipman,  15  June,  1860.     Master, 
19  September,  1861.     Lieutenant,  16   July,  1862.     Lieutenant-Commander    35 
July,  1866.     Commander,  14  June,  1874. 
Cash,  Thomas  M. 

Acting  Master,  17  May,  1861.     Resigned  11  June,  1861.     Re-appointed  29  August, 
1861.    Appointment  revoked  23  November,  1861. 
Cass,  Alex.  H. 

Appointed  Midshipman,  31  July,  1835.    Died  27  May,  1839. 

Cassan,  liCwis  P. 

Acting  Ensign,  3  June,  1864.     Resigned  16  March,  1865. 
Cassedy,  George  V. 

Acting  Master,  23  March,  1862.    Resigned  26  May,  1863.     Acting  Ensign,  38  De- 
cember, 1864.    Honorably  discharged  21  July,  1865. 
Cassell,  Alex.  W. 

Saibnaker,  18  February,  1847.     Resigned  37  July,  1847.     Sailmaker  7  April,  1859. 
Cassell,  Charles. 

Appointed  Sailmaker,  37  September,  1813.     Resigned   11  Feoruary,  1815.     Ap- 
pointed Sailmaker,  34  June,  1817.     Died  30  August,  1827. 
Cassel,  Douglas. 

Acting  Midshipman,  28  September,   1860.     Acting  Ensign,   13    October,   1863. 
Master,  10  March,  1866.     Lieutenant,  25  July,  1866.     Lieutenant-Commander, 
12  March,  1868.     Died  15  June,  1875. 
Cassell,  Jacob  W. 

Acting  Third  Assistant  Engineer,  3  October,  1864.     Honorably  discharged  13 
December,  1865. 
Cassidy,  Edward. 

Mate,  8  October,  1862.    Dismissed  12  May,  1865. 
Cassidy,  Edward  A. 

Carpenter,  7  April,  1854.     Warranted,  18  June,  1857.     Died  at  Baltimore,  Mary- 
land, 19  July,  1860. 
Cassidy,  Felix. 

Acting  Gunner,  8  November,  1862.     Gunner,  23  October,  1863. 
Cassidy,  Thomas  S. 

Gunner,  4  November,  1861.     Dismissed  18  July,  1864.     Restored  on  probation,  15 
August,  1864.     Appointment  revoked  1  July,  1867. 
Cassin,  Charles  Li. 

Assistant  Surgeon,  31  March,  1869.    Passed  Assistant  Surgeon,  28  Februarv,  1874 
Died  14  January,  1878. 
Cassin,  John. 

Appointed  Lieutenant,  13  November,  1799.     Commander,  3  April,  1806.     Captain 
3  July,  1812.    Died  24  March,  1823. 
Cassin,  John. 

Appointed  Midshipman,  10  May,  1820.     Lieutenant,  7  May,  1828.     Died  16  Octo- 
ber, 1837. 
Cassin,  Joseph,  Jr. 

Appointed  Midshipman,  16  January,  1809.  Lieutenant,  24  July,  1813.  Died  80 
November,  1826. 

Cassin,  Joseph. 

Purser,  39  December,  1807.     Died  in  1821. 
Cassin,  Nicholas. 

Acting  Third  Assistant  Engineer,  11  June,  1864.  Honorably  discharged  2  Novem- 
ber, 1865.  Acting  Third  Assistant  Engineer,  39  January,  1867.  Died  on  the 
"  Tacony,''  10  September,  1867. 
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Cassin,  Robert  A. 

Appointed  Midshipman,  1  November,  1826.     Resigned  9  June,  1834. 
Cassin,  Stephen. 

Midshipman,  21  February,  1800.  Lieutenant,  12  February,  1807.  Commander,  11 
September,  1814.  Captain,  3  March,  1825.  Reserved  list,  13  September,  1855 
Died  29  August,  1857. 

Castano,  Domingo. 

Acting  Third  Assistant  Engineer,  15  May,  1863.  Honorably  discharged  8  July, 
1869. 

Castell,  G.  Clinton. 

Acting  Third  Assistant  Engineer,  8  August,  1863.     Acting  Second  Assistant  Engi- 
neer, 1  April,  1865.     Honorably  discharged  30  August,  1867. 
Castillo,  Joaqnim  D. 

Assistant  Surgeon,  6  July,  1880. 

Castle,  Frederick.  A. 

Acting  Assistant  Surgeon,  22  September,  1863.     Honorably  discharged  26  Septem- 
ber, 1865. 
Castle,  TVilliam  W. 

Acting  Assistant  Paymaster,  6  March,  1865.     Mustered  out  2  September,  1866. 

Caswell,  Benjamin  F. 

Mate,  38  October,  1861.    Deserted  9  December,  1861. 

Caswell,  Daniel. 

Appointed  Carpenter,  33  August,  1836.     Died  25  February,  1843. 

Caswell,  Elbridge  G.,  Jr. 

Mate,  4  January,  1864.    Honorably  discharged  5  September,  1865. 

Caswell,  Jolin  W. 

Mate,  15  September,  1863.     Resigned  15  September,  1864. 

Caswell,  Bicbard. 

Mate,  15  December,  1863.     Dismissed  17  February,  1863. 

Saswell,  Tbomas  T. 

Assistant  Paymaster,  9  September,  1861.    Passed  Assistant  Paymaster,  6  Febru- 
ary, 1863.    Paymaster,  17  September,  1863. 
Catalano,  Salvadore. 

Appointed  Master,  9  August,  1809.     Died  5  January,  1846. 

Catctapole,  Alfred. 

Acting  Second  Assistant  Engineer,  24  August,  1864.  Honorably  discharged  21 
July,  1865. 

Cathcart,  William  IL.  ,    .  ^    ^^     . 

Cadet  Engineer,  1  October,  1873.  Graduated  21  June,  1875.  Assistant  Engmeer, 
1  July,  1877.     In  service. 

Cate,  David.  ^.  ,        „.    .    .     .  _.         . 

Acting  Volunteer  Lieutenant,  26  August,  1861.    Died  on  Mississippi  River,  4 

May,  1865. 

*'"*Surgeon's*Ma*e,°8' August,  1798.     Surgeon,  14  August,  1799.     Discharged  under 
Peace  Establishment  Act,  29  April,  1801. 

Caton,  Bicbard.  1  „„  ,r      lo.o 

Appointed  Midshipman,  9  June,  1811.    Resigned  20  May,  1816. 

*^'*'*u"ger"Mate"V810.     Surgeon,  24' July,  1813.     Died  19  October,  1819. 

Caulk,  Jobn. 

Gunner,  2  September,  1841.     Died  19  May,  1873. 

Mate,  18*61.     Appointment  revoked  11  March,  1863. 
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Canllet,  ISenjaniiu. 

Acting  Ensign,  3  August,  1863.     Honorably  discharged  6  September,  1865. 

Caiisler,  William. 

Appointed  Master,  29  March,  1814.     Last  appearance  on  Records  of  Navy  Depart, 
ment,  5  April,  1814. 
Causten,  Joseph  li. 

Purser,  20  December,  1817.     Died  29  June,  1822. 

Caven,  Charles  H. 

Acting  Chief  Engineer,  i    October,  1862.     Honorably  discharged  30  November, 
1865. 
Cavenay,  Edward. 

Boatswain,  8  April,  1849.  Resigned  8  October,  1853.  Acting  Master,  5  May,. 
1861.  Acting  Volunteer  Lieutenant,  23  September,  1861.  Honorably  discharged 
3  October,  1865.  Acting  Master,  18  October,  1867.  Mustered  out  3  October, 
1868.  Boatswain,  23  May,  1869.  Retired  list,  4  September,  1871.  Died  17 
January,  1880. 
€aye,  Edmuud. 

Acting  First  Assistant  Engineer,  9  June,  1863.     Honorably  discharged  1  Decem- 
ber, 1865. 
Cecil,  Francis  M. 

Carpenter,  19  February,  1838.     Died  18  April,  1864. 
€enas,  Hilary. 

Acting  Midshipman,  31  September,  1855.     Midshipman,  9  June,  1859.     Dismissed 
24  August,  1861. 
Center,  Frank  P. 

Acting  Ensign,  21  April,  1864.     Honorably  discharged  15  September,  1865. 
Center,  Stiirgis. 

Acting  Ensign,  5  March,  1864.     Honorably  discharged  15  September,  1866. 
Chadsey,  Arthur  F. 

Acting  Midshipman,  3  October,  1861. 
Chadwick,  B.  H. 

Acting  Ensign,  22  July,  1863.     Honorably  discharged  7  October,  1868. 
Chadwick,  Charles. 

Acting  First  Assistant  Engineer,  7  May,  1864.     Honorably  discharged  2  Decem- 
ber, 1865. 
Chadwick,  Darwin  J. 

Mate,  14  May,  1864.    Honorably  discharged  1  August,  1865. 
Chadwick,  Fdmnnd  A. 

Acting  Assistant  Paymaster,  10  July,  1863.     Honorably  discharged  10  December, 
1865. 
Chadwick,  French  F. 

Acting  Midshipman,  28  September,  1861.     Graduated  22  November,  1864.     En- 
sign,  1   November,   1866.     Master,  1   December,  1866.     Lieutenant,  12  March, 
1868.     Lieutenant-Commander,  26  March,  1869. 
Chadwick,  Jere. 

Acting  Master,  26  February,  1862.     Honorably  discharged  22  September,  1865. 
Chadwick,  John  F. 

Acting  Second  Assistant  Engineer,  21  October,  1864.     Resigned  12  May,  1865. 
Chadwick,  John  P. 

Acting  Ensign,  3  March,  1864.     Honorably  discharged  31  August,  1865. 
Chadwick,  Joseph  A, 

Mate,  80  December,  1861.    Acting  Ensign,  30  July,  1863.     Honorably  discharcred 
6  April,  1866.  ° 

Chadwell,  Joseph  F. 

Acting  Master,  16  September,  1862.     Dismissed  16  May,  1863. 
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Cbadwick,  Joseph  M. 

^fl^bttobiri865  ^^^^'     ^''^^^  ^''''^°'  ^°  "'"^^'  ^^''^-     H°"°r^l'ly  discharged 
Cbadwick,  William  W. 

^t^fm?^'^  Assistant  Engineer,  30  July,  1864.    Honorably  discharged  5  Dfecem- 
Cbaffee,  Charles  H. 

^ber^l Je^s""*^  Assistant  Engineer,  6  June,  1864.     Honorably  discharged  28  Octo- 
Chafiee,  Josiah  C. 

Acting  Third  Assistant  Engineer,  2  December,  1861.  Second  Assistant  Engineer, 
8  September,  1863.    Dropped  25  July,  1872.  ^ 

Chaille,  William  H. 

Appointed  Midshipman,  17  December,  1810.     Last  appearance  on  Records  of 
Navy  Department,  30  September,  1815. 
Chalmers,  David. 

Appointed  Midshipman,  3  April,  1804.     Struck  off  8  May,  1806. 
Chalmers,  Matthew. 

Assistant  Surgeon,  3  December,  1861.     Resigned  3  August,  1864. 
Chamberlain,  Charles  C. 

Mate,  7  August,  1863.    Honorably  discharged  29  July,  1865. 
Chamberlain,  Ezra. 

Appointed  Boatswain,  17  December,  1841.    Dismissed  36  July,  1843.    Boatswain. 
10  February,  1851.    Dismissed  33  March,  1851. 
Chamberlain,  George. 

Acting  Ensign,  39  April,  1864.    Honorably  discharged  13  February,  1866. 
Chamberlain,  lieander  S. 

Acting  Assistant  Paymaster,  8  June,  1863.     Resigned  11  October,  1866. 
Chamberlain,  Otis  C. 

Acting  Third  Assistant  Engineer,  6  May,  1864.  Honorably  discharged  38  Octo- 
ber, 1865.  Acting  Third  Assistant  Engineer,  31  July,  1866.  Mustered  out  9 
November,  1868. 

Chamberlain,  S.  P. 

Appointed  Master,  8  January,  1814.    Died  8  February,  1822. 
Chamberlain,  W^.  D. 

Appointed  Midshipman,  4  July,  1805.    Resigned  16  Januaijy,  1808. 
Chamberlin,  W.  R.  F. 

Appointed  Midshipman,  9  November,  1813.    Resigned  4  November,  1814. 
Chambers,  Henry  A. 

Appointed  Midshipman,  1  January,  1825.    Resigned  23  June,  1826. 
Chambers,  John. 

Acting  Third  Assistant  Engineer  7  July,  1864.    Honorably  discharged  1  August, 
1865. 
Chambers,  John  Ii. 

Mate,  38  August,  1862.     Resigned  6  May,  1865. 
Chambers,  John  W. 

Acting  Ensign,  23  April,  1863.    Honorably  discharged  37  September,  1865. 

Chambers,  Thomas. 

Appointed  Master,  34  February,  1813.     Last  appearance  on  Records  of  Navy  De- 
partment. 
Chambers,  Washington  I. 

Midshipman,  9  June,  1871.     Graduated  30  June,  1876.     Ensign,  30  November, 
1878. 
Champion,  John  C. 

Acting  Master,  15  August,  1861.    Honorably  discharged  37  November,  1865. 
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Cbampion,  IVewton. 

Third  Assistant  Engineer,  22  October,  1860.     Second  Assistant  Engineer,  17  De- 
cember, 1863.     Resigned  23  September,  1863. 
Cbampion,  IVewton. 

Acting  Second  Assistant  Engineer,  7  November,  1864.     Honorably  discharged  3 
March,  1866. 

Champlin,  Jabez. 

Surgeon,  30  November,  1799.     Discharged  under  Peace  Establishment  Act,  13 
April,  1801. 
Cbaniplin,  Stepben. 

Master,  22  May,  1812.     Lieutenant,  9  December,  1814.     Commander,  23  June,  1888. 
Captain,  4  August,  1850.     Reserved  list,  13  September,  1855.     Commodore  on 
Reserved  list,  4  April,  1867.     Died  20  February.  1870. 
Cbampney,  Benjamin. 

Surgeon,  30  November,  1799.     Discharged  13  April,  1801,  under  Peace  Establish- 
ment Act. 
Cbance,  Franklin. 

Mate,  36  November,  1863.     Resigned  25  June,  1884. 
Cbanncey,  Isaac. 

Lieutenant,  17  September,  1798.     Commander,  23  May,  1804.     Captain,  34  April, 
1806.     Died  27  January,  1840. 
Cbanncejr,  Wolcott. 

Appointed  Midshipman,  28  June,  1804.     Lieutenant,  7  June,  1810.     Commander, 
5  March,  1817.     Captain,  24  April,  1828.     Died  14  October,  1835. 
Cbandler,  B.  F. 

Civil  Engineer,  7  July,  1852. 
Cbandler,  Isaac  A. 

Acting  Third  Assistant  Engineer,  18  January,  1864.     Honorably  discharged  11 
November,  1865. 

Cbandler,  Jobn  R. 

Surgeon's  Mate,  14  November,  1824.     Surgeon,  4  December,  1828.     Died  38  July, 
1841. 
Cbandler,  Josepb  W. 

Acting  Ensign,  33  January,  1863.    Honorably  discharged  37  March,  1867. 
Cbandler,  Josiab  A. 

Acting  Third  Assistant  Engineer,  3  July,  1864.     Honorably  discharged  27  July, 
1865. 
Cbandler,  Kalpb. 

Midshipman,  27  September,  1845.     Passed  Midshipman,  6  October,  1851.     Master, 

15  Septemlaer,  1855.     Lieutenant,  16  September,  1855.     Lieutenant-Commander, 

16  Julj-  1862.     Commander,  35  July,  1866.     Captain,  5  June,  1874. 
Cbandler,  Saninel. 

Chaplain,  date  not  known.     Discharged  9  April,  1803. 
Cbandler,  Thomas  K. 

Acting  Assistant  Surgeon,  11  April,  1864.     Acting  Passed  Assistant  Surgeon,  9 
June,  1866.     Died  5  February,  1867. 
Cbandler,  William. 

Midshipman,  1  August,  1830.     Passed  Midshipman,  28  April,  1833.     Lieutenant, 
33  September,  1837.     Reserved  list,  13  September,  1S55.     Commander,  Active 
list,  14  September,  1855.     Dismissed  17  October,  1S61. 
Cbandler,  William. 

Mate,  19  August,  1862.     Acting  Ensign,  8  June,  1864.     Honorably  discharged  14 
August,  1865. 
Cbaney,  James  M. 

Acting  Third  Assistant  Engineer,  7  August,  1863.     Honorably  discharged  18  Janu- 
ary, 186 
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Ciianey,  lionis. 

Mate,  11  May,  1863.    Resigned  14  September,  1S63. 
Ctaanning,  John  M. 

Appointed  Midshipman,  9  November,  1813.     Dismissed  by  Court  Martial,  30 
August,  1819. 
Cbapin,  J^^ugene. 

Acting  Assistant  Paymaster,  1  July,  1868.     Discharged  25  January,  1866. 
Cliai>in,  Ttaomas  £. 

Acting  Ensign,  21  August,  1862.     Acting  Master,  19  July,  1864.     Honorably  dis- 
charged 12  August,  1865. 
Chaplin,  Jabez. 

Purser,  6  August,  1799.     Discharged   3  April,  1801,  under  Peace  Establishment 
Act. 
Chaplin,  James  €. 

Midshipman,  4  October,  1850.    Passed  Midshipman,  20  June,  1856.    Master,  22 
January,  1858.     Lieutenant,  18  November,  1858.     Lieutenant-Commander,    18 
April,  1863.    Died  23  September .  1866. 
Chaplin,  William  C. 

Midshipman,  1  Novembei   1826.     Passed   Midshipman,  28  April,  1832.    Lieuten- 
ant, 8  March,  1837.     Died  30  April,  1855. 
Chapman,  Alonzo  B. 

Acting  Carpenter,  9  December,  1862.    Resigned  9  November,  1863. 

Chapman,  Charles  Ti. 

Mate,  18  April,  1863.     Dismissed  30  May,  1865. 
Chapman,  George  A. 

Mate,  7  January,  1862.     Dismissed  20  June,  1862. 

Chapman,  Oeorge  M. 

Midshipman,  9  September  1847.     Resigned  14  May,  1851. 

Chapman,  George  T. 

Midshipman,  IS  October,  1849.     Appointment  revoked  15  March,  1850. 

Chapman,  George  T. 

Acting  Ensign,  20  July  1863.     Honorably  discharged  19  September,  1865. 

Chapman,  George  W. 

Midshipman,  20  September,  1832.  Passed  Midshipman,  23  June,  1838.  Lieuten- 
ant, 8  September,  1841.     Died  at  Philadelphia,  20  February,  1S53. 

Chapman,  John  H. 

Mate,  7  June,  1862.     Resigned  15  November,  1862.     Acting  Ensign,  30  September, 
1864.    Honorably  discharged  17  Novemljer,  1868. 
Chapman,  Jonathan. 

Appointed  Captain,  10  September,  1798.     Resigned  25  January,  1799. 

Chapman,  Jonathan. 

Acting  Assistant  Paymaster,  4  Novembei-,  1862.     Resigned  9  March,  1865. 

Chapman,  Marcns. 

Mate,  11  May,  1864.     Honorably  discharged  7  November,  1865. 

Chapman,  Robert  T. 

Midshipman,  7  April,  1847.  Passed  Midshipman,  10  June,  1853.  Master,  15  Sep- 
tember 1855.     Lieutenant,  16  September,  1855.     Resigned  16  January,  1861. 

Chappel,  S.  £Iisha. 

Acting  Second  Assistant  Engineer,  1861.  Appointment  revoked  17  March,  1862. 
Acting  Third  Assistant  Engineer,  21  March,  1863.  Acting  Second  Assistant 
Engineer,  23  September,  1863.     Honorably  d  scharged  10  March,  1866. 

Charilton,  John  M. 

ADOoiiited  Midshipman,  18  June,  1813.     Resigned  31  December,  1814. 

Charles,  Edward  W. 

Mate,  34  January,  1863.     Resigned  25  June,  1863. 
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Charlton,  Thomas  J. 

Assistant  Surgeon,  15  August,  1857.     Resigned  18  Dxember,  1860. 
Charlton,  William. 

Acting  Tliii-d  Assistant  Engineer,  21  October,  1863.     Honorably  discharged  26 
April,  1866. 

Charlton,  William,  Jr. 

Mate,  19  December,  1863.     Honorably  discharged  20  December,  1865. 

Chase,  Anthony. 

Acting  Master,  27  August,  1861.     Supposed  killed  21  November,  1862. 

Chase,  Charles. 

Surgeon's  Mate,  10  December,  1814.     Surgeon,  3  May,  1825.     Retired  21  Decem- 
ber, 1861.     Medical  Director  on  Retired  list,  3  March,  1871.     Died  2  March, 
1877. 
Chase,  Charles  H. 

Mate,  13  August,  1862.     Appointment  revoked  28  December,  1869. 

Chase,  Charles  T. 

Acting  Master,  14  August,  1861.     Honorably  discharged  17  September,  1865. 

Chase,  DaTid  £<. 

Mate,  23  October,  1862.     Resigned  12  December,  1862. 

Chase,  F.  B. 

Mate,  23  November,  1864.     Honorably  discharged  11  September,  1865. 

Chase,  Henry. 

Acting  Third  Assistant  Engineer,  6  December,  1862.     Resigned  34  July,  1863. 
Chase,  Henry  A. 

Acting  Third  Assistant  Engineer,  5  May,  1864.     Honorably  discharged  16  July,. 
1866. 
Chase,  Henry  E. 

Acting  Ensign,  13  August,  1864.     Drowned  in  New  York  Harbor,  11  November, 
1864. 
Chase,  Henry  M. 

Acting  Assistant  Surgeon,  18  December,  1863.     Honorably  discharged  26  Septem- 
ber, 1865. 
Chase,     ahez  F. 

Acting  Ensign,  8  October,  1863.     Honorably  discharged  16  November,  1865. 
Chase,  John  TV. 

Acting  Ensign,  13  March,  1865.     Honorably  discharged  14  August,  1865. 
Chase,  Linke  B. 

Acting  Master,  4  November,  1861.     Dismissed  31  August,  1862. 
Chase,  Mark  S. 

Acting  Master,  30  November,  1861.     Dismissed  21  February,  1863. 
Chase,  Moses  B. 

Chaplain,  8  September,  1841.    Retired  list,  21  Decembei-,  1 881.    Died  at  Cambridge, 
Massachusetts,  31  October,  1875. 
Chase,  Philander. 

Chaplaia,  39  December,  1818.     Resigned  8  August,  .830. 
Chase,  Samnel. 

Appointed  Lieutenant,  21  September,  1798.     Resigned  24  December,  1799. 
Chase,  S.  "Warren. 

Mate,  31  May,  1863.     Acting  Ensign,  5  October,  1864.     Honorably  discharged  80 
July,  1865. 
Chase,  Thomas. 

Third  Assistant  Engineer,  4  May,  1863.     Resigned  13  November,  1865. 
Chase,  Whitman. 

Acting  Ensign,  33  August,  1862.     Resigned  18  February,  1865. 
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Cbase,  William  F. 

Acting  Ensign,  24January,  1863.     Acting  Master,  gallant  conduct  in  command  of 
Mayflower  in  defence  of  Fort  Powhatan,  7  June,  1864.     Honorably  discharged 
11  August,  1865.    Acting  Master,  25  May,  1866.     Mustered  out  1  August,  1867. 
Cliassnar,  James  Henry. 

Third  Assistant  Engineer,  7  April,  1862.     Second  Assistant  Engineer,  2  February, 
1864.     First  Assistant  Engineer,  1  January,  1868. 
Chason,  Peter  A. 

Boatswain,  27  September,  1858.     Retired  list,  26  October,  1866.     Died  at  Balti- 
more, Maryland,  5  October,  1876. 
Ctaassaing,  JBenjamin  H. 

Third  Assistant  Engineer,  21  May,  1857.     Second  Assistant  Engineer,  3  August, 
1859.     First  Assistant  Engineer,  21  October,  1861.     Chief  Engineer,  10  Novem- 
ber, 1863.     Resigned  12  February,  1867. 
€hatard,  Frederick. 

Midshipman,  16  November,  1824.     Lieutenant,  29  March,  1834.     Commander,  14 
September,  1855.     Resigned  24  April,  1861. 
Ctaatfleld,  Tliomas. 

Acting  Master,  27  March,  1862.    Acting  Volunteer  Lieutenant,  29  April,  1865. 
Honorably  discharged  3  November,  1865. 
Chatfleld,  William  F. 

Mate,  30  December,  1863.     Acting  Ensign,  23  December,  1864.    Honorably  dis- 
,      charged  14  November,  1865. 
Channcey,  Charles  W. 

Appointed  Midshipman,  1  May,  1822.  Lieutenant,  27  May,  1880.  Died  10  August, 
1847. 

Channcey,  John  S. 

Midshipman,  1  January,  1812.  Lieutenant,  13  January,  1825.  Commander,  8 
September,  1841.  Dropped,  18  September,  1855.  Commissioned  Captain,  14 
September,  1855.     Commodore,  Retired  list,  4  April,  1869.    Died  10  April,  1871. 

ChanTcnet,  William. 

Professor,  8  December,  1841.  Commissioned,  8  December,  1848.  Resigned  19 
September,  1860. 

Chavelier,  John  C 

Sailmaker,  3  March,  1857.  Resigned  5  October,  1857.  Sailmaker,  10  August, 
1861.    Resigned  6  April,  1864.     Sailmaker,  12  November,  1869. 

Cheesborongh,  W.  E. 

Appointed  Midshipman,  2  April,  1804.    Resigned  1«    'ebruary,  1806. 

Cheeseman,  William  S. 

Acting  Master,  27  September,  1861.  Acting  Volunteer  Lieutenant,  good  service, 
28  November,  1868.  Acting  Volunteer  Lieutenant-Commander,  9  March,  1865. 
Honorably  discharged  30  September,  1865. 

Cheever,  David  A. 

Midshipman,  19  October,  1841.     Resigned  23  December,  1847. 

CheeTer,  William  Harrison. 

Midshipman,  19  October,  1849.  Passed  Midshipman,  13  June,  1855.  Master,  16 
September,  1855.     Lieutenant,  11  May,  1856. 

Cheevers,  Marshall  P. 

Acting  Second  Assistant  Engineer,  10  September,  1861.     Acting  First  Assistant 
Engineer,  9  September,  1862.    Acting  Chief  Engineer,  27  June,  1864.    Honorably 
discharged  17  July,  1865. 
Chenery,  Charles  E. 

Assistant  Paymaster,  10  March,  1863.  Paymaster,  4  May,  1866.  Dismissed  15 
September,  1868. 

Chenery,  Lieonard  F. 

Acting  Midshipman,  12  December,  1861.     Graduated  September,  1865.     Ensign 
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1   December,  1866.      Master,   13   March,   1868.      Lieutenant,   36  March,  1869. 
Lieutenant-Commander,  1  November,  1879. 
Cheney,  Edward. 

Third  Assistant  Engineer,  13  August,  1863.     Second  Assistant  Engineer,  15  Feb- 
ruary, 1864.    Resigned  81  March,  1869. 
Cbeney,  John  BI. 

Acting  Thii-d  Assistant  Engineer,  4  January,  1865.      Honorably  discharged  30 
November,  1867. 

Cheney,  I^nther. 

Acting  Third  Assistant  Engineer,  33  January,  1865.    Honorably  discharged  15 
May,  1865. 
Cheney,  ll'illiani. 

Gunner,  11  October,  1860. 
Chenoweth,  6,  D. 

Appointed  Midshipman,  19  October,  1841.     Died  in  April,  1847. 
Cherry,  William  t. 

Third  Assistant  Engineer,  16  November,  1861.     Second  Assistant  Engineer,  25 
August,  1863.     Resigned  25  October,  1867. 
Cheshire,  John  B. 

Appointed  Midshipman,  33  March,  1805.     Dismissed  31  December,  1806. 
Chesley,  James  A. 

Mate,  31  October,  1861.     Acting  Ensign,  1  August,  1863.     Ensign,  13  March, 
1868.    Master,  18  December,  1868.     Lieutenant,  31  March,  1870. 
Chesney,  Jesse  H. 

Acting  Third  Assistant  Engineer,  10  September,  1864.     Honorably  discharged  32 
May,  1869. 
Chester,  Benjamin. 

Acting  First  Assistant  Engineer,  4  June,  1864.     Honorably  discharged  31  Octo- 
ber, 1865. 
Chester,  B.  W. 

Acting  Ensign,  10  September,  1863.     Honorably  dischargad  18  September,  1865. 
Chester,  Colby  M. 

Acting  Midshipman,  31  October,  1859.    Acting  Ensign,  21  October,  1863.    Master, 
10  May,  1866.      Lieutenant,  21   February,  1867.      Lieutenant-Commander,  13 
March,  1868. 
Chester,  Daniel  C. 

Acting  First  Assistant  Engineer,  28  March,  1863.     Honorably  discharged  15  May, 
1865. 
Chester,  John  JV. 

Appointed  Midshipman,  31  October,  1799.    Discharged  10  July,  1801,  under  Peace 
Establishment  Act. 

Chester,  ILonis  B. 

Mate,  23  December,  1862.    Acting  Ensign,  31  August,  1803.    Honorably  discharged 
9  December,  1868.    Master  on  Retired  list,  (special  Act  of  Congress,)  3  March, 
1873. 
Chester,  Walter  M. 

Acting  Assistant  Paymaster,  2  June,  1863.     Resigned  4  June,  1864. 
Chevalier,  Francis  L.. 

Mate,  20  June,  1868.     Discharged  7  July,  1864. 
Chew,  Jolin. 

Appointed  Midshipman,  1  December,  1809.     Cashiered  19  December,  1814. 
Chew,  John,  of  Benjamin. 

Appointed  Midshijiman,  1  February,  1814.     Last  appearance  on  Records  of  Navy 
Department,  13  February,  1814. 
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Chew,  Richard  S. 

Acting  Midshipman,  35  November,  1859.    Ensign,  13  December,  1862.    Lieutenant, 
22  February,  1864.      Lieutenant-Commander,  25   July,  1866.      Retired  list,  2 
February,  1875.    Died  10  April,  1875. 
Chew,  Thomas  J. 

Purser,  25  April,  1812.     Resigned  12  March,  1833. 
Chick,  Amos  C. 

Carpenter,  14  July,  1838.     Retired  list,  11  June,  1862. 
Chidester,  Thomas. 

Surgeon,  24  July,  1813.     Died  August,  1818. 
Child,  A.  O. 

Mate,  September,  1861.     Acting  Ensign,  7  April,  1864.    Honorably  discharged  8 
October,  1865.    Acting  Ensign,  5  July,  1866.    Discharged  15  August,  1867. 
Childers,  Thomas  B. 

Appointed  Midshipman,  6  February,  1846.     Resigned  8  December,  1847. 
Childs,  CalTin  C. 

Acting  Master,  5  April,  1863.     Honorably  discharged  30  October,  1865. 
Childs,  Charles  B. 

Appointed  Midshipman,  28  January,  1815.     Dismissed  1  May,  1828. 
Childs,  £nos  R. 

Appointed  Midshipman,  18  June,  1812.     Lieutenant,  37  April,  1816.    Resigned  1 
April,  1825. 

Childs,  James  B. 

Sailmaker,  8  June,  1822.     Retired  list,  8  February,  1872. 

Childs,  John  B. 

Acting  Ensign,  15  August,  1862.     Acting  Master,  29  June,  1864,  on  recommenda- 
tion of  commanding  officer.    Honorably  discharged  23  May,  1869. 

Childs,  John  D. 

Acting  Master,  36  December,  1861.     Dismissed  26  May,  1864. 

Childs,  >Villiam  H. 

Mate,  16  November,  1863.    Honorably  discharged  38  October,  1866. 

Chillas,  DaTid. 

Acting  Second  Assistant  Engineer,  3  February,  1863.    Resigned  11  June,  1864. 

Chilton,  Charles. 

Appointed  Midshipman,  5  February,  1800.     Discharged  5  June,  1801,  under  Peace 
Establishment  Act. 
Chlola,  Thomas. 

Acting  Assistant  Surgeon,  18  December,  1873. 

Chipley,  Charles  A. 

Acting  Third  Assistant  Engineer,  21  July,  1858.    Resigned  28  April,  1860.    Second 
Assistant  Engineer,  19  July,  1861.     Resigned  9  April,  1863. 

Chipman^  A.  S. 

Acting  Second  Assistant  Engineer,  7  February,  1862.     Acting  First  Assistant  En- 
gineer, 16  October,  1868.    Deserted  30  June,  1864. 

Chipman,  Baniel  W.  ,    ■  ^    ^ 

Acting  Second  Assistant  Engineer,  16  December,  1863.     Acting  First  Assistant 
Engineer,  6  January,  1865.     Honorably  discharged  18  July,  1865. 

Chipman,  George  E. 

Mate,  11  April,  1863.     Resigned  7  March,  1865. 

Chipman,  Henry  IL. 

Appointed  Midshipman,  14  January,  1832.     Passed  Midshipman,  8  July,  1839. 
Lieutenant,  12  April,  1845.     Resigned  19  September,  1846. 

Chipman,  Richard  H.  .    ,         ,  „«  ,^  x  i. 

Acting  Assistant  Paymaster,   9   June,  1864.     Honorably  discharged  20  October, 

1865. 
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Cbipnian,  William. 

Acting  Master,  12  August,  1861.     Resigned  9  April,  1SC3. 
€hipp,  Charles  Wiiiaiis. 

Acting  Midshipman,  23  July,  1863.     Graduated  2  June,  1868.     Ensign,  19  April, 
1869.     Master,  12  July,  1870.     Lieutenant,  2  December,  lt^T2. 
Chippendale,  Alfred  E. 

Acting  Second  Assistant  Engineer,  9  November,  1SG4.     Honorably  discharged  3 
July,  1863. 
Chisholm,  Thomas. 

Acting  Master,  11  June,  1861.     Resigned  17  December,  1862. 
Choate,  Charles  H. 

Acting  Ensign,  6  January,  1863.    Honoi-ably  discharged  24  September,  1865. 
Choate,  Isaac  T. 

Boatswain,  27  August,  1860. 
Chrisnian,  Willmer  O. 

Assistant  Engineer,  18  May,  1877.     In  service. 
Christian,  Abraham. 

Acting  Master,  21  January,  1862.    Acting  Volunteer  Lieutenant,  6  January,  1864,  for 
gallant  conduct  at  the  batte  of  Port  Hudson.     Appointment  revoked  21  Sep- 
tember, 1864.     Sick. 
Christian,  JFerrier  C. 

Acting  Third  Assistant  Engineer,  8  July,  1863.     Honorably  discharged  15  Janu- 
ary, 1866. 
Christian,  Marcellus  P. 

Assistant  Surgeon,  8  September,  1858.     Dismissed  5  July,  1861. 
Christian,  IV.  A. 

Purser,  13  September,  1841.     Died  29  August,  1852. 
Christie,  Peter 

Surgeon's  Mate,  8  July,  1812.     Surgeon,  27  April,  1816.     Died  5  March,  1853. 
Christopher,  Charles  H. 

Acting  Chief  Engineer,  1  October,  1862.     Honorably  discharged  30  November, 
1865. 
Christopher,  Charles  'William. 

Acting  Midshipman,  24  February,  1863.     Graduated  6  June,  1867.     Ensign,  18 
December,  1868.     Master,  21  March,  1870.     Lieutenant,  21  March,  1871. 
Christopher,  Henry  C. 

Third  Assistant  Engineer,  17  March,  1863.     Retired  16  May,  1867.     Second  Assis- 
tant Engineer,  Retired  list,  24  July,  1867.    Died  13  August,  1872. 
Chrystie,  T.  M.  I-. 

Acting  Ensign,  Admiral  Farragut's  Staff,  9  September,  1-864.     Resigned  24  June, 
1865. 
Chnbb,  Henry  S. 

Carpenter,  16  November,  1875.    Appointment  revoked  1  May,  1876. 
Church,  George  Hnrlburt. 

Acting  Midshipman,  25  February,  1863.     Graduated  6  June,  1867.     Ensign,  18 
December,  1867.     Master,  21  March,  1870.     Resigned  9  November,  1871. 
Church,  George  J. 

Acting  Third  Assistant  Engineer,  10  January,  1863.    Appointment  revoked  (Sick,) 
8  May,  18C5. 
Church,  Henry  E. 

Mate,  12  December,  1862.     Acting  Ensign,  15  June,  1864.     Honorably  discharged 
30  November,  1865. 
Church,  James  H. 

Acting  Ensign,  25  April,  1864.     Honorably  discharged  21  October,  1865. 
Church,  Walter  S. 

Acting  Ensign,  17  February,  1864.    Honorably  discharged  21  October,  1865. 
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Vburcblll,  A.   t. 

Acting  Third  Assistant  Engineer,  13  June,  1863.     Honorably  discliarged.  30  No- 
vember, 1865. 
Clinrchill,  Gardner  A. 

Acting  Ensign,  15  December,  1862.     Resigned  3  June,  1864.    Acting  Ensign,  7 
October,  1864.     Resigned  4  April,  1865. 
Cbnrchill,  Henry. 

Acting   Master,  18    May,  1861.     Acting    Volunteer    Lieutenant,  35  July,  18G4. 
Honorably  discharged  10  January,  1866. 
Ctan  retail!,  Henry. 

Mate,  23  February,  1865.    Honorably  discharged  13  April,  1866. 
Chnrctaill-  Henry  li. 

Acting  Third  Assistant  Engineer,  9  September,  1863.     Resigned  9  May,  1863. 
Acting  Third  Assistant  Engineer,  3  September,  1864.     Resigned  39  April,  1865. 
Ctanrctaill,  James  M. 

Acting  Third  Assistant  Engineer,  14  September,  1863.     Honorably   discharged  18 
September,  1865. 
Churchill,  John  Franklin. 

Acting  Midshipman,  24  September,  1857. 
Chnrchlll,  John  F. 

Acting  Ensign,  23  Jime,  1864.     Honorably  discharged  15  November,  1868. 
Chnrehill,  Robert  B. 

Acting  Third  Assistant  Engineer,  18  February,  1865.    Honorably  discharged  26 
October,  1865. 
<:;hnrcbill,  Thomas  IL. 

Acting  Third  Assistant  Engineer,   20   April,   1863.      Acting   Second  Assistant 
Engineer,  23  April,  1864.    Acting  First  Assistant  Engineer:  10  February,  1865. 
Honorably  discharged  15  July,  1865. 
Chnrehill,  William. 

Acting  Ensign,  1  July,  1864.     Resigned  11  June,  1865. 
Chnrehill,    William  B. 

Acting  Master;  30  August,  1861.     Dismissed  8  October,  1861 

Chnrehill,  William  H. 

Acting  Master,  37  September,  1861.     Dismissed  3  July,  1863. 

Chnrehill,  William  Ii. 

Acting  Master,  11  October,  1861.  Acting  Volunteer  Lieutenant,  recommendation 
of  Commanding  Officer,  6  June,  1864.     Honorably  discharged   1   January,  1866. 

Cilley,  Greenleaf. 

Midshipman,  28  February,  1841.  Passed  Midshipman,  10  August,  1847.  Master, 
14  September,  1855.  Lieutenant,  15  September,  1855.  Lieutenant-Commander, 
16  July,  1862.    Retired  list,  18  March,  1865.     Commander  on  Retired  list. 

Cilley,  Jonathan  Ti. 

Mate,  3  September,  1864.    Resigned  8  November,  1864. 

Cissin,  Robert  A. 

Appointed  Master,  7  March,  1842.     Dismissed  1  January,  1846. 

City,  George  W. 

Third  Assistant  Engineer,  12  January,  1854.  Second  Assistant  Engineer,  9  May, 
1857.  First  Assistant  Engineer,  3  August,  1859.  Name  stricken  from  rolls,  3 
August,  1861. 

City,  Samnel  G. 

Gunner,  15  September,  1835.     Died  5  September,  1860. 

Clack,  John  H. 

Appointed  Midshipman,  15  November,  1809.  Lieutenant,  9  December,  1814. 
Commander,  24  AprU,  1838.  Captain,  38  February,  1838.  Dismissed  16  April, 
1842. 

10 
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Clagett,  John  M. 

Appointed   Midshipman,   16   March,   1798.      Lieutenant,   25  June,   1800.      Last 
appearance  on  Records  of  Navy  Department,  25  June,  1800.     Lost  in  Gibraltar' 
Bay. 
Claiborn,  Henry  B. 

Acting  Midshipman,  22  September,  1855.     Midshipman,  9  June,  1859.     Dismissed 
24  August,  1861. 
Claiborne,  M.  C  IL. 

Midshipman,  1  February,  1827.     Passed  Midshipman,  10  June,  1833.     Lieutenant, 
22  June,  1838.     Resigned  1  June,  1849. 
Claiborne,  Osuian. 

Appointed  Midshipman,  19  May,  1829.     Resigned  21  June,  1832. 
Clapbam,  John. 

Gunner,  15  November,  1837.     Appointed  Pyrotechnist,  24  July,  1848.   Died  15. 
September,  1864,  at  Washington,  D.  C. 
Claptaam;  John. 

Gunner,  15  November,  1837.     Died  15  September,  1864. 
Clapbam,  Joseph  C. 

Mate.     Resigned  1  April,  1862. 
Clapbam,  Joseph  C. 

Acting  Gunner,  13  December,  1862.     Honorably  discharged  3  December,  1865. 
Clapp,  Allen  C. 

Mate,  7  December,  1863.     Appointment  revoked  (Sick,)  4  October,  1864. 
Clapp,  Augustus. 

■    Acting  Second  Assistant  Engineer,  1861.     Appointment  revoked  17  March,  1862. 
Acting  Second  Assistant  Engineer,  7  April,  1863.     Acting  First  Assistant  Engi- 
neer, 7  January,  1863.     Died  on  "  Tahoma,"  7  April,  1867. 
Clapp,  Benjamin. 

Appointed  Midshipman,  8  December,  1813.     Last  appearance  on  Records  of  Navy 
Department,  23  December,  1815.     Resigned. 
Clapp,  C.  W. 

Acting  Assistant  Paymaster,  3  February,  1864.     Mustered  out  3  October,  1865. 
Clapp,  Fayette. 

Acting  Assistant  Surgeon,  29  November,  1863.     Dead. 
Clapp,  HCarvey. 

Acting.  Third  Assistant  Engineer,  10  November,  1863.     Acting  Second  Assistant 
Engineer,  21  August,  1866.     Honorably  discharged  23  December,  1867. 
Clapp,  H.  N. 

Mate,  16  August,  1864.    Discharged  25  October,  1867. 
Clapp,  Samuel  li. 

Acting  Master,  17  May,  1861.     Dismissed  10  June,  1863. 
Clar,  John. 

Professor  of  Mathematics,  15  October,  1841.     Dismissed  9  September,  1847. 
Clark,  Albert  B. 

Acting  Assistant  Paymaster,  3  November,  1864.    Discharged  1  February,  1866. 
Clark,  Allen  J. 

Acting  Assistant  Paymaster,  23  July,  1862.     Resigned  20  June,  1865. 
Clark,  Ambrose  J. 

Assistant  Paymaster,  12  September    1861.     Paymaster,  19  April,  1863.     Pay  In- 
spector, 9  March,  1880. 

Clark,  Benjamin  F. 

Acting  First  Assistant  Engineer,  31  March,  1863.     Honorably  discharged   1  De- 
cember, 1865. 
Clark,  Charles. 

Appointed  Midshipman,  20  February,  1801.     Discharged  under  Peace  Establish- 
ment Act,  10  April,  1801. 
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Clark,  Charles. 

Acting  Ensign,  38  January,  1865.    Died  25  March,  1865. 
Clarkj  Charles  E. 

Acting  Midshipman,  29   September,  1860.      Acting  Ensign,  21   October,   1863. 

Master,  10  May,  1866.     Lieutenant,  31  February,  1867.     Lieutenant-Commander, 

12  March,  1868. 
Clark,  Charles  E. 

Acting  Ensign,  19  September,  1864.     Resigned  (Sick,)  17  March,  1865. 

Clark,  Charles  P. 

Acting  Ensign,  3  October,  1863.     Acting  Master,  18  July,  1863.     Acting  Volun- 
teer Lieutenant,  highly  meritorious  services,  9  August,  1864.     Honorably  dis- 
charged 30  November,  1865. 
Clark,  Daniel  H. 

Mate,  8  January,  1863.    Honorably  discharged  6  March,  1866. 
Clark,  Edward  Werts. 

Third  Assistant  Engineer,  20  May,  1862.     Died  1  July,  1866. 
Clark,  Edward  W. 

Acting  Ensign,  1  October,  1862.     Died  on  "  Blaclc  Hawh,  "  1  April,  1863. 

Clark,  Elijah  M. 

Mate,  4  November,  1863.     Acting  Ensign  34  March.  1864.    Honorably  discharged 
31  September,  1865. 

Clark,  Ernest  M. 

Mate,  10  April,  1863.    Promoted  Acting  Ensign,  3  October,  1863.    Resigned  (Sick,) 
23  May,  1864. 

Clark,  E.  St.  Clair. 

Acting  Assistant  Paymaster,  17  December,  1861.    Mustered  out  10  March,  1S6G. 

Clark,  Francis  O.,  Jr. 

Midshipman,   19   October,  1841.      Dismissed   33   October,   1849.      Re-appointed 
Passed  Midshipman,  10  August,  1847.     Master,  18  April,  1855.    Died  25  July, 
1855. 
Clark,  Frank  H. 

Assistant  Pavmaster,  14  July,  1870.     Resigned  2  September,  1878.    Resignation 
revoked  7  September,  1878.     Passed  Assistant  Paymaster,  3  April.  1880. 

Clark,  George  H. 

Acting  Second  Assistant  Engineer,  28  May,  1861.    Resigned  29  November,  1861. 

Clarki  George  R. 

Cadet  Midshipman,  9  June,  1874.     Graduated  4  June,  1880. 

Clark,  George  W. 

Purser,  3  June,  1858.    Dismissed  2  April,  1861. 

Clark,  Henry  A. 

Acting  Master,  26  August,  1861.     Resigned  9  October,  1863. 

Clark,  Henry  G. 

Mate,  25  July,  1864.     Dismissed  14  July,  1866. 
Clark,  Henry  Howard. 

Chaplain,  27  January,  1873. 

Acting  Second  Assistant  Engineer,  37  April,  1863.    Dismissed  33  July,  1863, 

Clark,  Isaac.  ^  ,  ^„_ 

Appointed  Midshipman,  18  June,  1813.     Resigned  11  February,  1813. 

Clark,  Jackson.  ,,^,t      ^qok 

Acting  Third  Assistant  Engineer,  15  August,  1864.     Resigned  15  May,  1865. 

Clark, Jackson  S. 

Mate,  9  August,  1864.     Honorably  discharged  31  December,  1865. 

Clark,  James  B.  „,,-,.    x,        ^  m 

Acting  Third  Assistant  Engineer,  31  February,  1865.    Honorably  discharged  21 

October,  1855. 
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Clark,  James  IT. 

Purser,  34  July,  1813.     Died  in  September,  1844. 
Clark,  James  M. 

Third  Assistant  Engineer,  3  August,  1863.     Second  Assistant  Engineer,  25  July, 
1866.     Died  24  April,  1872. 
Clark,  James  W. 

Acting  Assistant  Paymaster,  25  September,  1863.     Honorably  discharged  11  De- 
cember, 1865. 
Clark,  John. 

Appointed  Midshipman,  18  June,  1813.     Killed  in  action  10  September,  1813. 
Clark,  John. 

Appointed  Boatswain,  1  August,  1803.     Left  the  service  30  September,  1804. 
Clark,  John. 

Acting  SecorkLi  Assistant  Engineer,  26  August,  1863.     Dismissed  7  October,  1863. 
Clark,  John  D. 

Acting  Midshipman,  22  September,  1860.     Midshipman.     Ensign,  28  May,  1803. 
Master,  10  November,  1865.     Lieutenant,  10  November,  1866.     Died  8  March, 
1868. 
Clark,  John  H. 

Assistant  Surgeon,  19  October,  1861.    Passed  Assistant  Surgeon,  34  April,  1865. 
Surgeon,  14  May,  1867. 
Clark,  John  Li. 

Appointed  Master,  39  August,  1812.     Discharged  19  June,  1813. 
Clark,  John  P. 

Mate,  30  January,  1863.     Appointment  revoked  21  February,  1863. 
Clark,  John  S. 

Acting  Ensign,  17  September,  1863.     Acting  Master,  29  March,  1864.     Honorably 
discharged  16  November,  1865. 
Clark,  John  W. 

Mate,  29  July,  1863.    Appointment  revoked  4  June,  1864. 
Clark,  Joseph  U. 

Mate,  7  June,  1862.     Acting  Ensign,  15  December,  1863.    Honorably  discharged 
12  August,  1865. 
Clark,  J.  Tucker. 

Appointed  Midshipman,  15  May,  1799.     Discharged  under  Peace  Establishment 
Act,  12  October,  1801. 
Clark,  li. 

Mate,  28  September,  1801.    Appointment  revoked  11  February,  1862. 
Clark,  Liewis. 

Midshipman,  34  SeiDtember,  1861.   'Acting  Ensign,  1  October,  1863.     Master,  10 
May,  1866.     Lieutenant,  21  February,  1867.     Lieutenant-Commander,  12  March, 
1868. 
Clark,  y.  Beach. 

Third  Assistant  Engineer,  13  May,  1801.     Second  Assistant  Engineer,  17  Decem- 
ber, 1862.     First  Assistant  Engineer,  1  July,  1865.     Retired   16  October,  1868. 
Clark,  Peter  G. 

Chaplain,  3  October,  1838.     Died  at  Cheshire,  Connecticut,  2  January,  1860. 
Clark,  Richard. 

Appointed  Lieutenant,  15  November,  1799.     Last  appearance  on  Records  of  Navy 
Department,  2  July,  1800. 

Clark,  Robert. 

Acting  Thii-d  Assistant  Engineer,  14  Febraaiy,  1863.     Dismissed  23  October,  1803. 
Clark,  Robert  H. 

Purser,  18  July,  1857.    Pay  Inspector,  3  March,  1871.     Pay  Director,  23  January, 
1873.     Retired  list,  5  December,  1880. 
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Clark,  Robert  M. 

Mate,  31   November,  1861.     Acting  Ensign,  24  January,  1863.     Honorably  dis- 
charged 6  June,  1868. 
Clark,  Kobert  W. 

Acting  Assistant  Surgeon,  30  April,  1864.     Resigned  29  April,  1865. 
Clark,  Samuel  B. 

Acting  Master,  4  November,  1861.     Resigned  6  August,  1864. 
Clark,  Seth. 

Appointed  Master,  date  not  linown.     Last  appearance  on  Records  of  Navy  De- 
partment. 
Clark,  Simeon. 

Acting  Tliird   Assistant  Engineer,  11   November,  1862.     Appointment  revoked 
(Sicli,)  33  June,  1863. 
Clark,  Stephen  O. 

Appointed  Boatswain,  1  January,  1817.     Resigned  4  October,  1835. 
Clark,  Stephen  J. 

Assistant  Surgeon,  19  August,  1861.     Resigned  30  May,  1865. 
Clark,  Thaddens  E. 

Acting  Assistant  Surgeon,  19  Februarv.  1864.    Honorably  discharged  6  Novem- 
ber, 1865. 
Clark,  Thomas. 

Acting   Third  Assistant  Engineer,   1   August,   1864.     Honorably  discharged  33 
May,  1870. 
Clark,  William. 

Appointed  Sailmalcer,  date  not  known.    Last  appearance  on  Records  of  Navy 
Department.     Dead. 

Clark,  William. 

Acting  Third  Assistant  Engineer,  13  August,  1864.     Honorably  discharged  25 
November,  1865. 
Clark,  William. 

Mate,  10  February,  1864.     Acting  Ensign  and  Pilot,  36  April,  1864.    Honorably 
discharged  3  January,  1866. 

Clark,  William  C. 

Appointed  Master,  38  December,  1839.    Resigned  18  February,  1843. 

Clark,  William  H. 

Acting  Master,  24  January,  1862.     Resigned  13  July,  1865. 

Clark,  William  J.,  Jr. 

Third  Assistant  Engineer,  16  November,  1861.     Second  Assistant  Engineer,  25 
August,  1863.     Resigned  1  Decembei-,  1865. 

Clark,  Wiulock. 

Appointed  Midshipman,  5  February,  1800.    Lieutenant,  4  May,  1807.     Drowned 
36  March,  1810. 

Midshipman,  21  July,  1864.     Graduated  4  June,  1869.     Ensign,  13  July,  1870. 
Master,  32  March,  1873.     Lieutenant,  11  July   1S77 

Clarke,  Charles  F. 

Appointed  Midshipman,  15  November,  1809.     Lieutenant,   19  December,   1814. 
Died  14  April,  1819. 

Clarke,  I>avid  t. 

Acting  Third  Assistant  Engineer,  7  March,  1864.    Honorably  discharged  4  No- 
vember, 1865. 
Clarke,  Edward  B. 

Mate,  33  September,  1863.    Honorably  discharged  5  October,  1865. 

Clarke,  E.  Mansfield. 

Acting  Third  Assistant  Engineer,  81  July,  1863.     Resigned  23  August,  1864. 
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Clarke,  Frank. 

Acting  Assistant  Paymaster,  4  December,  1862.     Passed  Assistant  Paymaster,  23 
July,  1866.     Paymaster,  5  June,  1808.     Died  3  April,  1879. 
Clarke,  Frederick  M. 

Mate,  23  July,  1863.     Resigned  24  December,  1863. 
Clarke,  Oeorge  W. 

Appointed  Midshipman,,  10  February,  1838.     Passed  Midshipman,  20  May,  1844. 
Resigned  9  July,  1846. 
Clarke,  Oeorge  W. 

Purser,  2  June,  1858,     Dismissed  3  April,  1861. 
Clarke,  George  W. 

Appointed  Boatsmain,  17  January,  1842.     Resigned  1  June,  1843. 
Clarke,  Hermou  M. 

Surgeon's  Mate,  3  July,  1813.     Resigned  19  May,  1815. 
Clarke,  James. 

Acting  Third  Assistant  Engineer,  8  January,  1863.     Dismissed  5  January,  1864. 
Clarke,  William  B. 

Appointed  Midshipman,  17  December,  1810.     Dismissed  6  August,  1811. 
Clarke,  William  I>. 

Acting  Third  Assistant  Engineer,  1  Pebruaiy,  1865.     Honorably  discharged  25 
September,  1865. 
Clarke,  William  91. 

Surgeon's  Mate,  25  November,  1809.    Sua-geon,  24  July.  1813.    Lost  in  the  "Wasp," 
1815. 
Clarke,  William  R. 

Acting  Master,  8  May,  1861.     Dismissed  24  March,  1862. 
Clarkson,  Charles  F. 

Mate,  12  December,  1863.     Appointment  revoked  (sick)  19  August,  1864. 
Clarkson,  Samuel  F. 

Acting   Midshipman,   20  September,   1862.     Graduated  June,  1866.     Ensign,  12 
March,  1868.     Master,  26  March,  1869.     Lieutenant,  31  March,  1870. 
Clarkson,  Samuel  G. 

Surgeon's  Mate,  8  August,  1826.     Died  17  May,  1839. 
Clary,  Albert  G. 

Midshipman,  8  May,  1833.  Passed  Midshipman,  8  July,  1839.  Lieutenant,  11 
April,  1845.  Commander,  16  July,  1863.  Captain,  21  November,  1866.  Com- 
modore, 5  April,  1874.     Retired  list,  7  August,  1806. 

Clason,  William  P. 

Midshipman,  27  July,  1867.  Graduated  6  June,  1871.  Ensign,  14  July,  1872. 
Master,  14  August,  1875. 

Clausen,  Charles. 

Acting  Ensign,  29  July,  1863.    Honorably  discharged  34  August,  1865. 
Clausen,  John  W. 

Mate,  8  September,  1864.    Honorably  discharged  12  October,  1865. 
Claxton,  Alex. 

Appointed  Midshipman,  20   June,  1806.      Lieutenant,  8   January,  1813.     Com- 
mander, 38  March,  1830.     Captain,  31  February,  1831.     Died  7  March,  184!. 
Claxton,  Thomas. 

Ai)pointed  Midshipman,  17  December.  1810.      Killed  in  action  10  September 
1813. 
Clay,  George  Goohue. 

Acting  Midshipman,  33  July,  1863.     Graduated  6  June,  1867.     Ensign,  18  Decem- 
ber, 1868.     Master,  31  March,  1870.     Lieutenant,  21  March,  1871. 
Clayton,  William  D. 

Mate,  23  September,  1863.     Resigned  0  January,  1808. 
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Clear,  llichael. 

Master,  28  December,  1839.     Reserved  list  (Furlougli,)  13  September,  1855.    Died 
in  Greenwich,  Connecticut,  in  Marcb,  1858. 
Clears',  Peter  A. 

Mate,  10  April,  1864.    Deserted  30  March,  1866. 
CleaTelanil,    Charles  II. 

Mate,  Hi)  February,  1864.     Honorably  discharged  37  September,  1869.    Mate,  26 
November,  1809. 

Cleaver,  Henry  S. 

Cadet  Engineer,  1  October,  1871.     Graduated  SI  May,  1873.     Assistant  Engineer, 
33  January,  1874.     Passed  Assistant  Engineer,  19  May,  1879. 
Cleaves,  George  W. 

Mate,  «  May,  1863.     Dismissed  4  May,  1864. 
Cleaves,  Harrison  IS. 

Mate,  5  August,  1863.     Acting  Ensign,  20  August,  1864.     Appointment  revoked 
(Sick,)  25  January,  1865. 
Cleaves,  Moses  H. 

Mate,  26  June,  1862.     Honorably  discharged  38  April,  1809.     Mate,  10  November, 
1869.    Appointment  revoked  9  July,  1870. 
Cleborne,  Cliristoptaer  J. 

Assistant  Surgeon,  9  May,  1861.    Passed  Assistant  Surgeon,  26  October.  1863.    Sur- 
geon, 34  November,  1863.     Medical  Inspector,  7  January,  1878. 
Clegg,  Artbur. 

Mate,  29  May,   1863.     Acting  Ensign,  1   August,   1864.     Honorably  diicharged 
26  July,  1865. 
Clemens,  Benjamin  I>. 

Third  Assistant  Engineer,  3  October,  1861.    Second  Assistant  Engineer,  3  August, 
1863.    Appointment  revoked  13  January,  1806. 
Clemens,  Engleliart  R. 

Acting  Piret  Assistant  Engineer,  30  October,  1863.    Resigned  17  March,  1864. 
Clements,  Arthur  M. 

Acting  Third  Assistant  Engineer,  15  May,  1862.    Acting  Second  Assistant  Engi- 
neer, 31  January,  1863.     Honorably  discharged  23  April,  1863. 

Clements,  John  'W. 

Acting  Third  Assistant  Engineer,  26  August,   1864.     Honorably  discharged  16 
Januai-y,  1868. 

Clements,  Samuel. 

Appointed  Midshipman,  33  September,  1799.    Discharged  13  October,  1801,  under 
Peace  Establishment  Act. 
Clementson,  John. 

Appointed  Saihnaker,  18  July,  1828.     Died  9  July,  1833. 
Clemson,  Henry  A. 

Appointed  Midshipman,  9    June,   1836.      Passed    Midshipman,   1   July,   1843. 
Drowned  8  December,  1846. 
Clendaniel,  William. 

Acting  Assistant  Surgeon,  28  July,  1862.    Resigned  3  January,  1865. 

Cleveland,  Charles  W. 

Acting  Ensign,  7  August,  1863.     Honorably  discharged  30  September,  1865. 

Cleverly,  Henry  T. 

Mate,  37  August,  1861.     Acting  Ensign,  28  September,  1863.     Honorably  dis- 
charged 30  September,  1865. 

Clifford,  B.   F. 

Acting  Master  and  Pilot,  14  February,  1865.     Resigned  3  May,  1865. 

Clifford,  Charles. 

Acting  Gunner,  15  July,  1864.     Dismissed  10  January,  1865. 
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Clitt'ord,  Robert  T. 

Mate,  7  September,  1863.     Resigned  (Sick,)  March  20,  1865. 
Clift,  Charles  TV. 

Acting  Second  Assistant  Engineer,  3  September,  1864.     Honorably  discharged  S 
March,  1870. 
Cllft,  IVathaniel. 

Appointed  Lieutenant,  34  April,  1799.     Resigned  1  August,  1800. 
Clit'ton,  €!eorge  R. 

Mate,  11  January,  1862.     Dismissed  3  December,  1863. 
Clifton,  Gervas. 

Appointed  Midshipman,  20  Fubruary,  1801.     Resigned  10  December,  1807. 
Clifton,  Henry. 

Mate,  17  November,  1864.     Dismissed  3  August,  1865. 
Clinch,  Joseph. 

Appointed  Midshipman,  16  January,  1809.     Resigned  12  January,  1810. 
Cline^  Hngh  H. 

Third  Assistant  Engineer,  1  July,  1861.     Second  Assistant  Engineer,  18  Decem- 
ber, 1862.     First  Assistant  Engineer,  1  January,  1868. 
Cllne,  James. 

Mate,  17  December,  1862.     Dismissed  26  June,  1863. 
Cline,  Sidney  B. 

Mate,  13  June,  1863.     Acting  Ensign,  7  March,  1865.     Honorably  discharged  5 
July,  1865.    Mate,  19  December,  1865.     Appointment  revoked   2  January,  1866. 
Clinton,  Franklin. 

Appointed  Midshipman,   1   April,   1828.    Passed  Midshipman,   14   June,    1834. 
Lieutenant,  11  December,  1839.     Died  26  Februarv,  1843. 
Clinton,  James  H. 

Appointed  Midshipman,  24  April,  1815.     Died  in  June,  1824. 
Clitz,  John. 

Mate,  26  June,  1863.     Resigned  14  February,  1865. 
Clitz,  John  M.  B. 

Midshipman,  12  April,  1837.     Passed  Midshipman,  39  June,  1843.     Master,  IS 
August,  1850.     Lieutenant,  6  April,  1851.     Commander,  16  July,  1862.     Cap- 
tain, 25  July,  1866.     Commodore,  28  December,  1873.     Rear-Admiral,  13  March, 
1880. 
Clopper,  Peter. 

Appointed  Sailmaker,  16  Januaiy,  1799.     Last  appearance  on  Records   of  Navy 
Department. 
Closson,  JVelson  A. 

Mate,  17  February,  1863.     Acting  Ensign,  24   November,  1863.     Honorably  dis- 
charged 4  November,  1865. 
Clond,  Caleb  TV. 

Assistant  Surgeon,  31  May,  1830.     Died  15  July,  1831. 
Cloagh,  BcnjainiEi  P. 

Acting  Ensign,  5  .May,  1864.     Honorably  dischai-ged  30  September,  1865. 
Clongh,  Eben,  Jr. 

Appointed  Midshipman,  9  November,  1813.     Dismissed  30  April,  1814. 
Clongh,  John. 

ApiDointed  Master,  3  July,  1813.     Died  19  March,  1847. 
Clongh,  Stephen. 

Appointed  Lieutenant,  17  Pebruaiy,  1800.     Discharged  29  September,  1801. 
Clover,  Richardson. 

Acting  Midshipman,  30  July,  1863.     Graduated  6  June,  1867.     Ensifn,  18  Decem- 
ber, 1868.     Muster,  21  March,  1870.     Lieutenant,  21  March,  1871. '' 
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Cloyd,  John  B. 

Acting  Third  Assistant  Engineer,  29  November,  1862.     Acting  Second  As-i-tint 
Engineer,  17  February,  1864.     Honorably  discliarged  1  December  1865 
Clngstou,  W.  P. 

Second  Assistant  Engineer,  5  June,  1863.     Honorably  discharged  30  November, 

Cluiniu,  Alfred. 

^De"cfmbCT°"l865''''^*^'''  Engineer,  4  January,  1862.    Honorably  discharged  S 
Clynier,  George. 

^^^^an'^^^J''W-°^d  -^"^y'  ^^^^-     Surgeon,  20  February,  1838.     Retired,  24  July 
1866.    Medical  Director  on  Retired  list,  3  March,  1871 
Coakley,  B.  D. 

Appointed  Master,  6  June,  1814.     Last  appearance  on  Records  of  Navy  Depart- 
ment, 10  June,  1815.     Discharged. 
Coale,  Alfred. 

Appointed  Midshipman,  2  April,  1804.     Resigned  3  Mav,  1808. 
Coale,  William  E. 

Assistant  Sm-geon,  6  September,  1837.     Resigned  25  January,  1843. 
C'oan,  Titus  M. 

Acting  Assistant  Surgeon,  27  October,  1863.     Honorably  discharged  21  December, 
1865. 

Coates,  Thomas. 

Appointed  Master,  6  February,  1809.     Last  appearance  on  Records  of  Navy  De- 
partment, 26  February,  1809.     Resigned. 
CoaJs,  Isaac  T. 

Acting  Assistant  Sm-geon,  9  October,  1861.     Resigned  18  April,  1865. 
Coats,  John  H. 

Appointed  Midshipman,  2  April,  1804.     Died  2  February,  1807. 
Cobb,  Allen  A. 

Acting  Ensign,  17  January,  1865.     Honorably  discharged  1  November,  1865. 
Cobb,  Alphonso  U. 

Midshipman,   23  September,   1867.     Graduated  6  June,   1871.     Ensign,  14  July, 
1872.     Master,  9  October,  1876, 
Cobb,  Benjamin,  Jr. 

Acting  Third   Assistant  Engineer,  21   August,  1862.     Honorably  discharged  27 
October,  1865. 

Cobb,  Charles. 

Gunner,  18  January,  1833.     Died  9  May,  1848. 
Cobb,  Charles  H. 

Mate,  2  April,  1864.     Acting  Ensign,  27  April.   I860.     Honorably  discharged  12 
October,  1865. 
Cobb,  Charles  S. 

Acting  Third  Assistant  Engineer,  30  December,  1864.     Honorably  discharged  29 
July,  1865. 

Cobb,  Charles  T. 

Mate.     Resigned  16  June,  1862. 
Cobb,  Edward. 

Appointed  Sailmaker,  date  not  known.     Last  appearance  on  Records  of  Navy 
Department,  1817.     Brig  ^^  Jones." 

Cobb,  George  W. 

Acting  Second  Assistant  Engineer,  22  October,  1862.     Resigned  15  September, 
1863. 
Cobb,  Henry  J. 

Appointed  Midshipman,  2  July,  1801.     Resigned  31  March,  1803. 
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Cobb,  John  E. 

Acting  Assistant  Surgeon,  10  September,  1861.    Honorably  discharged  11  Septem- 
ber, 1865. 
Cobb,  Schnyler  A. 

Acting  EnsigQ,  13  August,  1864.     Resigned  19  May,  1865. 
Cobb,  William  I>. 

Acting  Ensign,  11  September,  1863.    Acting  Master,  23  December,  1863.    Appoint- 
ment revoked  (Sick,)  28  October,  1864. 
Cobb,  William  B. 

Mate,  13  October,  1864.     Honorably  discharged  37  April,  1865. 
Cobb,  W.  R. 

Chaplain,  27  September,  1869.     Resigned  1  June,  1873. 
Cobnrn,  Henderson  A. 

Appointed  Midshipman,  18  January,  1840.     Dismissed  17  August,  1847. 
Cochran,  Oeorge. 

Assistant  Paymaster,  27  September,  1861.     Paymaster,  12  June,  1863. 
Cochran,  Jacob. 

Mate,  6  November,   1863.     Acting  Ensign,  19  December,  1863.     Honorably  dis- 
charged 12  May,  1865. 
Cochran,  James. 

Firet  Assistant  Engineer,  11  June,  1840.     Dismissed  7  November,  1345. 
Cochran,  John. 

Appointed  Midshipman,  9  May,  1800.     Discharged  under  Peace  Establishment 
Act,  12  August,  1801. 
Cochran,  John  T. 

Appointed  Midshipman,  15  November,  1810.     Resigned  ir>  December,  1810. 
Cochran,  Joslina  W. 

Appointed  Midshipman,  1  February,  1814.     Resigned  39  June,  1820. 
Cochran,  Richard. 

Appointed  Midshipman,  7  February,  1815.     Struck  off  1  March,  1825. 
Cochran,  Walter.  ^ 

Appointed  Gunner,  8  January,  1833.    Last  appearance  on  Records  of  Navy  Depart- 
ment, 1828.     Frigate  "  Brandywine." 

Cochrane,  George  M. 

Acting  Ensign,  34  January,  1863.    Appointment  revoked  (Sick,)  22  October,  1863. 
Cochrane,  Henry  C. 

Mate,  7  September,  1861.     Resigned  20  May,  1863. 
Cochrane,  James. 

First  Assistant  Engineer,  11  June,  1840.     Dismissed  7  November,  1845. 
Cocke,  Biiller, 

Purser,  6  October,  1798.     Storekeeper,  date  not  known.     Resigned   8  April,  1816. 
Cocke,  Harrison  H. 

Midshipman,  18  June,  1813.     Lieutenant,  1   April,  1818.     Commander,  3   March, 
1839.     Captain,  32  April,  1851.     Resigned  23  April,  1861. 
Cocke,  Samuel  B. 

Appointed  Midshipman,  1  January,  1818.     Lieutenant,  3  March,  1827.     Died  81 
May,  1835. 
Cocke,  Samnel  B. 

Carpenter,  11  August,  1853.     Dismissed  7  June,  1855. 
Cocke,  William  T. 

Appointed  Midshipman,  25  April,  1831.     Resigned  4  March,  1886. 
Cockle,  Thomas  B. 

Acting  Assistant  Paymaster,  17  June,  1863,     Resigned  30  November,  1868. 
Cockran,  A.  M. 

Acting  Assistant  Surgeon,  16  October,  3863.     Died  July,  1863. 
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Coddington,  Ethelbert  F. 

Midshipman,  13  October,  1848.     Died  8  November,  1853. 
Codrey,  Abraham. 

Purser,  4  September,  1804.    Resigned  37  June,  1806. 
Codwise,  George  W. 

Surgeon's  Mate,  14  May,  1825.     Surgeon,  4  December,  1828.     Retired  30  April, 
1861.     Medical  Director  on  Retired  list,  3  March,  1871. 
€oe,  Isaac. 

Appointed  Midshipman,  9  April,  1799.     Discharged  8  July,  1801. 
Coe,  William  H. 

Acting  Assistant  Surgeon,  27  December,  1864.     Resigned  24  June,  1865. 
Coffee,  Theodore  D. 

Acting  Third  Assistant  Engineer,  4  September,  1861.    Acting  Second  Assistant 
Engineer,  23  September,  1863.     Acting  First  Assistant  Engineer,  11  November, 
1864.    Honorably  discharged  3  July,  1866. 
Coffey,  John. 

Mate.    Dismissed  30  September,  1863. 
Coffin,  Ed  Trin. 

Acting  Master,  8  October,  1861.    Acting  Volunteer  Lieutenant,  33  June,   1865. 
Honorably  discharged  4  February,  1866. 
Coffin,  Frederick  W. 

Midshipman,  16  June,  1870.     Graduated  21   June,  1875.     Ensign,  24  December, 
1876. 

Coffin,  George  W. 

Appointed  Midshipman,  1  April,  1799.    Discharged  14  July,  1801. 
Coffin,  George  W. 

Acting  Midshipman,   38    September,   1860.      Acting  Ensign,   1   October,   1863. 
Master,  10  May,  1866.     Lieutenant,  25  July,  1866.     Lieutenant-Commander,  13 
March,  1868.    Commander,  30  November,  1878. 
Coffin,  George  W. 

Acting  Ensign,  9  October,  1863.     Died  on  "  Owasco,'"  11  October,  1864. 
Coffin,  Henry. 

Appointed  Sailmaker,  13  November,  1799.     Discharged  18  April,  1802. 
Coffin,  Henry  F. 

Acting  Master,  86  August,  1861.     Appointment  revoked  (Sick,)  13  February,  1863. 

Coffin,  John  H.  C. 

Professor  of  Mathematics,  14  August,  1848.    Retired  list,  15  September,  1877. 

Coffin,  John  H.  C. 

Midshipman,  22  July,  1865.     Graduated  4  June,  1869.     Ensign,  13  July,  1870. 
Master,  35  March,  1873.     Lieutenant,  3  August,  1877. 

Coffin,  Peter  F. 

Acting  Master,  21  March,  1862.     Honorably  discharged  7  December,  1865. 

Coffin,  Robert  B. 

Appointed  Midshipman,  3  November,  1818.     Died  20  March,  1822. 

Coffin,  Roland  fS. 

Acting  Master,  32  November,  1861.     Dismissed  5  March,  1864. 

Cofflnburg,  Henry  I>. 

Mate,  1  October,  1863.    Promoted  Acting  Ensign,  10  March,  1863.    Acting  Master, 
15  July,  1864.    Honorably  discharged  24  November,  1865. 

Cottman,  De  Witt. 

Midshipman,  6  June,  1873.     Graduated  30  June,  1876.     Ensign,  10  June,  1879. 

Cogdell,  R.  C. 

Appointed  Midshipman,   9    May,   1839.       Passed    Midshipman,  ^3    July,   1885. 
Lieutenant,  8  September,  1841.     Resigned  26  July,  1846. 
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Coggesball,  Oeorge. 

Appointed  Midshipman,      January,  1812.     Resigned  19  November,  1813. 

Coggeshall,  liawton. 

Mate,  31  October,  1861.     Appointment  revoked  (Sick,)  39  December,  1863. 

Coggin,  F.  G. 

Third  Assistant  Engineer,  21  September,  1861.     Second  Assistant  Engineer,  30 
July,  1863.     Retired  5  January,  1866. 
Coghlau,  Jasper. 

Boatswain,  36  October,  1855.     Retired  list,  37  October,  1875. 

Coghlan,  Josepb  B. 

Acting  Midshipman,  37  September,  1860.  Graduated  38  May,  1863.  Ensign,  4 
June,  1863.  Master,  10  November,  1865.  Lieutenant,  10  November,  1866. 
Lieutenant-Commander,  13  March,  1868. 

Cogswell,  James  Kelsey. 

Midshipman,  35  September,  1863.     Graduated  3  June,  1868.     Ensign,  19  April, 
1869.     Master,  13  July,  1870.     Lieutenant,  8  April,  1874. 
Cogswell,  Samuel  B. 

Acting  Master,  13  July,  1861.     Resigned  13  August,  1863. 

Cogswell,  Wilber  F. 

Acting  Third  Assistant  Engineer,  17  August,  1864.     Honorably  discharged   7 
November,  1865     Acting  Third  Assistant  Engineer,  13  July,  1866.     Mustered 
out  38  August,  1868. 
Coben,  Josepb. 

Appointed  Midshipman,  1  February,  1836.     Resigned  1  May,  1828. 

Coben,  Solis  I. 

Acting  Assistant  Surgeon,  4  September,  1861.     Resigned  13  January,  1864. 
Cobill,  Jobn. 

Acting  Eirst  Assistant  Engineer,  21  August,  1861.     Resigned  8  May,  1864. 
Colt,  lieTi. 

Acting  Third  Assistant  Engineer,  5  January,  1864.     Resigned  3  May,  1865. 
Coit,  Traeey. 

Acting  Assistant  Paymaster,  19  October,  1861.     Honorably  discharged  15  April, 
1S66. 
Coite,  William  J. 

Acting  Assistant  Paymaster,  12  June,  1803.     Honorably  discharged  7  November, 
1865. 
Coke,  William  B. 

Appointed  Midshipman,  16  January,  1809.     Lieutenant,  34  July,  1813.     Killed  by 
a  shot  in  the  More  Castle,  7  March,  1833. 
Colaban,  Charles  £. 

Midshipman,  31  July,  1865.     Graduated  4  June,  1869.     Ensign,  13  July,  1870. 
Master,  13  August,  1873.     Lieutenant,  20  July,  1875. 
Colbourn,  Oliver. 

Acting  Master,  39  October,  1861.    Honorably  discharged  4  December,  1866. 
Colby,  Edward  P. 

Acting  Assistant  Surgeon,  7  April,  1863.    Resigned  11  April,  1865. 
Colby,  Frederick  W. 

Appointed  Midshipman,  9  February,  1838.    Passed  Midshipman,  20  May,  1844. 
Died  2  November,  1847. 
Colby,  George  B. 

Acting  Ensign,  24  October,  1863.     Honorably  discharged  13  August,  1865. 
Colby,  Barrison  G.  O. 

Acting  Midshipman,  35  November,  1862.     Graduated  G  June,  1867.     Ensign,  18 
December,  1868.    Master,  31  March,  1870.     Lieutenant,  31  March,  1871. 
Colby,  Henry  B. 

Mate,  33  January,  1863.  Acting  Ensign,  15  February,  1864.  Honorably  dis- 
charged 16  May,  1866. 
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Colby,  Henry  G. 

Acting  Assistant  Paymaster,  23  June,  1863.  Discharged  4  December,  186'). 
Assistant  Paymaster,  33  July,  1866.  Passed  Assistant  Paymaster,  9  April,  1868. 
Paymaster,  6  September,  1878. 

Coldeu,  James  H. 

Acting  Second  Assistant  Engineer,  7  August,  1863.    Dismissed  31  August,  1864. 
€ole,  David. 

Appointed  Carpenter,  18  November,  1814.     Resigned  5  February,  1816. 
Cole,  Edward. 

Appointed  Gunner,  date  not  known.     Last  aijpearance  on  Record  of  Navy  De- 
partment, 1817.     "  Brig  Jones." 
Cole,  George  H. 

Acting  Master,  18  February,  1862.     Dismissed  13  July,  1863. 
Cole,  George  H. 

Mate,  5  August,  1864.    Honorably  discharged  13  October,  1868. 
Cole,  John  P. 

Mate,  31  August,  1862.     Acting  Ensign,  5  August,  1864.     Honorably  discharged 
8  July,  1868. 
Cole,  LiUCins  A. 

Mate,  36  November,  1863.     Honorably  discharged  18  October,  1865. 
Cole,  Thomas  B. 

Acting  Third  Assistant  Engineer,  4  June,  1863.     Honorably  discharged  12  Octo- 
ber, 1865. 
Coleman,  A.  H. 

Appointed  Midshipman,  14  March,  1829.     Resigned  10  May,  1830. 
Coleman,  Benjamin. 

Appointed  Master,  6  April,  1799.    Resigned  7  August,  1799. 
Coleman,  Charles. 

Thii'd  Assistant  Engineer,  18  January,  1845.     Dismissed  15  December,  1851. 

Coleman,  David. 

Midshipman,  19  October,  1841.  Passed  Midshipman,  10  August,  1847.  Resigned 
13  December,  1850. 

Coleman,  £tigene. 

Mate,  34  October,  1864.    Resigned  15  May,  1866. 
Coleman,  Ferdinand  T. 

Acting  Ensign,  1  October,  1863.  Actmg  Master,  39  May,  1868.  Honorably  dis- 
charged 1  December,  1865. 

Coleman,  G.  Li. 

Acting  Ensign,  1  October,  1862.    Resigned  21  May,  1863. 

Coleman,  James  A. 

Chaplain,  8  October,  1862.  Commissioned,  25  March,  1863.  Resigned  13  Novem- 
ber, 1863. 

Coleman,  John  C 

Assistant  Surgeon,  28  June,  1852.     Resigned  1  February,  1858. 

Colensan,  Julins  A. 

Mate,  24  November,  1863.    Honorably  discharged  31  October,  1865. 

Coleman,  Silas  B. 

Acting  Ensign,  1  October,  1863.  Acting  Master,  15  June,  1864.  Honorably  dis- 
charged 13  December,  1865. 

Coleman,  William  B. 

Acting  Assistant  Paymaster,  17  February,  1863.  Honorably  discharged  20  No- 
vember, 1865. 

Coles,  John  W. 

Assistant  Surgeon,  6  May,  1868.  Passed  Assistant  Surgeon,  14  January,  1867. 
Surgeon,  G  October,  1873. 


158  GENERAL   NAVY  REGISTER. 

Colfax,  Wirt  W. 

Mate,  31  November,  1861.     Resigned  29  September,  1862. 
Colgate,  George. 

Assistant  Surgeon,  13  March,  1805.     Resigned  16  June,  1809.. 

Colhoun,  Edmund  R. 

Midshipman,  1  April,  1839.  Passed  Midshipman,  2  July,  1845.  Master,  6  Janu- 
ary, 1853.  Resigned  27  June,  1853.  Acting  Lieutenant,  24  September,  1861. 
Commissioned  Commander,  16  July,  1862.  Captain,  3  March,  1869.  Com- 
modore, 36  April,  1876. 

Collionn,  Jolm. 

Midshipman,  25  January,  1831.     Passed  Midshipman,  24  May,  1838.     Lieutenant, 
37  May,  1830.     Commander,  4  November,  1853.     Commodore  on  Retired  list,  4 
April,  1867.     Died  30  November,  1872. 
Collionn,  Samael  Reed. 

Assistant  Paymaster,  38  September,  1869.     Passed  Assistant  Paymaster,  15  Janu- 
ary, 1875. 
Colin,  Alfred. 

Third  Assistant  Engineer,  1  July,  1861.  Second  Assistant  Engineer,  18  December, 
1863.     Resigned  27  November,  1865. 

Cellamore,  Henry  H. 

Mate,  7  January,  1863.  Acting  Ensign,  4  April,  1864.  Honorably  discharged  19 
September,  1865. 

Collett,  E.  D. 

Acting  Second  Assistant  Engineer,  33  March,  1864.  First  Assistant  Engineer,  21 
July,  1865.    Honorably  discharged  9  November,  1865. 

Colley,  William  H. 

Acting  Ensign,  14  November,  1863.     Acting  Master.  23  November,  1864.     Honor- 
ably discharged  25  October,  1865. 
Collier,  Barnabas  H. 

Acting  Third  Assistant  Engineer,  7  July,  1864.    Honorably  discharged  38  Novem- 
ber, 1865. 
Collier,  Charles  M. 

Appointed  Midshipman,  25  November,  1834.     Resigned  7  August,  1834. 

Collier,  Tbomas  S. 

Mate,  28  April,  1866.     Boatswain,  9  July,  1866. 
Collier,  William. 

Acting  Second  Assistant  Engineer,  31  September,  1863.     Appointment  revoked 
18  May,  1865. 
Collier,  William  W. 

Acting  Third  Assistant  Engineer,  39  July,  1863.     Acting  Second  Assistant  En- 
gineer, 1  November,  1864.     Honorably  discharged  1  December,  1865. 
Collins,  Adam  C. 

Acting  Third  Assistant  Engineer,  31  January,  1865.     Honorably  discharged   15 
February,  1866. 
Collin!^,  R. 

Appointed  Master,  date  not  known.     Discharged  30  May,  1801,  under  Peace 
Establishment  Act. 
Collins,  C.  A. 

Acting  Assistant  Surgeon,  1  October,  1863.     Appointment  revoked  (Sick,)  38  Octo- 
ber, 1863. 
Collins,  Charles  F. 

Appointed  Midshipman,  19  February,  1841.    Resigned  8  September,  1845. 
Collins,  Daniel  S. 

Acting  Master,  39  October,  1861.     Dismissed  38  June,  1863. 
Collins,  Edward. 

Acting  Third  Assistant  Engineer,  23  November,  1864.  Honorably  discharged  3 
June,  1868. 
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Collins,  Frederick. 

Acting  Midshipman,  23  July,  1863.     Graduated  6  June,  1867.     Ensign  18  Decem- 
ber, 1868.    Master,  21  March,  1870.    Lieutenant,  21  March,  1871. 
Collins,  Oeorge  S. 

Acting  Second  Assistant  Engineer,  1  October,  1862.    Resigned  30  May,  1864. 
Collins,  Isaac. 

Appointed  Lieutenant,  15  June,  1799.     Resigned  1  January,  1800. 
Collins,  Jolin. 

Boatswain,  7  February,  1859.     Dismissed  17  May,  1859. 
Collins,  John. 

Acting  Master,  21  December,  1861.    Honorably  Discharged  19  September,  1865. 
Collins,  John  B. 

Midshipman,  80  July,  1866.     Graduated  7  June,  1870.    Ensign,  13  July,  1871. 
Master,  3  March,  1874.     Lieutenant,  18  March,  1880. 
Collins  John  H. 

Acting  Master  and  Pilot,  1  October,  1864.    Honorably  discharged  12  August,  1866. 
Collins,  John  W. 

Acting  Third  Assistant  Engineer,  14  September,  1864.    Honorably  discharged  28 
June,  1865. 
Collins,  Jos.  E. 

Appointed  Lieutenant,  15  November,  1799.     Last  appearance  on  Records  of  Navy 
Department. 
Collins,  J.  T.  S. 

Appointed  Midshipman,  17  June,  1834.     Resigned  31  January,  1835. 
Collins,  iVapoleon. 

Midshipman,  3  January,  1834.  Passed  Midshipman,  16  July,  1840.  Master,  15 
August,  1846.  Lieutenant,  6  November,  1846.  Commander,  16  July,  1862. 
Captain,  25  July  1866.  Commodore,  19  January,  1871.  Rear-Admiral,  9 
August,  1874.     Died  9  August,  1875. 

Collins,  Robert  W. 

Mate,  8  February,  1865.     Honorably  discharged  18  September,  1867. 

Collins,  W.  A. 

Acting  Assistant  Surgeon,  1  October,  1862.  Appointment  revoked  28  October, 
1863. 

Collins,  William. 

Appointed  Master,  3  February,  1814.    Last  appearance  on  Records  of  Navy  De- 
partment. 
Collins,  William. 

Acting  Ensign,  17  July,  1862.  Acting  Master,  14  August,  1863.  Honorably  dis- 
charged 30  September,  1865. 

Collins,  William. 

Mate,  33  December,  1861.     Resigned  1  October,  1862. 

Collins,  William  A. 

Acting  Second  Assistant  Engineer,  9  June,  1863.  Honorably  discharged  7  Octo- 
ber 1865. 

Collins,  William  H. 

Acting  Second  Assistant  Engineer,  13  November,  1864.  Honorably  discharged  3 
December,  1865. 

Collom,  Charles  D. 

Acting  Assistant  Paymaster,  3  July,  1864.    Discharged  13  February,  1866. 

Collyer,  John. 

Appointed  Midshipman,  30  November,  1814.     Resigned  8  February,  1816. 

Colp,  Jacob. 

Acting  Third  Assistant  Engineer.    Resigned  30  June,  1863. 
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Colson,  Amos. 

Boatswain,  26  March,  1842.     Resigned  23  February,  1843.     Boatswain,  4  March, 
1847.     Died  17  March,  1858. 
Colston,  Joslali. 

Purser,  28  May,  1825.     Dismissed  24  March,  1840, 
Colt,  William. 

Appointed  Master,  26  May,  1812.     Last  appearance  on  Records  of  Navy  Depart- 
ment, 5  June,  1812. 
Colter,  James. 

Appointed   Midshipman,   30  November,   1814.     Last  appearance  on  Records  of 
Navy  Department,  1815.     Frigate  "  Querriere." 
Colton,  Frederick  W. 

Mate,  4  January,  1864.     Honorably  discharged  1  June,  1869. 
Colton,  Walter. 

Chaplain,  6  November,  1830.     Died  at  Philadelphia,  22  January,  1851. 
ColTin,  Ezra  C. 

Mate,  12  November,  1863.     Appointment  revoked  (Siclc,)  8  Nsvember,  1864. 
ColTocoresses,  George  P. 

Midshipman,  28   September,  1864.     Graduated  4  June,  1869.     Ensign,  12  July, 
1870.    Master,  18  June,  1872.     Lieutenant,  1  July,  1875. 
ColTocoressis,  Oeorge  M. 

Midshipman,  21  February,  1882.     Passed  Midshipman,  23  June,  1 838.     Lieuten- 
ant, 7  December,  1843.     Commander,  2  July,  1861.     Captain  on  Retired  list,  4 
April,  1867.    Died  3  June,  1872. 
Colwell,  John  C. 

Midshipman,  23  September,  1870.     Graduated  June,  1874.     Ensign,  17  July,  1875. 
Comegys,  Cornelius. 

Midshipman,  9  September,  1841.     Dismissed  3  October,  1848. 
Comegys,  George  M. 

Appointed  Midshipman,  27  February,  1836.     Resigned  18  December,  1841. 
Comins,  Job. 

Acting  Third  Assistant  Engineer,  1  October,  1862.     Resigned  22  September,  1863. 
Comley,  Samnel  P. 

Midshipman,  26  July,  1865.    Graduated  4  June,  1869.     Ensign,  12  July,  1871. 
Master,  3  August,  1873.     Lieutenant,  26  April,  1878. 
Commons,  William. 

Assistant  Surgeon,  3  November,  1863.     Resigned  24  July,  1867. 
Como,  James. 

Acting  Gunner,  4  April,  1864.     Honorably  discharged  9  July,  1865. 
Comstock,  Albert  H. 

Mate,  19  November,  1861.     Dismissed  2  March,  1863. 
Comstock,  John  H. 

Acting  Midshipman,  11  January,  1858. 
Comstock,  Theo.  A. 

Mate,  2  February,  1863.     Acting  Ensign,  16  December,  1864.     Honorably  dis- 
charged 28  October,  1865. 
Conant,  Benjamin. 

Appointed  Midshipman,  15  May,  1799.    Discharged  under  Peace  Establishment 
Act,  30  April,  1801. 

Conant,  Samuel. 

Appointed  Midshipman,  2  December,  1799.     Discharged  under  Peace  Establish- 
ment Act,  6  August,  1801. 
Conant,  Thaddeus  !L. 

Acting  Ensign,  1  December,  1863.     Resigned  24  April,  1863. 
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Concklin,  Robert. 

Appointed  Midshipman,  20  March,  1815.     Last  appearance  on  Records  of  Navy 
Depiirtment. 
Concklin,  Sylvanns. 

Appointed  Midshipman,  1  January,  1812.     Dismissed  20  January,  1814. 
Conckling,  Aug. 

Appointed  Midshipman,  16  January,  1809.     Lieutenant,  24  July,  1813.    Resigned 
8  February,  1820. 
Conckling,  Robert. 

Appointed  Midshipman,  16  January,  1809.     Resigned  27  December,  1809. 
Condry,  Bennis. 

Acting  Volunteer  Lieutenant,  28  September,   1861.    Appointment  revoked,  ad- 
vanced age,  16  July,  1863.    Re-appointed,  but  declined,  9  May,  1864. 
Cone,  Owen  S.  M. 

Acting  Ensign,  1  April,  1865.    Appointment  revoked  9  October,  1866. 
Coney,  Charles  Jabez. 

Third   Assistant  Engineer,    16   October,   1861.      Second   Assistant   Engineer,   3 
August,  1863.     Resigned  3  October,  1866. 
Coney,  Joseph  S. 

Acting  Ensign,  1  November,  1863.     Acting  Master,  gallantry  in  destruction  of  a 
blockade  runner,  7  September,  1863.    Honorably  discharged  7  November,  1865. 
Congdon,  Joseph  W. 

Acting  Master,  25  February,  1863.    Honorably  discharged  29  August,  1865. 
Conger,  David  O. 

Mate,  31  March,  1864.    Resigned  26  April,  1865. 
Conill,  Jnlien  D. 

Mate,  3  September,  1863.    Honorably  discharged  26  October,  1865. 
Coningham,  David. 

Appointed  Midshipman,  4  February,  1814.    Resigned  4  May,  1824. 
Conklin,  Charles  O. 

Acting  First  Assistant  Engineer,   5   January,  1864.     Honorably  discharged  29 
August,  1865. 
Conklin,  George  Henry. 

Acting  Midshipman,  38  September,  1857. 
Conklin,  H.  R. 

Mate,  1  September,  1861.    Resigned  17  October,  1864. 
Conklin,  Gordon  J. 

Mate,  24  October,  1861.    Acting  Ensign,  14  September,  1868.     Honorably  dis- 
charged 28  October,  1865. 
Conklin,  Xorman  H. 

Mate,  23  June,  1803.    Acting  Ensign,  8  March,  1864.     Honorably  discharged  5 
November,  1865. 
Conklin,  Strong. 

Acting  Second  Assistant  Engineer,  18  November,  1861.     Resigned  18  September, 
1862. 
Conklin,  F.  A. 

Acting  Assistant  Paymaster,  25  September,  1861.     Dismissed  6  May,  1863. 

Conley,  James  H. 

Carpenter,  80  April,  1846.  Dismissed  7  June,  1850.  Acting  Carpenter,  17  May, 
1861.  Dismissed  17  July,  1861.  Re-appointed  13  November,  1861.  Resigna- 
tion accepted  25  September,  1 862. 

Conly,  James  H. 

Carpenter,  30  April,  1846.     Dismissed  7  June,  1850. 

Connally,  John  Kerr. 

Acting  Midshipman,  28  September,  1857. 

11 
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Connell,  James. 

Appointed  Boatswain,  28  May,  1798.     Last  appearance  on  Records  of  Navy  De- 
partment. 
Connelly,  John. 

Acting  First  Assistant  Engineer,   7  December,  1863.     Dismissed   3   December, 
1864. 
Conner,  David. 

Midshipman,  16  January,   1809.      Lieutenant,   24  July,   1813.     Commander,   23 
March,  1825.     Captain,  3  March,  1835.     Died  at  Philadelphia,  20  March,  1856. 
Conner,  Henry  P. 

Acting  Ensign,  IS  August,   1862.     Acting  Master,  good  service,  17  December, 
1863.     Acting  Volunteer  Lieutenant,  6  April,  1865.     Honorably  discharged  17 
January,  1866. 
Conner,  Jobn. 

Mate,  5  March,  1862.    Acting  Ensign,  2  June,  1864.    Appointment  revoked  (Sick,) 
13  September,  1864. 
Conner,  John  !E. 

Acting  Third  Assistant  Engineer,  28  May,  1863.     Honorably  discharged  6  March, 
1866. 
Conner,  JTewell  W. 

Acting  Second  Assistant    Engineer,   1   October,   1862.      Appointment  revoked 
(Sick,)  26  January,  1863.     Acting  Second  Assistant  Engineer,  6  May,  1864. 
Honorably  discharged  1  November,  1865. 
Conner,  Thomas. 

Acting  Third  Assistant  Engineer,  7  August,  1863.     Resigned  15  May,  1865. 
Connor,  James. 

Appointed  Midshipman,  18  June,  1812.    Last  appearance  on  Records  of  Navy  De- 
partment. 
Conover,  Edward  D. 

Mate,  6  April,  1864.     Honorably  discharged  23  August,  1866. 
Conover,  Francis  S. 

Midshipman,  11  May,  1840.    Passed  Midshipman,  11  July,  1846.    Master,  1  March, 
1855.     Lieutenant,  14  September,  1855.    Acting  Lieutenant,  13  September,  1862. 
Resigned  11  Aiugust,  1863. 
ConoTcr,  George  W. 

Carpenter,  18  February,  1870. 
Conover.  Isaac    ' . 

Acting  Third  Assistant  Engineer,  33  May,  1863.     Died  on  the  " Lenamee''  9  Sep- 
tember, 1867. 
Conover,  Thomas  H. 

Midshipman,  1  January,  1812.     Lieutenant,  5  March,  1817.     Commander,  28  Feb- 
ruary, 1838.    Captain,  2  October,  1848.    Commodore  on  the  Retired  list,  16  July, 
1862.    Died  25  September,  1864. 
Conrad,  Daniel  B. 

Assistant  Surgeon,  20  September,  1854.    Passed  Assistant  Surgeon,  4  May,  1860. 
Dismissed  10  May,  1861. 
Conroy,  Edward. 

Acting  Volunteer  Lieutenant,  21  September,  1861.     Acting  Volunteer  Lieutenant- 
Commander,  8  December,  1864.    Honorably  discharged  30  October,  1868. 
Constable,  A.  W. 

Mate,  27  May,  1864.     Resigned  5  September,  1865. 
Constant,  John  C. 

Mate,  15  November,  1861.    Appointment  revoked  (Sick,)  2  July,  1863.     Mate,  24 
October,  1863.    Resigned  (Sick,)  30  December,  1864. 
Constant,  Walter  M. 

Cadet  Midshipman,  13  June,  1873.     Graduated  18  June,  1879. 
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Constantinc,  William  I>. 

Acting  Ensign,  10  July,  1863.     Resigned  (Sick,)  21  March,  1865. 
Con  tee,  Joliu. 

Midshipman,  27  October,  1882.     Passed  Midshipman,  23  June,  1838.     Lieutenant 
14  February,  1843.    Resigned  9  January,  1854.  ' 

Conttiueaa,  Hercules. 

Appointed  Midshipman,  9  November,  1813.     Resigned  24  January,  1816.     Mid- 
shipman, 12  April,  1817.     Died  12  April,  1819. 
TonTerse,  Blinn. 

Acting  Third  Assistant  Engineer,  13  September,  1864.     Resigned  17  May,  1865. 
Converse,  Oeorge  Albert. 

Acting  Midshipman,  29  November,  1861.     Graduated  September,  1865.     Ensign, 
1   December,  1866.      Master,  12   March.  1868.      Lieutenant,  26  March,  1869. 
Lieutenant-Commander,  12  July,  1878^ 
Conway,  Edwin  H. 

Assistant  Surgeon,  7  March,  1838.     Lost  in  the  ''  Grampus"  in  March,  1843. 
Conway,  John. 

Mate.     Appointment  revoked  22  January,  1866. 
Conway,  J.  O. 

Mate,  23  June,  1863.    Resigned  26  October,  1864. 
Conway,  TVilliain  I>. 

Surgeon's  Mate,  10  December,  1814.     Resigned  11  April,  1825. 
Conway,  William  P. 

Midshipman,  1  October,  1866.     Graduated  7  June,  1870.     Ensign,  13  July,  1871 
Master,  9  August,  1874. 
Cook,  Aaron  F. 

Appointed  Midshipman,  2  March,  1799.     Permitted  to  retire  17  December,  1801. 
Cook,  Albert. 

Acting  Master,  11  November,  1861.    Honorably  discharged  18  January,  1866. 
Cook,  Albert  G. 

Appointed  Midshipman,  24  October,  1841.     Dismissed  22  November,  1844. 
Cook,  Andrew  B. 

Surgeon's  Mate,  21  December,  1812.     Surgeon,  27  March,  1818.     Died  4  Novem- 
ber, 1838. 
Cook.  Berna. 

Acting  Third  Assistant  Engineer,   16  October,  1863.     Acting  Second  Assistant 
Engineer,  22  February,  1865.     Died  at  Naval  Hospital,  New  York,  7  September, 
1865. 
Cook,  Brenton  B. 

Mate,  24  December,  1863.    Deserted  3  July,  1864. 
Cook,  B.  Frank. 

Mate,  18  June,  1861.  Acting  Master,  10  May,  1863.  Honorably  discharged  21 
September,  1865. 

Cook,  Charles. 

Acting  Master  and  Pilot,  38  October,  1864.    Honorably  discharged  6  December, 
1865. 
Cook,  BaTid  P. 

Acting  Ensign,  6  July,  1864.     Resigned  15  May,  1865. 

Cook,  Francis  A. 

Acting  Midshipman,  30  September,  1860.  Acting  Ensign,  1  October,  1863. 
Master,  10  May,  1866.  Lieutenant,  21  February,  1867.  Lieutenant-Commander, 
12  March,  1868. 

Cook,  Francis  T. 

Acting  Third  Assistant  Engineer,  30  March,  1863.  Appointment  revoked  (Sick,) 
11  July,  1864. 
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Cook,  Gilbert  C. 

Third  Assistant  Engineer,  16  September,   18G2.     Second  Assistant  Engineer,  1 
March,  1864.     Resigned  22  July,  1865. 
Cook,  James  A. 

Mate,  22  March,  1862.     Resigned  11  January,  1864. 

Cook,  James  B. 

Acting  Third  Assistant  Engineer,   11   March,  1865.     Honorably  discharged  23 
October,  1867. 
Cook,  Jotan. 

Chaplain,  19  May,  1812.     Died  21  August,  1828. 
Cook,  John. 

Acting  Second  Assistant  Engineer,  26  September,  1863.     Honorably  discharged  2 
August,  1865. 
Cook,  John,  Jr. 

Acting  Third  Assistant  Engineer,  12  September,  1864.     Resigned  31  June,  1865. 
Cook,  John  A. 

Appointed  Midshipman,  1  January,  1812.     Lieutenant,  1  April,  1818.     Died  7 
February,  1834. 
Cook,  John  T. 

Acting  Ensign,  23  June,  1864.     Acting  Master,  21  August,  1865.     Honorably  dis- 
charged 10  October,  1868. 
Cook,  Joseph  J. 

Midshipman,  19  October,  1841.    Passed  Midshipman,  10  August,  1847.     Resigned 
9  December,  1851. 
Cook,  Josiah  D. 

Acting  Master,  October,  1861.     Dismissed  24  June,  1862. 
Cook,  Joshua,  Jr. 

Mate,   30  December,   1863.     Acting  Ensign,   7   January,   1865.     Honorably  dis- 
charged 14  August,  1867. 
Cook,  Iiemnel  P. 

Mate,  21  January,  1864.     Honorably  discharged  28  October,  1865. 
Cook,  liewis  G. 

Acting  Master,  19  December,  1861.    Honorably  discharged  38  February,  1866. 
Acting  Master,  24  May,  1866.    Mustered  out  8  October,  1868.     Mate,  1  Feb- 
ruary, 1870. 
Cook,  LiiTlngston. 

Acting  Second  Assistant  Engineer,   20  July,   1863.     Appointment  revoked  26 
January,  1864. 
Cook,  Sinioi:. 

Cadet  Midshipman,  6  June,  1878.     Graduated  18  June,  1879. 
Cook,  Theophilus. 

Third  Assistant  Engineer,  33  May,  1863.     Second  Assistant  Engineer,  6  January, 
1866.     First  Assistant  Engineer,  31  January,  1873.     In  service. 
Cook,  Thomas. 

Acting  Chief  Engineer,  1  October,  1862.     Honorably  discharged  7  June,  1866. 
Cook,  William,  Jr. 

Mate,  6  October,  1863.    Resigned  (Sick,)  6  December,  1864. 
Cook,  William  C. 

Acting  Assistant  Paymaster,  30  June,  1862.     Assistant  Paymaster,  30  June,  1864 
Resigned  28  June,  1866. 
Cook,  William  H. 

Mate,  11  March,  1864.     Died  on  "  Brooklyn,''  from  wounds,  5  August,  1864. 
Cooke,  Augustus  JP. 

Acting  Midshipman,  37  May,  1853.    Midshipman,  30  June,  1856.    Passed  Midship- 
man, 39  April,  1859.     Master,  5   September,  1859.     Lieutenant,  28  December, 
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1860.      Lieutenant-Commander,   11    August,   1862.      Commander,   15   August, 
1870 
Cooke,  Benjamin  S. 

Acting  Second  Assistant  Engineer,  33  November,  1863.     Acting  First  Assistant 
Engineer,  32  March,  1865.     Honorably  discharged  10  October,  1865. 
€ooke,  George  H. 

Assistant  Surgeon,  9  September,  1862.     Passed  Assistant  Surgeon,  5  March,  1866. 
Surgeon,  20  February,  1870. 
Cooke,  Janiei^  W. 

Midshipman,  1  April,  1828.  Passed  Midshipman,  14  June,  1884.  Master.  Lieu- 
tenant, 25  February,  1841.     Resigned  2  May,  1861. 

Cooke,  Jobn. 

Appointed  Midshipman,  18  June,  1812.  Last  appearance  on  Records  of  Navy 
Department,  1815.     Lake  Ontario. 

Cooke,  Joseph  K. 

Acting  Ensign,  22  April,  1864.     Dismissed  8  October,  1864. 

Cool,  Charles  E. 

Mate,  30  June,  1863.     Dismissed  13  July,  1865. 

Cooley,  Charles  M. 

Mate,  17  September,  1861.     Resigned  28  July,  1863. 

Cooley,  E.  F. 

Acting  Assistant  Paymaster,  1861.     Resigned  34  July,  1863. 

Cooley,  Henry  P. 

Mate,  17  September,  1861.     Resigned  19  May,  1863. 

Cooley,  Mortimer  E. 

Cadet  Engineer,  1  October,  1874.     Graduated  30  June,  1878. 

Coombs,  Charles. 

Appointed  Midshipman,  8  March,  1800.  Last  appearance  on  Records  of  Navy 
Department.     Dead. 

Coombs,  John  H. 

Acting  Third  Assistant  Engineer,  8  May,  18C4.     Resigned  10  June,  1865. 

Coombs,  Rowland  li.  E. 

Acting  Ensign,  11  August,  1864.     Honorably  discharged  20  October,  1865. 

Coomes,  William. 

Mate,  11  August,  1862.     Resigned  29  December,  1862. 
Coomes,  William. 

Mate,  4  August,  1863.     Dismissed  14  May,  1864- 

Coon,  Edgar  A. 

Acting  Ensign,  34  October,  1864.     Resigned  30  May,  1865. 

Coonan,  John  N. 

Acting  Assistant  Surgeon,  34  January,  1865.  Honorably  discharged  10  October, 
1865.     Re-appointed,  5  December,  1873. 

Cooney,  Charles  D. 

Acting  Midshipman,  33  September,  1855. 

Coop,  Henry  J.  ,  „„  ^.t        u 

Actino-  Master,  39  October,  1861.    Acting  Volunteer  Lieutenant,  39  November, 

1B64.     Honorably  discharged  30  September,  1868.  Mate,  38  September,  1869. 
Resigned  25  November,  1871. 

Cooper,  Benjamin o 

Midshipman,  16  January,  1809.  Lieutenant,  9  December,  1814.  Commander,  34 
April,  1828.  Captain,  28  February,  1838.  Died  at  Brooklyn,  N.  Y.,  1  June, 
1850. 

Cooper,  Charles  J.  ,,-,■-.        j  ^ 

Acting  Third  Assistant  Engineer,  25  November,  1863.  Honorably  discharged  4 
December,  1865. 
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Cooper,  Charles  S. 

Appointed  Midshipman,  38  November,  1837.     Resigned  9  April,  1843. 
Cooper,  Colden. 

Chaplain,  34  April,  1815.     Last  appearance   on   Records  of  Navy  Department, 
1815.    Frigate "  CcwteZtoiore." 
Cooper,  Con.  A. 

Acting  Third  Assistant  Engineer,  19  July,  1864.     Honorably  discharged  5  October, 
1865. 
Cooper,  Conrad  J. 

Third  Assistant  Engineer,  9  December,  1861.     Resigned  18  July,  1863. 
Cooper,  Edward  IS. 

Midshipman,  6  November,  1850.     Dismissed  24  January,  1851. 
Cooper,  Francis. 

Appointed  Master,  33  July,  1799.     Last  appearance  on  Records  of  Navy  Depart- 
ment.    Dismissed. 
Cooper,  Francis  Ir. 

Third  Assistant  Engineer,  1  July,  1861.     Second  Assistant  Engineer,  18  December, 
1863.     Resigned  10  October,  1873. 
Cooper,  O.  C. 

Purser,  11  March,  1839.     Died  3  March,  1844. 
Cooper,  George  H. 

Midshipman,  4  August,  1837.    Passed  Midshipman,  39  June,  1843.     Master,  11 
October,  1850.     Lieutenant,  8  May,  1851.    Commander,  16  July,  1863.     Captain, 
2  December,  1867.     Commodore,  5  June,  1874. 
Cooper,  George  H. 

Mate,  35  January,  1870.     In  service. 
Cooper,  Isaac. 

Carpenter,  16  May,  1871. 
Cooper,  James. 

Appointed  Midshipman,  1  January,  1808.     Resigned  6  May,  1811. 
Cooper,  James. 

Appointed  Master,  9  July,  1813.     Resigned  28  January,  1813. 
Cooper,  James  B, 

Master,  9  July,  1813.     Lieutenant,  23  April,  1833.     Commander,  8  September, 
1841.    Died  5  February,  1854. 
Cooper,  James  Gilbert. 

Third  Assistant  Engineer,  34  December,  1861.     Second  Assistant  Engineer,  8  Sep- 
tember, 1863.     Resigned  19  December,  1865. 
Cooper,  James  M. 

Gunner,  30  June,  1837.    Died  34  June,  1868. 
Cooper,  John. 

Appointed  Master,  3  October,  1798.    Last  appearance  on  Records  of  Navy  De- 
partment, 10  July,  1801.    Resigned. 
Cooper,  John  E. 

Third  Assistant  Engineer,  13  August,  1861.     Resigned  14  May,  1863. 
Cooper,  John  E. 

Acting  Second  Assistant  Engineer,  31  September,  1863.     Acting  First  Assistant 
Engineer,  3  March,  1864.    Resigned  36  January,  1865. 
Cooper,  John  P. 

Acting  Third  Assistant  Engineer,  1  August,  1863.     Resigned  14  May,  1863.     Act- 
ing Second  Assistant  Engineer,  4  January,  1865.     Honorably  discharged  30  Sep- 
tember, 1865.     Acting  Second  Assistant  Engineer,  31  March,  1866.     Mustered 
out  19  December,  1867. 
Cooper,  lilewollyn. 

Acting  Master.  11  November,  1861.     Resigned  14  May,  1863. 
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Cooper,  Mason  Sinclair. 

Mate,  6  May,  1864.     Acting  Ensign,  7  April,  1865.    Honorably  discharged  3  Octo- 
ber, 1866. 
Cooper,  Pbilip  H. 

Acting  Midshipman,  28  September,  1860.     Acting  Ensign,  28  May,  1863.    Master, 
10  November,  1865.     Lieutenant,  10  November,  1866.    Lieutenant-Commander, 
12  March,  1808.     Commander,  1  November,  1879. 
Cooper,  Richard  F. 

Midshipman,  25  October,  1850.     Dismissed  12  June,  1851. 
Cooper,  Samuel. 

Appointed  Midshipman,  13  Januaiy,  ISOl.     Discharged  under  Peace  Establish- 
ment Act,  13  October,  1801. 
Cooper,  Samnel  T. 

Appointed  Midshipman,  10  May,  1830.     Resigned  9  May,  1831. 
Cooper,  Theodore. 

Third  Assistant  Engineer,  34  December,  1861.     Second  Assistant  Engineer,  8  Sep- 
tember, 1863.     First  Assistant  Engineer,  11  October,  1866.    Resigned  36  July, 
1872. 
Cooper,  Thomas. 

Appointed  Midshipman,  6  April,  1808.    Dismissed  30  April,  1804. 
Cooper,  T.  H.  P. 

Appointed  Midshipman,  V5  October,  1817.    Died  in  1821. 
Cooper,  Thomas  J.  W. 

Acting  Third  Assistant  Engineer,  33  October,  1863.     Acting  Second  Assistant 
Engineer,  11  October,  1864.     Second  Assistant  Engineer,  35  April,  1870.    Passed 
Assistant  Engineer,  6  July,  1876.     In  service. 
Cooper,  Walter. 

Acting  Ensign,  Admiral  Dahlgren's  Staff,  1  April,  1864.    Honorably  discharged 
36  August,  1865. 
Cooper,  William. 

Mate,  1  April,  1864.     Mustered  out  1  May,  1869. 
Cooper,  William  A. 

Boatswain,  25  April,  1866. 
Cooper,  William  Ringgold. 

Acting  Ensign,  Admiral  S.  P.  Lee's  staff,  1  September,  1864.    Dishonorably  dis- 
charged 2  August,  1866. 

Cooper,  W.  M. 

Appointed  Boatswain,  36  March,  1836.    Died  3  October,  1840. 

Cope,  Charles  P. 

Mate,  5  September,  1864.     Honorably  discharged  3  June,  1865. 

Cope,  William. 

Gunner,  6  November,  1851.     Died  7  December,  1874. 

Copeland,  <x.  M. 

Third  Assistant  Engineer,  31  January,  1843.     Resigned  30  November,  1844. 

Copeland,  Lianrisson  li. 

Acting  Third  Assistant  Engineer,  30  April,  1863.     Honorably  discharged  33 
August,  1865. 
Copeland,  Robert  A. 

Third  Assistant  Engineer,  20  September,  1858.    Resigned  1  August,  1859.     Second 
Assistant  Engineer,   28  May,   1861.    Dismissed  19  September,  1801.     Acting 
Second  Assistant  Engineer,  4  December  1863.    Appointment  revoked  13  Decem- 
ber, 1864. 
Copeland,  Thomas. 

First  Assistant  Engineer,  19  October,  1843.    Dismissed  38  July,  1845. 

Copp,  Charles  A. 

Midshipman,  5  November,  1864.    Graduated  3  June,  1868.    Lost  on  the  "  Oneida." 
34  January,  1870. 
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Corbett,  P.  J. 

Mate,  3  April,  1868.    Resigned  30  September,  1873. 
Corbin,  Clarence  A. 

Midshipman,  27  (September,  1870.     Graduated  31  June,  1875.     Ensign,  18  July, 
1876. 
Corbin,  Job. 

Assistant  Surgeon,  9  May,  1861.     Passed  Assistant  Surgeon,  36  October,  1863. 
Surgeon,  9  March,  1864.    Resigned  9  May,  1867. 
Corbin,  Tlionias  O. 

Midshipman,  15  May,  1838.  Passed  Midshipman,  30  May,  1844.  Master,  15  July, 
1851.  Lieutenant,  10  June,  1852.  Commander,  16  July,  1863.  Captain,  35 
July,  1866.     Retired  list,  5  January,  1874. 

Cordis,  John  B. 

Appointed  Lieutenant,  9  April,  1798.    Discharged  under  Peace  Establishment 
Act,  30  April,  1801. 
Cordis,  Jolin  B. 

Appointed  Lieutenant,  26  July,  1804.     Left  the  service  3  March,  1805. 

Cordis,  Joscpb. 

Appointed  Midshipman  15  May,  1799.  Discharged  under  Peace  Establishment 
Act,  6  July,  1801. 

Cordwell,  Tbomas.  • 

Acting  Ensign,  1  October,  1862.    Honorably  discharged  11  November,  1865. 

Corey,  Allen. 

Appointed  Midshipman,  16  January,  1809.     Resigned  1  September,  1809. 

Corey,  David  B. 

Mate,  23  December,  1861.  Acting  Ensign,  39  March,  1864.  Resigned  13  March, 
1865. 

Corlace,  James. 

Mate,  11  January,  1862.     Killed,  accidentally,  on  the  "■  Daylight,'^  13  March,  1862. 

Corlis,  Cbarles. 

Appointed  Midshipman,  30  November,  1814.  Last  appearance  on  Records  of 
Navy  Department,  9  January,  1815. 

Corinack,  Alex. 

Acting  Ensign,  25  October,  1864.    Honorably  discharged  19  September,  1865. 

Cornell,  Richard  M. 

Acting  Ensign,  10  September,  1862.     Acting  Master,  for  good  service,  17  Decem- 
ber, 1863.     Resigned  10  January,  1865. 
Cornell,  Randall  M. 

Mate,  26  December,  1863.     Appointment  revoked  31  October,  1865. 
Cornell,  Stephen  B. 

Acting  Third  Assistant  Engineer,  9  September,  1862.     Resigned  13  May,  1863. 
Cornell,  Stephen  H. 

Acting  Master,  25  January,  1862.     Resigned  25  March,  1865. 
Cornell,  Walter  J. 

Acting  Third  Assistant  Engineer,  23  September,  1863.     Acting  Second  Assistant 
Engineer,  16  June,  1865.    Honorably  discharged  28  October,  1865. 
Cornell,  William. 

Acting  Third  Assistant  Engineer,  7  August,  1863.    Acting  Second  Assistant  Engi- 
neer, 14  February,  1865.    Honorably  discharged  29  August,  1866. 
Cornell,  William. 

Acting  Third  Assistant  Engineer,  13  June,  1865.     Acting  Second  Assistant  Engi- 
neer, 15  July,  1865.    Honorably  discharged  22  July,  1865. 
Cornell,  William  H. 

Acting  Third  Assistant  Engineer,  16  March,  1864.  Honorably  discharged  23 
January,  1866. 
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Corner,  George  W. 

Mate,  15  April,  1863.     Acting  Ensign,  21   May,  1863.     Dismissed  3  August,  1864. 
Acting  Ensign,  24  September,  1864.    Honorably  discharged  30  September,  1865. 
Cornick,  James. 

Surgeon's  Mate,  28  March,  1830.     Surgeon,  5  March,  1835.    Retired  18  June,  1861. 
Resigned  3  August,  1861. 

Corning,  Douglas. 

Acting  Assistant  Paymaster,  11  July,  1864.     Honorably  discharged  13  November, 
1805. 
Cornthwait,  Robert  H. 

Acting  Third  Assistant  Engineer,  17  October,  1863.    Honorably  discharged  10 
November,  1867. 
Corntbwalte,  !Lonls  A. 

Mate,  18  April,  1863.    Acting  Ensign,  3  October,  1864.     Honorably  discharged  12 
May,  1868. 
Corn  well,  Charles  C. 

Midshipman,  20  September,  1864.     Graduated  2  June,  1868.    Ensign,  19  April, 
1869.    Master,  13  July,  1870.    Lieutenant,  1  April,  1873. 
Cornwell,  John  J. 

Midshipman,  1  February,  1847.    Passed  Midshipman,  10  June,  1853.     Master,  15 
September,  1855.     Lieutenant,  16  September,  1855.    Lieutenant-Commander,  16 
July,  1863.     Commander,  35  July,  1866.    Died  13  February,  1867. 
Correira,  Antonio. 

Appointed  Gunner,  33  June,  1809.     Died  31  December,  1823. 
Corser,  Charles  H. 

Acting  Master,  17  December,  1861.    Resigned  33  November,  1864. 

Corson,  I^dw.  T. 

Assistant  Surgeon,  30  May,  1859.     Passed  Assistant  Surgeon,  33  May,  1863.    Sur- 
geon, 31  July,  1863.    Died  33  June,  1864. 

Corson,  E.  £.  W. 

Assistant  Surgeon,  3  March,  1873.    Dismissed  3  April,  1874. 

Corson,  Elwood  M. 

Acting  Assistant  Surgeon,  19  March,  1864.    Assistant  Surgeon,  1  April,  1864.    Re- 
signed 14  October,  1865. 

Corson,  John. 

Acting  Third  Assistant  Engineer,  10  December,  1864.    Honorably  discharged  18 
October,  1865. 
Cortelgan,  J.  W. 

Mate,  19  December,  1861.     Dismissed  7  October,  1863. 

Cortez,  Rene  Edward. 

Midshipman,  38  April,  1851.    Dropped  16  June,  1853. 

Corwall,  John  S. 

Appointed  Midshipman,  1  January,  1813.    Resigned  5  July,  1837. 

Corwin,  William  A. 

Assistant  Surgeon,  31  March,  1869.    Passed  Assistant  Surgeon,  27  March,  1878. 
Surgeon,  10  June,  1880. 
Cor  wine,  John. 

Assistant  Paymaster,  3  March,  1879. 

Cosfey,  F.  C.  ^     -r        ^ 

Assistant  Paymaster,  34  August,  1861.    Paymaster,  14  April,  1863.    Pay  Inspector, 
13  April,  1877. 

Cosby,  James  S. 

Appointed  Midshipman,  1  January,  1835.     Resigned  39  August,  1826. 

Cosgrove,  James. 

Appointed  Gunner,  13  April,  1804.     Dismissed  6  June,  1807.    Appointed  Gunner, 
SO  June,  1813.     Died  in  October,  1835. 
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Costello,  Edward. 

Acting  Second  Assistant  Engineer,  29  December,  1863.     Resigned  7  July,  1865. 

Coster,  Oeorge  Washington,  Jr. 

Midshipman,  30  November,  1862.      Graduated  June,  186".     Ensign,  13  March, 
1868.     Master,  26  March,  1809.      Lieutenant,  21  March,  1870.     Resigned  16 
March,  1875. 
Coster,  Jotan  J. 

Acting  Third  Assistant  Engineer,  7  July,  1863.     Died  on  "  Bienville,"  24  October, 
1866. 
Coster,  Stephen  K. 

Acting  Third  Assistant  Engineer,  31  October,  1861.     Acting  Second  Assistant 
Engineer,  24  July,  1868.    Honorably  discharged  4  October,  1868. 

Coster,  William  E. 

Acting  Third  Assistant  Engineer,  34  May,  1864.    Honorably  discharged  35  Octo- 
^      ber,  1865. 

Costigan,  F.  Y. 

Appointed  Master,  5  August,  1812.    Dismissed  8  April,  1814. 
Coston,  Benjamin  F. 

Appointed  Master,  1 6  January,  1844.    Resigned  5  August,  1847. 
Cotter,  John. 

Acting  Third  Assistant  Engineer,  31  January,  1865.    Honorably  discharged  12 
October,  1808. 

Cotter,  Thomas. 

Appointed  Midshipman,  1  September,  1811.     Resigned  6  Aj^ril,  1813. 

Cottman,  Tincendon  !L. 

Midshipman,  25  September,  1868.     Graduated  1  June,  1872.     Ensign,  15  July, 
1873.    Master,  9  May,  1878. 
Cotton,  Charles. 

Surgeon's  Mate,  3  April,  1811.     Surgeon,  24  July,  1813.     Resigned   10  December, 
1823. 
Cotton,  Charles  H. 

Appointed  Midshipman,  1  January,  1828.     Passed  Midshipman,  14  June,  1834. 
Resigned  1  August,    836. 
Cotton,  Charles  St 

Acting  Midshipman,  23  September,  1858.     Ensign,  11  November,  1862.     Lieuten- 
ant, 23  February,  1864.     Lieutenant-Commander,  25  July,  1866.     Commander,     '  ' 
25  April,  1877. 
Cottrell,  Gardner. 

Acting  Ensign,  21  July,  1862.    Acting  Master,  recommendation  of  Commanding 
Officer,  28  April,  1864.     Resigned  4  February,  1867. 
Cottrell,  Joseph  T. 

Assistant  Surgeon,  8  April,  1864.     Resigned  23  June,  1865. 
Cottrell,  J.  T. 

Mute,  15  October,  1861.     Appointment  revoked  7  February,  1863 
Cottrell,  Simon  G. 

Acting;  Third  Assistant  Engineer,  17  May,  1864.     Honorably  discharged  7  Auffust 
1865. 
Cotts,  David. 

Acting  Third  Assistant  Engineer,  6  January,  1863.     Appointment  revoked  (Sick  ) 
28  May,  1864. 
Conch,  George. 

Mate,  10  September,  1861.      Acting  Ensign,  2  August,   1864.     Honorablv   dis- 
charged 14  October,  1865. 
Conden,  Albert  R. 

Acting  Midshipman,  26  September,  1863.     Graduated  6  June,  1867.     Ensign  18 
December,  1868.    Master,  21  March,  1870.    Lieutenant,  21  March,  1871.        ' 
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Condon,  John. 

Mate,  36  September,  1863.    Acting  Ensign,  17  January,  1864.     Honorably  dis- 
charged 31  October,  1865. 
Cones,  Samnel  F. 

Assistant  Surgeon,  35  February,  1851.  Passed  Assistant  Surgeon,  9  April.  1851. 
Surgeon,  36  April,  1861.  Medical  Inspector,  3  March,  1871.  Medical  Director, 
13  August,  1876. 

Conlsen,  William  C 

Mate,  1  October,  1863.    Acting  Ensign,  19  September,  1863.     Acting  Master,   tR 
July,  1864.    Honorably  discharged  20  November,  1865. 
Conlter,  Henry  S. 

Surgeon's  Mate,  36  May,  1836.  Surgeon,  4  November,  1834.  Dismissed  36  De- 
cember, 1843. 

Conlter,  Mifflin. 

Surgeon's  Mate,  15  August,  1826.  Passed  Assistant  Surgeon,  3  March,  1835.  Sur- 
geon, 23  December,  1835.    Died  13  October,  1840. 

Conlter,  William  H. 

Acting  Second  Assistant  Engineer,  9  December,  1863.  Acting  Fir'jt  Assistant 
Engineer,  13  June,  1868.     Resigned  30  May,  1864. 

Conpland,  Charles. 

Appointed  Sailmaker,  18  October,  1820.     Resigned  22  August,  1832. 

Conrtls,  Frank. 

Acting  Midshipman,  25  September,  1862.  Graduated  June,  1866.  Ensign,  12 
March,  1868.    Master,  36  March,  1869.    Lieutenant,  31  March,  1870. 

Conrtney,  Anthony. 

Acting  Second  Assistant  Engineer,  36  September,  1863.  Honorably  discharged  4 
November,  1865. 

Conrtney,  Charles. 

Acting  Master,  31  January,  1863.  Honorably  discharged  4  March,  1866.  Acting 
Master,  17  May,  1866.    Mustered  out  31  December,  1867. 

Conrtney,  James. 

Mate.  Resigned  11  May,  1863.  Mate.  15  August,  1863.  Actmg  Ensigr,  13  De- 
cember, 1864.    Appointment  revoked  18  June,  1866. 

Consens,  John  H. 

Acting  Ensign,  39  October,  1862.  Acting  Master,  17  February,  1865.  Honorably 
discharged  33  November,  1865. 

Consh,  John. 

Appointed  Carpenter,  28  September,  1798.     Resigned  10  December,  1799. 

Conthony,  Joseph  P.  „      ,  ^        ^     .  . 

Acting  Volunteer  Lieutenant,  26  August,  1861.  Died  at  Grand  Ecore,  Louisiana, 
from  wounds  received  in  action,  4  April,  1864. 

Covell,  Charles  H. 

Assistant  Surgeon,  17  June,  1861.    Died  7  August,  1861. 

CoTell,  Fmerson  O. 

First  Assistant  Engineer,  21  May,  1847.     Died  28  December,  1847. 

*^d;ing  F*irst  Assistant  Engineer,  13  December,  1863.     Resigned  16  May,  1863. 

Covington,  John  R.  ,        „,„ 

Appointed  Gunner,  1  May,  1834.     Died  4  November,  1840. 

*Tppointed  Gunne'r,  30  May,  1800.     Resigned  4  September,  1800. 

C^AKV£I;11«    Jollll* 

Appointed  Midshipman,  17  December,  1810.     Died  at  Sea,  1814. 
*^**T^ting  Ensign,  23  February,  1863.    Honorably  discharged  20  October,  1865. 
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Cowan,  liemnel  C 

Mate,  3  March,  1865.    Honorably  discharged  3  June,  1865.     Mate,  10  April,  1866. 
Resigned  15  May,  1867. 
Cowan,  William  C. 

Appointed  Gunner,  31  April,  1819.     Dismissed  18  July,  1833. 
Cowan,  William  S. 

Appointed  Gunner,  3  August,  1830.     Died  14  September,  1831. 
Coward,  Henry. 

Mate,  37  December,  1861.     Resigned  80  October,  1863.     Mate,  17  Januai^,  1868. 
Resigned  34  February,  1864. 
Cowden,  Samuel  ]>. 

Appointed  Midshipman,  19  February,  1840.     Dismissed  5  August,  1843. 
Cowdery,  Jonathan. 

Surgeon's  Mate,  1  January,  1800.     Surgeon,  37  November,  1804.     Died  21  Novem- 
ber, 1853. 
Cowel,  John  O. 

Appointed  Master,  31  January,  1809.    Died  of  wounds  received  in  action  18  April, 
1814. 
Cowell,  William  O. 

Acting  Ensign,  13  August,  1864.    Honorably  discharged  11  November,  1865. 
Cowgill,  Warner  M. 

Midshipman,  80  September,  1868.     Graduated  3  June,  1868.     Ensign,  18  April, 
1869.     Master,  13  July,  1870.     Deserted  5  September,  1873. 
Cowie,  George,  Jr. 

Acting  Third  Assistant  Engineer,  33  May,  1864.  Acting  Second  Assistant  Engi- 
neer, 33  April,  1865.  Honorably  discharged  19  December,  1865.  Second  Assist- 
ant Engineer,  9  July,  1870.  Passed  Assistant  Engineer,  3  December,  1876.  In 
service. 

Cowie,  James  W. 

Acting  Midshipman,  35  February,  1863.     Gra'duated  6  June,  1867.     Ensign,  18 
December,  1868.     Lost  on  board  the  "  Oneida,"  34  January,  1870. 
Cowie,  Robert. 

Acting  Assistant  Surgeon,  1  December,  1863.     Honorably  discharged  13  April, 
1866.     Re-appointed  13  February,  1867.     Discharged  1  June,  1868. 
Cowie,  Thomas  J. 

Assistant  Paymaster,  16  June,  1880. 
Cowing,  Seth  W. 

Acting  Ensign,  33  March,  1863.     Acting  Master,  80  May,  1865.     Honorably  dis- 
charged 1  October,  1867. 
Cowie,  William  E. 

Acting  Second  Assistant  Engineer,  17  June,  1864.  Honorably  discharged  34 
August,  1865. 

Cowles,  William. 

Cadet  Engineer,  1  October,  1873.     Graduated  31  June,  1875.     Assistant  Engineer, 
1  July,  1877.     Resigned  31  March,  1880. 
Cowles,  Walter  C. 

Midshipman,  33  September,  1869.     Graduated  31  May,  1873.     Ensign,  16  Julv, 
1874.    Master,  3  August,  1879. 
Cowles,  William  Sheffield. 

Acting  Midshipman,  31  July,  1863.     Graduated  6  June,  1867.     Ensign,  18  Decem- 
ber, 1868.     Master,  31  March,  1870.     Lieutenant,  26  October,  1871. 
Cowley,  Charles. 

Acting  Assistant  Paymaster,  33  January,  1864.     Honorably  discharged  21  Sep- 
ber,  1865. 
Cowling,  William. 

Mate,  7  December,  1861.     Appointment  revoked  27  June,  1863. 
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Cowman,  Richard  H. 

Assistant  Surgeon  17  September  1852.     Lost  at  Sea  in  the  ''Albany:' 
Cowper,   William. 

Appointed  Lieutenant,  9  March,   1798.     Commander,  13  July,  1799.     Dischar<^ed 
mider  Peace  Establishment  Act,  3  April,  1801.  " 

Cowrodi,  I^ewis. 

Appointed  Master's  Mate,  11  August,  1819.     Resigned  1  October,  1820. 
Cox,  Albert  T. 

Acting  Third  Assistant  Engineer,  5  December,  18C;3.     Dismissed  25  October,  1865. 
Cox,  Daniel  B. 

Acting  Thii-d  Assistant  Engineer,  10  April,  1863.     Dismissed  20  May,  1865. 
Cox,  Edward  ]V. 

Appointed  Midshipman,  6  April,  1799.     Lieutenant,  14  January,  1807.     Purser  2 
March,  1820.     Died  14  August,  1845. 
Cox,  £dwin  B. 

Acting  Ensign,  30  December,  1862.     Honorably  discharged  3  August,  1865. 
Cox,  George. 

Appointed  Lieutenant,  15  June.  1799.     Commander,  27  May,  1804.     Resigned  8 
April,  1808.  ^ 

Cox,  George  G. 

Mate,  11  December,  1863.    Acting  Ensign,  20  June,  1864.    Honorably  discharged 
3  November,  1865. 

Cox,  James. 

Appointed  Midshipman,  28  August,  1799.     Last  appearance  on  Records  of  Navy 
Department,  10  May,  1801. 
Cox,  James  H. 

jsiate,  13  March.,  1862.     Acting  Ensign,  4  August,  1863.     Died  at  Key  "West,  Flor- 
ida, 31  August,  1864. 
Cox,  J.  E. 

Acting  First  Assistant  Engineer.     Appointment  revoked  23  November,  1865. 
Cox,  John  C. 

Acting  Ensign,  3  October,  1862.     Acting  Master,  on  recommendation  of  command- 
ing officer,  21  December,  1863.     Honorably  discharged  30  May,  1 865. 
Cox,  John  F. 

Appointed  Midshipman,  30  June,  1799.     Discharged  under  Peace  Establishment 
Act,  12  October,  1801. 
Cox,  John  8.  H. 

Appointed  Midshipman,  6  July,  1798.    Lieutenant,  12  September,  1799.    Resigned 
26  April,  1804. 
Cox,  John  W. 

Aj)pointed  Midshipman,   1   March,   1825.     Passed  Midshij)man,   4  June,   1831. 
Lieutenant,  3  March,  1835.     Died  7  December,  1842. 

Cox,  Joseph. 

Carpenter,  29  May,  1834.    Retired  list,  21  December,  1861. 

Cox,  Joseph  E. 

Carpenter,  9  July,  1861. 

Cox,  Mack  all. 

Appointed  Midshipman,  date  not  known.     Resigned  3  January,  1799. 

Cox,  Saninel  J. 

Purser,  11  July,  1799.    Last  appearance  on  Records  of  Navy  Department. 

Cox,  William  B.,  Jr. 

Mate,  8   January,  1862.     Acting   Ensign,   10   Novem-ber,  1864.     Honorably  dis- 
charged 16  December,  1865. 

Coxe,  John  B. 

Appointed  Midshipman,  4  July,  1817.     Lieutenant,  28  April,  1826.     Resigned  29 
May,  1833. 


174  GENERAL  NAVY  REGISTER. 

Coxe,  J.  S. 

Appointed  Midshipman,  10  January,  1815.     Bied  30  June,  1823. 
Coxe,  Richard. 

Appointed  Midshipman,  1  March,  1835.     Resigned  13  June,  1833. 

4Joxe,  Richard  J. 

Appointed  Master,  33  June,  1813.     Died  18  April,  1S23. 
Coxe,  William  S. 

Appointed  Midshipman,  16  January,  1809.     Lieutenant,  34  July,  1813.     Cashiered 
36  April,  1814. 

Coy,  Charles  S. 

Mate,  15  October,   1861.     Acting  Ensign,  16  January,  1863.     Acting  Master,  37 
January,  1864.     Acting  Volunteer  Lieutenant,  13  June,  1865.     Honorably  dis- 
charged 13  Octobet-,  1866. 
Coyle,  John  A. 

Appointed  Midshipman,  1  April,  1838.     Lost  in  the  "5i/Zpft,"16  August,  1831. 

Coyle,  Joseph  C. 

Acting  Ensign,  1  October,  1863.    Promoted  Acting  Master,  8  May,  1863.    Honora- 
bly discharged  38  September,  1865. 
Coyle,  inricholas. 

Acting  Second  Assistant  Engineer,  6  August,  1863.     Acting  First  Assistant  Engi- 
neer, 30  June,  1863.     Died  on  ''Norwich,''  24  September,  1863. 

Coyle,  Thomas. 

Acting  Third  Assistant  Engineer,  3  November,  1863.     Dismissed  5  May,  1865. 

Crabb,  Horace  N. 

Midshipman,  19  October,  1841.    Passed  Midshipman,  10  August,  1847.     Master, 
14  September,  1855.     Lieutenant,  15  September,  1855.     Died  10  March,  1861. 
Crabbe,  Thomas. 

Midshipman,  15  November,  1809.     Lieutenant,  4  February,  1815.     Commander,  3 
March,  1835.     Captain,  8   September,   1841.     Commodore  on  Retired  list,  16 
July,  1863.    Rear-Admiral  on  Retired  list,  25  July,  1866.     Died  39  June,  1873. 
Craft,  Richard  P. 

Mate,  15  July,  1863.    Honorably  discharged  5  November,  1865. 
Crafts,  Nathaniel  W. 

Appointed  Master,  10  September,  1807.     Resigned  4  August,  1808. 
Crafts,  Samuel  P. 

Acting  Ensign,  19  December,  1863.    Acting  Master,  14  August,  1863.     Acting 
Volunteer  Lieutenant,  6  April,  1865.     Honorably  discharged  5  December,  1865. 
Cragg,  IS.  W^ilkins. 

Third  Assistant  Engineer,  36  August,  1859.     Second  Assistant  Engineer,  26  Octo- 
ber, 1861.     Dismissed  27  June,  1864.     Re-appointed  First  Assistant  Engineer, 
25  July,  1866.     Resigned  11  April,  1870. 
Cragin,  William  S.  W. 

Acting  Ensign,  30  January,  1865.    Honorably  discharged  6  September,  1866. 
Craig,  Benjamin  F. 

Mate,  29  December,  1864.    Honorably  discharged  4  November,  1865. 
Craig,  B.  J. 

Mate,  30  January,  1863.     Dismissed  5  March,  1863. 
Craig,  Joseph  Edgar. 

Acting  Midshipman,  39  November,  1861.     Graduated  September,  1865.    Ensign, 
1  December,  1866     Master,  13  March,  1868.     Lieutenant,  36  March,  1869. 
Craig,  J.  P.  D.  H. 

Appointed  Midshipman,  1  May,  1800.     Dismissed  5  July,  1805. 

Craig,  Philip  S. 

Carpenter,  25  March,  1873. 
Craig,  Robert. 

Mate,  14  June,  1863.    Acting  Ensign,  28  July,  1864.    Honorably  discharged  28 
October,  1865. 
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Craig,  William. 

Gunner,  20  January,  1838.     Lost  in  the  '■'■  Albany, ^^  last  intelligence,  28  Septemoer, 
1854. 
Craig,  William. 

Acting  First  Assistant  Engineer,  9  October.  1862.    Dismissed  14  March,  1863. 
Crain,  Charles  C. 

Acting  Third  Assistant  Engineer,  26  February,  1864.    Honorably  discharged  25 
October,  1865. 
Crain,  Walter  O. 

Midshipman,  27  October,  1814.    Passed  Midshipman,  10  August,  1847.    Resigned 

30  December,  1851. 

Crall,  George  A. 

Acting  Midshipman,  20  September,  1858.    Acting  Master,  30  June,  1863.    Dis- 
missed 30  January,  1863. 
Cram,  Edwin  J. 

Acting  Third  Assistant  Engineer,  6  September,  1864.    Honorably  discharged  29 
July,  1865. 
Crambangta,  Samnel  B. 

Midshipman,  20  February,  1863.     Graduated  3  June,  1868.     Resigned  39  June, 
1868. 
Cramer,  Frederick  A. 

Acting  Third  Assistant  Engineer,  3  July,  1863.     Acting  Second  Assistant  Engi- 
neer, 7  March,  1864.    Honorably  discharged  38  November,  1865 

Cramer,  John. 

Appointed  Midshipman,  1  May,  1816.    Drowned  30  March,  1832. 

Crandall,  Albert  A. 

Midshipman,  1  July,  1867.     Graduated  6  June,  1871.     Ensign,  14  July,  1873. 
Resigned  35  June,  1875. 

Crandall,  Charles  S. 

Mate,  17  February,  1864.    Acting  Ensign,  17  February,  1864.    Honorably  dis- 
charged 23  November,  1865. 

Crandall,  F.  BC. 

Mate,  17  October,  1861.     Acting  Ensign,  14  July,  1863.     Appointment  revoked 
13  Januaiy,  1866. 
Crandall,  William  H. 

Mate,  13  December,  1861.    Resigned  4  September,  1863. 

Crane,  Flias  F. 

Mate,  9  February,  1864.    Acting  Ensign,  6  December  1864.    Honorably  discharged 

31  October,  1865. 
Crane,  Henry  A. 

Mate,  1  April,  1863.    Resigned  7  April,  1864. 

Crane,  •!.  JB. 

Mate.    Appointment  revoked  (Sick,)  10  July,  1863. 

Crane,  liemuel  O. 

Acting  Master,  22  May,  1861.    Resigned  33  January,  1863. 

Crane,  William  ]V. 

Appointed  Midshipman,  23  May,  1799.     Lieutenant,  30  July,  1803.    Commander, 
4  March,  1813.     Captain,  22  November,  1814.     Died  18  March,  1846. 

Craney,  Willi  an*. 

Appointed  Midshipman,  11  January,  1833.     Passed  Midshipman,  33  June,  1838. 
Dismissed  31  May,  1839. 

Craney,  William. 

Appointed  Midshipman,  3  September,  1841.    Resigned  15  February,  1842. 

Cranston,  Charles. 

Acting  Second  Assistant  Engineer,  9  August,  1862.    Acting  First  Assistant  Engi- 
neer, 8  July,  1863.     Honorably  discharged  31  March,  1868. 
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Cranston,  Robert,  Jr. 

Appointed  Midshipman,  1  January,  1813.     Last  appearance  on  Records  of  Navy 
Department,  23  March,  1815.     Dismissed. 
Crapo,  Robert  B. 

Mate,  26  June,  1862.    Dismissed  15  May,  1863.     Acting  Ensign,  18  October,  1864. 
Honorably  discharged  17  October,  1867. 
Crary,  Charles  W. 

Acting  Assistant  Paymaster,  39  December,  1864.     Honorably  discharged  10  Octo- 
ber, 1865. 

Crary,  John  S. 

Acting  Third  Assistant  Engineer,  26  February,  1862.     Resigned  30  April,  1862. 

Crary,  liOdowick  W. 

Appointed  Midshipman,  1  January,  1812.     Last  appearance  on  Records  of  Navy 
Department,  23  May,  1815. 

Craven,  Alfred. 

Acting  Midshipman,   24  July,   1863.      Graduated   6   June,   1867.      Ensign,   18 
December,  1868.     Master,  31  March,  1870.    Resigned  13  September,  1870. 

Craven,    Charles  H. 

Acting  Midshipman,  20  September,  1860.    Midshipman.     Ensign,  38  May,  1863. 
Master,  10  November,  1865.     Lieutenant,  10  November,  1866.    Lieutenant-Com- 
mander, 12  March,  1868. 
Craven,  John  £. 

Cadet  Midshipman,  24  September.  1874.    Graduated  4  June,  1880. 
Craven,  H.  Smith. 

Civil  Engineer,  12  March,  1879. 
Craven,  Ishi. 

Appointed  Midshipman,  16  January,  1809.     Resigned  13  October,  1809. 
Craven,  Thomas  T. 

Midshipman,  1  May,  1822.     Passed  Midshipman,  24  May,  1828.     Lieutenant,  37 
May,  1830.     Commander,  16  December,  1852.    Captain,  7  June,  1861.    Com- 
modore, 16  July,  1863.     Rear-Admiral,  10  October,  1866.     Retired  list,  30  De- 
ber,  1869. 
Craven,  Tunis. 

Purser,  15  August,  1813.     Appointment  revoked  6  March,  1813. 
Craven,  Tunis  A.  M. 

Midshipman,  3  February,  1829.     Passed  Midshipman,  3  July,  1835.     Lieutenant,  8 
September,  1841.     Commander  24  April,  1861.     Died  5  August,  1864. 
Crawford,  Charles  A. 

Mate,  21  November,  1861.     Dismissed  27  May,  1863. 
Crawford,  Charles  H. 

Acting  Third  Assistant  Engineer,  1  November,  1864.     Resigned  27  May,  1865. 
Crawford,  D.  R. 

Appointed  Midshipman,  9  December,  1831.    Passed  Midshipman,  15  June,  1837. 
Drowned  26  July,  1841. 
Crawford,  Edgar  F. 

Mate,  13  January,  1865.     Appointment  revoked  8  June,  1868. 
Crawford,  George  A. 
Chaplain,  10  May,  1870. 
Crawford,  George  W. 

Acting  First  Assistant  Engineer,  18  April,  1863.     Resigned  20  January,  1804. 
Crawford,  James. 

Acting  Master,  27  February,  1862.     Appointment  revoked  (physically  disqualified) 
7  March,  1862. 
Crawford,  John. 

Acting  Third  Assistant  Engineer,  10  October,  1862.     Dismissed  30  April,  1864. 
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Crawford,  John  J. 

Acting  Second  Assistant  Engineer,  10  June,  18G4.     Dismissed  31  August,  1864. 

Crawford,  Jobnson. 

Acting  Third  Assistant  Engineer,  11  April,  18G4.    Appointment  revoked    CSick,") 
26  May,  1865.  v        ,; 

Crawford,  J.  Q.-  A. 

Appointed  Midshipman,  17  February,  1840.     Dismissed  19  December,  1846 
Crawford,  Millard  H. 

Assistant  Surgeon,  1  November,  1876. 
Crawford,  Robert. 

Tbii-d  Assistant  Engineer,  1  July,  1863.     Second  Assistant  Engineer,  25  July,  1866. 
Passed  Assistant  Engineer,  20  February,  1874.     In  service. 
Crawford,  Thomas. 

Mate,  18  January,  1864.     Honorably  discharged  20  August,  1865. 
Crawford,  William  H. 

Acting  Third  Assistant  Engineer,  15  December,  1863.     Acting  Second  Assistant 
Engineer,  9  December,  1864.     Honorably  discharged  15  August,  1865. 
Crawford,  William  H. 

Third  Assistant  Engineer,  19  February,  1863.     Second   Assistant  Engineer.   20 
June,  1864.     Resigned  30  April,  1868. 
Crean,  John. 

Appointed  Midshipman,  1  February,  1814.     Resigned  18  October,  1814. 
Cree,  Joseph  C. 

Acting  Third  Assistant  Engineer,  1861.     Acting  Second  Assistant  Engineer,  18 
May,  1863.     Acting  First  Assistant  Engineer,   9  June,  1864.     Honorably  dis- 
charged 15  July,  1866. 
Creeoy,  liUther. 

Appointed  Midshipman,  10  November,  1835.     Resigned  10  August,  1836. 
Creevy,  James. 

Acting  Third  Assistant  Engineer,  25  July,  1863.     Honorably  discharged  25  Novem- 
ber, 1865. 
CrecTey,  William  S. 

Acting  Assistant  Paymaster,  8  October,  1863.     Died  at  Sea,  1864. 
Cregier,  John  H. 

Mate.     Dismissed  8  July,  1862. 
Creighton,  James  M. 

Mate,  7  March,  1870.     In  service. 
Creighton,  J.  Blakeley. 

Midshipman,  10  February,  1838.     Passed  Midshipman,  20  May,  1844.    Master,  16 
December,  1853.     Lieutenant,  9  October,  1853.      Commander,  23   September, 
1862.     Captain,  26  November,  1868.    Commodore,  9  November,  1874. 
Creighton,  John  O. 

Appointed  Midshipman,  25  June,  1800.     Lieutenant,  24  February,  1807.     Com- 
mander, 24  July,  1813.     Captain,  27  April,  1816.    Died  13  October,  1838. 
Creighton,  Joseph. 

Mate,  19  July,  1862.     Discharged  18  October,  1863. 
Crenshaw,  J.  W^. 

Appointed  Midshipman,  1  April,  1826.     Resigned  6  November,  1827. 
Crenshaw,  F.  M. 

Appointed  Midshipman,  1  December,  1827.     Died  2  October,  1828. 
Cresap,  James  C. 

Midshipman,  24  June,  1867..   Graduated  6  June,  1871.    Ensign,  14  July,  1872. 
Master,  30  September,  1876. 
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Cresper,  William. 

Appointed  Master,  24  June,  1799.     Lieutenant,  3  September,  1800.     Diacharged 
under  Peace  Establishment  Act,  17  July,  1801 

Cressy,  JosiaU  P. 

Acting  Volunteer  Lieutenant,  13  August,  1861.     Dismissed  18  July,  1863. 

Cressy,  William  J. 

Mate,  6  January,  1863.     Resigned  14  May,  1863. 

Cressy,  W.  K. 

Acting  Master,  31   August,  1861.     Acting  Volunteer  Lieutenant  at  capture  of 
"  Warricn;"  SO  November,  1863.     Died  at  Navy  Yard,  New  York,  38  October^ 
1864. 
Crillon,  Cbarles. 

Appointed  Midshipman,  1  December,  1834.     (See  Barton.) 

Crimmon,  Matthew. 

Mate,  31  October,  1863.     Resigned  34  May,  1864. 

Crlppen,  Thomas. 

Appointed  Sailmaker,  9  June,  1803.    Resigned  19  May,  1806. 

Crisel,  Tfewton. 

Appointed  Midshipman,  15  June,  1838.     Dropped  in  1840. 

Crissey,  Edwin. 

Acting  Ensign,  34  January,  1863.    Acting  Master  on  recommendation  of  Command- 
ing Officer,  1  June,  1864.     Resigned  17  May,  1865.    Boatswain,  4  January,  1873 

Critchell,  Robert  S. 

Mate,  8  September,  1863.     Honorably  discharged  4  September,  1865. 

Crocker,  Adolphus  C. 

Acting  Third  Assistant  Engineer,  3  March,  1864.     Resigned  13  May,  1865. 

Crocker,  Charles  T. 

Appointed  Midshipman,  30  November,  1837.     Dismissed  19  November,  1844. 

Crocker,  Edward. 

Boatswain,  16  June,  1838.     Died  23  July,  1858. 

Crocker,  Edward  P. 

Mate,  7  July,  1863.     Mate,  3  November,  1865.    Appointment  revoked  3  December, 
1865. 
Crocker,  Frederick. 

Acting  Master,  37  May,  1861.     Resigned  39  November,  1861.     Re-appointed  3 

February,  1863.      Acting  Volunteer  Lieutenant,  for  gallantry,  39   November, 

1863.     Acting  Volunteer  Lieutenant-Commander,  for  faithful  and  meritorious 

services  during  rebellion,  1  May,  1865.     Honorably  discharged  3  October,  1865. 

Crocker,  Frederick  William. 

Acting  Midshipman,  36  September,  1863.     Graduated  June,  1866.     Ensign,  13 
March,  1868.     Master,  36  March,  1869.     Lieutenant,  31  March,  1870. 
Crocker,  James  G. 

Mate,  9  May,  1862.    Died  17  October,  1864. 
Crocker,  James  M. 

Mate,  15  November,  1861.     Acting  Ensign,  14  August,  1863.     Honorably  dis 
charged  14  September,  1865. 
Crocker,  Jonathan  W. 

Acting  Ensign,  3  February,  1864.     Honorably  discharged  7  September,  1865. 
Crocker,  Niles  T. 

Acting  Ensign,  9  August,  1864.     Honorably  discharged  34  October,  1865. 
Crocker,  Thomas  M. 

Gunner,  14  May,  1844.    Died  23  January,  1859. 
Crockett,  E. 

Acting  Master,  37  February,  1863.     Appointment  revoked  31  March,  1863. 
Crockett,  H.  IV. 

Acting  Ensign,  21  November,  1864.     Honorably  discharged  19  July,  1865. 


GENERAL  NAVY  REGISTER.  179 

Crott,  George. 

Appointed  Master,  17  August,  1814.     Resigned  5  October,  1815. 
Croft,  Thomas  F. 

Acting  Assistant  Paymaster,  23  June,  1864.     Honorably  discharged  13  November, 
1865. 
Crolius,  Sebastian. 

Third  Assistant  Engineer,  1  July,  1861.  Resigned  13  August,  18C3.  Acti.i.' 
Second  Assistant  Engineer,  14  February,  1863.  Acting  First  Assistant  En<ri^ 
neer,  30  September,  1863.    Resigned  10  October,  1868.  ° 

Croniack,  William. 

Mate,  14  April,  1864.    Resigned  13  May,  1865. 
Cromwell,  Bartlett  J. 

Midshipman,  31  September,  1857.     Midshipman,  1  June,  1861.     Acting  Master,  5 
September,  1861.     Lieutenant,  16  July,  1863.     Lieutenant-Commander,  25  July 
1866.    Commander,  34  October,  1874. 
Crom^well,  Charles. 

Appointed  Master,  date  not  known.    Resigned  13  January,  1800. 
Cromwell,  Charles. 

Appointed  Master,  21  April,  1814.    Discharged  28  March,  1815. 
Cromwell,  Joseph  H. 

Acting  Ensign,  26  July,  1864.    Honorably  discharged  13  July,  1865. 
Cronan,  John. 

Acting  Carpenter,  18  April,  1863.    Resigned  11  November,  1865. 
Crone,  Bernard. 

Acting  Master  and  Pilot,  1  October,  1864.     Honorably  discharged  31  May,  1866. 
Cronin,  Cornelius. 

Mate,  9  July,  1866.    Gunner,  20  November,  1873. 
Cronin,  Francis. 

Third  Assistant  Engineer,  21  July,  1858.     Second  Assistant  Engineer,  21  October, 
1861.     First  Assistant  Engineer,  20  May,  1863.     Resigned  10  November,  1865. 
Cronin,  John. 

Mate,  23  October,  1863.     Acting  Ensign,  1  January,  1865.     Honorably  discharged 
4  November,  1865. 
Cronin,  Michael  J. 

Acting  Ensign,  16  April,  1863.     Acting  Master,  34  November,  1863.     Honorably 
discharged  21  November,  1865. 
Cronin,  Thomas  H. 

Third  Assistant  Engineer,  30  May,  1857.  Second  Assistant  Engineer,  3  August, 
1859.    Died  8  December,  1861. 

Cronk,  Charles  W. 

Acting  Second  Assistant  Engineer,  10  October,  1863.  Appointment  revoked 
(Sick,)  17  October,  1863.  Acting  Second  Assistant  Engineer,  21  November, 
1863.  Acting  First  Assistant  Engineer,  39  October,  1864.  Honorably  dis- 
charged 33  December,  1868. 

Cronk,  Volney. 

Acting  Second  Assistant  Engineer,  33  August,  1863.  Honorably  discharged  18 
September,  1865. 

Cronmiller,  Thomas  !L.  P. 

Assistant  Surgeon,  38  June,  1853.     Dropped  13  May,  1858. 

Cronthers,  James  A. 

Acting  Second  Assistant  Engineer,  11  August,  1864.    Honorably  discharged  35 
July,  1865. 
Cronyn,  W.  J. 

Acting  Assistant  Surgeon,  13  December,  1873. 

Crooker,  Charles  A. 

Acting  Master,  30  August,  1861.     Honorably  discharged  8  January,  1866. 
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Crooker,  Thomas  M. 

Master's  Mate,  3  March,  1841.     Gunner,  14  May,  1844.     Died  33  January,  1859. 

Crooks,  James. 

Acting  Third  Assistant  Engineer,  31  August,  1863.      Honorably  discharged  8 
December,  1865. 

Ci'oosman,  Alex.  F. 

Acting  Midshipman,  2  October,  1851.     Midshipman,  9  June,  1855.     Passed  Mid- 
shipman, 15  April,  1858.     Master,  33  June,  1860.     Lieutenant,  23  November, 
1860.    Lieutenant-Commander,    16     July,    1863.      Commander,    1    July,    1870. 
Drowned  12  April,  1872. 
Croowinshield,  Jacob. 

Midshipman,  11  March,  1815.     Lieutenant,  15  January,  1825.     Commander,  8  Sep- 
tember, 1841.     Died  15  July,  1849. 
Cropper,  S.  Preston. 

Acting  Third  Assistant  Engineer,  6  April,  1865.     Honorably  discharged  10  May, 
1866. 
Crosby,  Atwood. 

Acting  Assistant  Surgeon,  27  June,  1864.     Resigned  31  May,  1865. 
Crosby,  Edward  D. 

Purser,  13  September,  1841.     Died  20  December,  1846. 
Crosby,  Eli. 

Third  Assistant  Engineer,  22  September,  1849.     Second  Assistant  Engineer,  26 
February,  1851.     Died  24  January,  1854. 
Crosby,  Freeman  K. 

Midshipman,  30  July,  1866.     Graduated  7  June,  1870.     Ensign,  ID   July,  1871. 
Master,  8  November,  1874. 
Crosby,  Haskell. 

Acting  Ensign,  26  December,  1862.     Honorably  discharged  31  September,  1805. 
Crosby,  Henry. 

Mate,  3  June,  1863.     Dismissed  18  November,  1864. 
Crosby,  James  E. 

Mate,  31  August,  1863.     Died  on  '^Honduras,'"  9  July,  1864. 
Crosby,  John- 
Boatswain,  8  February,  1848.     Resigned  18  September,  1854. 
Crosby,  John  K. 

Acting  Master,  15  April,  1863.     Honorably  discharged  16  September,  1865. 
Crosby,  Joshna  W. 

Acting  Master,  23  April,  1863.     Honorably  discharged  14  September,  1865. 
Crosby,  Pierce. 

Midshipman,  5  June,  1838.    Passed  Midshipman,  20  May,  1844.    Master,  4  Novem- 
ber, 1852.     Lieutenant,  8  September,  1853.     Commander,  33  September,  1802. 
Captain,  27  May,  1868.     Commodore,  3  October,  1874. 
Crosby,  Thomas  I>. 

Acting  Second  Assistant  Engineer,  16  November,  1863.     Honorably  discharged 
16  February,  1868. 
Crosby,  Warren  J. 

Mate,  5  March,  1862.     Acting  Ensign,  1  July,  1864.     Honorably  discharffcd  21 
October,  1865. 

Crosby,  William  B.,  Jr. 

Acting  Assistant  Paymaster,  7  August,  1863.     Resigned  33  December,  1864 
Crosley,  S.  M. 

Mate,  14  September,  1868.     Resigned  18  Marcn,  1871. 
Crosmon,  ]Ve]son  E. 

Acting  Third  Assistant  Engineer,  35  May,  1864.     Resigned  (Sick,)  11  March,  1865. 
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Cross,  £lliot  W. 

Acting  Third  Assistant  Engineer,  28  March,  1864.     Honorably  discharged  28  June, 

Cross,  George. 

Appointed  Captain  10  September,  1798.     Discharged  under  Peace  Establishment 
Act,  date  not  known. 
Cross,  J.  Arnold. 

Acting  Ensign,  7  November,  1863.     Honorably  discharged  2  August,  1865. 
Cross,  John  C. 

Third  Assistant  Engineer,  8  December,  1862.     Second  Assistant  Engineer,  8  April 
1864.     Resigned  21  June,  1865.  '       i      > 

Cross,  John  W. 

Acting  Second  Assistant  Engineer,  18  November,  1861.     Resigned  6  November, 
1862. 

Cross,  Joseph. 

Appointed  Midshipman,  9  June,  1811.     Lieutenant,  27  April,  1816.     Died  10  Feb- 
ruary, 1834. 

Cross,  J.  Wesley. 

Acting  Third  Assistant  Engineer,  25  September,  1863.     Honorablv  discharged  7 
October,  1868.  J  <= 

Cross,  Robert  H. 

Gunner,  23  April,  1858 

Cross,  Samuel. 

Gunner,  4  January,  1862.     Dismissed  10    September,  1862.     Gunner,  27  August, 
1872.  i-  '  >  s      , 

Cross,  Thomas  IT. 

Acting  Third  Assistant  Engineer,  21   October,   1863.     Honoraljlv  discharged  26 
July,  1865. 

Crossan,  Thomas  M. 

Midshipman,  1  July,  1836.     Passed  Midshipman,  1  July,  1842.     Master.     Lieuten- 
ant, 6  April,  1849.     Resigned  1  September,  1857. 
Crossnian,  James  A. 

Acting  Ensign,  14  December,  1863.     Honorably  discharged  23  August,  1865. 
Croton,  Charles. 

Mate,  22  October,  1862.     Resigned  15  May,  1865. 
Crow,  Benjamin. 

Appointed  Sailmaker,  5  May,  1826.     Died  31  March,  1845. 
Crow,  James. 

Appointed  Midshipman,  15  November,  1809.     Resigned  15  December,  1810. 
Crowell,  SaTld  H. 

Acting  Master,  22  November,  1861.     Resigned  16  May,  1863. 
Crowell,  Erastns. 

icting  Master,  26  August,  1861.     Resigned  19  October,  1861. 
Crowell,  Gfeorge  W. 

Acting  Master,  6  December,  1861.    Dismissed  17  September,  1862. 
Crowell,  Isaiah  £. 

Sailmaker,  3  January,  1862. 

Crowell,  Joseph  W. 

Acting  Ensign,  31  August,  1863.     Honorably  discharged  21  August,  1865. 

Crowell,  Lievl. 

Acting  Master,  7  December,  1861.     Honorably  discharged  29  January,  1866. 

Crowell,  Miner  B. 

Acting  Master,  18  January,  1862.     Acting  Volunteer  Lieutenant,  for  good  service, 
16  March,  1864.     Honorably  discharged  18  December,  1865. 
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Crowley,  Charles  E. 

Midshipman,  16  January,  1809.     Lieutenant,  9  December,  1814.     Died  at  Charles- 
ton, South  Carolina,  15  August,  1850. 
Crowley,  John. 

Appointed  Carpenter,  28  October,  1811.     Dismissed  26  September,  1812. 
Crowley,  John. 

Boatswain,  11  January,  1876.     Appointment  revoked  7  February,  1S76. 

Crowinsbield,  Arrant  S. 

Acting  Midshipman,  25  September,  1860.     Graduated  28  May,  1863.     Ensign,  4 
June,  1863.     Master,   10    November,   1865.     Lieutenant,   10   November,    1866. 
Lieutenant-Commander,  ^2  March,  1868.     Commander,  25  March,  1880. 
Crowninshield,  William  W. 

Acting'Ensign,  21  January,  1868.    Acting  Master,  for  good  service,  10  December, 
1863.    Acting  Volunteer  Lieutenant,  17  May,  1865.     Honorably  discharged  4 
October,  1868. 
Crozet,  J.  B. 

Mate,  8  November,  1869.    Resigned  23  November,  1872. 
Crnft,  John. 

Appointed  Lieutenant,  15  October,  1798.     Commission  returned. 
Crnger    Edward  Martlneau. 

Acting  Midshipman,  30  July,  1863. 
Crnmmey,  ThomaSo 

Third  Assistant  Engineer,  21  April,  1862.     Resigned  5  September,  1866. 
Crn.mp,  Oeorge  T. 

Appointed  Midshipman,  3  February,  1829.     Died  12  April,  1832. 
Crnnip,  Richard. 

Appointed  Midshipman,  30  June,  1806.     Dismissed  18  February,  1808. 
Cruse,  Peter  X. 

Acting  Master,  14  September,  1861.     Resigned  17  June,  1863. 
Cruse,  Samuel  C. 

Acting  Master,  18  October,  1861.     Honorably  discharged  5  February,  1866. 
Crygier,  John  W. 

Cadet  Engineer,  1  October,  1874.     Graduated  10  June,  1879. 
Cuddy,  William. 

Sailmalcer,  2  March,  1872. 
Cudworth,  William. 

Appointed  Midshipman,  16  January,  1809.     Resigned  17  November,  1809. 
Cnlbert,  Edward. 

Mate,  23  January,  1862.    Honorably  discharged  29  August,  1868. 
Culbertson,  C.  J. 

Mate,  17  September,  1861.     Discharged  7  April,  1862. 
Culhertson,  James. 

Appointed  Boatswain,  1   January,  1817.     Last  appearance  on  Records  of  Navy 
Department  for  1830. 
Culbertson,  Wilson  S. 

Mate,  4  April,  1864.    Honorably  discharged  18  November,  1865. 
Culbreth,  ©eorge  S. 

Assistant  Burgeon,  18  June,  1866.     Passed  Assistant  Surgeon,  14  December,  1869. 
Surgeon,  31  December,  1876.     Lost  on  "  Suron,"  24  November,  1877. 
Cullaton,  John. 

Mate,  28  June,  1863.     Acting  Ensign,  25  February,  1863.     Resigned  9  June,  1865. 
Cullen,  Ezekiel  W. 

Purser,  4  June,  1857.     Resigned  11  May,  1858. 
Cnllen,  John. 

Acting  Second  Assistant  Engineer,  13  August,  1863.     Resigned  6  October,  1863. 
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Acting  First  Assistant  Engineer,  7  May,  1864.    Honorably  discharged  39  Sep- 
tember, 1865. 
Cnlley,  George  li. 

Acting  Tliird  Assistant  Engineer,  14  July,  1863.     Dismissed  5  May,  186.5. 
Cnlley,  Joseph. 

Acting  Third  Assistant  Engineer,  1  August,  1862.     Acting  Second  Assistant  Engi- 
neer, 22  May,  1863.    Appointment  revoked  (Sick,)  11  November,  1863.     Acting 
First  Assistant  Engineer,  12  June,  1865. 
Cnlliiis,  Asa  B. 

Acting  Third  Assistant  Engineer,  31  June,  1863.     Acting  Second  Assistant  Engi- 
neer, 20  June,  1863.     Honorably  discharged  15  December,  1865. 
Culver,  Abraham  E. 

Midshipman,  6  June,  1872.  Graduated  20  June,  1876.  Ensign,  14  December, 
1877. 

Cnlver,  Charles  B. 

Acting  Third  Assistant  Engineer,  14  January,  1863.     Acting  Second  Assistant 
Engineer,  13  September,  1864.     Honorably  discharged  8  September,  1865. 
Culver,  Charles  E. 

Mate,  8  October,  1861.    Resigned  9  April,  1864. 
Culver,  E.  B. 

Acting  Assistant  Paymaster,  22  July,  1863.     Discharged  12  November,  1865. 
Culver,  Josiah  H. 

Assistant  Surgeon,  24  March,  1863.     Retired  15  Julv,  1867.     Died  25  September, 
1868. 
Cnmberson,  William  M. 

Acting  Third  Assistant  Engineer,  6  January,  1863.     Resigned  5  January,  1863. 
Cumming,  John  W. 

Mate.     Resigned  5  September,  1 862. 
Cnmmlng,  T.  W. 

Appointed  Midshipman,  19  May,  1832.  Passed  Midshipman,  23  June,  1838. 
Resigned  23  February,  1841. 

Cummlngs,  A.  B. 

Midshipman,  7  April,  1847.  Passed  Midshipman,  10  June,  1853.  Master,  15  Sep- 
tember, 1855.  Lieutenant,  16  September,  1855.  Lieutenant-Commander,  16 
July,  1862.     Died  18  March,  1863. 

Cummings,  Ed.  P. 

Acting  Assistant  Surgeon,  21  October,  1861.     Resigned  20  February,  1862. 

Cnmmings,  John  E. 

Appointed  Midshipman,  8  October,  1800.  Lieutenant,  1  April,  1812.  Died  24 
July,  1824. 

CnmminSt  James. 

Mate,  1  November,  1863.     Resigned  8  November,  1864. 

Cummins,  James  A. 

Acting  Gunner,  30  September,  1862.     Dismissed  3  February,  1864. 
Cunningham,  Alexander. 

Master,  15  November,  1815.    Reserved  list,  13  September,  1855.    Died  26  April, 
1856. 
Cunningham,  Charles. 

Acting  Ensign,  28  February,  1863.     Resigned  5  September,  1864. 
Cunningham,  Frederick  A. 

Gunner,  21  August,  1856.     Deserted  30  August,  1858. 
Cunningham,  George. 

Acting  Third  Assistant  Engineer,  22  November,  1862.     Appointment  revoked 
(Sick,)  15  June,  1863. 
Cunningham,  G.  F. 

Appointed  Midshipman,  14  February,  1840.     Resigned  20  August,  1849. 
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Cnnningham,  Hugh. 

Acting  Third  Assistant  Engineer,  6  March,  1865.     Honorably  discharged  4  Octo- 
ber, 1865. 

Cnnninghani,  James. 

Mate,  24  January,  1863.     Honorably  discharged  29  October,  1865. 
Cuniiingtaani,  John  Cr. 

Acting  Third  Assistant  Engineer,  4  September,  1864.     Dismissed  30  A23ril,  1867. 
Cunningham,  John  S. 

Purser,  13  March,  1857.    Pay  Inspector,  3  March,  1871.    Pay  Director,  14  October, 
1871. 
Cunningham,  Patrick  Thomas. 

Midshipman,  26  September,  1863.     Graduated  6  June,  1867.     Ensign,  18  Decem- 
ber, 1868.     Master,  21  March,  1870.     Lieutenant,  21  March,  1871.     Resigned  9 
November,  1872. 
Cunningham,  Robert  B. 

Midshipman,  30  November,  1814.     Lieutenant,  18  January,  1825.     Commander,  8 
September,  1841.    Captain,  14  September,  1855.     Died  13  March,  1861. 
Cunningham,  Thomas  A. 

Acting  Third  Assistant  Engineer,  26  January,  1864.      Died  on  " Merrimac"  2 
July,  1864. 
Cnnningham,  Thomas. 

Acting  Third  Assistant  Engineer,  3  May,  1859.     Second  Assistant  Engineer,  13 
May,  1861.     First  Assistant  Engineer,  20  May,  1863.     Resigned  16  November, 
1866. 
Cnnninghani,  T.  S. 

Appointed  Midshipman,  15   November,  1809.      Lieutenant,   9   December,  1814. 
Resigned  21  April,  1827. 
Cunningham,  W. 

Appointed  Gunner,  11  August,  1819.     Died  in  1823. 
Curley,  M.  E. 

Acting  Carpenter,  6  May,  1865.     Honorably  discharged  6  August,  1865. 
Curran,  James. 

Acting  Third  Assistant  Engineer,  7  July,  1863.     Appointment  revoked  (Sick,) 
10  February,  1864. 
Curran,  James. 

Acting  Second  Assistant  Engineer,  26  April,  1866.     Mustered  out  24  July,  18B7. 
Curran,  James. 

Acting  Third  Assistant  Engineer,  15  September,  1864.     Acting  Second  Assistant 
Engineer,  22  February,  1865.     Honorably  discharged  13  November,  1865. 
Curran,  San  ford. 

Acting  Thiid  Assistant  Engineer,  28  December,  1863.     Died  on  "  Tallahatchie,''  16 
April,  1865. 

Currier,  Oliver  C. 

Mate,  31  August,  1864.     Honorably  discharged  19  December,  1865. 
Currier,  W.  A. 

Mate,  4  April,  1863.     Dismissed  20  August,  1863.     Mate,  27  November,   1863. 
Appointment  revoked  (Sick,)  14  October,  1864. 
Curry,  David  H. 

Acting  Carpenter,  1  October,  1862.     Resigned  30  May,  1864. 
Curtis,  Andrew. 

Acting  Ensign,  14  May,  1864.    Honorably  discharged  12  August,  1865. 
Curtis,  Asa. 

Gunner,  1  March,  1825.     Died  at  "  Rio  de  JaTwrio,'"  11  Septamber,  1858. 
Curtis,  Caleb  A. 

Acting  Master,  23  September,  1861.     Resigned,  accepted  with  regrets  of  the  De- 
partment, 2  December  1863. 
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Curtis,  Cicero  B. 

Acting  Second  Assistant  Engineer,  17  October,  1863.     Honorably  discharcecl  1.5 
August,  1865.  ^ 

Curtis,  Clinton  It. 

Midshipman,  28  September,  1865.     Graduated  4  June,  1869.     Ensign    13  Julv 
1870.     Master,  25  November,  1872.     Lieutenant,  30  June,  1876. 
Curtis,  David  G. 

Acting  Assistant  Surgeon,  19  September,  1864.     Honorably  discharged  34  August, 

Curtis,  Edward. 

Third  Assistant  Engineer,  31  October,  1861.     Resigned  11  February,  1863. 
Curtis,  Frederick  B. 

Acting  Assistant  Paymaster,  19  October,  1861.     Assistant  Paymaster,  13  July  1863 
Died  on  ''Pawnee,"  17  April,  1863. 
Cnrtis,  G.  G. 

Acting  Ensign,  8  June,  1864.    Honorably  discharged  8  November,  1865. 
Cnrtis,  Henry  F. 

Acting  Ensign,  23  May,  1864.     Honorably  discharged  15  November,  1865. 
Curtis,  James  F. 

Appointed  Midshipman,  18  June,  1813.    Lieutenant,  1  April,  1818.    Resio-ued  19 
April,  1824. 

Curtis,  Romaine  J. 

Acting  Assistant  Surgeon,  8  May,  1864.    Honorably  discharged  21  October,  1865. 
Curtis,  Samuel. 

Acting  Master,  22  January,  1862.     Honorably  discharged  2  February,  1866. 
Curtis,  Stacey. 

Appointed  Sailmaker,  23  April,  1813.     Resigned  21  June,  1815. 
Curtis,  Tliomas  B. 

Appointed  Midshipman,  28  September,  1813.     Resigned  13  November,  1828. 
Curtis,  William  H.  H. 

Acting  Ensign,  8  September,  1864.     Honorably  discharged  14  July,  1865. 
Curtis,  W.  Scott. 

Mate,  19  March,  1863.    Dismissed  4  April,  1868. 
Curwen,  Henry. 

Acting  Ensign,  1  July,  1864.     Honorably  discharged  4  June,  1865. 
Cnshing,  Caleb. 

Appointed  Master,  18  August,  1812.    Last  appearance  on  Records  of  Nary  Depart- 
ment, 31  August,  1812. 
Cushing,  Charles  C. 

Acting  Ensign,  on  Admiral  Lee's  Staff,  7  November,  1864.     Honorably  discharged 
3  October,  1865. 
Cushing,  Edmund  H. 

Acting  Assistant  Paymaster,  30  June,  1863.     Passed  Assistant  Paymaster,  23  July, 
1866.    Paymaster,  16  September,  1868.    Died  on  the  "  Tuscarora,"  11  March 
1869. 
Cushing,  Henry. 

Acting  Assistant  Paymaster,  39  July,  1863.    Discharged  3  October,  1865. 

Cushing,  Milton  B. 

Acting  Assistant  Paymaster,  20  August,  1864.     Passed  Assistant  Paymaster   28 
July,  1866.    Paymaster,  13  March,  1869. 

Cushing,  Samuel  W. 

Appointed  Midshipman,  38  August,  1799.     Last  appearance  on  Records  of  Navy 
Department,  13  September,  1799.     Killed  in  a  duel. 
Cushing,  Stephen. 

Acting  Assistant   Surgeon,   11  June,  1864.     Honorably  discharged   10  October, 
1865. 
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Cnshing,  Thomas  B. 

Acting  Assistant  Paymaster,  14  August,  1863.     Resigned  9  March,  1865. 
Cnshing,  T.  J.  H. 

Surgeon's  Mate,  23  January,  1809.     Dismissed  5  March,  1810.     Surgeon's  Mate, 
10  December,  1814.    Died  1  June,  1817. 
Cushing,  IVilllam  Barker. 

Acting  Midshipman,  35  September,  1857.  Resigned  23  March,  1861.  Acting 
Master's  Mate,  1861.  Lieutenant,  16  July,  1803.  Lieutenant-Commander,  27 
October,  1864.    Commander,  31  January,  1873.     Died  17  December,  1874. 

Cnshnian,  Alex. 

Mate,  23  March,  1862.     Dismissed  15  March,  1864. 
Cnsbman,  Ansell. 

Ajjijoiuted  Master,  26  May,  1812.     Dismissed  9  January,  1818. 
Cuslinian.  Charles  F. 

Gunner,  7  April,  1856.     Died  14  December,  1856. 
Custaninn,  Charles  H. 

Midshipman,  24  March,  1849.     Passed  Midshipman,  13  June,  1855.     Master,  16 
September,  1855.     Lieutenant,  8  February,   1S56.     Lieutenant-Commander,  16 
July,  1862.     Commander,  25  July,  1806.     Retired  list,  34  April,  1877. 
Cnshman,  Gieorge  P. 

Gunner,  18  December,  1861. 
Cnshman,  Walter  S. 

Acting  Assistant  Paymaster,  37  September,  1803.     Resigned  13  May,  1864. 
Cushtnan,  William  H. 

Third  Assistant  Engineer,  3  August,  1 855.     Second  Assistant  Engineer,  31  July, 
1858.     First  Assistant  Engineer,  3  August,  1859.     Chiel'  Engineer,  10  October, 
1861. 
Cnshman,  W.  S. 

Appointed  Midshipman,  18  February,  1841.     Resigned  31  July,  1847. 
Cntbnsh,  Edward. 

Surgeon,  24  June,  1799.     Resigned  10  June,  1829. 
Cutbnsh,  William. 

Appointed  Midshipman,  9  December,  1800.     Resigned  20  November,  1805. 
Cutchin,  Robert. 

Appointed  Master,  30  .January,  1809.     Dismissed  8  November,  1813. 
Cnthbert,  liachlan. 

Appointed  Midshipman,  1  January,  1813.     Died  3  September,  1820. 
Cntbbert.  Way  land. 

Third  Assistant  Engineer,  24  August,  1861.     Second  Assistant  Engineer,  21  April, 
1863.     Resigned  33  August,  1864. 
Cnthbertson,  James. 

Acting  Second  Assistant  Engineer,  4  June,  1864.     Honorably  discharged  38  Octo- 
ber, 1865. 
Cnthbut,  B.  H. 

Appointed  Midshipman,  24  July,  1807.     Struck  off  4  September,  1808. 
Cutler,  Alfred. 

Appointed  Midshipman,  1  January,  1825.     Resigned  8  March,  1826. 
Catler,  Amos. 

Appointed  Sailmaker,  24  June,  1817.     Resigned  in  October,  1830. 
Cutler,  James. 

Acting  Third  Assistant  Engineer,  1  October,  1863.     Acting  Second  Assistant  En- 
gineer, 24  August,  1863.     Honorably  discharged  4  November,  1865. 
Cutler,  William  F. 

Acting  Third  Assistant  Engineer,  33  August,  1864.     Resigned  19  May,  1865. 


GENERAL   NAVY  REGISTER.  187 

Cutler,  William  O. 

Midshipman,  22  September,  1871.     Graduated  21  June,  1875.     Ensign,  18  July, 

Cutter,  George  F. 

Purser,  5  June,  1844.     Pay  Director,  3  March,  1871.    Paymaster  General,  18  No- 
vember, 1877. 

Cutter,  Rensalear. 

Acting  First  Assistant  Engineer,  27   February,  1863.     Honorably  discharged  18 
November,  1865. 

Cutter,  William. 

Appointed  Midshipman,   15  November,  1809.     Last  appearance   on  Records  of 
Navy  Department. 
Cutting,  John  B. 

Appointed  Midshipman,   1   January,   1825.     Passed   Midshipman,  4  June,  1831 
Lieutenant,  22  December,  1835.     Died  20  May,  1843. 
Cutts,  Augustus. 

Appointed  Midshipman,  9  November,  1813.     Lieutenant,  13  January,  1825.    Died 
12  June,  1829. 

Cutts,  Charles  E. 

Appointed  Midshipman,  3  November,  1818.     Died  7  September,  1824. 
Cutts,  J.  M. 

Appointed  Midshipman,  18  June,  1812.     Resigned  1  July,  1820. 

Cutts,  Joseph,  Jr. 

Appointed  6  December,  1814.     Lieutenant,  13  January,  1825.     Died  26  September, 
1884.  i-  ' 

Cntts,  Richard  Malcolm. 

Acting  Midshipman,  22  September,   1862.     Graduated  June,  1866.     Ensign,  12 
March,  1868.    Master,  26  March,  1869.     Lieutenant,  21  March,  1870. 
Cutts,  Walter  C. 

Appointed  Midshipman,  4  March,  1823.     Dismissed  17  May,  1833. 
Cnyler,  Richard  m. 

Midshipman,  28  April,  1839.     Passed  Midshipman,  2  July,  1845.     Master,  9  June, 
1853.     Lieutenant,  20  February,  1854.     Resigned  20  December,  1859. 

I>abney,  Albert  J. 

Midshipman,  1  October,  1867.     Graduated  6  June,  1871.    Ensign,  14  July,  1872. 
Master,  6  April,  1875. 
Dabney,  George.  • 

Midshipman,  9  November,  1799.     Discharged  14  July,  1801,  under  Peace  Estab- 
lishment Act. 

Dabney,  George. 

Midshipman,  30  March,  1802.    Resigned  12  April,  1805. 

JDabney,  T.  S. 

Acting  Assistant  Paymaster,  22  September,  1863.    Discharged  23  March,  1867. 

Dade,  Alexander  li. 

Midshipman,  1  November,  1827.     Drowned  14  September,  1830. 

Dade,  Francis  C. 

Third  Assistant  Engineer,  20  January,  1849.     Second  Assistant  Engineer,  86  Feb- 
ruary, 1851.     First  Assistant  Engineer,  21  May,  1853.    Chief  Engineer,  24  Octo- 
ber, 1859. 
Dade,  Townshend. 

Midshipman,  1  May,  1828.     Resigned  8  June,  1836. 
Dade,  Stephen  li. 

Mate.    Resigned  29  September,  1862. 
Dade,  William  H. 

Mate,  28  December,  1861.    Dismissed  27  September,  1862. 
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Daggett,  Jacob. 

Mate,  9  January,  1862.     Deserted  15  July,  1864. 

Daggett,  liloyd  E. 

Mate,  11  June,  1863.     Honorably  discharged  16  October,  1867. 

Daggett,  Richmond. 

Mate,  11  October,  1862.     Acting  Ensign,  10  November,  1873.     Honorably  dis- 
charged 30  April,  1866.     Mate,  4  February,  1870.     Resigned  30  April,  1870. 

Daggett,  Samuel, 

Gunner,  26  February,  1834.     Died  9  April,  1836. 

Daggett,  Tbomas  H. 

Acting  Ensign,  27  October,  1863.     Resigned  9  April,  1864. 

Dahlgreen,  Charles  B. 

Third  Assistant  Engineer,  24  December,  1861.      Resigned  15  December,  1862. 
Acting  Ensign,  15  December,  1862.     Acting  Master,  14  May,  1863.     Resigned  1 
February,  1865. 
Dahlgren,  John  A. 

Midshipman,  1  February,  1826.    Passed  Midshipman,  28  April,  1833.    Lieutenant, 
8  March,  1837.     Commander,  14  September,  1855.      Captain,  16  July,  1863. 
Rear-Admiral,  7  February,  1863.     Died  13  July,  1870. 
Dally,  Cornelias. 

Mate,  21  February,  1863.    Deserted  9  April,  1865. 
Daily,  Thomas  W. 

Midshipman,  9  November,  1813.     Resigned  10  January,  1818. 
Daisy,  George  W. 

Mate.     Resigned  9  May,  1862. 
Dalzley,  William. 

Acting  Third  Assistant  Engineer,  9  October,  1863.    Honorably  discharged  17  Octo-. 
ber,  1865. 
Dale,  Frank  C. 

Assistant  Surgeon,  6  November,  1876.     Passed  Assistant  Surgeon,  7  August,  1880. 

Dale,  John  B. 

Midshipman,  2  February,  1829.     Passed  Midshipman,  3  July,  1835.     Lieutenant, 
25  February,  1845.     Died  24  July,  1848. 

Dale,  John  M. 

Midshipman,  18  June,  1812.    Lieutenant,  1  April,  1818.     Commander,  12  February, 
1889.    Died  14  December,  1852. 

l^ale,  Richard  S. 

Midshipman,  18  June,  1812.     Killed  in  action,  23  June,  1812. 

Dale,  Richard. 

Captain,  4  June,  1794.    Resigned  17  December,  1802. 

Dale,  Samuel. 

Acting  Third  Assistant  Engineer,  5  May,  1864.     Honorably  discharged  29  August, 
1865. 

Daley,  John. 

Mate,  19  March,  1863.    Acting  Ensign,  15  June,  1863.     Honorably  discharged  9 
November,  1868. 
Daley,  William  A. 

Acting  Ensign,  22  June,  1864.    Honorably  discharged  10  June,  1865. 
Dallas,  Alexander  J. 

Midshipman,  23  November,  1805.     Lieutenant,  13  June,  1810.     Commander,  5 
March,  1817.     Captain,  24  April,  1828.     Died  3  June,  1844. 

Dallas,  Alexander  J. 

Lieutenant,  13  January,  1825.     Commander,  8  September,  1841.     Died  12  July, 
1843.     {See  A.  J.  D.  Brown.) 
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Dallas,  Alexander  J.,  Jr. 

Midshipman,  25  January,  1840.     Passed  Midshipman,  11  Julj',  1846.     Resigned 
28  September,  1847. 
Dallas,  Alexander  J. 

Midshipman,  24  March,  1846.     Dismissed  13  Juno,  1851. 
Dallas,  Francis  G. 

Midshipman,  8  November,  1841.  Passed  Midshipman,  10  August,  1847.  Master, 
14  September,  1855.  Lieutenant,  15  September,  1855.  Retired,  16  December, 
1864.  Commander  on  Retired  list,  4  April,  1867.  Lieutenant,  Retired  list,  from 
1-5  March,  1877. 

Dallas,  Jacob  M. 

Carpenter,  22  July,  1861.     Resigned  21  November,  1861 

Dale,  Frank  C 

Assistant  Surgeon,  6  November,  1876. 

Dally,  John  R. 

Acting  Third  Assistant  Engineer,  14  January,  1863.     Appointment  revolted  35 
April,  1863. 
Dalten,  Hamilton  H. 

Acting  Midshipman,  1  October,  1851.     Midshipman,  9  June,  1855.     Passed  Mid- 
shipman, 15  April,  1858.     Master,  4  November,  1858.     Lieutenant,  16  December, 
1860.     Dismissed  1  July,  1861. 
Dalton,  John  H. 

Acting  Third  Assistant  Engineer,  14  May,  1864.     Discharged  12  May,  1866. 

Dalton,  Samuel  TV. 

Acting  Third  Assistant  Engineer,  24  December,  1864.  Appointment  revoked  15 
January,  1866. 

Dalton,  Thomas. 

Mate,  8  June,  1863.     Honorably  discharged  23  January,  1866. 

Daly,  John,  Jr. 

Mate,  7  August,  1861.  Acting  Ensign,  15  June,  1868.  Honorably  discharged  9 
November,  1868. 

Daly,  Michael  J. 

Acting  Ensign,  34  June,  1863.     Honorably  discharged  15  August,  1865. 

Damon,  Alexander  D. 

Mate,  25  June,  1864.    Honorably  discharged  30  July,  1868. 

Damon,  David. 

Acting  Gunner,  13  December,  1864.     Appointment  revoked  18  September,  1865. 

Damon,  Orison  B. 

Acting  Assistant  Surgeon,  7  June,  1863.     Honorably  discharged  24  January,  1866. 

Damon,  Samnel  H. 

Mate,  25  January,  1863.  Dismissed  16  September,  1863.  Acting  Ensign,  16  Sep- 
ternber,  1864. 

Damre,  Augustus. 

Acting  Ensign,  13  September,  1864.     Honorably  discharged  13  February,  1866. 

Dana,  Edward  F. 

Midshipman,  19  February,  1799.    Resigned  5  March,  1800. 

Dana,  William  U. 

Midshipman,  1  May,  1850.  Passed  Midshipman,  20  June,  1856.  Master,  33  Janu- 
ary 1858.  Lieutenant,  1  July,  1858.  Lieutenant-Commander,  16  July,  1862.' 
Coiiimander,  37  April,  1869.     Died  5  March,  1872. 

Dana,  William  S. 

Acting  Midshipman,  25  October,  1859.  Acting  Ensign,  1  October,  1863.  Master, 
10  May,  1866.  Lieutenant,  31  February,  1867.  Lieutenant-Commander,  12 
March,  1868. 

Danby,  Robert. 

Third  Assistant  Engineer,  18  January,  1845.    Second  Assistant  Engineer,  10  July, 
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1847.     First  Assistant  EDgineer,  36  February,  1851.     Chief  Engineer,  30  June, 
1856. 
Dance,  Thomas  L.. 

Midshipman,  13  March,  1838.    Passed  Midshipman,  30  May,  1844.    Died  31  March, 
1850. 

Dandrean,  Cornelius. 

.A.cting  Second  Assistant  Engineer,  4  January,  1863.     Honorably  discharged  34 
December,  1865. 
Dandrean,  Mltctaell. 

Acting  Second  Assistant  Engineer,  4  January,  1863.     Appointment  revoked  (Sick,) 
3  June,  1863. 
Dandreau,  Paul. 

Acting  Tliird  Assistant  Engineer,  4  Januaiy,  1862.     Honorably  discharged  24  De- 
cember, 1865. 
Dandridge,  R.  F. 

Surgeon's  Mate,  20  March,  1830.     Resigned  17  February,  1834. 
Dandridge,  Robert. 

Midshipman,  1  January,  1818.     Last  appearance  on  Records  of  Navy  Department. 
Dandridge,  William. 

Surgeon,  date  not  known.     Died  32  July,  1 813. 
Danels,  Joseph  I>. 

Midshipman,  19  October,  1841.  Passed  Midshipman,  10  August,  1847.  Master, 
14  September,  1855.  Lieutenant,  15  September,  1855.  Resigned  33  April,  1861. 
Acting  Master,  5  September,  1863.  Acting  Lieutenant,  3  June,  1863.  Acting 
Volunteer  Lieutenant-Commander,  18  May,  1864.  Lieutenant-Commander,  16 
July,  1862.  Died  of  wounds  23  March,  1865. 
Danenhower,  Charles. 

Mate,  4  September,  1863.     Acting  Ensign,  9  May,  1864.     Honorably  discharged  10 
January,  1866. 

Danenhowerv  Charles  W. 

Midshipman,  35  iieptember,  1866.     Graduated  7  June,  1870.     Ensign,  13  July, 
1871.    Master,  37  September,  1873.     Lieutenant,  2  August,  1879. 
Danforth,  Charles  H. 

Mate,  19  December,  1861      Acting  Ensign,  33  November,  1864.     Honorably  dis- 
charged 11  May,  1865. 
Danforth,  J.  B.,  Jr. 

Purser,  30  August,  1857.    Resigned  14  October,  1858. 
Dangerfleld,  William. 

Midshipman,  30  November,  1814.    Dismissed  30  August,  1815. 
Daniel,  R.  P. 

Assistant  Surgeon,  31  May,  1854.     Passed  Assistant  Surgeon,  30  May,  1859.     Re- 
signed 30  June,  1859. 

Daniel,  William  P. 

Midshipman,  1  January,  1812.    Dismissed  18  August,  1813. 

Daniell,  David  H. 

Mate,  33  November,  1861.     Acting  Ensign,  4  December,  1863.     Died  at  Pensacola, 
Florida,  14  April,  1864. 

Daniells,  William  A. 

Mate,  26  October,  1863.     Honorably  discharged  29  October,  1865. 
Daniels,  C.  H. 

Acting  Master,  38  September,  1861.     Resigned  31  July,  1862. 
Daniels,  David. 

Midshipman,  5  June,  1871.     Graduated  31  June,  1875.     Ensign,  33  August  1876. 
Daniels,  T.  J.  M. 

Acting  Second  Assistant  Engineer,  5  January,  1866.     Resigned  11  July  1866. 


GENKRAL  NAVY  BEGISTER.  191 

Daniels,  S.  J.  McK. 

Third  Assistant  Engineer,  .9  July,  1861.     Second  Assistant  Engineer  18  Decem- 
ber, 1862.     Resigned  9  March,  1865.  ^         ' 
Danielson,  E.  £. 

Midshipman,  3  April,  1804.     Killed  in  a  Duel  15  August,  1808. 
Danker,  Henry  A. 

Acting  Assistant  Surgeon,  15   March,  1864.      Assistant  Surgeon,  1  April    1864 
Died  5  August,  1864.  o       i        x-     > 

Danley,  Thomas  W. 

Assistant  Surgeon,  July,  1818.     Cashiered  30  December,  1819. 
Danner,  Frederic  W. 

Midshipman,  33  June,  1869.    Graduated  15  October,  1874.    Ensien,  17  Julv  1875 
Lost  on  "Sij-ora,"  34  November,  1877.  "^^y,  io>o. 

Dansbnry,  G.  M. 

Acting  Second  Assistant  Engineer,  23  December,  1864.    Honorably  discharged  6 
November,  1865.  ^ 

Danton,  Florance  J. 

Acting  Master,  13  August,  1861.    Appointment  revoked  20  January,  1862. 

Darby,  Henry. 

Purser,  29  July,  1799.     Discharged  28  September.  1801,  under  Peace  Establish- 
ment Act. 

Darby,  John. 

Purser,  9  April,  1804.    Last  appearance  on  Records  of  Navy  Department  39  No- 
vember, 1805. 

Darcantel,  Henry. 

Midshipman,  1  April,  l^Se.    Passed  Midshipman,  28  April,  1832.    Lieutenant  8 
March,  1837.    Reserved  list,  13  September,  1855.     Died  9  March,  1857. 
Darling,  John  A. 

Acting  Master,  21  December,  1861.     Appointment  revoked  30  April,  1863. 
Darling,  J.  Homer. 

Acting  Assistant  Surgeon,  4  December,  1863.    Honorably  discharged  12  Decem- 
ber, 1865. 
Darling,  liewis,  Jr. 

Acting  Assistant  Surgeon,  11  February,  1865.    Honorably  discharged  10  October 
1865. 
Darling,  Martin  T.  B. 

Acting  Third  Assistant  Engineer,  3  April,  1863.     Acting  Second  Assistan    Engi- 
neer, 11  November,  1863.    Honorably  discharged  39  December,  1865. 
Darling,  William  lee. 

Appointed  in  Volunteer  Service,  18  December,  1861.     Assistant  Paymaster,  30 
June,  1864.    Paymaster,  4  May,  1866.     Resigned  1  July,  1869. 
Darling,  Thomas. 

Master,  18  August,  1813.     Resigned  25  January,  1813. 
Darlington,  B.  S.  B. 

Midshipman,  1  April,  1838.    Passed  Midshipman,  14  June,  1834.    Lieutenant,  35 
February,  1841.    Died  28  February,  1845. 
Darrah,  Jesse  M. 

Mate,  4  August,  1863.     Honorably  discharged  30  October,  1865. 
Darrargh,  A.  P. 

Purser,  35  April,  1813.     Died  9  January,  1831. 
Dart,  Thomas  Xi. 

Assistant  Surgeon,  3  August,  1799.     Discharged  30  June,  1801,  under  Peace  Estab- 
lishment Act. 
Dashiel,  Richard. 

Midshipman,  18  May,  1809.     Lieutfenant,  9  December,  1814.    Died  32  June,  1833. 
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Dashwood,  L^ndlow. 

Purser,  35  April,  1812.     Last  appearance  on  Records  of  Navy  Department,  1816. 
Furloughed. 
Daskam,  William. 

Boatswain,  3  June,  1858.    Resigned  31  July,  1858. 

Dates,  James  B. 

Acting  Ensign,  1  October,  1863.     Resigned  10  April,  1863. 

Danbenay,  Li.  S. 

Lieutenant,  19  September,  1798.     Discharged  8  June,  1801,  under  Peace  Establish- 
ment Act. 
D'Anbigne,  W.  O.  M. 

Mate,  14  September,  1863.     Resigned  31  September,  1864. 

Danm,  Ignatius. 

Mate,  29  June,  1863.     Acting  Ensign,  38  June,  1864.     Honorably  discharged  4 
November,  1865. 

Davenport,  Francis  O. 

Acting  Midshipman,  26  September,  1856.    Midshipman,  1  June,  1861.    Lieutenant, 
16  July,  1862.     Lieutenant-Commander,  25  July,  1866.     Retired  list,  19  October, 
1870. 
Savenport,  Henry  K. 

Midshipman,  9   February,  1838.    Passed  Midshipman,  20    May,  1844.      Master, 
5  December,  1851.    Lieutenant,  19  December,  1853.     Commander,  16  July,  1862. 
Captain,  14  March,  1868.    Died  18  August,  1873. 
Davenport,  Richard  O. 

Midshipman,  39  September,  1864.     Graduated  4  June,  1869.     Ensign,  13  July, 
1870.     Master,  30  January,  1873.     Lieutenant,  17  March,  1875. 
Savezac,  DeC.  G. 

Midshipman,  30  November,  1814.     Resigned  14  July,  1819. 
Davezac,  DeC.  G. 

Midshipman,  17  February,  1830.     Resigned  10  January,  1831. 
David,  William  G. 

Cadet  Midshipman,  25  September,  1873.     Graduated  18  June,  1879. 
Davids,  David  F. 

Mate,  10  December,  1862.    Acting  Ensign,  8  December,  1863.     Resigned  3  June, 
1864. 

DavidSj  Henry  S. 

Third  Assistant  Engineer,  36  August,  1859.     Second  Assistant  Engineer,  16  Octo- 
ber, 1861.    First  Assistant  Engineer,  1  October,  1863.     Chief  Engineer,  5  March, 
1871. 
Davids,  Oscar. 

Third  Assistant  Engineer,  36  February,  1851.     Second  Assistant  Engineer,  31  May, 
1853.     Died  9  February,  1859. 
Davidson,  Andrew. 

Carpenter,  18  February,  1814.     Resigned  2  November,  1815. 
Davidson,  Cbarles  H. 

Mate.    Resigned  29  October,  1863. 
Davidson,  Hunter. 

Midshipman,  29  October,  1841.     Passed  Midshipman,  10  August,  1847.     Master, 
14  September,  1855.    Lieutenant,  15  September,  1855.    Dismissed  33  April,  1861. 
Davidson,  Jobn. 

Lieutenant,  31  January,  1799.     Discharged  33  October,  1801,  under  Peace  Estab- 
lishment Act. 
Davidson,  Jobn  C 

Midshipman,  22  November,  1835.     Dismissed  25  June,  1833. 
Davidson,  John  F. 

Midshipman,  15  November,  1809.     Resigned  6  August,  1810. 
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Davidson,  John   R. 

Acting  Third  Assistant  Engineer,  18  April,  1804.     Discharged  8  January,  1866. 
Davidson,  J.  Q.  A. 

Acting  Ensign,  10  January,  1863.     Honorably  discharged  30  March,  1866. 
Davidson,  Kobert. 

Sailmaker,  14  January,  1806.     Disappeared  20  May,  1806. 
Davidson,  Robert. 

Sailmaker,  14  January,  1814.  Last  appearance  on  Records  of  Navy  Department, 
1815. 

Davidson,  Tbonias,  Jr. 

Assistant  Naval  Constructor,  4  May,   1863.     Naval   Constructor,  35  July,  1860. 
Died  at  Philadelphia,  Pennsylvania,  18  February,  1874. 
Davidson,  Washington  F. 

Midshipman,  30  February,  1840.     Passed  Midshipman,  11  July,  1846.     Dismissed 
17  December,  1849. 
Davie,  WTHiam  C. 

Mate,  11  January,  1865.    Acting  Ensign,  5  July,  1865.     Died  at  New  York,  34 
June,  1866. 
Davies,  Thomas  E. 

Acting  Third  Assistant  Engineer,  25  April,  1864.  Honorably  discharged  9  No- 
vember, 1865. 

Davin,  Anthony. 

Acting  Ensign,  17  April,  1863.    Resigned  (Sick,)  18  April,  1S64. 
Davis,  A.  F. 

Acting  Master  and  Pilot,  1  October,  1864.     Resigned  15  June,  1865. 
Davis,  Albert  A. 

Acting  Ensign,  34  December,  1864.     Honorably  discharged  5  September,  1865. 
Davis,  Alexander. 

Sailmaker,  7  September,  1853.     Resigned  5  June,  1854. 

Davis,  Alonzo  R. 

Midshipman,  25  April,  1831.  Passed  Midshipman,  15  June,  1837.  Lieutenant,  8 
September,  1841.     Died  19  September,  1854. 

Davis,  Andrew,  Jr. 

Mate,  23  June,  1864.  Acting  Ensign,  13  June,  1866.  Honorably  discharged  37 
August,  1868. 

Davis,  Andrew  McF. 

Midshipman,  16  March,  1849.    Resigned  8  September,  1853. 

Davis,  Charles  A. 

Chaplain,  16  May,  1857.  Died  at  the  Naval  Hospital,  Norfolk,  Virginia,  30  Feb- 
ruary, 1867. 

Davis,  Charles  C. 

Third  Assistant  Engineer,  34  December,  1861.  Appointment  revoked  30  Decem- 
ber, 1863. 

Davis,  Charles  C. 

Acting  Third  Assistant  Engineer,  30  December,  1863.  Acting  Second  Assistant 
Engineer,  33  August,  1864.     Honorably  discharged  30  July,  1865. 

Davis,  Charles  H. 

Midshipman,  13  August,  1833.    Passed  Midshipman,  23  March,  1829.    Lieutenant, 
3  March,  1831.    Commander,  13  June,  1854.    Captain,  15  November,  1861.    Com- 
modore, 16  July,  1863.     Rear-Admiral,  7  February,  1863.    Died  20  February, 
1877. 
Davis,  Charles  H.,  Jr.  . 

Midshipman,  39  November,  1861.  Graduated  33  November,  1864.  Ensign,  1 
November,  1866.  Master,  1  December,  1866.  Lieutenant,  13  March,  1868. 
Lieutenant-Commander,  30  June,  1869. 

13 
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l>avis,  Charles  H. 

Acting  Second  Assistant  Engineer,  7  October,  1863.     Resigned  29  July,  1864. 
DaTis,  Charles  M. 

Mate,  28  January,  1862.     Resigned  '26  Marcli,  1863. 

Bavis,  Charles  O. 

Acting  Second  Assistant  Engineer,  9  December,  1863.     Honorably  discharged  16 
August,  1863. 
Davis,  I>aniel  Wagner. 

Midshipman,  22  September,  1862.     Graduated  24  September,  1865.     Ensign,  12 
March,  1868.     Master,  26  March,  1869.     Lieutenant,  21  March,  1870. 
Davis,  David,   Jr. 

Acting  Assistant  Paymaster,  24  October,  1864.     Honorably  discharged  7  October,. 
1865. 
Davis,  DeWitt  Gilinore. 

Third  Assistant  Engineer,  23  May,  1863.     Lost  on  "  Patapsco,'"  15  January,  18G5. 
Davis,  Edward  M. 

Acting  Second  Assistant  Engineer,  28  December,  1864.     Honorably  discharged  29 
May,  1866. 
Davis,  Enos  R. 

Midshipman,  20  June,  1806.     Lieutenant,  10  January,  1813.     Died  in  March,  1818. 
Davis,  Francis  B. 

Acting  Ensign,  1  November,  1862.    Acting  Master,  8  September,  1864.    Honorably 
discharged  22  August,  1865. 
Davis,  Frank. 

Mate,  23  December,  1861.     Dismissed  30  April,  1862. 
Davis,  Fred  E. 

Mate,  1  October,  1862.     Died  of  wounds  received  in  action,  17  March,  1863. 
Davis,  George. 

Surgeon,  22  July,  1799.     Last  appearance  on  Records  of  Navy  Department,  1815. 
New  York. 

Davis,  George. 

Master,  20  July,  1812.     Last  appearance  on  Records  of  Navy  Department,  1815. 
Baltimore. 
Davis,  George. 

Gunner,  date  not  known.     Discharged  in  1818. 
Davis,  George  Lieonard. 

Paymaster,  16  April,  1861.     Pay  Inspector,  3  March,  1871. 
Davis,  George  S. 

Master,  28  July,  1813.    Dismissed  14  September,  1813. 
Davis,  George  Thornton. 

Acting  Midshipman,  20  September,  1860.     Acting  Ensign,  1  October,  1863.     Mas- 
ter, 10  May,  1866.     Lieutenant,  21  February,  1867.    Lieutenant-Commander,  1% 
March,  1868. 
Davis,  George  W. 

Carpenter,  30  October,  1872. 
Davis,  Harvey  11. 

Acting  Midshipman,  30  September,  1863. 
Davis,  Henry. 

Carpenter,  16  May,  1871. 
Davis,  Henry  T. 

Mate,  1  October,  1863,     Honorably  discharged  7  August,  1867. 
Davis,  Ira  L.. 

Acting  Assistant  Surgeon,  21  March,  1865.     Honorably  discharged  11  October, 
1865. 
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]>aTis,  Isaac  P.,  Jr. 

Acting  Third  Assistant  Engineer.  9   November,  1864.     Honorably  discharged  14 
August,  lS(i.j. 
Davis,  James. 

Master,  29  June,  1812.     Resigned  18  January,  1815. 
I>avis,  James. 

Sailmaker,  4  November,  1828.    Died  26  January,  1839. 
Davis,  James  C. 

Gunner,  3  December,  1841.     Resigned  b  April,  1843.     Gunner,  20  DeceiAber,  1847. 
Died  20  November,  1855. 

Davis,  Jesse. 

Acting  First  Assistant  Engineer,  1  July,  1861.     Resigned  8  October,  1862. 
Davis,  Jolin. 

Purser,  14  April,  1809.  Last  appearance  on  Records  of  Navy  Department,  26 
March,  1811. 

Davis,  John. 

Master,  1  March,  1814.    Discharged  1  February,  1815. 
Davis,  John. 

Midshipman,  7  November,  1801.     Lieutenant,  26  March,  1807.     Died  12  January, 
1808. 
Davis,  John. 

Midshipman,  17  December,  1810.     Resigned  27  April,  1812. 
Davis,  John. 

Acting  Gunner,  11  March,  1862.  Died  at  the  Naval  Hospital,  New  York,  17  No- 
vember, 1863. 

Davis,  John. 

Mate,  10  September,  1863.     Killed  in  action  on  "  Golurnbine,"  23  May,  1864. 
Davis,  John. 

Mate,   25   November,   1863.     Acting  Ensign,  16   March,   1865.     Honorably  dis- 
charged 18  November,  1865. 
Davis,  John. 

Boatsv7ain,  27  March,  1836.    Dismissed  18  December,  1887 

Davis,  John. 

Acting  Third  Assistant  Engineer,  2  December,  1861.  Acting  Second  Assistant 
Engineer,  17  February,  1862.    Dismissed  5  August,  1862. 

Davis,  John  A. 

Midshipman,  4  March,  1823.  Passed  Midshipman,  23  March,  1829.  Lieutenant, 
27  February,  1833.     Died  in  Washington  City,  14  January,  1854. 

Davis,  John  A. 

Acting  Ensign,  17  October,  1862.    Resigned  4  April,  1865. 

Davis,  John  C. 

Acting  Third  Assistant  Engineer,  24  October,  1864.     Resigned  9  June,  1865- 

Davis,  John  Xi. 

Carpenter,  20  November,  1869. 

Davis,  John  Iiee. 

Midshipman,  9  January,  1841.  Passed  Midshipman,  10  August,  1847.  Master,  14 
Sei^tember,  1855.  Lieutenant,  15  September,  1855.  Lieutenant-Commander,  16 
July,  1862.     Commander,  25  July,  1866.     Captain,  14  February,  1873. 

Davis,  John  W. 

Mate,  8  January,  1864.  Acting  Ensign,  13  December,  1864.  Honorably  dis- 
charged 18  November,  1865. 

Davis,  Sfailor  C. 

Second  Assistant  Engineer,  17  January,  1842.  First  Assistant  Engineer,  10  July, 
1847.    Resigned  29  October,  1859. 
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Davis,  Sfathsiiiiel  R. 

Mate,  8  May,  18G3.     Acting  Ensign,  23        gust,  18I.U.     Honorably  discliavged  15 
May,  18IJ5. 

I>aris,  Oscar. 

Midshijiman,  1  February,  1812.     Resigned  30  January,  1822. 
©avis,  Owen  T. 

Midsliii^man,  1  February,  1814.     Resigned  4  October,  1822. 
Davis,  Pollard, 

Midshipman,  15  November,  1809.     Last  appearance  on  Records  of  Navy  Depart- 
ment, 5  February,  1810.     Dead. 
Davis,  Richard. 

Boatswain,  15  April,  1799.     Warrant  returned  5  May,  1800. 
Davis,  Koswell. 

Mate.    Appointment  revoked  (Sick,)  28  July,  1864. 
Davis,  Samuel. 

Surgeon's  Mate,  23  January,  1809.     Last  appearance  on  Records  of  Navy  Dejjart- 
ment,  10  February,  1809.     Drowned. 

Davis,  Samuel. 

Mate,  23  March,  1864.     Died  on  "  Kearsarge^'"  21  March,  1866. 
Davis,  Samuel. 

Assistant  Surgeon,  23   January,  1809.       Last   appearance  on  Records  of  Navy 
Dejiartment,  10  February,  1809.     Drowned. 
Davis,  Stephen  B. 

Acting  Ensign,  21  January,  1868.     Acting  Master,  7  November,  1864,     Honorably 
discharged  16  May,  1865. 
Davis,  Stillman  S. 

Acting  Assistant  Paymaster,  1  July,  1864.     Honorably  discharged  12  Dect-mber, 
1865. 

Davis,  Thomas. 

Carpenter,  16  August,  1823.     Last  appearance  on  Records  of  Navy  Department,  8 
September,  1823.     Struck  off. 

Davis,  Thomas  B. 

Lieutenant,  19  November,  1799.     Discharged  14  May,  1801,  under  Peace  Estab- 
lishment Act. 
Davis,  Thomas  F. 

Midshipman,  2  February,  i829.    Resigned  27  March,  1837. 
Davis,  Thouias  II. 

Mate,  19  November,  1863.     Died  on  "  Clover,''  17  December,  1863. 
Davis,  T.  W. 

Acting  Ensign,  Admiral  Farragut's  Staff,  1  February,  1864.     Resigned  15  July, 
1864.  ^ 

Davis,  Walter  H. 

Mate,  25  January,  1862.     Resigned  16  June,  1863. 
Davis,  William. 

Purser,  14  August,  1799.     Discharged  8  July,  1801,  under  Peace  Establishment 
Act. 

Davis,  William. 

Midshipman-,  24  June,  1798.    Lieutenant,  3  December,  1800.    Discharged  29  Octo- 
ber, 1801,  under  Peace  Establishment  Act. 
Davis,  William  JB, 

Assistant  Surgeon,  23  January,  1871.     Passed  Assistant  Surgeon,  13  April,  1875. 
Resigned  19  January,  1877. 
Davis,  W^illiam  C. 

Midshipman,  1  January,  1808.     Resigned  4  February,  1809. 
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Davis,  William  P. 

Acting  Assistant  Surgeon,  11  March,  1865.  Honorably  discharged  11  October, 
1865. 

Bavis,  Willis. 

Third  Assistant  Engineer,  11  January,  1849.     Resigned  4  November,  1850. 
Davison,  Euiannel  R. 

Mate,  1  April,  1862.    Acting  Ensign,  6  November,  1863.     Appointment  revoked 
18  March,  1864.    Acting  Ensign,  5   August,  1865.    Honorably  discharged  26 
December,  1865. 
Savisou,  Pliny. 

Acting  Ensign,  3  September,  1864.    Honorably  discharged  15  November,  1865. 
Davison,  Robert  A. 

Acting  First  Assistant  Engineer,  24  June,  1863.     Dismissed  29  April,  1865. 
Davol,  George  S. 

Midshipman,26  February,  1863.  Graduated  6  June,  1867.  Ensign,  18  December, 
1868.  Master,  21  March,  1870.  Lieutenant,  21  March,  1871.  Resigned  17  June. 
1872.  ^ 

Dawes,  Edward. 

Midshipman,  18  June,  1812.     Resigned  27  October,  1813. 
Dawes,  Ricbard  C. 

Acting  Ensign,  14  December,  1863.     Honorably  discharged  11  January,  1867. 
Dawley,  David  C. 

Acting  Third  Assistant  Engineer,  25  March,  1864. 
Dawson,  Francis. 

Gunner,  20  March,  1848.     Dismissed  21  October,  1851. 
Dawson,  John. 

Boatswain,  date  not  known.     Last  appearance  on  Records  of  Navy  Department, 
1816. 
Dawson,  JLewis. 

Acting  Gunner,  1  October,  1863.     Resigned  (Sick,)  23  August,  1863. 
Dawson,  liucien  W. 

Midshipman,  37  April,  1850.     Resigned  14  May,  1855. 
Dawson,  William. 

Midshipman,,  16  January,  1809.     Last  appearance  on  Records  of  Navy  Depart- 
ment, 31  March,  1809.     Lost  in  a  Prize. 
Day,  Itenjamln  F. 

Acting  Midshipman,  30  September,  1858.     Resi      ed  24  November,  18G0.     Lieu- 
tenant, 1  August,  1863.     Lieutenant-Commander,  25  Julv,  1806.     Commander,  8 
August,  1876. 
Day,  Fdward  M. 

Midshipman,  28  September,  1863.     Ensign,  19  April,  1869.     Master,  12  July,  1870. 
Retired  list,  3  August,  1874.    Died  13  March,  1879. 
Day,  Henry  K. 

Purser,  38  March,  1859.     Died  33  January,  1866. 
Day,  Jared. 

Acting  Third  Assistant  Engineer,  17  October,  1861.  Acting  Second  Assistant 
Engineer,  7  February,  1863.  Acting  First  Assistant  Engineer,  17  August,  1864. 
Honorably  discharged  39  Dtecember,  1861. 

Day,  John  W. 

Acting  Assistant  Paymaster,  20  October,  1863.     Discharged  2  February,  1866. 

Day,  Joseph  S. 

Midshipman,  16  March,  1839.  Passed  Midshipman,  2  July,  1845.  Master,  28 
October,  1853.     Lieutenant,  21  June,  1854.     Died  4  November,  1856. 

Day,  Mnrray  S. 

Midshipman,  24  September,  1861.     Graduated  24  September,  1865.     Ensign,  13 


198  GENERAL  NAVY  KEGISTER. 

March,  1868.     Master,  SC  March,  18C9.     Lieutenant,  21  March,  1870.     Died  27 
December,  1878. 
Day,  Ralph  H. 

Mate,  36  September,  1863.     Acting  Ensign,  25  Jul}-,  1864.     Honorably  discharged 
23  November,  1865. 
Day,  Thomas. 

Acting  Ensign,  Coast  Survey  Duty,  20  May,  1867.     Mustered  out  30  November, 
1868. 
Day,  Willlaui  P. 

Midshipman,  21   July,  1865.      Graduated  4  June,  1869.     Ensign,  13  July,  1870, 
Master,  81  October,  1871.     Lieutenant,  23  January,  1875. 
Dayers,  Gerard. 

Assistant  Surgeon,  date  not  known.     Surgeon,  24  July,  1813.     Died  20  May,  1S35. 
Dayton,  Ephralm. 

Acting  Assistant  Surgeon,  1  March,  1864.     Honorably  discharged  16  October,  1865. 
Dayton,  E.  G. 

Acting  Ensign,  9  March,  1863.     Honorably  discharged  IS  August,  1865. 
Dayton,  Gilbert. 

Acting  Master,  18  July,  1861.     Honorably  discharged  10  May,  1866. 
Dayton,  James  Henry. 

Midshipman,  27  September,  1862.     Graduated  24  September,  1865.     Ensign,  12 
March,  1868.     Master,  26  March,  1869.     Lieutenant,  21  March,  1870. 
ayton,  S.  A. 
Acting  Ensign,  22  July,  1863.     Honorably  discharged  14  September,  1865. 
Dayton,  Thomas  B. 

Acting  Ensign,  17  October,  1868.     Honorably  discharged  28  October,  1865. 
Dayton,  T.  W.  H. 

Midshipman,  1  September,  1'811.     Last  appearance  on  Records  of  Navy  Depart- 
ment, 1818. 
Deacon,  Daritl. 

Midshipman,  10  October,  1799.    Lieutenant,  2  March,  1807.     Commander,  10  De- 
cember, 1814.     Captain,  24  January,  1826.     Died  22  February,  1840. 
Deacon,  John. 

Carpenter,  date  not  known.     Discharged  12  July,  1825. 
Deacon,  John. 

Carjoenter,  date  not  known.     Dismissed  2  December,  1830. 
Deacon,  Robert. 

Midshipman,  1  January,  1828.     Resigned  10  March,  1834. 
Deacon,  William. 

Acting  Second  Assistant  Engineer,  29  August,  1864.     Honorably  discharged  30 
September,  1865. 

Dealy,  Richard. 

Master,  4  February,  1811.     Resigned  18  October,  1826. 
Dealy,  Richard. 

Midshipman,  16  December,  1814.     Resigned  18  October,  1826. 
Dean,  A.  Snmner. 

Acting  Assistant  Surgeon,  25  November,  1863.     Resigned  6  July,  1865. 
Dean,  Benjamin  C 

Acting  Master,   36   August,  1861.     Acting  Volunteer  Lieutenant,  10  December, 
1864.     Honorably  discharged  8  December,  1865. 
Dean,  Francis  A. 

Acting  Ensign,  3  March,  1865.     Honorably  discharged  14  September,  1865. 
Dean,  George. 

Boatswain,  15  April,  1859.     Dismissed  14  May,  1859.     Re-appointed  1  May,  1861. 
Dismissed  13  June,  1861. 
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Dean,  George  A. 

Acting  Third  Assistant  Engineer,  6  January,  1864.     Resigned  29  March,  1865. 
Dean,  George  W. 

Acting  Second  Assistant  Engineer,  18  April,  1863.     Resigned  10  May,  1865. 
Dean,  James  H. 

Acting  Third  Assistant  Engineer,  37  February,  1865.    Honorably  discharged  23 
September,  1865. 
Dean,  James  R. 

Acting  Assistant  Surgeon,  15  November,  1863.    Resigned  10  February,  1865. 
Dean,  A'oali.  , 

Acting  Carpenter,  6  December,  1863.    Honorably  discharged  18  December,  lsr,."i. 
Dean,  Richard  €. 

Assistant  Surgeon,  17  April,  1856.  Passed  Assistant  Surgeon,  25  ]\Iarch,  1861. 
Surgeon,  1  August,  1861.  Medical  Inspector,  8  June,  1873.  Medical  Director, 
10  June,  1880. 

Dean,  fSaniuel  A. 

Acting  Third  Assistant  Engineer  3  September,  1863.    Resigned  80  January,  1864. 

Dean,  Ttaaddens  J. 

Acting  Ensign,  26  August,  1863.     Honorably  discharged  6  August,  1865. 
Deane,  iCunningbam  W. 

Assistant  Surgeon,  29  September,  1875.     Passed  Assistant  Surgeon,  7  August, 
1880. 
Deane,  Edward  li. 

Mate,  36  January,  1868.     Resigned  19  April,  1864. 
Dearborn,  John  F. 

Acting  Master,  37  December,  1861. 
Dearborne,  Frederick  M. 

Acting  Assistant  Surgeon,  18  August,  1863.  Assistant  Surgeon,  15  September, 
1864.    Passed  Assistant  Surgeon,  11  October,  1867.     Surgeon,  4  May,  1875. 

Dearborne,  John  G. 

Acting  Assistant  Surgeon,  10  February,  1864.     Honorably  discharged  33  January, 
1866. 
Dearjng,  Charles  F. 

Mate,  34  January,  1863.     Acting  Ensign,  30  July,  1863.     Honorably  discharged 
20  September,  1865. 
Dearing,  Henry  li. 

feting  Assistant  Surgeon,  9  March,  1864.    Died  5  October,  1864. 

Deas,  Charles. 

Midshipman,  15  October,  1885.  Passed  Midshipman,  23  June,  1841.  Master,  29 
April,  1848.     Lieutenant,  6  March,  1849.     Died  16  April,  1859. 

Deas,  Fitzallen. 

Midshipman,  4  July,  1821.  Passed  Midshipman,  24  May,  1828.  Lieutenant,  27 
May,  1880.     Died  at  Charleston,  South  Carolina,  31  July,  1849. 

Dearer,  James  A. 

Third  Assistant  Engineer,  19  February,  1863.  Second  Assistant  Engineer,  25 
July,  1866.    Retired  list,  38  February,  1874. 

Dearer,  William  E. 

Acting  Third  Assistant  Engineer,  24  September,  1862.  Actmg  Second  Assistant 
Engineer,  1  February,  1865.    Honorably  discharged  12  October,  1805. 

De  Bevoise,  Charles. 

Acting  Master,  14  November,  1862.     Acting  Volunteer  Lieutenant,  recommenda- 
tion of  Commanding  Officer,  6  August,  1864.    Honorably  discharged  20  Septem- 
ber, 1865. 
De  Bevoise,  Charles.  . 

Acting  Gunner,  34  February,  1862.    Resigned  15  November,  1862.    Acting  Master. 
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Deblois,  James  S. 

Purser,  5  May,  1798.     Died  10  December,  1803. 
Deblois,  I^ewis. 

Purser,  25  February,  1812.     Dismissed  27  May,  1829. 
De  Blois,  Thomas  A. 

Midshipman,  21  September,  1863.  Graduated  2  June,  1868.  Ensign,  19  April,, 
1869.  Master,  12  July,  1870.  Lieutenant,  25  September,  1873.  Resigned  1 
February,  1881. 

I>e  Bree,  Alexander  M. 

Midshipman,  19  October,  1841.     Passed  Midshipman,  10  August,  1847.     Master, 
14  September,  1855.     Lieutenant,  15  September,  1855.     Dismissed  6  December, 
1861. 
De  Bree,  John. 

Purser,  29  December,  1817.     Dismissed  19  April,  1861. 

De  Bntts,  Samuel. 

Midshipman,  date  not  known.     Last  appearance  on  Records  Navy  Department. 

De  Camara,  Joseph  B. 

Acting  Ensign,  11  September,  1862.     Acting  Master,  gallant  conduct  in  action,  1 
June,  1863.    Appointment  revoked  (Sick,)  11  July,  1863. 
De  Camp,  Edgar  A. 

Mate,  24  January,  1863.    Appointment  revoked  (Sick,)  19  October,  1863. 
De  Camp,  James. 

Mate,  1  October,  1862.    Resigned  8  July,  1863. 
De  Camp,  James  W. 

Mate,  36  October,  1863.     Resigned  13  March,  1865. 
De  Camp,  John. 

Midshipman,  1  October,  1827.     Passed  Midshipman,  10  June,  1833.     Lieutenant,. 

28  February,  1838.  Commander,  14  September,  1855.  Captain,  16  July,  1863. 
Commodore,  8  December,  1807.  Retired  list,  13  March,  1868.  Rear-Admiral, 
Retired  list,  13  July,  1870.     Died  34  June,  1875. 

Decatur,  James. 

Midshipman,  21  November,  1798.     Lieutenant,  30  April,  1802.     Killed  in  action 
3  August,  1804. 
Decatur,  John  P. 

Master,  4  August,  1807.     Resigned  36  March,  1810 
Decatur,  John  P. 

Midshipman,  31  August,  1836.     Passed  Midshipman,  1    July,  1843.     Master,  5 
September,  1849.     Lieutenant,  19  April,  1850.     Died  17  July,  1857. 
Decatur,  Stephen. 

Midshipman,  30  April,  1798.     Lieutenant,  31   May,  1799.     Captain,  16  February, 
1804.     Killed  in  a  duel  22  March,  1820. 
Decatur,  Stephen. 

Captain,  11  May,  1798.     Discharged  22  October,  1801,  under  Peace  Establishment 
Act. 
Decatur,  Stephen. 

Midshipman,  17  March,  1839.     Passed  Midshipman,  3  July,  1835.     Lieutenant,  25 
February,  1841.     Reserved  list,  13  September,  1855.     Commander  Reserved  list, 

29  July,  1801.  Captain  on  Reserved  list,  4  April,  1867.  Commodore  on  Retired 
list,  30  December,  18G9.     Died  9  January,  1876. 

Decker,  Edward  W. 

Acting  Master  and  Pilot,  1  November,  1864.    Honorably  discharged  17  July,  1865. 
Decker,  G.  G. 

Master's  Mate,  16  February,  1843.     Dismissed  6  July,  1843. 
Decker,  Peter. 

Mate,  31  December,  1861.     Resigned  7  October,  1863. 
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Decker,  William  H. 

Acting  Ensign,  15  July,  1863.    Honorably  discharged  16  August,  1865. 
De  Cordy,  Jotan. 

Mate.     Resigned  (Sick,)  9  May,  1862. 
De  Cordy,  Robert. 

Acting  Third  Assistant  Engineer,  29  April,  1863.     Appointment  revoked  (Sick,) 
1  February,  1864. 
Dederer,  Samuel  T. 

Acting  Ensign,  39  .June,  1864.     Appointment  revoked  13  January,  1806. 
Dee,  Jotan  H. 

Acting  Third  Assistant  Engineer,   19   April,   1804.      Honorably  discharged    28 
October,  1865. 

Dee,  Patrick. 

Carpenter,  9  May,  1852.     Died  in  Charleston,  Massachusetts,  37  December,  1860. 

Dee,  Ttaomas  W. 

Acting  Third  Assistant  Engineer,  18  October,  1801.     Resigned  4  January,  1863. 
Acting  Third  Assistant  Engineer,  26  June,  1863.     Honorably  discharged  9  June, 
1866. 
Deering,  Frederick  H. 

Acting  Ensign,  32  October,  1864.     Honorably  discharged  7  August,  1865. 

Deering,  George  Alexander. 

Assistant  Paymaster,  4  May,  1870.     Passed  Assistant  Paymaster,  2.3  January,  1878. 

Deering,  James. 

Acting  Ensign,  15  February,  1864.     Resigned  7  July,  ISC). 

Deering:,  Charles  W. 

Midshipman,  21  June,  1869.     Graduated  31  May,  1873.     Ensign,  16  July,  1874. 
Master,  28  December,  1878. 

Deering,  George  A. 

Assistant  Paymaster,  4  May,  1870.    Passed  Assistant  Paymaster,  2.'3  January,  1878. 

DeEstimauville,  F.  H. 

Mate.     Acting   Ensign,  1   June,   1803.     Died  at   Naval  Hospital,  New  York,  33 
February,  1865. 

De  Ford,  Henry  S. 

Acting  Assistant  Surgeon,  33  March,  1864.     Honorably  discharged  11  September, 
1865. 
De  Forrest,  James  S. 

Acting  Ensign,  12  February,  1864.     Honorably  discharged  31  October,  1865. 

Defries,  Ferdinand  W. 

Acting  Ensign,  19  December,  1802.     Resigned  1865. 

Degelman,  Charles  F.  ..„,...,    ^ 

Acting  Third  Assistant  Engineer,  18  November,  1863.     Acting  Second  Assistant 
Engineer,  10  June,  1864.     Honorably  discharged  4  November,  1865. 

Degges,  JBeTcrly. 

Midshipman,  1  March,  1814.     Discharged  1  February,  1815. 

Degn,  liaust  E.  ,    .  t  ,     Ho,.f 

Acting  Master,  11  November,  1861.     Honorably  discharged  14  July,  1800. 

DeGraff,  Isaac.  ^        ,  ,     •  ^    ^  t^     •         o  a 

Third  Assistant  Engineer,  9  December,  1861.     Second  Assistant  Engineer,  8  bep- 
tember,  1868.     Resigned  33  August,  1866. 

DeGrosse, 'William  H.  ,   .,.     t,    ■       i  .c:■.v^o« 

Mate,  31  May,   1863.     Acting  Ensign,  S  December,   IHC.^.     Resigned   (bick,)  Mi 

March,  1865. 

DeGrott,  William  H.  H. 

Mate,  24  October,  1863.    Honorably  discharged  3  June,  1865. 
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BeHart,  Gozen  K. 

Midshipman,  15  November,  1809.     Last  aispearance  on  Records  of  Navy  Depart- 
ment, 30  January,  1811. 

DeHart,  J.  C. 

Purser,  ]a   April,  1824.     Last  appearance  on  Records  of  Navy  Department,  26 
May,  1821.     Dead. 
DeHart,  IViUiaiii  Henry. 

Third  Assistant  Engineer,  17  January,  1862.     Second  Assistant  Engineer,  1  Octo- 
ber, 1863.     Resigned  5  November,  1869. 
DeHaren,  Edward  J. 

Midshipman,  3  October,  1821).     Passed  Midshipman,  3  July,  1835.     Lieutenant,  8 
September,  1841.     Retired  0  February,  lSli2.     Died  1  May,  1865. 

MeHaven,  Josepli  E. 

Midshipman,  19  October,  1841.     Passed  ]\ridshipman,  10  August,   1847.     Master, 
14  September,  1855.     Lieutenant,  15  September,  1855.     Lieutenant-Commander, 
16  July,  1862.     Resigned  30  May,  1865. 
Heinke,  William  H. 

Mate,  15  August,  1864.     Honorably  discharged  9  November,  1867. 
HeJongb,  M'illiaiu  E. 

Midshipman,  11  March,  1837.     Passed  Midshipman,  29  June.  1843.     Died  18  Jan^ 
uary,  1850. 
DeKay,  James. 

Acting  Master,  1  July,  1861.     Appointment  revoked  26  August,  1861.     Mate,  1862. 
Acting  Ensign,  30  March,  1863.     Resigned  12  May,  1865. 
HeKay,  William. 

Acting  Third  Assistant  Engineer,  22  July,  1863.     Honorably  discharged  12  May, 
1865. 
HeKlyne,  Theo.  W. 

Acting  Third  Assistant  Engineer,  S.March,  1864.     Honorably  discharged  20  July, 
1865.    Acting  Third  Assistant  Engineer,  12  July,  1866.    Mustered  out  28  August, 
1868. 
DeKoven,  William. 

Midshipman,  9  September,  1841.     Passed  Midshipman,  10  August,  1847.     Died  13 
May,  1851. 
DeKraft,  F.  C. 

Midshipman,  16  February,  1803.     Resigned  14  May,  1808. 
Deliratt,  James  C  P. 

Midshipman,  19  October,  1841.     Passed  Midshipman,  10  August,  1847.     Master, 
14  September,  1855.     Lieutenant,  15  September,  1855.     Lieutenant-Commander, 
16  July,  1863.     Commander,  25  July,  1866.     Captain,  '20  November,  1872. 
OeKraif  t,  James  W. 

Third  Assistant  Engineer,  21  July,  1858.     Second  Assistant  Engineer,  1  July,  1861. 
First  Assistant  Engineer,  17  March,  1863.     Died  19  October,  1870. 
Delacy,  W.  W. 

Teacher  of  Language,  18  May,  1841. 
Delalianty,  Daniel. 

Midshipman,  25  September,  1862.     Graduated  6  June,  1867.     Ensign,  18  Decem- 
ber, 1868.     Master,  21  March,  1870.     Lieutenant,  6  March,  1872. 
Delaliay,  William  E.  B. 

Midshipman,  22  July,  1864.     Graduated  4  June,  1809.     Ensign,  13  July,  1870. 
Master,  9  November,  1872.     Lieutenant,  26  April,  1877. 
Delan,  Joseph  B. 

Mate,  23  August,  1864.     Resigned  4  November,  1864. 
Delan,  Eewis  P. 

Acting  Ensign,  1  November,  1864.     Resigned  12  April,  1865. 
Del^aney,  James. 

Acting  Third  Assistant  Engineer,  24  June,  1863.     Dismissed  9  December,  1868. 
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Delaney,  M.  G. 

Assistant  Surgeon,  28  February,  1833.    Passed  Assistant  Surgeon,  1  August,  1837. 
Surgeon,  8  September,  1841.     Died  5  April,  1866. 
Delano,  Abraliaiii,  Jr. 

Acting  Master,  15  August,   1861.     Dismissed  30  July,  1862.     Acting  Ensign,  24 
September,  1863.     Appointment  revoked  18  Jlarch,  1864. 
Delano,  Ansel  A. 

Mate,  1  March,  1864.     Honorably  discharged  23  June,  1860. 
Delano,  Benjamin  F. 

Naval  Constructor,  14  August,  1846.     Retired  list,  17  September,  1871. 
Delano,  Francis  H. 

Midshipman,  28  September,  1863.     Graduated  6  June,  1867.     Ensign,  18  Decem- 
ber, 1868.     Master,  21  March,  1870.     Lieutenant,  6  February,  1873. 
Delano,  Harrison. 

Mate,  31  May,  1864.     Honorably  discharged  30  November,  1S6.5. 
Delano,  James  H. 

Mate,  33  December,  1863.    Acting  Ensign,  12  October,  1804.    Honorably  discharged 
13  June,  1867. 
Delano,  Marens  T. 

Acting  Assistant  Surgeon,  5  March,  1864.     Resigned  8  May,  1805. 
Delano,  Samnel. 

Mate,  14  November,  1861.    Resigned  5  March,  1864. 
Delano,  Timotliy. 

Mate,  15  October,  1861.     Acting  Ensign,  23  August,  1802.    Honorably  discharged 
26  January,  1866. 
Delany,  P.  B. 

Assistant  Surgeon,  5  March,  1847.     Died  9  August,  1847. 

Delap,  George. 

Mate,  26  July,  1863.  Acting  Ensign,  7  November,  1864.  Honorably  discharged 
20  December,  1865.     Mate,  1  October,  1869.     Resigned  1  August,  1870. 

Delarocbe,  George  F. 

Master,  3  August,  1813.     Resigned  34  May,  1825. 

Delbergh«,  F.  V. 

Midshipman,  1  April,  1838.     Resigned  14  February,  1835. 

Delins,  Herman  A. 

Third  Assistant  Engineer,  36  August,  1859.     Second  j^.ssistant  Engineer,  20  May, 
1863.    Resigned  33  June,  1805. 
Delong,  George  W. 

Midshipman,  1  October,  1861.  Graduated  34  September,  1865.  Ensign,  1  Decem- 
ber, 1866.  Master,  13  March,  1808.  Lieutenant,  26  March,  1869.  Lieutenant- 
Commander,  1  November,  1879. 

Delonisy,  J.  B. 

Midshipman,  5  December,  1798.     Discharged  13  October,  1801,  under  Peace  Es- 
tablishment Act. 
Delphy,  Richard. 

Midshipman,  18  May,  1899.     Killed  in  action  14  August,  1813. 

De  Ince,  Edmund  S. 

Third  Assistant  Engineer,  33  September,  1849.  Second  Assistant  Engineer,  30 
February,  1851.  First  Assistant  Engineer,  31  May,  1853.  Chief  Engineer,  13 
October,  1859.     Retired  list,  13  December,  1878. 

Delnce.  George  E. 

Third  Assistant  Engineer,  36  February.  1851.     Resigned  38  February,  1853. 

De  liuce,  Theodore  F. 

Acting  Ensign,  1  August,  1862.     Appointment  revoked  (Sick,)  14  March,  1865. 
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De  liyon,  A.  S. 

Midshipman,  17  December,  1810.     Last  appearance  on  Records  of  Navy  Depart- 
ment, 26  April,  1811. 
Demerit,  Peter. 

Gunner,  4  December,  1815.     Resigned  4  November,  1817. 
Oemeritt,  J.  H. 

Acting  Assistant  Paymaster,  17  February,  1863.     Ai^pointment  revoked  (Sick,)  21 
October,  1863. 
Deinnilng,  William  H. 

Acting  Third  Assistant  Engineer,  17  December,  1864.     Honoa-ably  discharged  1 
December,  1865. 
Wemorest,  G.  V. 

Mate,  16  April,  1864.     Acting  Ensign,  23  February,  1865.     Honorably  discharged 
13  May,  1865. 
Demott,  Abraliam. 

Carpenter,  date  not  known.     Last  apjDearance  on  Records  of  Navy  Department. 
£>emott,  liewis  J. 

Acting  Second  Assistant  Engineer,  13  December,  1863.     Honorably  discharged  8 
January,  1866. 
Dempsey,  Liawrence. 

Mate,  17  November,  1862.     Deserted  14  February,  1805. 
Dempsey,  Thomas. 

Acting  Third  Assistant  Engineer,  16  May,  1862.     Acting  Second  Assistant  Engi- 
neer, 19  November,  1863.     Dismissed  4  April,  1864. 
Dempster,  Alexander. 

Acting  Third  Assistant  Engineer,  1  September,  1864.     Honorably  discharired  35 
September,  1868. 
Denby,  Edwin  R. 

Assistant  Surgeon,  11  July,  1855.     Passed  Assistant  Surgeon,  4  May,  1860.     Sm-- 
geon,  1  August,  1861.     Medical  Inspector,  28  December,  1872.     Died  3  May, 
1875. 
Denby,  John  C 

Third  Assistant  Engineer,  20  May,  1863.     Appointment  revoked   1   September 

1864.  '  '■ 
Deneh,  J.  Sully. 

Mate,  8  .January,  1864.     Died  at  Naval  Hospital,  New  York,  25  February,  1804. 
Denfeld,  CJeorge  W. 

Cadet  Midshipman,  22  September,  1873.     Gr;uluated  is  June   1870. 
Denhart,  John. 

Acting    Third  Assistant    Engineer,  13   April,  1804.      Honorably  dischar<Ted    6 
August,  1805. 

Denig,  Robert  G. 

Cadet  Engineer,  1  October,  1871.     Graduated  31  May,  1873.     Assistant  En^-ineer 
23  January,  1874. 

Denight,  Samuel  J. 

Mate,  1  October,  1802.      Acting  Ensign,  22  April,  1803.      Resisjned  28  April 

1865.  "  ^      ' 
Denis,  Emlle. 

Acting  Ensign,  17  December,  1862.     Resigned  7  September,  1863. 
Denison,  Charles  Tt. 

Acting  Paymaster.    Dismissed  30  July,  1803. 
Denison,  William  E. 

Acting  Master,  7  February,  1803.     Appointment  revoked  (Sick,)   13   February 
1.SG3.     Acting  Master,  32  June,  1863.    Acting  Volunteer  Lieutenant,  recommen- 
dation of  Commandmg  Officer,  2  June,  1864.     Honorably  discharged  26  Sep- 
tember, 1805.  '^ 
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Denmaii,  Joseph  A. 

Acting  Ensign,  10  September,  1863.     Died  at  Key  West,  Florida,  4  July,  1864. 
Dennett,  Adolphns. 

Acting  Ensign,  23  August,  1863.     Honorably  discharged  35  November,  1865. 
Dennett,  John. 

Mate,  38  January,  1863.     Acting  Ensign,  3  April,  1864.     Honorably  discharged  20 
November,  1865.     Acting  Ensign,  13  September,  1866.     Mustered  out  2  October, 
1868. 
Dennettj  Joseph  G. 

Acting  Third  Assistant  Engineer,  13  November,  1863.     Acting  Second  Assistant 
Engineer,  35  May,  1864.    Honorably  discharged  9  October,  1866. 
Dennett,  Kobert  O. 

Acting  Third  Assistant  Engineer,  17  December,  1863.     Acting  Second  Assistant 
Engineer,  1  February,  1864.     Appointment  revoked  (Sick,)  10  October,  1864. 
Denning,  Rothens. 

Mate,  14  May,  1864.     Honorably  discharged  1  December,  1865. 
Dennis,  Daniel. 

Mate,  23  May,  1864.     Discharged  7  Decembeir,  1864. 
Dennis,  George  H. 

Acting  Second   Assistant   Engineer,  20  December,  1861.     Appointment  revoked 
(Sick,)  5  August,  1862. 
Dennis,  John,  Jr. 

Midshipman,  18  June,  1812.     Died  in  1S13. 
Dennis,  John  S. 

Acting  Master,  31  August,  1861.     Died  on  "Huntress,'"  Mississippi  river,  27  Feb- 
ruary, 1865. 
Dennison,  Erasmus. 

Midshipman,  36  September,  1868.    Graduated  6  June,  18G7.   Ensign,  18  December, 
1868.     Master,  21  March,  1870.     Died  18  April,  1873. 

Dennison,  Henry. 

Purser,  35  April,  1812.     Died  15  March,  1833. 

Dennison,  Robert. 

Chaplain,  28  May,  1804.     Last  appearance  on  Records  of  Navy  Department.    Fur- 
loughed. 
Denniston,  O.  Y. 

Midshipman,   10   March,  1840.     Passed  Midshipman,   11  July,  1846.     Master,  1 
March,  1855.     Lieutenant,  14  September,  1855.     Died  17  February,  1858. 

Denniston,  Henry  M. 

Assistant  Paymaster,  9  September,  1861.    Paymaster,  14  April,  1863.     Pay  Inspec- 
tor, 19  August,  1876. 

Denny,  Eben  D. 

Midshipman,  17  September,  1841.     Passed  Midshipman,  10  August,  1847.     Died  3 
February,  1853. 

Denny,  John. 

Surgeon's  Mate,  17  August,  1826.     Died  19  September,  1839. 

Densmore,  John  H. 

Acting  Second  Assistant  Engineer,  19  December,  1863.     Honorably  discharged  13 
July,  1865. 

Den  son,  John. 

Acting  Ensign  and  Pilot,  28  October,  1864.     Honorably  discharged  4  December, 

1865. 

Dent,  Baine  C. 

Cadet  Midshipman,  5  June,  1873.     Graduated  4  June,  1880. 

Dent,  John  H. 

Midshipman,  16  March,  1798.     Lieutenant,  11  July,  1799.     Commander,  5  Septem- 
ber, 1804.     Captain,  29  December,  1811.    Died  31  July,  1823. 
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Denton,  Anthony  T. 

Midshipman,  4  July,  1805.    Resigned  13  October,  1807. 

Denton,  George  1. 

Acting  First  Assistant  Engineer,  25  July,  1863.     Dismissed  31  August,  1863. 

Denton,  l,eonni-d. 

Acting  Ensign,  25  January,  1865.     Honorably  discharged  5  October,  1865. 

Depass,  Joseph. 

Midshjisman,  1  January,  1808.     Resigned  28  November,  1808. 

Depne,  Abraham. 

Acting  Assistant  Paymaster,  1  June,  1863.     Discharged  24  December,  1865. 

Derby,  Albigence  jV. 

Acting  Second  Assistant  Engineer,  1  October,  1862.     Resigned  16  January,  1863. 

Derby,  Charles  P. 

Midshipman,  9  November,  1813.     Died  in  March,  1821. 
Derby,  Kiehard. 

Captain,  23  February,  1799.    Resigned  12  May,  1801. 
Derby,  Richard,  Jr. 

Assistant  Surgeon,  3  May,  1815.     Died  20  December,  1815. 
Derby,  Richard  C. 

Midshipman,  20  September,  1864.     Graduated  2  June,  1868.     Ensign,  19  April, 
1869.     Master,  12  July,  1870.     Lieutenant,  27  October,  1872. 
Dereamer,  George. 

Acting  Second  Assistant  Engineer,  13  August,  1861.     Honorably  discharged  13 
January,  1866. 
Derr,  E.  Z. 

Assistant  Surgeon,  3  March,  1873.     Passed  Assistant  Surgeon,  18  April,  1877. 
De  frames,  Charles. 

Acting  Master,  6  December,  1861.     Appointment  revoked  3  May,  1802. 
De  Sanuo,  Walter. 

Acting  Third  Assistant  Engineer,  16  September,  1863.     Dishonorably  discharged 
25  May,  1864. 
De  Sanno,  'tVilliani  P. 

Third  Assistant  Engineer,  21  May,  1857.     Second  Assistant  Engineer,  2  August, 
1859.     First  Assistant  Engineer,  1  July,  1861.     Dismissed  19  March,  1862. 
De  Sansure,  D.  Xi. 

Midshipman,  9  November,  1813.     Resigned  14  June,  1820. 
Deslonde,  Adrian. 

Midshipman,  27  October,  1841.     Resigned  14  June,  1849. 
Deturbe,  John. 

Acting  Second  Assistant  Engineer,  2  December,  1864.  Honorably  discharged  28 
August,  1865.  Acting  Second  Assistant  Engineer.  Appointment  revoked  12 
February,  1867. 

De  Valin,  Charles  E. 

Third  Assistant  Engineer,  20  September,   1858.     Second  Assistant  Engineer,  17 
January,  1861.     First  Assistant  Engineer,  17  March,  1863.     Chief  Engineer,  21 
March,  1870. 
DcTans,  Thomas. 

Midshipman,  2  March,  1799.     Last  appearance  on  Records  of  Navy  Department,  1 
April,  1799.    Resigned. 
De  Vaux,  Max  A. 

Midshipman,  1  September,  1811.     Resigned  12  October,  1818. 
DcTcns,  Edward  F. 

Acting  Master,  11  June,  1861.  Acting  Volunteer  Lieutenant,  at  capture  of  "  Arien,^' 
25  May,  1863.  Acting  Volunteer  Lieutenant-Commander,  7  February,  1865. 
Honorably  discharged  19  November,  1866. 
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Devereanx,  Jotau. 

Mate,  35  February,  1864.     Died  at  Naval  Hospital,  New  Orleans,  35  March,  18C5. 
Devers,  IVilliam. 

Gunner,  date  not  known.    Resigned  October,  1820. 

DcTersney,  Bial. 

Acting  Third  Assistant  Engineer,  4  January,  1865.     Honorably  discharged  1  No- 
vember, 1865. 

DeTezln,  J.  O. 

Midshipman,  16  October,  1834.     Resigned  22  November,  1827. 
DcTine,  George. 

Acting  Second  Assistant  Engineer,  21  November,  1863.     Acting  Second  Assistant 
Engineer,  19  October,  1864.    Honorably  discharged  26  July,  1805. 
DeTine,  Thomas. 

Mate,  6  January,  1863.    Acting  Ensign,  38  February,  1863.    Honorably  discharged 
80  September,  1865. 

Derine,  Thomas  H. 

Mate,  18  September,  1863.     Resigned  21  June,  1865. 
DeTlan,  William  T. 

(Appointed  in  Volunteer  Service  19  March,  1863.)     Gunner,  30  July,  1870. 
DeTlin,  James. 

Acting  Third   Assistant    Engineer,  3   Mai-ch,   1805.       Honorably   discharged   6 
August,  1865. 
Devlin,  William  T. 

Acting  Gunner,  19  March,  1863.     Honorably  discharged  1  March,  18CC. 
DeToe,  James  JB. 

Acting  Ensign,  33  March,  1864.     Acting  Master,  28  September,  1804.     Honorably 
discharged  33  December,  1865. 
DeWeese,  Cornelius,  Jr. 

Mate,  36  November,  1863.     Honorably  discharged  33  November,  1865. 
Dewejr,  Ephraim  H. 

Mate,  17  September,  1861.     Acting  Ensign,  1  May,  1863.     Resigned  11  December, 
1863. 

Dewey,  Oeorge. 

Acting  Midshipman,  23  September,  1854.     Midshipman,  11   June,  1858.     Passed 
Midshipman,  38  January,  1861.     Master,  28  February,   1801.     Lieutenant,  19 
April,  1861.     Lieutenant-Commander,  3  March,  1865.     Commander,  13  April, 
1873. 
Dewey,  OrTlUe. 

Chaplain,  5  February,  1851.     Resigned  9  February,  1853. 

Dewey,  Thomas. 

Gunner,  14  January,  1840.     Died  16  November,  1849. 

Dewhurst,  George. 

Acting  Master,  33  November,  1861.     Resigned  8  August,  1865. 

Dewing,  Paul  F. 

Acting  Assistant  Paymaster,  31  August,  1864.     Discharged  8  November,  1865. 

DeWitt,  Augustus. 

Acting  Third  Assistant   Engineer,   3    September,   1SG4.     Appointment  revoked 
(Sick,)  30  February,  1865. 

DeWitt,  J.  B. 

Surgeon's  Mate,  30  June,  1833.     Resigned  15  September,  1823. 

DeWStt,  IValter  A. 

Mate,  2  December,  1863.     Acting  Ensign,   16  November,  18G4.     Honorably  dis- 
charged 14  February,  1866. 

Dewling,  Isaiah. 

Acting  Assistant  Surgeon,  34  May,  1864.    Assistant  Surgeon,  Retired  list,  30  June, 
1879. 
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BeWolf,  F.  li. 

Midshipman,  30  Kovember,  1814.     Resigned  30  March,  1816. 

DeWolf,  licon.  ,     .,  _.„ 

Mate,  3  February,  1865.     Died  at  Mobile  Bay,  Alabama,  13  April,  1865. 

BeWolf,  William  H.  ^         ^,      ,opr 

Acting  Master,  16  November,  1861.    Honorably  discharged  4  November,  186d. 

Dexter,  Adolpliws.  ^        .^n-,     -r,       i 

Acting  Midshipman,  24  September,  l.?">7.  Midshipman,  1  June,  1861.  Passed 
Midshipman.  Acting  Master,  22  September,  1801.  Lieutenant,  16  July,  1862. 
Resigned  23  November,  1864. 

Dexter,  Daniel  S.  ,      „«  t-. 

Midshipman,  9  April,  1800.  Lieutenant,  13  February,  1807.  Commander,  20  De- 
cember, 1814.     Died  10  October,  1818. 

Dexter,  E.  T. 

Mate,  10  December,  1862.  Dismissed  4  April,  1863.  Mate,  7  July,  1863.  Died  2 
October,  1868. 

Mate'  14  February,  1863.  Acting  Ensign,  17  January,  1865.  Honorably  dis- 
charged 28  October,  1865. 

Dexter,  Horace. 

Mate,  18  November,  1862.  Acting  Ensign,  11  November,  1863.  Honorably  dis- 
charged 25  September,  1865. 

Dexter,  3.  D. 

Acting  Ensign,  1  November,  1862.     Resigned  13  April,  1865. 

Dexter,  John  M. 

Acting  Third  Assistant  Engineer,  24  September,  1862.     Acting  Second  Assistant 
Engineer,  15  October,  1862.    Honorably  discharged  11  September,  1865. 
Dexter,  Rodolpbns  TV. 

Acting  Master,  11  November,  1861.     Resigned  8  July,  1862. 

Dexter,  Sumner. 

Acting  Ensign  and  Pilot,  12  December,  1864.     Honorably  discharged  5  August, 
1865. 
Diamond,  Jasper  H. 

Third  Assistant  Engineer,  1  July,  1863.     Second  Assistant  Engineer,  25  July,  1866. 
Dismissed  26  July,  1876. 
Dibble,  Oeorge  M. 

Midshipman,  1  March,  1841.     Dismissed  15  August,  1849. 

Dibble,  Jonas. 

Carpenter,  16  June,  1838.     Retired  list,  16  December,  1866. 

Dicbmau,  Ernst  J. 

Acting  Midshipman,  20   September,  1800.     Ensign,  28  May,  1863.     Master,  10 
November,  1865.     Lieutenant,  10  November,  1866.     Lieutenant-Commander,  12 
March,  1868.     Resigned  31  December,  1871. 
Dick,  Edward  li. 

Third  Assistant  Engineer,  20  September,  1858.     Dismissed  28  May,  1861. 
Dick,  James. 

Midshipman,  22  May,  1799.     Discharged  3  June,  1801,  under  Peace  Establish- 
ment Act. 
Dick,  John  B. 

Acting  Second  Assistant  Engineer,  18  October,  1861.     Honorably  discharged  24 
July,  1866. 
Dick,  Robert  B. 

Acting  Third  Assistant  Engineer,  3  April,  1863.     Honorably  discharged  27  Sep- 
tember, 1867. 
Dick,  Walter  B. 

Assistant  Surgeon,  10  July,  1861.    Resigned  28  April,  1864. 
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Dickason,  John  A. 

Carpenter,  1 3  December,  1825.    Drowned  29  September,  1847. 
DicUei'uian,  C  li. 

Acting  Assistant  Paymaster,  27  March,  1865.    Discharged  11  October,  1865. 
Diokerson,  Hiel  li. 

Acting  Third  Assistant  Engineer,  28  November,  1863.    Resigned  8  June,  1865. 
Dickerson,  3.  li. 

Mate,  21  July,  1864.     Dismissed  6  August,  1864. 
Dickey,  Robert.  , 

Sailmaker,  11  June,  1799.     Last  appearance  on  Records  of  Navy  Department. 
Dickey,  Robert. 

Assistant  Paymaster,  14  July,  1870.     Resigned  31  December,  1873. 
Dickins,  Francis  IV. 

Midshipman,  20  September,  1861.     Graduated  22  November,  1864.    Ensign,  1 
November,  1866.      Master,  1   December,  1866.      Lieutenant,  12  March,  1868. 
Lieutenant-Commander,  12  June,  1869. 
Dickinson,  Daniel  A. 

Acting  Assistant  Paymaster,  15  May,  1863.     Resigned  28  January,  1865. 
Dickinson,  Dwight. 

Assistant  Sturgeon,  21  April,  1869.     Passed  Assistant  Surgeon,  6  November,  1872. 
Surgeon,  6  December,  1879. 
Dickinson,  MoIIowell. 

Boatswain,  18  December,  1862.     Actimg  Boatswain,  5  August,  1862. 
Dickinson,  H.  J. 

Midshipman,  36  December,  1815.     Resigned  20  October,  1S20. 
Dickinson,  John  R. 

Acting  Master,  11  November,  1861.    Dismissed  1  November,  1862.     Acting  En- 
sign, 27  December,  1862.      Acting  Master,  favorable  report  of  Commanding 
Officer,  25  June,  1863. 
Dickinson,  STorman  P. 

Mate,  13  September,  1862.    Resigned  8  May,  1863. 
Dickinson,  P. 

Acting  Master,  28  October,  1861.     Honorably  discharged  25  January,  1868. 
Dickinson,  S.  M. 

Acting  Assistant  Paymaster,  1861.    Resigned  31  October,  1862. 
Dickinson,  Solomon. 

Purser,  16  January,  1799.    Resigned  23  January,  1799. 
Dickman,  Charles  B. 

Acting  Ensign,  18  January,  1864.     Honorably  discharged  15  August,  1865. 

Dicks,  John  W. 

Acting  Master,  26  August,  1861.    Resigned  (Sick,)  19  July,  1864. 

Dickson,  John  A. 

Cai-penter,  13  December,  1825.    Drowned  29  September,  1847. 

Dickson,  Menzles. 

Mate,  23  June,  1863.     Appointment  revoked  (Sick,)  1  September,  1864. 

Dickson,  Samuel  H. 

Assistant  Surgeon,  19  March,  1875.     Passed  Assistant  Surgeon,  7  August,  1880. 
Dickson.  Thomas. 

Third  Assistant  Engineer,  21  May,  1843.     Died  12  September,  1847. 

Dickson,  Thomas  H. 

Acting  Assistant  Paymaster,  18  August,  1863.    Honorably  discharged  12  Septem 
ber,  1865. 
Dickson,  William. 

Mate,  1  September,  1864.     Honorably  discharged  9  September,  1865. 

14 
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Diehl,  Sainnel  W.  B. 

Midshipman,  20  September,  1S09.     Graduated  31  May,  1873.     Ensign,  16  July, 
1874.     Master,  1  November,  1879. 
Diehl,  Oliver. 

Assistant  Surgeon,  6  July,  1880. 

Dieriuanse,  Henry  P. 

Mate,  3  November,  1864.     Honorably  discharged  25  April,  1868. 

Dieterieh,  J.  P. 

Second  Lieutenant,  Marine  Corps,  17  October,  1834.     Cashiered  37  April,  1838. 

Digard,  Manrlce. 

Acting  Master,  23  January,  1863.  Resigned  9  October,  1863.  Acting  Ensign,  3 
March,  18G4.  Acting  Master,  16  August,  1804.  Honorably  discharged  14 
September,  1865. 

Dlgnon,  James  II. 

Acting  Third   Assistant  Engineer,   13   February,   1864.      Appointment  revoked 
(Sick,)  31  August,  1864. 
Dill,  Albert  F. 

Acting  Ensign,  29  December,  1863.     Resigned  5  May,  1865. 
Dill,  Eli. 

Boatswain,  25  June,  1818.     Died  19  December,  1831. 
Dill,  Francis  J. 

Mate,  8  January,  1864.     Acting  Ensign,  3  February,  1865.     Resigned  23  May, 
18G5. 
Dill,  J.  H. 

Master,  10  April,  1813.    Resigned  23  February,  1821. 
Dill,  Joshna  H. 

Acting  Master,  27  August,  1861.     Ajjpointment  revoked  (Sick,)  13  June,  1862. 
Dillard,  Thomas. 

Surgeon's  Mate,  15  November,  1824.     Surgeon,  3  January,  1828.     Retired  34  Janu- 
ary, 1863.    Died  1  March,  1870. 
Dillingtaani,  Albert  C. 

Midshipman,  31  July,  1865.     Graduated  7  June,   1870.     Ensign,  13  July,  1871. 
Master,  4  June,  1 874. 
Dilliugliam,  James  T..,  Jr. 

Acting  Master,  9  July,  1861.     Resigned  9  October,  1861. 
Dillingham,  John. 

Acting  Master,  24  May,  1861.     Resigned  28  December,  1864. 
Dilluian,  Jared  W. 

Acting  Assistant  Surgeon,  31  March,  1865.     Honorably  discharged  11  October, 
1865.     Re-appointed  10  December,  1873. 
Dillon,  Arthur  J. 

Acting  Assistant  Paymaster,  11  April,  1863.     Died  at  St.  Louis,  Missouri,  16  De- 
cember, 1863. 
Dillon,  Nicholas. 

Acting  Third  Assistant  Engineer,  31  May,  1863.     Died  at  New  Orleans,  23  Octo- 
ber, 1864. 
Dillon,  P.  R. 

Acting  Ensign,  on  Admiral  Stribling's  Staff,  1  October,  1864.  Honorably  dis- 
charged 29  October,  1865. 

Dtnian,  Henry  W. 

Acting  xVssistant  Paymaster,  14  January,  1863.     Resigned  13  August,  1863. 
Dimmoek,  Charles  W.,  Jr. 

Mate,  16  August,  1864.     Honorably  discharged  15  November,  1865. 
Diuiniock,  Thomas. 

Midshipman,  4  March,  1833.     Resigned  1  August,  1837. 
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Dimock,  Itfartial  C 

Midshipman,  81  July,  186G.     Graduated  7  June,  1870.     Ensign,  13  July  187"' 
Master,  1  January,  1875.     Resigned  33  December,  18TC. 
Diiiion,  £clwai'«l  M. 

Mute,  9  September,  1863.     Acting  Ensign,  5  July,  1808.     Honorably  discharo-ed  5 
August,  1868.  ° 

I>in8i!iore,  Jay. 

Third  Assistant  Engineer,  16  January,  1863.     Resigned  38  May,  1864. 

Dinsmore,  M.  D.  T,. 

Aoting  Third  Assistant  Engineer,  4  December,  1863.    Honorably  discharcred  33 
August,  1865. 

Oinsmore,  Robert. 

Acting  Ensign,  17  December,  1863.     Honorably  discharged  1  November,  18G8. 
Dinsnioor,  Silas. 

Purser,  31  May,  1800.     Discharged  8  July,  1801,  under  Peace  Establishment  Act. 
Diserens,  Albert  I>. 

Mate,  11   January,  1863.     Aoting  Ensign,  13  February,   1864.      Honorably  dis- 
charged 30  October,  1865. 
Diserens,  Charles  M. 

Mate,  34  January,  1863.     Appointment  revoked  (Sick,)  19  March,  1868.     Mate,  2.j 
April,  1864.     Honorably  discharged  20  September,  1865. 
Dish  am,  Edward  W. 

Mate,  29  March,  1865.    Honorably  discharged  31  October,  1865. 
I>isney,  Edward  W. 

Gunner,  36  April,  1839.     Dismissed  6  March,  1840. 
Disney,  George. 

Acting  Third  Assistant  Engineer,  17  December,  1863.     Died  on  ^' Ascutney,^''  J 
January,  1S68. 

Disstoii,  Saiunel. 

Acting  Third  Assistant  Engineer,  7  September,  1864.     Resigned  18  May,  180.'). 
Divine,  Thomas. 

Acting  Second  Assistant  Engineer,  36  November,   1861.     Acting  First  Assistaii: 
Engineer,  13  November,  1868.     Honorably  discharged  9  October,  1865. 
Dix,  John. 

Assistant  Surgeon,  34  July,  1813.     Surgeon,  37  March,  1818.    Died  16  April,  1823. 
Dixon,  Albert  F. 

Second  Assistant  Engineer,  29  October,  1870.     Passed  Assistant  Engineer,  4  No- 
vember, 1877. 
Dixon,  Francis. 

Gunner,  date  not  known.     Last  appearance  on  Records  of  Navy  Deiiartment. 

Dixon,  Hiram  Ii. 

Carpenter,  23  July,  1861.     Warranted  11   December,  1861.     Died  at  Quarantine, 
New  York,  on  board  Hospital  Ship,  36  June  1869,  (Yellow  Fever.) 

Dixon,  John  A. 

Carpenter,  37  March,  1857. 
Dixon,  Robert. 

Boatswain,  5  February,  1843.     Died  5  April,  1875. 

Dixon,  William  S. 

Assistant  Surgeon,  37  January,  1871.    Passed  Assistant  Surgeon,  14  January,  1875. 

Doan,  William. 

Acting  Second  Assistant  Engineer,  39  November,  1863.    Resigned  33  September, 
1863. 
Doane,  C.  C. 

Mate.     Dismissed  31  July,  1863. 
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Doane,  George  B. 

Assistant  Surgeon,  10  December,  1814.     Resigned  5  January,  1820. 
Doane,  John. 

Jlaster,  15  July,  1812.     Discharged  3  November,  1814. 

Ooaiie,  Thomas  C 

Acting  Assistant  Paymaster,  17  February,  1863.     Discharged  6  February,  1866. 
Doane,  William  H. 

Acting  Assistant  Paymaster,  18  July,  1863.     Discharged  18  December,  1865. 
Dobbin,  Jobn  V. 

Purser,  9  February,  1856.     Resigned  17  August,  1857. 

Dobbins,  Daniel. 

Master,  16  September,. 1812.     Resigned  5  June,  1826. 
Dobbins,  James  H. 

MidshiiDman,  18  June,  1812.     Last  appearance  on  Records  of  Navy  Department, 
21  June,  1815. 
Dobbs,  Frederick  A. 

Third  Assistant  Engineer,  11  April,  1859.     Died  29  April,  1862. 
Dobbs,  Thomas. 

Acting  Third  Assistant  Engineer,  23  June,  1863.     Acting  Second  Assistant  Engi- 
neer, 9  February,  1864.     Acting  First  Assistant  Engineer,  8  March,  1865.     Hon- 
orably discharged  21  November,  1867. 
Dobbs,  William  M. 

Acting  Second  Assistant  Engineer,  18  July,  1862.     Acting  First  Assistant  Engi- 
neer, 23  November,  1862.     Honorably  discharged  5  December,  1865. 
Dobell,  William  II. 

Mate,  31  December,  1863.     Honorably  discharged  1  November,  1865. 
Dobson,  William  S. 

Acting  Third  Assistant  Engineer,  22  August,  1864.     Appointment  revoked  (Sick,) 
31  January,  1865. 
Dockray,  William  P. 

Acting  Master,  21  September,  1861.     Resigned  10  November,  1863. 
Dod,  Daniel. 

Acting  Third  Assistant  Engineer,  20  July  1863.     Acting  Second  Assistant  Engi- 
neer, 9  June,  1864.    Honorably  discharged  28  October,  1865. 
Dod,  Stephen. 

Midshipman,  2  February,  1829.     Passed  Midshipman,  4  June,  1836.     Lieutenant, 
8  September,  1841.     Died  19  April,  1845. 
Dodd,  Albert  W. 

Cadet  Midshipman,  6  June,  1873.     Graduated  18  June,  1879. 
Dodd,  James. 

Acting  Thii-d  Assistant  Engineer,  21  JIarch,  1862.     Appointment  revoked  (Sick  ) 
24  July,  1863.  \-       -J 

Dodd,  M.  M. 

Cai-penter,  18  June,  1845.     Died  9  March,  1859. 
Dodd,  Robert  J. 

Surgeon's  Mate,  26  May,  1820.     Surgeon,  4  April,  1831.     Retired  30  April,  1861 
Medical  Director,  on  Retired  list,  3  March,  1871.     Died  3  February,  1876. 
Dodds,  George  D. 

Midshipman,  30  November,  1814.     Resigned  10  November,  1822. 
Dodge,  Alran. 

Acting  Assistant  Surgeon,  21  Jlarch,  1865.     Honorably  discharged  11  October, 
1865. 
Dodge,  Billy. 

Master,  3  July,  1813.     Last  appearance  on  Records  of  Navy  Department,  7  Augus 
lyio. 
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Dodge,  Edward. 

Acting  Third  Assistant  Engineer,  1  October,  1862.     Resigned  19  March,  18C4. 
Dodge,  Edward  J. 

Midshipman,  18  January,  1815.     Resigned  23  November,  1815. 
Dodge,  £dw.  R. 

Assistant  Surgeon,  24  January,  1862.     Passed  Assistant  Surgeon,  25  September. 
1865.     Surgeon,  5  September,  1869.     Died  29  March,  1871. 
Dodge,  Oeorge  H.,  Jr, 

Mate,  7  August,  1862.    Acting  Ensign,  10  July,  1868.     Honorably  discharged  19 
September,  1865. 
Dodge,  George  P. 

Midshipman,  1  October,  1850.     Dismissed  12  June,  1851. 
Dodge,  Henry  W. 

Acting  Ensign,  5  August,  1862.     Dismissed  26  November,  1862. 
Dodge,  James. 

Assistant  Surgeon,  29  August,  1799.     Surgeon,  11  September,  1800.     Discharged 
4  August,  1801,  under  Peace  Establishment  Act. 

Dodge,  James. 

Surgeon,  27  November,  1804.     Last  appearance  on  Records  of  Navy  Department. 
Dodge,  Onieuzo  O. 

Cadet  Midshipman,  6  June,  1873.     Graduated  18  June,  1879.     Ensign,  25  March, 
1880. 
Dodge,  Richard  D. 

Third  Assistant  Engineer,  32  July,  1862.     Second  Assistant  Engineer,  15  Feb- 
ruary, 1864.     Resigned  1  June,  1868. 
Dodge,  Rictaard  F. 

Acting  Ensign,  11  June,  1864.    Honorably  discharged,  3  November,  1865. 

Dodge,  Tboiuas  W. 

Mate,  16  August,  1861.     Acting  Master,  18  June,  1862.     Honorably  discharged  14 
September,  1865.     Acting  Master,  19  December,  1866.    Mustered  out  22  April, 
1869. 
Dodson,  William. 

Master,  date  not  known.     Discharged  15  April,  1815. 

Dodswortli,  Jobn. 

Midshipman,  15  November,  1809.     Resigned  30  July,  1810. 

Doggett,  Samuel. 

Gunner,  31  September,  1831.     Last  appearance  on  Records  of  Navy  Department,  1 
October,  1822. 

Dolserty,  John. 

Acting  Third  Assistant  Engineer,   6  February,  1865.     Honorably  discharged  13 
Febl-uary,  1868. 
Dohrnean,  James  C. 

Actiug  Third  Assistant  Engineer,  9  June,  1863.     Resigned  34  October,  1863. 

Doig,  Alexander. 

Acting  First  Assistant  Engineer,  25  November,  1861.    Resigned  6  June,  1863. 

Doig,  Crcorge. 

Acting  Assistant  Surgeon,  5  March,  1864.     Resigned  1  August,  1865. 

Dolan,  Andrew. 

Acting  Second  Assistant  Engineer,  9  May,  1864.     Honorably  discharged  30  No- 
vember, 1867. 

Dolen,  Oeorge  B. 

Acting  Second  Assistant  Engineer,  8  June,  1864.    Honorably  discharged  20  June, 

1865. 
Dolley,  Renben. 

Mate  7  January,  1862.     Appointment  revoked  5  December,  1863. 
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Dolliver,  Oeorge  C. 

Mate.     Killed  in  action,  "  Diana,''  28  Marcli,  1863. 

Dolliver,  William  F. 

Acting  Ensign,  2  December,  1863.    Honorably  discharged  10  January,  1866. 

Doinbangb,  Harry  M. 

Cadet  Midshipman,  6  June,  1873.     Graduated  18  June,  1877. 

Doinett,  George  W. 

Acting  Master,  12  August,  1861.    Resigned  21  Apnil,  1864. 

Douiiiiic,  Richard. 

Midshipman,  30  April,  1814.     Died  10  June,  1822. 

Doniiny,  Cyrennins. 

Acting  Volunteer  Lieutenant,  gallant  conduct,  1  August,  1863.  Resigned  30 
April,  1865. 

Doiialiiie,  Henry  W. 

Acting  Thii-d  Assistant  Engineer,  12  October,  1861.     Died  8  March,  1863. 

Honaldson,  Andrew. 

Mate,  19  December,  1863.     Honorably  discharged  6  August,  1865. 

Donaldson,  !Edward. 

Midshipman,  21  July,  1835.  Passed  Midshipman,  32  June,  1841.  Master,  20 
May,  1847.  Lieutenant,  23  October,  1847.  Commander,  16  July,  1862.  Captain. 
25  July,  1866.  Commodore,  38  September,  1871.  Rear-Admiral,  21  September, 
1876.     Retired  list,  29  September,  1876. 

Donaldson,  John. 

Acting  Third  Assistant  Engineer,  34  Decembeii,  1864.  Honorably  discharged  30 
October,  1865. 

Donaldson,  Oliver. 

Acting  Ensign,  1  October,  1862.    Honorably  discharged  1,  January,  1866. 

Donnegan,  Angnstns  F. 

Acting  Third  Assistant  Engineer,  1  October,  1864.  Honorably  discharged  3  June, 
1868. 

Donnell,  Bnfus  R. 

Acting  Ensign,  17  September,  1862.     Honorably  discharged  17  August,  1805. 

Donnelly,  Alvin. 

Acting  Third  Assistant  Engineer,  4  September,  1863.    Honorably  discharged  2 
January,  1866. 
Donnelly,  John. 

Mate,  3  April,  1865.     Honorably  discharged  10  October,  1868. 

Donnelly,  Patrick. 

Acting  Ensign,  9  April,  1863.     Acting  Master,  22  January,  1804.     Honorably  dis- 
charged 35  November,  18G5. 
Douolioe,  John  J. 

Acting  Third  Assistant  Engineer,  24  July,  1863.    Honorably  discharged  7  August, 
1805. 
Donor,  William  S. 

Acting  Assistant  Surgeon,  23  February,  1864.     Honorably  discharged  10  October, 
1865. 
Donovan,  Michael. 

Mate,  14  December,  1863.     Deserted  13  October,  1803. 
Dooley,  Edward. 

Mate,   13  February,  1863.     Dismissed  25  August,  1863.     Mate,  29  October,  1803. 
Honorably  discharged  19  September,  1805.     Mate,  18  December,  ly05.  .Vppoint- 
ment  revoked  23  November,  1860.     Mate,  3  January,  1807.     Mustered  out  28 
September,  1867. 
Doran,  Edward  C. 

Purser,  15  September,  1845.     Pay  Director,  3  March,  1871. 
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Doran,  James  S. 

Acting  Third  Assistant  Engineer,  1  July,  1861.    Acting  Second  Assistant  Engi- 
neer, 23  October,  1862.     Resigned  10  June,  1863. 
Doi'an,  Peter  B. 

Mate,  6  December,  1862.     Dismissed  19  June,  1863. 
Doran,  RicbaiMl, 

Acting  Third  Assistant  Engineer,  27  November,  1863.    Honorably  discharged  25 
July,  1865. 
Dorey,  John. 

Acting  Master  and  Pilot,  1  September,  1864.    Appointment  revoked  81  March, 
1865. 
I>organ,  Andrew. 

Master,  8  July,  1812.    Resigned  15  April,  1813. 
Dorgan,  Andrew. 

Master,  11  September,  1813.     Last  appearance  on  Records  of  Navy  Department,  5 
October,  1813. 
©'Orleans,  Pierre. 

Honorary  appointment  of  Acting  Ensign,  28  May,  1863.    Resigned  30  May,  1864. 
I>orn,  Edward  J. 

IMidshipmau,  21   September,  1870.     Graduated   1   June,  1874.    Ensign,  17  July, 
1875. 
Oornin,  Tbomas  A. 

Midshipman,  2  May,  1815.     Lieutenant,  13  January,  1835.     Commander,  8  Sep- 
tember, 1841.     Captain,  14  September,  1855.     Commodore,  on  Retired  list,  16 
July,  1863.     Died  33  April,  1874. 
Dornin,  Tlionias  Liardner. 

Acting  Midshipman,  32  September,  1856.     Midshipman,  15  June,  1860.    Dismissed 
4  June,  1861. 

Dorr,  Herman. 

Acting  Assistant  Paymaster,  11  July,  1864.    Resigned  (Sick,)  15  March,  1865. 

Dorr,  Joseph . 

Midshipman,  11  September,  1799.    Discharged  1  May,  1801,  imder  Peace  Estab- 
lishment Act. 
Dorrance,  Charles  B. 

Acting  Ensign,  7  November,  1862.     Died  on  the  "  Sebarjo,'"  9  October,  1864. 

Dorranee,  Oeorge  W. 

Chaplain,  2  January,  1860.     Retired  list,  14  February,  1873. 

Dory,  John  G. 

Acting  Master,  24  September,  1861.     Appointment  revoked  (Sick,)  11  July,  1863. 

Dorsey,  CJreenberg. 

Acting  Third  Assistant  Engineer,  11  October,  1864.     Honorably  discharged  6 
September,  1865. 

Dorsey,  Hill. 

Midshipman,  15  November,  1810.    Resigned  25  April,  1811. 

Dorsey,  Hill. 

Midshipman,  9  September,  1811.    Resigned  3  May,  1813. 

Dorsey,  John. 

Midshipman,  28  April,  1801.    Killed  in  action  7  August,  1804. 

Dorsey,  John  W. 

Assistant  Surgeon,  16  July,  1803.     Resigned  9  July,  1807. 

Dorsey,  tawrence  A. 

(To  Command  on  Galley.)     Captain,  12  September,  1798.    Died  23  January,  1800. 

Dorsey,  Bohert. 

Midshipman,  5  February,  1800.    Discharged  0  August,  1801,  under  Peace  Estab- 
lishment Act. 
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Doten,  Clark  W. 

Acting  Second  Assistant  Engineer,  5  jUay,  18(53.  Acting  First  Assistant  Engineer,. 
19  May,  1864.    Honorably  discharged  24  September,  1865. 

Dor  ton,  Henry  F. 

Mate,  10  March,  1863.  Acting  Ensign,  19  November,  1863.  Hon  bly  dis- 
charged 20  September,  1865.  Acting  Ensign,  11  September,  1867.  ./lustered 
out  23  September,  1808. 

Doty,  Albert  J. 

Acting  Third  Assistant  Engineer,  11  August,  1863.     Acting  Second  Assistant 
.Engineer,  2  June,  1865.      Honorably  discharged  19   February,  1866.      Acting 
Second  Assistant  Engineer,  25  April,  1866.     Mustered  out  27  August,  1867. 

Doty,  George  W. 

Midshipman,  4  January,  1888.     Passed  Midshipman,  8  July,  1839.     Lieutenant, 
13  May,  1845.     Commander,  Retired  list,  16  July,  1862.     Captain  on  Retired 
list,  4  April,  1867. 
Doty,  Stephen  H. 

Acting  Assistant  Surgeon,  31  October,  1864.     Honorably  discharged  22  January, 
180C. 
Doty,  Webster. 

Midshipman,  27  Julv,  1864.  Graduated  2  June,  1868.  Ensign,  19  April,  1869. 
Master,  12  July,  1870.    Lieutenant,  27  March,  1873. 

Dongherty,  Charles. 

Acting  First  Assistant  Engineer,  2  August,  1864.  Honorably  discharged  30 
December,  1865. 

Dougherty,  Oeorgc  W. 

Acting  Assistant  Paymaster,  18  September,  1863.     Honorably  discharged  1  Jan- 
uary, 1866. 
Dougherty,  John  C 

Acting  Third  Assistant  Engineer,  23  March,  1865.     Honorably  discharged  7  Sep- 
tember, 1865. 
Dongherty,  TVilllani  J. 

Acting  Third  Assistant  Engineer,  2  January,  1864.     Honorably  discharged  5  July, 
1865. 
Doiigherty,  William  J. 

Mate,  17  February,  1870.     Appointment  revoked  30  July,  1871. 

Doughty,  Ezra  T. 

Midshipman,  8  May,  1824.     Passed   Midshipman,  4  June,   1831.     Lieutenant,   3 
March,  183-5.     Resigned  18  February,  1839. 
Donghity,  O.  Morris. 

Cai-penter,  10  June,  1861.     Warranted  26  December,  1861.     Resigned  22  Octobei', 
1863. 
Doughty,  John  H. 

Acting  Third  Assistant  Engineer,  10  December,  1803.     Honorably  dischargeil  1 
October,  1865. 
Doughty,  Thomas. 

Acting  First  Assistant  Engineer,  8  July,  1862.     Acting  Chief  Engineer,  13  Decem- 
ber, 1862.     Resigned  23  May,  1805. 
Doughty,  William. 

Naval  Constructor,  8  February,  1813.     Resigned,  date  not  known. 
Douglass,  Alexander  B. 

Acting  First  Assistant  Engineer,  10  September,  1801.     Resigned  11  November, 
1863. 
Douglass,  Augustus  C 

Midshipman,  11  January,  1817.     Last  appearance  on  Records  of  Navy  Department, 
1818. 
Douglass,  Daniel. 

Gunner,  26  May,  1S45.     Died  17  June,  1851. 
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Douglass,  George  B. 

Midsbipman,  4  September,  1841.     Dismissed  17  August,  1847. 
Douglass,  Oeorge  T. 

Sailmaker,  19  February,  1870.     Warranted  39  October,  1870. 
Douglass,  GustaTus. 

Midshipman,  4  July,  1805.     Drowned  5  March,  1810. 
Douglass,  Jauies  C. 

Purser,  35  September,  1841.     Resigned  34  February,  1853. 
Douglass,  Joseph. 

Sailmalier,  18  March,  1803.    Resigned  13  January,  1806. 
Doug^lass,  Rieliarfl  H. 

Assistant  Paymaster,  31  August,   1861.     Paymaster,  34  August,  1863.     Died  4 
June,  1868. 
Douglass,  Robert. 

Midshipman,  16  January,  1809.    Resigned  4  April,  1815. 
Douglass,  Saiuuel  M. 

Midshipman,  7  February,  1799.     Discliarged  8  June,  1801,  under  Peace  Establish- 
ment Act. 

Douglass,  Tliomas. 

Pm'ser,  6  October,  1811.     Last  appearance  on  Records  of  Navy  Department. 
Douglass,  William  B.* 

Midshipman,  30  June,  1887.     Resigned  14  February,  1838. 

DoTe,  Beujamin  M. 

Midshipman,  1  December,  1836.    Passed  Midshipman,  10  June,  1833.    Lieutenant, 
9  December,  1839.     Commander,  14  September,  1855.     Retired  1  October,  1864. 
Captain  on  Retired  list,  4  April,  1867.     Died  19  November,  1868. 
Dove,  George  W.  W. 

Third  Assistant  Engineer,  11  July,  1861.     Resigned  10  August,  1863. 

Dove,  Mariuaduke. 

Master,  11  November,  1803.     Resigned  4  January,  1806. 

Dove,  Marinaduke,  Jr. 

Midshipman,  1  January,  1818,     Died  14  September,  1831. 
Dove,  Maruiaduke. 

Master,  39  August,  1813.     Died  3  July,  1846. 

Dow,  George  S. 

Sailmaker,  3  August,  1844.     Resigned  18  September,  1844. 

Dow,  Jobn, 

Mate,  9  February,  1863.     Api^ointment  revoked  (Sick,)  30  May,  1804. 

Dow,  Ijyuiau. 

Acting  Assistant  Surgeon,  0  March,  1865.     Resigned  10  June,  1865. 

Dowding,  George. 

Acting  Third  Assistant  Engineer,  39  May,  1865.     Honoraljly  discharged  5  July, 
1866. 

bowne,  William. 

Midshipman,  15  November,  1809.     Resigned  9  February,  1811. 

Downe,  Romanzo. 

Mate,  33  June,  1864.     Died  from  -wounds  on  "  N'ew  IlampsJiire,"  13  September, 
1864. 
Dowues,  Albert  E. 

Midshipman,  1  January,  1818.     Lieutenant,  3  March,  1837.     I^ost  in  the  "  Gram- 
pus," March,  1843. 
Downes,  Cliarles  A. 

Acting  Assistant  Paymaster,  5  March,  1863.     Discharged  18  April,  1867. 

Downes,  James. 

Acting  Ensign,  11  June,  1863.     Aiapointment  revoked  33  January,  1860. 
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I>owiies,  Joliu. 

Midshipman,  1  June,  1802.  Lieutenant,  6  March,  1807.  Con-.maEder,  24  June, 
1813.     Captain,  5  March,  1817.     Died  11  August,  1854. 

Downes,  John,  Jr. 

Midshipman,  4  September,  1837.     Passed  Midshipman,  29  Jane,  1843.     Master,  26 
February,  1851.     Lieutenant,  30  August,  1851.      Commander,  16  July,  1803. 
Died  21  September,  1865. 
Downes,  Jolin. 

Midshipman,  22  June,  1867.  Graduated  6  June,  1871.  Ensign,  14  July,  1873. 
Master,  25  April,  1875. 

I>oMiies,  Snbael.  ,  .  , 

Master,  9  October,  1799.  Discharged  27  October,  1801,  under  Peace  Establish- 
ment Act. 

Downes,  Snbael. 

Master,  13  September,  1813.     Died  13  June,  1825. 

Soirnes,  William. 

Master,  26  May,  1812.     Died  7  August,  1812. 

Downey,  William. 

Acting  Second  Assistant  Engineer,  9  June,  1863.    Died  on  "  Queen  City,''  1  March, 
1864. 
Downing,  M.  M.  ' 

Midshipman,  8  March,  1814.    Died  6  October,  1817. 

Downing,  Samuel  W. 

Midshipman,  1  September,  1811.  Lieutenant,  5  March,  1817.  Commander,  23 
September,  1837.     Captain,  27  February,  1847.     Cashiered  11  September,  1854. 

Downs,  John  H. 

Boatswain,  14  May,  1861.     Died  29  November,  1864. 
Dowse,  Edward  W. 

Midshipman,  17  December,  1810.     Lost  in  the  "  Epervier.'" 

Doyle,  Jacob  D. 

Assistant  Paymaster,  16  June,  1880. 

Doyle,  James  A. 

Midshipman,  4  January,  1833.  Passed  Midshipman,  33  June,  1838.  Lieutenant, 
39  March,  1844.  Reserved  list,  13  September,  1855.  Restored  to  Active  list,  7 
August,  1860.    Retired  4  December,  1861.     Died  8  August,  1805. 

Doyle,  John. 

Midshipman,  17  June,  1833.    Resigned  6  September,  182G. 

Doyle,  John. 

Acting  Third  Assistant  Engineer,  18  October,  1861.  Acting  Second  Assistant 
Engineer,  9  May,  1864.     Honorably  discharged  30  September,  1867. 

Doyle,  Michael. 

Acting  Third  Assistant  Engineer,  26  August,  1864.  Resigned  (Sick,)  4  January, 
1865. 

Doyle,  P. 

Acting  Ensign,  on  Special  Duty,  7  July,  1863.     Dismissed  4  August,  1863. 

Doyle,  Patrick. 

Mate,  35  April,  1863.    Appointment  revoked  33  January,  1866. 
Doyle,  Kobert  M. 

Midshipman,  31  September,  1870.     Graduated  31  June,  1875.     Ensign,  9  Septem- 
ber, 1876. 
Doyle,  Thomas. 

Midshipman,  4  July,  1805.     Last  appearance  on  Records  of  Navy  Department, 
1815.     Baltimore. 
Doyle,  W^illiam. 

Acting  First  Assistant  Engineer,  37  November,  1803.  Honorably  discharged  5 
December,  1865. 
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Doyle,  William  A. 

Acting  Second  Assistant  Engineer,  1  October,  1863.    Resigned  14  November,  1863. 
D'Oyley,  IV. 

Acting  Master,  18  July,  1861.     Resigned  (Sick,)  23  September,  1863. 
Doxey,  Biscoe. 

Master,  30  June,  1813.     Died  20  May,  1838. 
Dozier,  Williaiu  Gaillai-d. 

Midshipman,  1  April,  1850.     Passed  Midshipman,  20  June,  1856.     Blaster,  23  Jan- 
uary, 1858.     Lieutenant,  19  July,  1859.     Resigned  21  December,  1800. 
Drain,  George. 

Mate,  6  January,  1862.     Resigned  29  May,  1865. 
Drake,  Andrew  J. 

Midshipman,  5  December,  1837.    Passed  Midshipman,  29  June,  1843.     Master,  6 
April,  1851.    Lieutenant,  16  October,  1851.     Commander,  16  July,  1863.     Re- 
tired list,  13  April,  1867.     Died  4  August,  1875. 
Drake,  Benjamin. 

Midshipman,  33  October,  1849.     Dropped  3  September,  1850. 
Drake,  Charles  D. 

Midshipman,  1  April,  1827.    Dismissed  30  October,  1829. 
Drake,  £(lwin  A. 

Midshipman,  36  June,  1834.     Resigned  38  January,  1837. 
Drake,  Edwin  £. 

Mate,  33  September,  1861.    Acting  Master,  7  March,  1863.     Resigned  6  May,  1863. 
Re-appointed   21   May,   1862.     Appointment  revoked  (Sick,)  6   March,   1863. 
Acting  Ensign,  14  July,  1863. 
Drake^  Franklin  J. 

Midshipman,  23  February,  1863.     Graduated  2  June,  1868.     Ensign,  19  April, 
1869.     Master,  12  July,  1870.     Lieutenant,  15  November,  1872. 
Drake,  Franklin  M. 

Mate,  36  November,  1862.    Dismissed  11  February,  1863. 
Drake,  Nelson  H. 

Assistant  Surgeon,  36  February,  1876.     Passed  Assistant  Surgeon,  7  August,  1880. 
Drake,  Rivers. 

Mate,  3  September,  1863.    Honorably  discharged  3  October,  1865. 
Dran,  Francis  A. 

Mate,  13  December,  1864.     Honorably  discharged  13  May,  1867.     Boatswain,  31 
December,  1874. 
Draper,  F.  Lr.  R. 

Acting  Assistant  Surgeon,  14  April,  1863.     Honorablv  discharged  30  November, 
1865. 
Draper,  Horace  T. 

Acting  Master,  35  January,  1863.     Resigned  9  August,  1S63.    Ensign,  1  October, 
1862.     Appointment  revoked  (Sick,)  14  January,  1865. 
Draper,  liCmnel  J. 

Assistant  Surgeon,  36  March,  1862.     Died  30  August,  1879. 
Draper,  William  B. 

Mate,  31  November,  1862.     Resigned  18  September,  1863. 

Drayton,  £.  F. 

Assistant  Surgeon,  28  June,  1853.     Dropped  13  May,  1858. 

Drayton,  Olenn. 

Midshipman,  30  June,  1806.     Lieutenant,  9  January,  1813.     Died  in  September, 
1814. 
Drayton,  PerciTal. 

Midshipman,  1  December,  1837.     Passed  Midshipman,  10  June,  1833.    Lieutenant, 
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28  February,  1888.     Commander,  14  September,  1855.     Captain,  16  July,  1862. 
Died  4  August,  1865. 

Drayton,  William  S. 

Midshipman,  16  July,  1832.  Passed  Midshipman,  23  June,  1838.  Lieutenant,  1 
April,  1842. 

Drennan,  Micbael  C. 

Acting  Assistant  Surgeon,  15  April,  1863.  Resigned  18  March,  1865.  Re-ap- 
pointed 9  February,  1867.  Assistant  Suigeon,  80  June,  1868.  Passed  Assistant 
Surgeon,  18  June,  1870.     Surgeon,  30  April,  1870. 

Drew,  Charles. 

Master,  15  February,  1800.     Resigned  4  May,  1810. 

Drew,  Edwin  O. 

Acting  Ensign,  1  September,  1864.     Honorably  discharged  18  August,  1865. 

Drew,  George  A. 

Mate,  9  Becember,  1861.  Acting  Ensign,  15  October,  1863.  Honorably  dis- 
charged 37  November,  1865. 

Drew,  Jacob  J. 

Mate,  13  February,  1863.    Honorably  discharged  9  November,  1865. 

Drew,  John. 

Master,  6  December,  1814.     Died  19  April,  1833. 

Drew,  IVeheniiah. 

Master,  20  January,  1809.     Resigned  3  February,  1814. 
Drew,  Samuel. 

Boatswain,  26  July,  1839.     Died  3  February,  1857. 

Driggs,  William  II. 

Midshipman,  21  July,  1865.  Grad'iated  4  June,  1869.  Ensign,  13  July,  1870. 
Master,  27  October,  1872.     Lieutenant,  7  March,  1876. 

Drinen,  George  C. 

Second  Assistant  Engineer,  1  March,  1871.     Retired  list,  19  October,  1875. 
Drinkwater,  Edward. 

Acting  Ensign  and  Pilot,  17  May,  1865.     Honorably  discharged  19  July,  1865. 
Drinkwater,  William. 

Acting  Third  Assistant  Engineer,  13  March,  1868.     Honorably  dischArged  15  No- 
vember, 1865. 
Dripps,  William  Augustus. 

Third  Assistant  Engineer,  25  August,  1863.     Second  Assistant  Engineer,  20  Feb- 
ruai-y,  la64.     Resigned  29  January,  1867. 
DriTcr,  Bej'nolds. 

Third  Assistant  Engineer,  26  August,  1859.     Second  Assistant  Engineer,  1  March, 
1862.     First  Assistant  Engineer,  1  October,  1803.     Died  2  October,  1866. 
Drody,  A.  G. 

Mate.     Dismissed  21  August,  1862. 
Drnmmond,  Charles. 

Acting  Third  Assistant  Engineer,  27  June,  1864.     Honorably  discharged  29  June, 
1865. 
Drummond,  Thomas  M. 

Acting  Assistant  Surgeon,  13  November,  1862.     Honorably  discharged  23  January, 
1869. 
Drnry,  Hiram  E. 

Assistant  Paymaster,  8  September,  1876. 
Drury,  John  T. 

Midshipman,   16   January,   1809.     Lieutenant,   9   December,   18M.     Lost  in   the 
^^  Bpervier,"  in  1815. 
Dryburgh,  J.  R. 

Second  Assistant  Engineer,  15  January,  1845.  Disrated  28  July,  1845,  to  Third 
Assistant  Engineer.    Dropped  4  November,  1845. 
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Unane,  Martin. 

Acting  Assistant  Paymaster,  1  August,  1861.     Discharged  14  November,  1865. 
Dubarry,  £.  £<. 

Surgeon's  Mate,  30    January,  1823.     Surgeon,  34    May,    1836.     Died    13    July, 
1853. 
DiiBols,  Frank  I^. 

Assistant  Surgeon,  23  May,  1862.    Passed  Assistant  Surgeon,  30  October,  1865. 
Surgeon,  30  February,  1870. 
Dubois,  Joseph  S. 

Mate,  19  May,  1864.     Appointment  revoked  (Sick,)  30  January,  1865. 
DnBois,  Ttaeo.  JB. 

Acting  Master,  28  October,  1861.    Acting  Volunteer  Lieutenant,  for  gallant  con- 
duct in  battle,  5  June,  1863.    Acting  Volunteer  Lieutenant-Commander,  36  No- 
vember, 1864.    Honorably  discharged  7  February,  1866. 
DuBois,  William  T. 

Mate,  34  January,  1863.     Resigned  35  May,  1863. 
Dubose,  John. 

Midshipman,  10  MarCh,  1799.     Discharged  6  August,  1801,  under  Peace  Establish- 
ment Act. 

I>ubose,  John. 

Midshipman,  1  March,  1803.    Resigned  29  April,  1804. 

Dubose,  William  B. 

Assistant    Surgeon,    16   October,   1875.     Passed  Assistant   Surgeon,  7  August, 
1880. 
DnBuys,  Gaspard. 

Midshipman,  4  January,  1843.     Resigned  6  April,  1843. 

Duclcer,  George. 

Acting  Third  Assistant  Engineer,  13  October,  1863.     Resigned  13  May,  1865. 

Dnckett,  Washington. 

Carpenter,  9  July,  1861.     Resigned  38  May,  1863. 
Duckworth,  Henry. 

Acting  Third  Assistant  Engineer,  9  May,  1864.     Honorably  discharged  11  Jan- 
uary, 1866. 

Dudley,  Charles  G.  B. 

Acting  Third  Assistant  Engineer,  14  April,  1865.     Honorably  discharged  25  Sep- 
tember, 1868. 

Dudley,  Charles  S. 

Acting  Third  Assistant  Engineer,  26  March,  1863.    Died  at  Parmington,  Maine, 
26  November,  1863. 

Dudley,  Daniel  B. 

Acting  Ensign,  1  July,  1864.     Honorably  discharged  29  October,  1865. 

Dudley,  James  A. 

Midshipman,  8  February,  1809.     Lieutenant,  24  July,  1813.     Died  m  May,  1817. 

Dudley,  Liinton. 

Master,  25  January,  1809.     Last  appearance  on  Records  of  Navy  Department,  6 
February,  1809. 

Duer,  John  K. 

Midshipman,  28  December,  1836.     Passed  Midshipman,  1   July,  1812.     Master,  3 
November,  1849.     Lieutenant,  20  April,  1850.     Died  14  June,  1859. 

Duer,  Bufns  K.  „       ,  ,t-,  u- 

Actino-  Midshipman,  23  September,  1857.     Midshipman.     Passed  Midshipman. 

Master.     Lieutenant,  1  August,  1862.     Lieutenant-Commander,  25  July,  1866. 

Died  29  June,  1869. 
Dner,  William  A. 

Midshipman,  6  May,  1799.     Resigned  27  September,  1800. 
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l>uer,  William  A. 

Mate,  16  April,  18C2.     Acting  Ensign,  15  July,  1803.    Honorably  discharged  3 
January,  1868. 
Unlf,  James  B. 

Mate,  13  December,  18G1.     Dismissed  5  September,  1862. 
Buflell,  H.  1. 

Midsliiijman,  18  June,  1813.     Resigned  30  April,  1813. 
Dnffey,  William. 

Acting  Gunner,  16  Jime,  1864.    Honorably  discharged  3  October,  1865. 

Dnllieltl,  Joliu  J. 

Acting  Assistant  Paymaster,  15  August,  1863.    Discharged  21  November,  1865. 

Diigaii,  Coriieliiig. 

Gunner,  30  October,  1860. 

Diigas,  Joliu  liouis. 

Midshipman,  8  March,  1799.     Discharged  13  August,  1800. 

Dnke,  Jauies. 

Acting  Third  Assistant  Engineer,  18  May,  1865.     Honorably  discharged  13  Octo- 
ber, 1865. 
Duke,  IVatlianiel  W. 

Midshipman,  1  May,  1823.     Passed  Midshipman,  34  May,  1828.     Lieutenant,  3 
March,  1831.     Died  8  July,  1853. 
]>nkeliart,  Tliomas  M. 

Third  Assistant  Engineer,  3  May,  1859.    Second  Assistant  Engineer,  13  May,  1861. 
First  Assistant  Engineer,  20  May,  1863.     Resigned  9  March,  1871. 
Dnlany,  Bladen. 

Midshipman,  18  May,  1809.    Lieutenant,  9  December,  1814.    Commander,  3  March, 
1831.     Captain,  8  September,  1841.     Died  in  Washington,  D.  C,  36  December, 
1856. 
Dniany,  Daniel  V. 

Midshipman,  1  April,  1828.     Passed  Midshipman,  14  June,  1834.     Lieutenant,  35 
February,  1841.    Dropped  13  September,  1855. 
Dulany,  Ilngh. 

MJdshiijmau,  30  November,  1814.     Lieutenant,  13  January,  1825.     Died  fi  January, 
1837. 
I>nlaiiy,  James  W. 

Midshipman,  1  Sej)tember,  1811.    Died  in  1819. 
I>nley,  Wilmot  W. 

Acting  Ensign,  17  September,  1863.     Honorably  discharged  35  November,  1866. 
Dniin,  Edgar  A. 

Acting  Assistant  Surgeon,  31  June,  1865.     Resigned  5  December,  1867. 
Btiniont,  Engene  A. 

Mate,  7  June,  1864.     Honorably  discliarged  35  October,  1865. 
I>nmont,  Frederick  K 

Mate,  34  January,  1863.     Resigned  17  July,  1863. 
I>nmont,  W^illiam  II. 

Acting  Ensign,  19  July,  1864.     Dismissed  6  December,  1864.     Acting  Ensign,  31 
February,  1865.     Resigned  25  May,  1805. 
5>iimont,  William  J. 

Acting  Gunuur,  7  July,  1863.     Appointment  revoked  21  March,  1805.     Ensign,  12 
March,  18G8.     Resigned  11  September,  1808. 
Dnnbar,  A.  D. 

Acting  Master,  31  March,  1863.     Dismissed  6  December,  1863. 
Dunbar,  Asapli. 

Third  Assistant  Engineer,  19  February,  1863.     Second  Assistant  Engineer,  20  Juno, 
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1864.     First  Assistant  Engineer,  6  June,  1868.     Retired  31  July,  1869.    Died  23 
October,  1875. 
Dunbar,  Charles  C. 

Acting  Ensign,  23  December,  18C4.     Lost  on  the  "  JVarcissus,"  4  January,  1866. 
Dunbar,  Frederick. 

Boatswain,  18  November,  1853.     Ajspointment  revoked  20  December,  1853. 
Dunbar,  Harry  !L. 

Mate,  23  JIarch,  1863.    Honorably  discharged  31  August,  1865. 
Dunbar,  OliTer. 

Assistant  Surgeon,  14  October,  1799.    Died  11  July,  1800. 
Duncan,  A.  S.  £. 

Midshipman,  1  December,  1809.     Resigned  10  June,  1811. 
Duncan,  Cbarles  D. 

Mate,  7  March,  1864.  Acting  Ensign,  23  October,  1864.  Resigned  38  March, 
1865. 

Duncan,  Charles  £<. 

Gunner,  June,  1863.  Resigned  12  August,  1863.  Gunner,  20  November,  1873. 
Resigned  23  May,  1874. 

Duncan,  Frederick  C. 

Mate,  14  March,  1864.     Appointment  revoked  18  August,  1865. 
Duncan,  James  F. 

Midshipman,  13  November,  1835.    Passed  Midshipman,  28  April,  1833.     Died  3 
August,  1835. 
Duncan,  James  91. 

Midshiijmau,  8  December,  1837.  Passed  Midshipman,  29  June,  1843.  Master,  9 
April,  1851.  Lieutenant,  3  December,  1851.  Commander,  16  July,  1863.  Died 
31  August,  1864. 

Duncan,  Jesse  F. 

Midshipman,  9  July,  1833.    Died  1  January,  1840. 

Duncan,  John. 

Gunner,  18  December,  1861.    Dismissed  23  September,  1862. 

Duncan,  John  M. 

Midshipman,  31  December,  1798.  Discharged,  date  not  known,  under  Peace 
Establishment  Act. 

Duncan,  John  M. 

Acting  Third  Assistant  Engineer,  3  August,  1864.      HoEcvably  discharged  13 
July,  1865. 
Duncan,  Licwis  O. 

Mate,  14  April,  1865.    Honorably  discharged  21  September,  1865. 

Duncan,  Robert  F. 

Midshipman,  1  January,  1817.  Last  appearance  on  Records  of  Navy  Department, 
20  May,  1818.     Dead. 

Duncan,  Silas. 

Midshipman,  15  November,  1809.     Lieutenant,  9  December,  1814.     Commander,  1 
March,  1839.    Died  14  September,  1834. 
Duncanson,  William. 

Midshipman,  20  February,  1800.     Resigned  13  November,  ISOS. 

Duiiderdale,  Cleavelasid  F. 

Mate,  26  June,  1863.     Acting  Ensign,  9   March,  1864.     Honorably  discharged   10 
January,  1866. 
Dunderdale,  John. 

Boatswain,  5  May,  1838  Resigned  10  October,  1840.  Boatswain,  28  October, 
1841.     Dropped  30  April,  1801. 

Dundon,  Michael. 

Acting  Second  Assistant  Engineer,  21  March,  1804.    Resigned  31  March,  lS6o. 
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Dnngan,  J.  S. 

Assistant  Surgeon,  35  February,  1851.     Passed  Assistant  Surgeon,  9  April,  1856. 
Surgeon,  1  May,  1861.     Medical  Inspector,  3  March,  1871.     Medical  Director,  31 
December,  1876. 
Bnngan,  William  W. 

Third   Assistant  Eng;ineer,  26  June,  1856.     First   Assistant  Engineer,  3  August, 
1859.     Chief  Engineer,  1  February,  1863. 
Dunham,  €.  Moore. 

Acting  Assistant  Paymaster,  6  July,  1863.     Resigned  9  November,  1864. 

Dunham,  Josiah  F. 

Acting  Assistant  Paymaster,  ,4  November,  1863.     Discharged  3  December,  1865. 
Dunham,  P.  K. 

Midshipman,  1  January,  1813.     Lieutenant,  1  April,  1818.     Died  In  August,  1823. 
Dunham,  William. 

Third  Assistant  Engineer,  3  February,  1847.     Dismissed  8  April,  1847. 
Dunham,  William  J. 

Acting  Third  Assistant  Engineer,  10  November,  1863.     Honorably  discharged  1 
August,  1865. 
Dnnkly,  Oeorge  R. 

Acting  Third  Assistant  Engineer,  18  November,  1861.     Acting  Second  Assistant 
Engineer,  23  January,  1864.     Honorably  discharged  28  December,  1865. 
Dnnlap,  A.  B. 

Acting  First  Assistant  Engineer,  14  July,  1863.     Appointment  revoked  (Sick,)  27 
February,  1864. 

Dunlap,  Andrew,  Jr. 

Midshipman,  23  April,  1862.     Graduated  G  June,  18G7.     Ensign,  18  December, 
1868.     Master,  21  March,  1870.     Lieutenant,  21  March,  1871. 
Dunlap,  Charles  W. 

Mate,  24  November,  1863.     Honorably  discharged  1  November,  1865. 
Dnnlap,  John. 

Acting  Thii-d  A-ssistant  Engineer,  3  July,  1863.     Honorably  discharged  13  April 
1866.  '■ 

Dunlap,  Thomas  J. 

Acting  Ensign,  3  September,  1863.     Resigned  21  September,  1863. 
Dunlop,  John. 

Acting  Ensign,  18  April,  1863.     Resigned  19  November,  1863. 
Dunlop,  3r.  W. 

Acting  Third  Assistant  Engineer,  1861.     Resigned  (Sick,)  29  April,  1863. 
Dunn,  Charles. 

Midshipman,  30  Noyember,  1814.     Drovrned  31  July,  1819. 
Dunn,  Durius. 

Midshipman,  14  Januaiy,  1800.    Discharged  '  10  April,  1801,  under  Peace  Estab- 
lishment Act. 

Dunn,  Edward  T. 

Purser,  21  February,  1831.     Chief   Bureau  Provisions  and  Clothins,  12  Julv  ISOO 
Pay  Director,  3  March,  1871.     Retired  22  January,  la73. 
Dunn,  Elisha  W. 

Purser,  30  March,  1858.     Died  20  February,  1869. 
Dunn,  George. 

Acting  Gunner,  14  March,  1863.     Acting  Ensign,-  7  July,  1863.     Dismissed  3  Feb- 
ruary, 1865.     Mate,  10  February,  1870.     Gunner,  11  April,  1871. 
Dunn,  Henry  J. 

Acting  Ensign,  15  December,  1864.     Honorably  discharged  18  September,  1865. 
Dunn,  Martin. 

Acting  Volunteer  Lieutenant,  1  October,  1862.     Resigned  3  August,  1863. 
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]>unn,  Richard  F. 

Gunner,  t  November,  1837.    Died  at  Kittery,  Maine,  1  February,  1863. 
l>Hiin,  Thomas  C. 

■  Acting  Master,  14  December,  1861.     Acting  Volunteer  Lieutenant,  on  recommenda- 
tion of  Commanding  Officer,  11  August,  1864.    Honorable  discharged  36  Octo- 
ber, 1865. 
J>nnii,  William. 

Midshipman,  30  June,  1799.    Discharged  6  August,  1801,  under  Peace  Establish- 
ment Act. 

l>uiin,  Williamson. 

Acting  Midshipman,  24  September,  1860.    Acting  Ensign,  1  October,  1863.     Re- 
signed 8  June,  1866. 
Dnnne,  William. 

Mate,  SO  June,  1863.    Acting  Ensign,  3  May,  1864.    Drowned  28  December,  1864. 
I>iinnels,  Henry  F. 

Mate,  26  March,  1863.    Acting  Gunner,  5  November,  1863.     Honorably  discharged 
7  October,  1865. 
Dnnning,  F.  C. 

Assistant  Surgeon,  31  April,  1868.    Resigned  1  January,  1873. 
Dunning,  William  B. 

Cadet  Engineer,  1  October,  1873.     Graduated  20  June,  1876.     Assistant  Engineer, 
1  July,  1878. 
Dunning,  William  S. 

Acting  Third  Assistant  Engineer,  38  May,  1863.     Honorably  discharged  1  Decem- 
ber, 1865. 
Dannington,  John  W. 

Midshipman,  10  April,  1849.  Passed  Midshipman,  13  June,  1855.  Master,  16 
September,  1855.    Lieutenant,  16  October,  1856.     Resigned  26  April,  1861. 

Dnnscomh,  Charles  F. 

Acting  Assistant  Paymaster,  1  June,  1864.     Discharged  15  October,  1865. 

Dunsmore,  Daniel. 

Gunner,  38  August,  1861.    Warranted  29  May,  1863.     Resigned  5  June,  186S. 

Dunston,  William. 

Master,  8  April,  1815.     Last  appearance  on  Records  of  Navy  Department. 

Dnplaine,  JBevoni  C. 

Acting  Third  Assistant  Engineer,  21  October,  1803.  Acting  Second  Assistant 
Engineer,  20  June,  1864.    Honorably  discharged  39  November,  1865. 

Dnplaine,  F.  A.  C, 

Third  Assistant  Engineer,  31  May,  1857.  Second  Assistant  Engineer,  2  August, 
1859.     First  Assistant  Engineer,  10  August,  1801.     Resigned  14  May,  1867. 

Dn  Pont,  Samuel  F. 

Midshipman,  19  December,  1815.  Lieutenant,  26  April,  1826.  Commander,  38 
October,  1843.  Captain,  14  September,  1855.  Rear-Admiral,  16  July,  1863. 
Died  33  June,  1865. 

Durald,  Martin.  ,,„r.    .     ^      ^c- 

Midshipman,  6  September,  1838.    Resigned  17  September,  184u. 

"Mate  28  October,  1*861.  Acting  Master,  14  April,  1863.  Acting  Volunteer 
Lieutenant,  37  June,  1866.  Master,  12  March,  1868.  Lieutenant,  18  December, 
1868.    Lieutenant-Commander,  35  November,  1877. 

Dnrand,  William  F. 

Cadet  Engineer,  14  September,  1876.     Graduated  10  June,  1880. 

"^"ner,  3  July,  1799.     Last  ajipearanoe  on  Records  of  Navy  Department. 

Dnrdine    Xhomas. 

Boatswain,  30  October,  1840.     Last  appearance  on  Records  of  Navy  Department. 
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I>uret,  John  B. 

Midshipman,  6  December,  1848.     Dropped  13  July,  1849. 

Durfee,  Kiohard.  .  ^       ,  ,    , 

Acting  Second  Assistant  Engineer,  4  February,   1863.      Appointment  revoJied 
(Sick,)  9  June,  1864. 
Dnrgin,  W.  F. 

Mate,  30  June,  1862.     Appointment  revoked  17  April,  1863. 

Durbaiu,  Andrew  £• 

Acting  Ensign,  18  August,  1864.     Resigned  14  June,  1865. 

Durham,  Thomas  M. 

Mate,  26  May,  1863.    Discharged  38  October,  1864. 

Durham,  Tolford. 

Acting  Master,  23  November,  1861.     Resigned  5  May,  1865. 

Durkham,  Moses. 

Master,  29  November,  1799.     Discharged  30  May,  1801,  under  Peace  Establish- 
ment Act. 
Durney,  Michael  J. 

Mate,  11  June,  1863.     Honorably  discharged  23  December,  1865. 

Duryee.  Charles  H. 

Midshipman,  19  August,  1823.     Passed  Midshipman,  33  March,  1839.     Lieutenant, 
31  December,  1833.     Dismissed  30  October,  1837. 

Dnsenhury,  Samuel. 

Midshipman,  16  January,  1809.     Resigned  16  March,  1810. 

Dusenbury,  Samuel. 

Midshipman,  16  July,  1814.     Master,  3  June,  1820.     Died  4  October,  1837. 

Duston,  John  S. 

Acting  Third  Assistant  Engineer,  7  October,  1864.     Honorably  discharged  10  May^ 
1866. 
Dutch,  John  C 

Acting  Master,  7  December,  1861.    Honorably  discharged  6  April,  1866. 

Dutcher,  Charles. 

Acting  Assistant  Paymaster,  26  September,  1863.     Discharged  5  October,  1865. 

Dutcher,  Matthew  J. 

Gunner,  16  August,  1871.     Died  3  October,  1879. 

Duvall,  Marins. 

Assistant  Surgeon,  25  January,  1843.     Passed  Assistant  Surgeon,  23  January,  1848. 
Surgeon,  17  September,  1856.     Medical  Inspector,  3  March,  1871.     Medical  Di- 
rector, 1  December,  1871.    Retired  list,  9  June,  1880. 
DuTall,  Robert  C. 

Midshipman,  19  October,  1841.     Passed  Midshipman,  10  August,  1847.     Master, 
14  September,  1855.     Lieutenant,  15  September,  1855.     Dismissed  13  December, 
1859. 
Duycker,  Bernard. 

Gunner,  39  August,  1857.    Drowned  at  Sea,  while  in  charge  of  the  Prize  Schooner 
"  Mary  Clinton,''  26  June,  1861. 
Dwyer,  William  W.  W. 

Carpenter,  10  October,  1861.    Resigned  21  October,  1865. 
Dwyer,  Daniel. 

Carpenter,  16  July,  1869.     Appointment  revoked  13  May,  1870. 
Dwyer,  John  B. 

Mate,  1  October,  1862.    Acting  Ensign,  8  December,  1862.     Resigned  30  May, 
1864. 
Dwyer,  Joseph, 

Purser,  20  February,  1838.     Resigned  25  June,  1838. 
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Dwyer,  Thomas  J. 

Mate,  24  October,  1861.     Acting  Master,  9  May,  1862. 
Dwyer,  Kiohard. 

Acting  Tliird  Assistant  Engineer,  10  August,  18C3.     Deserted  1864. 
Dyce,  Charles  F. 

Acting  Third  Assistant  Engineer,  9  August,  1864.     Honorably  discharged  19  Octo- 
ber, 1867. 
Dye,  Charles  B. 

Acting  Assistant  Paymaster,  6  November,  1863.     Resigned  23  March,  1864. 
Dyer,  Benjamin. 

Acting  Master,  22  January,  1863.     Honorably  discharged  13   September,  I860. 
Acting   Master,  11   September,   1866.     Died  on  the  ^^  Fredonm"  (destroyed  by 
tidal  wave,)  18  August,  1868. 
Dyer,  Charles,  Jr. 

Midshipman,  35  January,  1840.     Passed  Midshipman,  11  July,  1846.     Drowned  in 
Pensacola  Bay,  33  August,  1850. 
Dyer,  Everett  B. 

Acting  Third  Assistant  Engineer,  11   December,  1862.    Appointment  revoked 
(Sick,)  4  October,  1864. 
Dyer,  Fredericlt  H. 

Mate,  14  January,  1864.     Died  at  Key  West,  Florida,  11  June,  1864. 
Dyer,  George  li. 

Midshipman,  26  July,  1866.  Graduated  7  June,  1870.  Ensign,  13  July,  1871. 
Master,  25  September,  1873.     Lieutenant,  5  February,  1879. 

Dyer,  jV.  Mayo. 

Mate,  4  April,  1862.     Acting  Master,  12  January,  1864.    Acting  Volunteer  Lieu- 
tenant, 32  April,  1865.     Lieutenant-Commander,  12  March,  1868.     18  December, 
1868. 
Dyer,  William. 

Mate,  30  July,  1866.    Appointment  revoked  12  February,  1868. 

Dyer,  William  B.,  Jr. 

Mate,  4  April,  1862.    Dismissed  81  March,  1863 

Dyes,  John  W.  W. 

Master's  Mate,  18  March,  1843.     Died  11  September,  1855. 

Dykes,  Francis  M. 

Acting  Third  Assistant  Engineer,  14  January,  1863.  Honorably  discharged  29 
September,  1868. 

Dykes.  George  T. 

Mate,  20  October,  1863.    Resigned  28  October,  1863. 

Dyson,  LiOgan. 

Mate,  11  August,  1863.  Acting  Ensign,  31  September,  1864.  Honorably  dis- 
charged 15  August,  1865. 

Dyson,  Henry. 

Midshipman,  1  January,  1815.     Died  November,  1823. 

Eager,  Robert. 

Midshipman,  10  February,  1838.     Resigned  4  September,  1838. 

Eager,  Tallas. 

Mate,  13  July,  1863.     Resigned  6  May,  1865. 

Eagle,  Henry.  ^  ,      .   ^ 

Midshipman,  1  January,  1818.  Lieutenant,  3  March,  1827.  Commander,  4  June, 
1844.  Captain,  14  September,  1855.  Commodore,  16  July,  1863.  Retired  list, 
1  January,  1863. 

Eakin,  James. 

Midshipman,  21  February,  1800.    Resigned  1  June,  1801. 
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JCakin,  Jaiites. 

Master,  4  August,  1807.     Resigned  6  Marcb,  1811. 
£akin,  Saninel  A. 

Midshipman,  18  June,  1812.     Lieutenant,  1  April,  1818.     Died  30  October,  1822. 

!Eakiits,  Saninel. 

Acting  Master,  24  March,  1863.     Appointment  revoked  15  April,  1863. 

JBakle,  William  P. 

Mate,  9  June,  1863.    Honorably  discharged  20  September,  1865. 

Eames,  Samuel. 

Master,  6  July,  1798.     Resigned  7  January,  1799. 
Earl,  Jolin  T. 

Acting  Third  Assistant  Engineer,  12  January,  1863.     Resigned  15  June,  1865. 

£arl,  William. 

Mate,  30  December,  1863.    Honorably  discharged  16  September,  1865. 

Earle,  John. 

Master,  6  December,  1805.    Died  10  October,  1835. 
£arle,  John  J.,  Jr. 

Mate.    Resigned  15  December,  1862. 
£arle,  William. 

Acting  Master,  17  December,  1861.    Honorably  discharged  15  January,  1866. 
!Earnshaw,  Charles. 

Gunner,  13  June,  1802.     Died  37  March,  1875. 

£asby,  John  W. 

Assistant  Naval  Constructor,  17  May,  1866.     Naval  Constructor,  17  June,  1870. 
Chief  Bureau  of  Construction  and  Repair,  15  April,  1878. 
Eason,  Henry. 

Mate,  14  November,  1861.    Acting  Ensign,  6  October,  1863.    Honorably  discharged 
11  December,  1865. 
£asthnrn,  Joseph. 

Midshipman,  9  June,  1811.     Last  appearance  on  Records  of  Navy  Department, 
1815.     Frigate  "  Essex:' 
iEasterbrook,  Mason  C 

Mate,  28  November,  1864.     Resigned  31  June,  1865. 
Eastlake,  Abraham. 

Acting  Assistant  Paymaster,  20  January,  1864.     Honorably  discharged  10  Novem- 
ber, 1865. 
Eastman,  Charles  T. 

Assistant  Paymaster,  38  April,  1870.     Died  39  March,  1870. 
Eastman,  Frank  S. 

Mate,  25  August,  1863.    Acting  Ensign,  12  July,  1864.     Honorably  discharged  13 
February,  1868. 
Eastman,  John  R. 

Professor,  17  February,  1865. 
Eastman,  Thomas  H. 

Acting  Midshipman,  31  January,  1853.  Midshipman,  20  June,  1856.  Passed 
Midshipman,  39  April,  1859.  Master,  5  September,  1859.  Lieutenant,  16  Janu- 
ary, 1S61.  Lieutenant-Commander,  30  September,  1863.  Commander,  19  June 
1871. 

Easton,  James  W. 

Acting  Ensign,  8  February,  1865.    Honorably  discharged  12  January,  1866. 
Eastwick,  Philip  G. 

Third  Assistant  Enp-ineer,  18  November,  1802.  Second  Assistant  Tr.'^'.ivc-  23 
March,  1^*04.     Resigned  5  August,  1865.  ^     '  "' 

Eastwood,  Charles  H. 

Acting  Assistant  Surgeon,  19  December,  1862.  Honorably  discharged  23  Jauuarv 
1806.  ■" 
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!Easton,  David. 

Boatswain,  8  August,  1811.    Died  32  February,  1840. 
Eaton,  Edwin. 

Chaplain,  27  February,  1847.     Resigned  3  August,  1855. 
Eaton,  Henry. 

Acting  Master,  37  June,  1862.     Acting  Volunteer  Lieutenant,  on  recommendation 
of  Commanding  OiEcer,  23  March,  1864.    Resigned  38  September,  1864. 
Eaton,  Sorace  JB. 

Mate,  1  June,  1864.    Honorably  discharged  19  June,  1868. 
Eaton,  Joseph  Giles. 

Midshipman,  24  September,  1863.    Ensign,  18  December,  1868.    Master,  31  March, 
1870.     Lieutenant,  21  March,  1871. 
Eaton,  Thomas  C. 

Midshipman,  9  September,  1841.    Passed  Midshipman,  10  August,  1847.     Master, 
14  September,  1855.    Lieutenant,  15  September,  1855.    Died  1  June,  1856. 
Eaton,  William  B. 

Acting  Volunteer  Lieutenant,  36  August,  1861.     Acting  Volunteer  Lieutenant- 
Commander,  12  December,  1864.     Honorably  discharged  13  January,  1866. 
Eaton,  William  C. 

Cadet  Engineer,  1  October,  1872.  Graduated  30  May,  1874.  Assistant  Eno-ineer, 
26  February,  1875. 

Eayrs,  Charles  O.  A. 

Acting  Assistant  Surgeon,  30  November,  1861.    Resigned  21  July,  1863. 
Eccles,  James. 

Acting  Third  Assistant  Engineer,  23  September,  1868.    Acting  Second  Assistant 
Engineer,  27  May,  1865.     Died  on  "  Glasgow,'"  11  September,  1867. 
Eckart,  William  B. 

Third  Assistant  Engineer,  8  July,  1861.     Resigned  2  May,  1864. 
Eckel,  Frederick. 

Third  Assistant  Engineer,  1  July,  1861.    Resigned  6  September,  1863. 
Eckert,  George  W. 

Mate,  31  August,  1863.    Resigned  6  July,  1864. 

Eckert,  Thomas  J. 

Mate,  3  August,  1864.    Honorably  discharged  6  July,  1865. 

Eckford,  Henry. 

Naval  Constructor,  13  July,  1817.    Resigned  6  June,  1820. 

Eckford,  Joseph  B. 

Midshipman,  1  May,  1837.    Resigned  16  November,  1831. 

Eckstein,  Henry  C.  , 

Assistant  Surgeon,  22   December,  1863.      Resigned  31   January,  1866.     Acting 
Assistant  Surgeon,   1   February,  1866.      Discharged   1  August,   1869.     Re-ap- 
pointed Assistant  Surgeon,  38  September,  1870.     Passed  Assistant  Surgeon,  17 
November,  1873. 
Eckworth,  Philip. 

Acting  Second  Assistant  Engineer,  14  November,  1864.  Appointment  revoked 
9  May,  1865. 

EcoJf,  Santnel. 

Acting  Second  Assistant  Engineer,  1  October,  1863.  Acting  First  Assistant  Engi- 
neer, 2  July,  1864.     Honorably  discharged  17  November,  1865. 

Eddowes,  Archibald  H. 

Acting  Second  Assistant  Engineer,  1  July,  1861.  Acting  First  Assistant  Engi- 
neer, 3  October,  1862.  Acting  Chief  Engineer,  18  June,  1863.  Honorably  dis- 
charged 1  December,  1865. 

Eddy,  Charles  C. 

Acting  Ensign,  19  December,  1862.     Honorably  discharged  33  June,  1868. 
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Eddy,  George  S. 

Acting  Assistant  Surgeon,  11  February,  1863.     Resigned  31  April,  1865. 
Eddy,  HaTen  B. 

Mate,  7  February,  1863.     Resigned  19  November,  1864. 
Edeliii,  John  M. 

Midshiijman,  1  September,  1811.     Died  28  May,  1812. 
Edes,  Benjaiuiu  liong. 

Midshipman,  23  September,  1861.     Graduated  September,  1865.     Ensign,  1   De- 
cember, 1866.     Master,  13  March,  1868.     Lieutenant,  36  March,  18C0. 

Edes,  Robert  T. 

Assistant  Surgeon,  80  April,  1801.     Passed   Assistant  Surgeon,  24  April,  18GG. 
Resigned  31  May,  1865. 
Edgar,  Henry. 

Boatswain,  29  July,  1839.    Resigned  9th  November,  1841. 
Edgar,  James  W. 

Acting  First  Assistant  Engineer,  3  December,  1863.     Dismissed  33  April,  1804. 
Edgar,  Richard  €. 

Assistant  Surgeon,  23  January,  1809.     Surgeon,  5  May,  1813.     Last  appearance  on 
Records  of  Navy  Department,  1823.     Dead. 
Edgar,  William. 

Mate.     Appointment  revoked  (Sick,)  23  March,  1863. 
Edgar,  William. 

Mate,  22  December,  1863.     Resigned  6  May,  1865. 
Edgar,  William  H. 

Carpenter,  25  May,  1861.    Died  27  September,  1875. 
Edgecomb,  Charles  A. 

Mate,  35  October,  1863.    Dismissed  6  July,  1864. 
Edgerley,  Samnel. 

Acting  Ensign,  33  December,  1863.     Honorably  discharged  3  August,  1865. 
Edgreu,  John  A. 

Acting  Ensign,  24  October,  1862.     Resigned  28  October,  1863.    Acting  Ensign,  1 
July,  1864.     Resigned  23  May,  1865. 
Ediuond,  George. 

Gunner,  21  January,  1863.     Dead. 
Edmonston,  Harrison. 

Boatswain,   28   May,   1859.      Lost  iu  the  ''Levant,''  last   intelligence   from   the 
ship,  18  September,  1860. 
Edmunds,  Eli  D. 

Mate,  6  September,  1863.    Acting  Ensign,  9  September,  1863.     Acting  Master,  8 
May,  1865.     Honorably  discharged  30  January,  1866.     Acting  Master,  4  Anril 
1866.     Mustered  out  9  September,  1868. 
Eduinndson,  John  W. 

Acting  Third  Assistant  Engineer,  11  October,  1864.     Honorably  discharrred  6  July 
1865.  •  D  .  1 

Edson,  Ambrose  H. 

Acting  Ensign,  1  October,  1863.     Died  on  "  Tuscumlia;'  8  July,  1863. 

Edson,  Jarris  C 

Acting  Third  Assistant  Engineer,  1  November,  1864.     Honorably  discharged  27 
August,  1868.  " 

Edson,  John  T. 

Midshipman,  27  June,  1867.     Graduated  6  June,  1871.     Resigned  17  July,  1872. 
Edwards,  Alexander  H. 

Jlidshipman,  4  March,  1833.     Resigned  3  Februai-y,  1830. 
Edwards,  David  S. 

Surgeon's  Mate,  35  December,  1818.     Surgeon,  5  May,  1835.     Retired  21  Decern- 
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bei-,  1861,     Medical  Director,  on  Retii'ed  list,  8  March,  1871.    Died  18  Maroli, 

Edwards,  D.  W. 

Mate,  11  April,  1865.     Honorably  discharged  1'3  July,  1865. 
Edwards,  George. 

JIate,  8  May,  '  8C3.     Acting  Ensign,  23  December,  1863.    Acting  Master,  30  May, 
1865.    Honorably  discharged  30  September,  1868. 
Edwards,  Henry  D. 

Mate,  25  January,  1863.     Acting  Ensign,  17  September,  1863.     Acting  Master,  25 
October,  1864.     Honorably  di.scharged  19  August,  1865. 
Edwards,  James  E. 

Second  Lieutenant  Marine  Corps,  18  June,  1811.     Resigned  in  February,  1813. 
Edwards,  J.  IS. 

Acting  Ensign  and  Pilot,  4  November,  1864.    Acting  Master  and  Pilot,  1  February, 
1865.     Honorably  discharged  21  October,  1865. 
Edwards,  John  B. 

Acting  Second  Assistant  Engineer,  3  October,  1863.     Resigned  6  June,  1864. 
Edwards,  John  E. 

Acting  Third  Assistant  Engineer,  11  January,  1864.    Honorably  disoharsjed  19 
February,  1868. 

Edwards,  Jotan  J. 

Midshipman,  1  January,  1808.    Lieutenant,  24  July,  1813.     Died  in  1814. 
Edwards,  Jotan  R. 

Cadet  Engineer,  1  October,  1871.    Graduated  30  May,  1874.    Assistant  Engineer, 
26  February,  1875. 
Edwards,  Philip. 

First  Lieutenant  Marine  Corps.     Killed  in  a  duel  IG  October,  1800. 
Edwards,  R.  Cr. 

Midshipman,  1  January,  1809.     Lieutenant,  9  December,  1814.     Died  19  January, 
1824. 
Edwards,  Richard  F. 

Third  Assistant  Engineer,  1  July,  1868.     Died  23  March,  1866. 
Edwards,  Sauinel  D. 

Acting  Third  Assistant  Engineer,  28  May,  1883.     Acting  Second  Assistant  Engi- 
neer, 5  December,  1864.     Honorably  discharged  22  September,  1865. 

Edwards,  Saumel. 

Midshipman,  9  March,  1838.     Passed  Midshipman,  20  May,  1844.     Master,  31 
April,  1853.     Lieutenant,  17  January,  1853.     Died  33  March,  1861. 
Edwards,  Shnbael  P. 

Acting  Ensign,  11  July,  1863.     Honorably  discharged  6  September,  1865. 

Edwards,  Thomas. 

Acting  Master,  23  October,  1861.     Acting  Volunteer  Lieutenant,  12  April,  1864. 
Honorably  discharged  25  February,  1866.     Dead. 
Edwards,  William. 

Sailmaker,  date  not  known.     Last  appearance  on  Records  of  Navy  Department 
for  1815.     Frigate  "  Q-uerrieri'eP 

Edwards,  W.  W. 

Midshipman,  1  September,  1811.     Killed  in  action  14  August,  1813. 

Egbert,  Daniel. 

Assistant  Surgeon,  23  August,  1839.     Passed  Assistant  Surgeon,  3  March,  1835. 
Surgeon,  20  February,  1838.     Retired  21  December,  1861.     Medical  Director  on 
Retired  list,  3  March,  1871.     Died  34  October,  1875. 
Egbert,  Daniel  B. 

Third  Assistant  Engineer,  8  October,  1861.     Resigned  31  January,  1865. 

Ege,  Oeorge  A. 

Mate,  13  February,  1864.    Resigned  15  June,  1865. 
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Egerton,  K.  IS. 

Midshipmau,  15  November,  1809.     Last  aiipearance  on  Records  of  Navy  DejJart- 
ment. 
£gertoii,  Ricliard. 

Midshipman,  1  January,  1809.    Resigned  21  May,  1810. 

Eggleston,  John  R. 

Midshipman,  3  August,  1847.     Passed  Midshipman,  10  June,  1853.     Master,  15 
September,  1855.     Lieutenant,  16  September,  1855.     Resigned  23  January,  1861. 
!Eggleston,  Newton. 

Acting  Third  Assistant  Engineer,  26  November,  1861.     Acting  Second  Assistant 
Engineer,  4  June,  1863.     Acting  First  Assistant  Engineer,  34  June,  1864.    Hon- 
orably discharged  4  December,  1865. 
Eguor,  Frederic. 

Acting  Third  Assistant  Engineer,  7  March,  1865.     Honorably  discharged  5  July, 
1866. 
£gster,  Cbarles  W. 

Acting  Third  Assistant  Engineer,  1  October,   1863.     Resigned  (Sick,)  1  March, 
1865. 
Ekiuan,  Charles. 

Mate,  17  December,  1863.    Acting  Ensign.     Resigned  8  April,  1865. 
£lberson,  Francis. 

Master,  28  April,  1813.     Resigned  10  March,  1815. 
Elbert,  Jobii  li. 

Midshipman,  18  May,  1809.     Resigned  1  July,  1811. 
Elbert,  Sauiiiel. 

Midshipman,  11  December,  1798.     Lieutenant,  4  March,  1803.     Died  20  December, 
1813. 
Eld,  Henry. 

Midshipman,  7  January,  1833.     Passed  Midshipman,  23  June,  1838.     Lieutenant, 
21  December,  1842.    Died  12  March,  1850. 
Elder,  Robert  B. 

Mate,  17   September,   1863.     Acting  Ensign,   6   October,  18C4.    Honorably  dis- 
charged 1  April,  1868. 
Eldredge,  Alpliens  S. 

Mate,  5  March,  1863.     Honorably  discharged  21  Januaiy,  1860. 
Eldredge.  Charles  H. 

Acting  Assistant  Paymaster,  10  July,  1801.     Assistant  Paymaster,  23  October, 
1801.     Paymaster,  6  February,  1862.     Pay.  Inspector,  3  July,  1871. 
Eldredge,  Edward. 

Acting  Second  Assistant  Engineer,  30  January,  18C3.     Resigned  21  April,  1803. 
Acting  Second  Assistant  Engineer,  5  May,  1802.     Acting  First  Assistant 'Enf^i- 
neer,  16  October,  1863.     Apjjointment  revoked  (Sick,)  28  January,  1804.         ° 
Eldredge,  Henry  C. 

Mate,  5  November,  1863.  Acting  Ensign,  20  February,  1865.  Honorablv  dis- 
charged 30  October,  1865.  ^ 

Eldredge,  John. 

Acting  Volunteer  Lieutenant,  13  August,  1801.    Appointment  revoked  20  August, 
1801. 
Eldredge,  Joseph  C. 

Purser,  3  February,  1847.    Pay  Director,  3  March,  1871.     Retired  list,  8  March, 
1880. 
Eldredge,  Joshna  H. 

Acting  Master,  13  June,  1801.  Acting  Volunteer  Lieutenant,  27  June  18C5 
Honorably  discharged  4  October,  1868.  Mate,  8  July,  1809.  Resigned  12  Jan- 
uary, 1870 
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Eldredge,  Robert  I>. 

Acting  Master,  3  August,  1861.      Appointment  revoked  (Sick,)  34  July,  1863. 
Acting  Ensign,  2  January,  1863.     Resigned  S  Marcli,  1864. 
Eldredge,  Robert  H. 

Mate,  5  September,  1863.    Honorably  discharged  7  August,  1865. 
Eldredge,  Sauinel. 

Mate,  30  February,  1864.     Resigned  35  March,  1865. 
Eldredge,  Sylvester  S. 

Acting  Ensign,  8  September,  1864.     Resigned  10  May,  1865 
Eldredge,  Wllliaiu  J. 

Acting  Ensign,  39  July,  1863.     Honorably  discharged  34  October,  1865, 
£ldrldge,  Uanlel. 

Master,  9  May,  1803.    Resigned  17  October,  1803. 
£ldrldge,  Daniel. 

Gmmer,  10  April,  1805.     Died  31  December,  1806. 
Eldridge,  Frank  XT. 

Cadet  Engineer,  1  October,  1873.     Graduated  21  June,  1875.    Assistant  Engmeer, 
1  July,  1877. 
£lledge,  John  W. 

Midshipman,  39  May,  1850.     Dismissed  34  January,  1851. 
Ellery,  Charles. 

Midshipman,  8  March,  1814.     Lieutenant,  13  January,  1835.     Dismissed  34  No- 
vember, 1830. 
Elleryt  Frank. 

Midshipman,  1  January,  1813.  Lieutenant,  28  March,  1820.  Reserved  list,  13 
September,  1855.  Commodore  on  Retired  list,  4  April,  1867.  Died  34  March, 
1871. 

Ellery,  Frank,  Jr. 

Midshipman,  25  September,  1866.  Graduated  7  June,  1870.  Ensign,  13  July, 
1873.     Master,  33  January,  1875.     Resigned  31  December,  1880. 

Ellery,  William. 

Acting  Master,  18  May,  1861.     Resigned  2  July,  1862.  , 

Ellery,  William  H. 

Mate,  38  September,  1861.     Resigned  8  October,  1863. 

Elliot,  Alfred. 

Midshipman,  23  Sejjtember,  1864.  Graduated  3  June,  1868.  Ensign,  19  April, 
1869.     Master,  13  July,  1870.     Died  10  April,  1873. 

Elliot,  Charles  W. 

Midshipman,  7  January,  1833.     Resigned  1  February,  1834. 

Elliot,  Samuel  B. 

Midshipman,  30  August,  1838.  Passed  Midshipman,  11  July,  1846.  Resigned  31 
February,  1853. 

Elliot,  Stephen  D. 

Midshipman,  1  March,  1837.    Resigned  13  September,  1833. 

Elliot,  William  «. 

Midshipman,  1  April,  1838.     Died  in  1831. 

Elliot,  Wilson. 

Midshipman,  9  April,  1800.     Resigned  30  July,  1803. 

Elliott,  Frank  C. 

Mate  1  February,  1870.     Appointment  revoked  3  October,  1871. 

Elliott,  Frederick. 

Actin"-  Ensign,  23  October,  1862.     Honorably  discharged  24  September,  1868. 

Elliott,  Ethan  A. 

Acting  Master  and  Pilot,  1  October,  1864.     Appointment  revoked  9  March,  1865. 
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Clliott,  George  W.  ^.   ,    ^^  tt       ^      -it- 

Carpenter,  15  August,  1848.     Warranted  17  July,  1850.     Died  at  Hampton,  Vir- 
ginia, 16  December,  1867. 

Elliott,  Jared  li. 

Chaplain,  13  July,  1838.     Resigned  18  October,  1843. 

Elliott,  Jared  li.  ,    ,  „  ,.t        x.      lor-i 

Acting  Master,  20  August,  1861.     Appointment  revoked  7  November,  1861. 

Elliott,  Jesse  D.  ^  ,       „.    t  i 

Midshipman,  2  April,  1804.     Lieutenant,  23  April,  1810.     Commander,  24  July, 
1813.     Captain,  27  March,  IHIS.     Died  10  December,  1845. 

Elliott,  John  B.  „  ,   t.  >  ioop 

Assistant  Surgeon,  20  May,  1829.     Passed  Assistant  Surgeon,  1   I^ebruary,  1806. 
Retired  8  May,  1861.     Died  5  June,  1^69. 

Elliott,  Joseph  W.  ^^         , ,     ,.    ,         ,  o„  a 

Acting  Third  Assistant  Engineer,  24  Jlay,  1864.     Honorably  discharged  25  bep- 

tember,  1803. 
Elliott,  St.  Clair. 

Midshipman,  2  April,  1804.     Resigned  26  July,  1815. 

Elliott,  William. 

Midshipman,  18  May,  1809.     Lieutenant,  4  February,  1815.     Last  appearance  on 
Records  of  Navy  Department,  1815.     Schooner  "  Torc/i." 

Elliott,  Williaiu  Henry. 

Midshipman,  27  September,  1861.     Graduated   September,  1865.     Ensign,  1  De- 
cember, 1866.     Master,  12  March,  1868.     Lieutenant,  26  March,  1869.    Resigned 
27  April,  1870. 
Elliott,  William  P. 

Midshipman,  26  September,  1867.  Graduated  6  June,  1871.  Ensign,  14  July, 
1872.    Master,  14  May,  1875. 

Ellis,  Edmund  C. 

Mate,  28  September,  1864.    Honorably  discharged  30  September,  1865. 

Ellis,  Elisha. 

Carpenter,  12  November,  1833.     Dismissed  33  May,  1835. 

Ellis,  Francis  E. 

Acting  Master,  25  February,  1862.     Resigned  6  April,  1865. 

Ellis,  George. 

Acting  Third  Assistant  Engineer,  8  September,  1863.  Honorably  discharged  29 
June,  1866. 

Ellis,  George  W. 

Acting  Third  Assistant  Engineer,  1  February,  1865.     Resigned  18  October,  1867. 

EUis,  John  D. 

Acting  Ensign,  Admiral  Dahlgreen's  Staff,  6  July,  1863.  Resigned  31  August, 
1864. 

Ellis,  Joseph  D. 

Mate,  19  November,  1861.  Acting  Ensign,  27  October,  1863.  Honorably  dis- 
charged 17  December,  1865. 

Ellis,  I-emnel  K. 

Acting  Gunner,  11  September,  1862.    Honorably  discharged  5  February,  1866. 
Ellis,  Leonard  K. 

Gunner,  3  February,  1853.  Resigned  31  January,  1859.  Gunner,  18  February, 
1861.  Dismissed  11  February,  1863.  Boatswain,  8  June,  1806.  Retired  list, 
7  October,  1876.     Died  at  Washington,  D.  C,  3  July,  1877. 

Ellis,  Richard. 

Acting  Ensign,  1  October,  1862.     Died  on  ''  Oreat  Western,"  5  September,  1863. 

Ellis,  Robert  N. 

Third  Assistant  Engineer,  8  August,  1861.  Second  Assistant  Engineer,  8  Decem- 
ber, 1864.     Resigned  15  October,  1867. 
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Ellis,  Saninel  B. 

Acting  Third  Assistant  Engineer,  7  June,  1862.  Acting  Second  Assistant  Engi- 
neer, 30  December,  1864.     Honorably  discliarged  12  January,  1866. 

£llis,  Samuel  W. 

Midshipman,  1  April,  1828.     Resigned  6  April,  1829. 

Ellis,  Thomas. 

Midshipman,  33  February,  1799.     Discharged   10  July,  1801,  under  Peace  Estab- 
lishment Act. 
Ellis,  William  P. 

Acting  Third  Assistant  Engineer,  14  September,  1868.  Acting  Second  Assistant 
Engineer,  9  February,  1865.     Honorably  discharged  27  October,  1SC5. 

Ellison,  F.  H. 

Lieutenant,  10  July,  1798.     Discharged  9  September,  1801,  under  Peace  Establish- 
ment Act. 
Ellison,  Francis  B. 

Midshipman,  28  May,  1819.     Lieutenant,  17  May,  1828.     Commander,  29  May, 
1850.     Captain,  2  March,  1857.    Retired  1  October,  1864.     Commodore  on  Re- 
tired list,  4  April,  1867. 
Ellison,  Francis  H. 

Master,  3  July,  1813.     Died  18  May,  1843. 

EUiter,  Jnlins. 

Acting  Third  Assistant  Engineer,  1  October,  1862.  Acting  Second  Assistant 
Engineer,  9  October,  1863.     Honorably  discharged  5  December,  1865. 

EUmore,  Charles  F. 

Mate,  14  September,  1863.     Honorably  discharged  20  February,  1866. 

Ellms,  Franklin. 

Acting  Ensign,  4  May,  1863.     Honorably  discharged  4  November,  1868. 

EUsniore,  Thomas.    , 

Mate,  2  December,  1863.     Honorably  discharged  20  October,  1865. 

Ellsworth,  John  T. 

Midshipman,  1  March,  1799.  Discharged  12  October,  1801,  under  Peace  Estab- 
lishment Act. 

Elmer,  Horace. 

Midshipman,  27  September,  1861.  Graduated  22  November,  1864.  Ensign,  1 
November,  1866.  Master,  1  December,  1866.  Lieutenant,  12  March,  1868. 
Lieutenant-Commander,  27  April,  1869. 

Elsepper,  Harry  S. 

Cadet  Engineer,  1  October,  1874.     Graduated  10  June,  1879. 

Elston,  John  W. 

Acting  Assistant  Surgeon,  7  October,  1870.     Resigned  1  August,  1874. 

Elton,  John  H. 

Midshipman,  4  July,  1805.    Lieutenant,  8  June,  1810.    Commander,  5  March,  1817. 
Died  38  September,  1823. 
Eltringham,  Alexander, 

Mate,  28  J  une,  1865.     Honorably  discharged  1  October,  1865. 

ElwelS,  Alonzo.  ,.„„,„         ,,     ,.    , 

Mate,  23  January,  1863.     Acting  Ensign,  7  March,  1864.     Honorably  discharged 

11  November,  1865. 

Elwell,  Robert  W. 

Acting  Ensign,  31  August,  1868.     Resigned  5  May,  1865. 

Elwell,  William  H. 

Acting  Ensign,  31  August,  1863.     Honorably  discharged  7  October,  1865. 

Elwvn,  Thomas  O.  Ja. 

Midshipman,  19  September,  1835.     Died  1  August,  1831. 
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Ely,  Griswold  T,. 

Acting    Assistant  Paymaster,   33   September,   1863.      Honorably   discharged  3t 
March,  1866. 
Ely,  Guy. 

Midshipman,  16  January,   1809.     Last  appearance  on  Records  of  Navy  Depart- 
ment, 1815.    Portland,  Massachusetts. 
Ely,  Jobn  H. 

Mate,  28  September,  1864.     Honorably  discharged  19  August,  1865. 

Ely,  Robert  B. 

Mate,  13  September,  1861.     Acting  Master,  31  January,  1863.     Acting  Volunteer 
Lieutenant,   on  recommendation  of  Commanding  Officer,  9  September,  1864. 
Honorably  discharged  30  May,  1865. 
Ely,  Theodore  B. 

Third  Assistant  Engineer,  26  June,  1856.     Second  Assistant  Engineer,  2  August, 
1859.     Died  23  September,  1861. 
Emannel,  Jonathan  Manly. 

Third  Assistant  Engineer,  25  August,  1862.     Second  Assistant  Engineer,  20  Feb- 
ruary, 1864.    First  Assistant  Engineer,  6  June,  1869. 
Emerson,  Andrew  li. 

Acting  Ensign,  15  September,  1862.     Acting  Master,  on  recommendation  of  Com- 
manding Officer,  19  May,  1864.    Honorably  discharged  6  August,  1865. 
Emerson,  Arthur  W. 

Acting  Master,  36  December,  1861. 
Emerson,  A.  W. 

Acting  Ensign,  18  February,  1865.     Honorably  discharged  21  October,  1865. 
Emerson,  Oeorge. 

Mate,  9  January,  1865.    Honorably  discharged  15  July,  1865. 
Emerson,  Oeorge  A. 

Acting  Assistant  Paymaster,  22  June,  1863.    Discharged  25  November,  1865. 
Emerson,  George  T. 

Mate,  35  Feoruary,  1864.     Appointment  revoked  28  February,  1865. 
Emerson,  lioring  O. 

Acting  Ensign    li  August,  1862.     Acting   Master,  on  recommendation  of  Com- 
manding Officer,  15  January,  1864.     Honorably  discharged  '2S  February,  1869. 
Hmerson,  Thomas  A. 

Acting  Assistan   Paymaster,  16  October,  1863.     Discharged  25  November,  1865. 
Emerson,  Thomas  li. 

Midshipman,  4  March,  1833.     Resigned  24  November,  1835. 
Emery,  Alfred  E. 

Acting  Assistant  Rurgeon,  80  March,  1802.     Appointment  revoked  29  June,  1863. 
Re-appointed  21  August,  1863.     Resigned  9  February,  1863. 
Emery^  Alfred  J. 

Mate,  18  February,  1864.     Resigned  13  January,  1865. 
Emery,  Caleb  J. 

Purser,  18  April,  1855.     Pay  Director,  3  March,  1871. 
Emery,  Charles  E. 

Third  Assistant  Engineer,  11  July,  1861.     Second  Assistant  Engineer  18  Decem- 
ber,  1862.    Resigned  26  December,  1867. 
Emery,  George  R. 

Acting  First  Assistant  Engineer,  19  September,  1861.     Resigned  9  December,  1861 
Emley,  E.  C. 

Mate,  S2  November,  1864.    Honorably  discharged  9  November,  1865. 
Emmerick,  Charles  F. 

Midshipman,  36  September,  1866.     Graduated  7  June,  1870.     Ensign,  13  Julv 
1873.    Master,  30  January,  1875.  6,    oouiv, 
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Emmet,  Cbristopher  T. 

Midshipman,  1  October,  1814.     Last  appearance  on  Records  of  Navy  Department 

15  Marcli,  1S22.     Dead. 
£muions,  George  ]>. 

Third  Assistant  Engineer,  3  May,  1859.     Second  Assistant  Engineer,  21  April,  1862. 
First  Assistant  Engineer,  20  May,  1863.     Chief  Engineer,  5  March,  1871.     Re- 
tired list,  31  October,  1879. 
£inmons,  George  F. 

Midshipman,  1  April,  1828.     Passed  Midshipman,  14  June,  1834.     Lieutenant,  25 
February,  1841.     Commander,  28  .January,   1856.     Captain,  7  February,  1863. 
Commodore,  20  September,  1868.     Rear-Admiral,  25  November,  1872.     Retired 
list,  23  August,  1873. 
Emmons,  George  T. 

Midshipman,  4  June,  1870.     Graduated  15  October,  1874.     Ensign,  17  July,  1875. 
Emmons,  William. 

Acting  Third  Assistant  Engineer,  26  August,  1863.  Honorably  discharged  16 
September,  1865. 

Emory,  William  Hensley. 

Midshipman,  23  September,   1862.     Graduated  June,  186G.     Ensign,  13  March, 
1868.     Master,  26  March,  1869.     Lieutenant,  31  March,  1870. 
Endicott,  Charles. 

Acting  Master,  13  August,  1861.     Appointment  revoked  20  January,  1862. 
Endicott,  M.  F. 

Civil  Engineer,  13  July,  1874. 
Enter.  Emile  J. 

Acting  Ensign,  8  May,  1864.     Honorably  discharged  15  June,  1867. 
Engard,  Albert  C. 

Acting  Third  Assistant  Engineer,  1861.  Resigned  11  October,  1863.  Third 
Assistant  Engineer,  17  March,  1863.  Second  Assistant  Engineer,  25  July,  1865. 
First  Assistant  Engineer,  11  January,  1873. 

Engell,  William  K. 

Mate,  12  September,  1861.  Acting  Ensign,  1  Marcli,  1865.  Honorably  discharged 
10  January,  1869. 

Enggren,  Charles  A. 

Acting  Third  Assistant  Engineer,  21  September,  1864.  Honorably  discharged  19 
October,  1867. 

Engle,  Frederick. 

Midshipman,  6  December,  1814.  Lieutenant,  13  January,  1825.  Commander,  8 
September,  1841.     Captain,  14  September,  1855.     Commodore  on  Retired  list, 

16  July,  1862.     Rear-Admiral,  Retired  list,  25  July,  1866.     Died  12  February, 
1868. 

Engles,  S.  Allen. 

Assistant  Surgeon,  34  July,  1849.  Passed  Assistant  Surgeon,  34  July,  1854.  Sur- 
creon,  24  April,  1861.     Retired  12  August,  18C3.     Died  38  February,  18G5. 

English,  Earl. 

Midshipman,  25  February,  1840.  Passed  Midshipman,  11  July,  1846.  Master,  1 
March,  1855.  Lieutenant,  14  September,  1855.  Lieutenant-Commander,  16 
July,  1863.  Commander,  25  July,  1866.  Captain,  38  September,  1871.  Chiei 
Bureau  Equipments  and  Recruiting,  20  November,  1878.    Commodore,  25  March, 


English,  George  B. 

Second  Lieutenant  Marine  Corps,  1  March,  1815.     Resigned  in  1817. 

English,  Henry  C. 

Acting  Midshipman,  29  September,  1863.     Ensign,  18  December,  1868.     Died  15 
August,  1869. 
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Snglish,  John  T. 

Acting  Third  Assistant  Engineer,  33  April,  1863.     Honorably  discharged  36  No- 
vember, 1865. 
English,  Morgan  H. 

Third  Assistant  Engineer,  31  November,  1857.      Second  Assistant  Engineer,  2 
August,  1859.     Died  23  December,  1863. 
English,  William  H. 

Mate,  39  June,  1863.     Honorably  discharged  1  January,  1866. 
Enos,  Albert  G. 

Midshipman,  7  November,  1840.     Dismissed  10  December,  1840. 
EntwisUe,  James. 

Third  Assistant  Engineer,  39  October,  1861.    Second  Assistant  Engineer,  3  August, 
1863.     First  Assistant  Engineer,  11  October,  1866. 
Eppes,  James  H. 

Acting  Third  Assistant  Engineer,  13  March,  1868.     Appointment  revoked  13  De- 
cember, 1864. 
Erben,  Henry. 

Midshipman,  17  June,  1848.     Passed  Midshipman,  13  June,  1855.     Master,  16 
September,  1855.     Lieutenant,  37  December,  1856.     Lieutenant-Commander,  16 
July,  1863.     Commander,  6  May,  1868.     Captain,- 1  November,  1879. 
Erickson,  Christian. 

Master,  15  August,  1813.     Last  appearance  on  Records  of  Navy  Department,  17 
February,  1814. 
Erickson,  Conrad. 

Acting  Engineer,  3  July,  1863.     Honorably  discharged  6  November,  1865. 
Ernest,  James  £. 

Mate,  1  October,  1863.    Acting  Ensign,  15  June,  1864.     Resigned  16  June,  1865. 
Ernest,  William  M. 

Mate,  33  April,  1863.     Acting  Ensign,  5  June,  1863.     Honorably  discharged  11 
December  1865. 

Erskine,  John  F. 

Gunner,  7  February,  1848.     Died  10  September,  1849. 
Ervin,  Henry  J. 

Acting  Carpenter,  19  February,  1864.     Honorably  discharged  35  December,  1865. 
Esenwein,  Augustus. 

Acting  Assistan   Paymaster,  3  August,  1861..     Dismissed  6  December,  1864. 
Eskerldge,  Vernon. 

Chaplain,  11  March,  1851.    Died  of  Yellow  Fever,  at  Portsmouth,  Virginia,  11 
September,  1855. 

Eskridge,  Alex. 

Midshipman,  1  January,  1812.     Lieutenant,  5  March,  1817.     Died  17  March,  1833. 
Esler,  James  S. 

Acting  Third  Assistant  Engineer,  18  April,  1864.     Honorably  discharged  23  July, 


Espy,  Janses  P. 

Professor  of  Mathematics,  7  May,  1843.     Resigned  5  July,  1845. 
Essex,  Edwin. 

Midshipman,  15  November,  1809.     Last  appearance  on  Records  of  Navy  Depart- 
ment, 28  April,  1817.     Dead. 
Essex,  James. 

Midshipman,  4  July,  1818.    Died  10  February,  1819. 
Estabrook,  Edward  !L. 

Mate,  14  October,  1864.     Honorably  discharged  19  May,  1866. 
Estabrooke,  Ethan. 

Professor,  30  October,  1843.     Dropped  4  September,  1848. 
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Estes,  Sepli. 

Acting  Ensign,  18  November,  1864.     Honorably  discharged  15  May,  1865. 
Ettiug,  Henry. 

Midshipman,  1  January,  1818.     (See  Purser.) 
Etting,  Henry. 

Purser,  7  November,  1836.     Pay  Director  on  Retired  list,  3  March,  1871.    Died  15 
February,  1876. 
Etting,  Theodore  91. 

Midshipman,  35  November,  1862.     Graduated  3  June,  1868.     Ensign,  19  April, 
1869.     Master,  13  July,  1870.     Lieutenant,  3  March,  1874.     Resigned  1  July, 
1877. 
Ettringtaam,  Robert  J. 

Mate,  1  October,  1863.     Acting  Ensign,  39  January,  1863.    Honorably  discharged 
1  December,  1865. 
Eustis,  Alexander  H. 

Midshipman,  4  January,  1833.     Resigned  8  June,  1835. 
Evans,  Amos  A. 

Assistant  Surgeon,  1  September,  1808.     Surgeon,  20  April,  1810.    Resigned  15 
April,  1834. 
ETans,  B'aruch  M. 

Carpenter,  date  not  known.     Last  appearance  on  Records  of  Navy  Department,  21 
Jime,  1819.     Dead. 
Erans,  Benjamin. 

Boatswain,  date  not  known.     Last  appearance  on  Records  of  Navy  Department. 

Evans,  Clarence  .A. 

Third  Assistant  Engineer,  17  March,  1868.     Resigned  4  September,  1865. 

Evans,  Edward  A. 

Midshipman,  1  January,  1808.  Last  appearance  on  Records  of  Navy  Department, 
35  March,  1808. 

Evans,  George. 

Master,  11  June,  1812.     Resigned  10  April,  1815. 

Evans,  fieorge  B. 

Midshipman,  31  May,  1800.     Lost  in  the  "  InaurgenV 

Evans,  George  W. 

Assistant  Surgeon,  30  June,  1834.     Lost  in  the  Steamer  "  PulasU,"  June,  1838. 

Evans,  Isaac  S. 

Acting  Third  Assistant  Engineer,  30  December,  1864.  Honorably  discharged  15 
May,  1865. 

Evans,  John. 

Midshipman,  17  December,  1810.     Lieutenant,  27  April,  1816.     Died  5  February, 
1835. 
Evans,  John,  Jr. 

Midshipman,  1  January,  1811.     Killed  in  action  1  June,  1813. 

Evans,  John. 

Acting  Second  Assistant  Engineer,  28  October,  1863.  Resigned  16  July,  1864. 
Acting  Second  Assistant  Engineer,  6  March,  1865.  Honorably  discharged  12 
July,  1866. 

Evans,  John. 

Mate,  1  February,  1864.     Resigned  August,  1865. 

Evans,  Richard.  ^-^    .-,■    ,        ^  m 

Acting  Second  Assistant  Engineer,  25  February,  1864.  Honorably  discharged  19 
November,  1865. 

Evans,  Richard  li. 

Mate,  13  February,  1864.    Honorably  discharged  14  August,  1865. 
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Evans,  Robley  I>. 

Acting  Midshipman,   20   September,   1860.      Acting   Ensign,   1    October,    1863. 
Master  on  Retired  list,  10  May,  1866.     Lieutenant  on  Retired  list,  3.5  July,  1866. 
Active  list,  25  January,  1867.     Lieutenant-Commander,  13  March,  1868.    Active 
list.     Commander,  13  July,  1878. 
Eraiis,  kSamnel. 

Midshipman,  11  May,  1798.     Lieutenant,  35  November,  1799.     Commander,  24 
April,  1806.     Captain,  4  July,  1812.     Died  2  June,  1824. 
Evans,  S.  W. 

Acting  Second  Assistant  Engineer,  36  September,  1863 
Evans,  Tbonias. 

Boatswain,  1  January,  1819.     Died  9  July,  183 
Evans,  Thomas. 

Midshipman,  23  October,  1830.     Resigned  4  February,  1835. 
Evans,  William. 

Mate,  24  May,  1865.     Honorably  discharged  9  November,  1865. 
Evans,  William  E. 

Acting  Midshipman,  4  June,  1853.     Midshipman,  20  June,  1856.     Passed  Mid- 
shipman, 29  April,  1859.     Master,  5  September,  1859.     Resigned  3  February, 
1861. 
Everdean,  Charles  S. 

Mate,  30  August,  1863.     Honorably  discharged  29  May,  1808. 
EveiHling,  John. 

Third   Assistant   Engineer,  3   December,    1861.     Second  Assistant  Engineer,  25 
August,  1863.     Resigned  19  June,  1864 
Evered,  Charles  P. 

Acting  Third  Assistant  Engineer,  2  September,  1864.     Resigned  5  May,  1865. 
Everett,  Alfred. 

Acting  Master  and  Pilot,  1  October,  1864.     Honorably  discharged   15  November, 
1865. 
Everett,  Delos. 

Acting  Third  Assistant  Engineer,  26  July,  1864.     Resigned  (Sick,)  28  October, 
1804. 
Everett,  James. 

Chaplain,  28  December,  1818.     Resigned  12  April,  1837. 
Everett,  Thomas  H. 

Midshipman,  1  January,  1818.     Last  appearance  on  Records  of  Navy  Department, 
1818.     Resigned. 
Everett,  William  B. 

Midshipman,  1  February,  1823.     Dismissed  8  June,  1831. 
Everett,  W^illiam  E. 

Third  Assistant  Engineer,  1  September,  1845.     Second  Assistant  Engineer,   10 
June,  1847.     First  Assistant  Engineer,  31   October,   1848.     Chief  Engineer,  30 
August,  1853.     Resigned  30  November,  1850. 
Everett,  William  II. 

Midshipman,  23  July,  1863.     Graduated  3  June,  18C8.     Ensign,   19  April,  1869. 
Master,  12  July,  1870.     Lieutenant,  13  December,  1873. 
Everhardt,  John  H. 

Acting  Second  Assistant  Engineer,  1  October,  1862.     Acting  First  Assistant  Engi- 
neer, 28  November,  1863.     Honorably  discharged  20  November,  1865. 
Everhart,  John  J. 

Mate,  19  April,  1863.     Dismissed  2  July,  1864. 
Evers,  Edward. 

Assistant  Surgeon,  5  October,  1872.     Resigned  13  June,  1874. 
Eversfield,  Charles. 

Assistant  Surgeon,  29  May,  1843.     Passed  Assistant  Surgeon,  13  February,  1850. 


GENERAL   NAVY  REGISTER.  241 

Surgeon,  15  August,  1857.     Medical  Inspector,  3  March,  1871.    Medical  Direc- 
tor, 29  June,  1873.     Died  5  October,  1873. 
Jt^Terson,  Albert. 

Acting  First  Assistant  Engineer,  16  December,  1802.     Resigned  11  August,  1863. 
Eversoii,  Alfred. 

Acting  Master,  3  December,  1861.     Resigned  6  April,  1865. 
Ererson,  Henjaniin. 

Acting  First  Assistant  Engineer,  1   October,  1863.     Honorably  discharged  1  De- 
cember, 1865. 

Esverson,  Liinns  J. 

Acting  Third  Assistant  Engineer,   19  December,  1863.     Acting  Second  Assistant 
Engineer,  17  November,  1864.     Honorably  discharged  17  September,  1865. 
Ewart,  Horatio. 

Carpenter,  date  not  tnown.     Last  appearance  on  Records  of  Navy  Department. 
Ewell,  Edward. 

Acting  Third  Assistant  Engineer,  5  January,  1864.     Honorably  discharged  6  De- 
cember, 1865.  I 

Ewell,  Tbonias. 

Surgeon,  16  January,  1808.     Resigned  5  May,  1813. 
Ewen,  Warren. 

Acting  Third  Assistant  Engineer,  7  January,  1863.     Acting  Second  Assistant  En- 
gineer, 13  December,   1863.     Acting  First  Assistant  Engineer,  13  November, 
1863.    Honorably  discharged  13  November,  1865. 
Ewer,  G.  IF. 

Acting  Master,  18  November,  1>861.    Appointment  revoked  (Sick,)  33  September, 
1864. 
Ewer,  John. 

Acting  Master^?  August,  1861.     Resigned  16  October,  1863. 
Ewlng,  John  JH. 

Mate,  5  February,  1864.     Resigned  (Sick,)  15  September,  1864. 
Ewing,  Robert  T. 

Acting  Third  Assistant  Engineer,  17  August,  1863. 
Eytlnge,  Henry  S. 

Acting  Volunteer  Lieutenant,  36  August,  1861.     Appointment  revoked  1  Decem- 
ber, 1863. 
Eytinge,  Henry  S.,  Jr. 

Mate,  1  December,  1863.    Deserted  1  April,  1865. 

Fabens,  George  O. 

Acting  Ensign,  30  May,  1863.     Honora'bly  discharged  11  May,  1865. 
Fader,  David. 

Mate,  8  October,  1862.     Honorably  discharged  13  January,  1869.     Mate,  37  Janu- 
ary, 1870.     Resigned  6  June,  1871. 
Fagan,  Henry. 

Third  Assistant  Engineer,  5  September,  1860.     Name  stricken  from  the  rolls  of 
the  Navy,  8  July,  1861. 

Fagan,  James. 

Acting  Third  Assistant  Engineer,   6  January,   1863.     Acting  Second  Assistant 
Engineer,  34  February,  1863.    Honorably  discharged  19  November,  1865. 

Fagen,  Peter  W. 

Mate,  11  December,  1861.    Acting  Ensign,  16  November,  1864.     Honorably  dis- 
charged 20  March',  1868. 
Fahs,  Charles  T. 

Assistant  Surgeon,  19  April,  1851.     Passed  Assistant  Surgeon,   10  April,  1856. 
Surgeon,  1  May,  1861.     Dismissed  13  November,  1861. 

16 
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Fain,  Nicholas. 

Midshipman,  15  November,  1809.     Resigned  1  October,  1810. 
Fair,  John. 

Gunner,  8  July,  1815.     Resigned  14  June,  1835. 

Fairbairn,  John  O. 

Acting  Tliird  Assistant  Engineer,  33  April,  1863.     Acting  Second  Assistant  Engi- 
neer, 39  October,  1863.     Honorably  discharged  19  May,  1806. 

Fairbauk.  Allen. 

Mate,  18  September,  1866.     Mustered  out  8  September,  1868. 

Fairchild,  Charles. 

Acting  Assistant  Paymaster,  15  March,  1863.     Assistant  Paymaster,  30  June,  18C4. 
Resigned  6  December,  1864. 

Fairchild,  J.  K. 

Mate,  1  September,  1862.     Acting  Ensign,  3  April,  1863.     Honorably  dischargc<[ 
3  November,  1865. 
Fairchild,  liouis. 

Midshipman,  20  June,  1806.    Appointed  Purser,  29  September,  1813.     Lost  in  the 
"  Wasp,"  1815. 
Faircoit,  Charles  O. 

Acting  Third  Assistant  Engineer,  32  October,  1863.     Honorably  discharged  12 
October,  1865. 
Fairfax,  Archibald  B. 

Midshipman,  4  August,  1823.    Passed  Midshipman,  33  March,  1839.     Lieutenant, 
13  July,  1833.     Commander,  23  August,  1855.     Dismissed  18  April,  1861. 
Fairfax,  Donald  McBT. 

Midshipman,  12  August,  1837.     Passed  Midshipman,  29  June,  1843.     Master,  4 
August,  1850.     Lieutenant,  36  February,   1851.      Commander,  16  July,   1862. 
Captain,  25  July,  1866.     Commodore  24  August,  1873.     Rear-Admiral  11  July, 
1880. 
Fairfax,  OctaTius. 

Midshipman,  1  January,  1838.     Passed  Midshipman,  3  July,  1835.     Died  4  Janu- 
ary, 1837. 
Fairfax,  Reginald. 

Midshipman,  28  May,  1839.     Passed  Midshipman,  2  July,  1845.     Master,  8  Sep- 
tember, 1853.     Lieutenant,  28  April,  1854.     Resigned  15  April,  1861. 
Fairfield,  Jason  W. 

Acting  Assistant  Paymaster,  5  November,  1862.     Passed  Assistant  Paymaster,  28 
July,  1866.    Died  5  September,  1867. 
Fairfowl,  A.  W. 

Acting  First  Assistant  Paymaster,  31  March,  1863.     Honorably  discharged  7  No- 
vember, 1865. 
Fairlie,  Kobert  Y. 

Midshipman,  4  May,  1816.     EJBsigned  25  August,  1833. 
Failing,  William  A. 

Mate,  19  July,  18G7.     Resigned  15  July,  1870. 
Falconer,  R.  T. 

Assistant  Surgeon,  38  March,  1830.     Resigned  12  May,  1824. 
Fales,  Charles. 

Gunner,  30  October,  1S37.     Dropped  23  May,  1834. 
Fales,  IV. 

Acting  blaster,  28  January,  1862.    Died  from  injuries  received  on  the  "  Mmnesota" 
1  September,  1862. 
Fales,  Pliny  H. 

Acting  Third  Assistant  Engineer,  19  September,  1863.     Honorably  discharged  10 
June,  1868. 
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Fales,  William. 

Acting  Master,  9  October,  1861.     Honorably  discharged  2  November  1865 
Fallon,  James  E.  ' 

Third  Assistant  Engineer,  17  December,  1863.      Second  Assistant  Engineer,  8 
April,  1864.     Resigned  21  May,  1866.  b^ '^^h  o 

Fanning,  J.  B. 

Purser,  29  December,  1817.    Died  34  October,  1823. 
Fanning,  Nathaniel. 

Lieutenant,  5  December,  1804.     Died  30  September,  1805. 
Farenliolt,  Oscar  W. 

^''}t§  ^^^}S^'  19  August,  1864.     Ensign,  12  March,  1868.    Master,  18  December, 
1868.     Lieutenant,  21  March,  1870. 

Farewell,  William  G. 

Assistant  Surgeon,  10  November,  1868.     Passed  Assistant  Surgeon,  38  January, 

Fargo,  Ransom  J. 

Mate,  5  June,  1863.    Resigned  29  July,  1863. 
Faries,  George  G. 

Midshipman,  17  December,  1810.     Resigned  6  June,  1811. 
Farley,  William. 

Mate,  25  December,  1863.    Deserted  April,  1864. 
Farmer,  Benjamin  A. 

Acting  Third  Assistant  Engineer,  1   October,  1862.     Acting  Second  Assistant 
Engineer,  5  July,  1864.     Honorably  discharged  28  September,  1865. 
Farmer,  Edward. 

Third  Assistant  Engineer,  3  May,  1859.     Second  Assistant  Engineer,  16  October, 
1861.     First  Assistant  Engineer,  30  May,  18C3.     Chief  Engineer,  4  March,  1871. 
Farmer,  Henry. 

Acting  Third  Assistant  Engineer,  17  October,  1801.     Acting   Second  Assistant 
Engineer,  36  February,  1864.     Honorably  discharged  34  August,  1866. 
Farmer,  John  W. 

Acting  Ensign,  14  December,  1863.     Honorably  discharged  29  August,  1865. 
Farnham,  Bela  M. 

Acting  Assistant  Paymaster,  33  September,  1864.     Discharged  7  June,  1865. 
Farnsworth,  John. 

Midshipman,  35  September,  1869.     Graduated  1  June,  1874.    Resigned  30  June, 
1877. 
Far  on,  Edward. 

Third  Assistant  Engineer,  1  September,  1845.     Second  Assistant  Engineer,   10 
July,  1847.    First  Assistant  Engineer,  31  October,  1848.    Resigned  1  June,  1849. 
Aeting  Chief  Engineer,  13  March,  1863.    Appointment  revoked  31  July,  1863. 
Faron,  George. 

Acting  First  Assistant  Engineer,  9  May,  1861.     Honorably  discharged   24  May, 
1868. 
Faron,  John. 

Third  Assistant  Engineer,  81  October,  1848.     Second  Assistant  Engineer,  26  Feb- 
ruary, 1851.    First  Assistant  Engineer,  21  May,  1853.    Chief  Engineer,  23April, 
1859.     Lost  on  the  "  Tecumseh"  5  August,  1864. 
Faron,  John,  Jr. 

First  Assistant  Engineer,  15  November,  1887.     Chief  Engineer,  13  January,  1840. 
Resigned  3  April,  1848. 
Faron,  Boherft  D. 

Acting  Third  Assistant  Engineer,  7  October,  1862.     Acting  Second  Assistant  En- 
gineer, 39  September,  1864.     Appointment  revoked  (Sick,)  9  December,  1864. 

Farquhar,  Norman  H. 

Acting  Midshipman,  37  September,  1854.    Midshipman,  9  June,  1859.     Lieutenant, 
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31  August,  1861.     Lieutenant-Commander,  5  August,   1865.      Commander,  12 
December,  1873. 
Farqnharson,  A.  J. 

Assistant  Surgeon,  26  April,  1847.     Passed  Assistant  Surgeon,  36  April,  1853. 
Resigned  2  1  September,  18.55. 
Farragnt,  Darid  G. 

Midshipman,  17  December,  1810.     Lieutenant,  13  January,  1835.     Commander,  8 
September,  1841.     Captain,  14  September,  1855.     Rear-Admiral,  16  July,  1862. 
Vice-Admiral,  81  December,  1864.     Admiral,  36  July,  1866.     Died  14  August, 
1S70. 
Farragnt,  George. 

Master,  2  March,  1807.     Dismissed  35  March,  1814. 
Farragnt,  W.  A.  C 

Midshipman,  16  January,  1809.      Lieutenant,  9  December,   1814.      Dropped  13 
September,  1855.     Commissioned  Lieutenant  from  9  December,  1814,  on  Reserved 
list.     Died  30  December,  1859. 
Farrand,  Ebenezer. 

Midshipman,  4  March,  1833.     Passed  Midshipman,  33  March,  1839.     Lieutenant, 
3  March,  1831.     Commander,  10  July,  1854.     Resigned  31  January,  1861. 
Farrand,  Janie!^  B. 

Acting  Second  Assistant  Engineer,  13  November,  1863.     Acting  First  Assistant 
Engineer,  26  May,  1865.     Honorably  discharged  7  October,  18C8. 
Farrar,  Jarvis  G. 

Mate,  11  July,  1863.     Drowned  near  Bogue  Inlet,  North  Carolina,  10  June,  1864. 
Farrar,  TVilllain  C 

Midshipman,  1  April,  1836.     Passed  Midshipman,  28  April,  1833.     Died  24  Feb- 
ruary, 1835. 
Farrell,  Edward. 

Mate,  13  October,  1863.     Deserted  17  October,  1863. 
Farrell,  James. 

Boatswain,  30  July,  1875. 
Farrell,  James  W. 

Acting  First  Assistant  Engineer,  3  September,  1863.     Honorably  discharo-ed  9 
July,  1865. 
Farrell,  Rodger. 

Mate,  5  September,  1863.     Acting  Ensign,   19  January,  1864.     Appointment  re- 
voked 17  November,  1865. 
Farrell,  Thomas  M. 

Acting  Ensign,  27  December,  1862.     Acting  Master,  39  June,  1863.     Honorably 
discharged  7  December,  1865. 

Farrer,  Frank  M. 

Acting  First  Assistant  Engineer,  8  January,  1864.    Honorably  discharged  29  Julv 
1865.  " 

Farrer,  George  W. 

Acting  First  Assistant  Engineer,  10  September,  1801.     Acting  Chief  Engineer,  19 
January,  1863.     Honorably  discharged  26  October,  1865. 
Farrer,  Solon. 

Acting  First  Assistant  Engineer,  4  October,  1861.     Acting   Chief  Engineer,  19 
January,  1863.     Honorably  discharged  16  October,  1865. 
Farris,  John. 

Gunner,  23  September,  1813.     Last  appearance  on  Records  of  Navy  Department, 
for  1815.     Sloop  "  JS'TOZic." 

Farroat,  Thomas  G. 

Acting  Third  Assistant  Eagineer,  20  December,  1861.     Appointment  revoked 
(Sick,)  8  November,  1864. 
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Far r on,  Jaiues. 

Acting  Third  Assistant  Engineer,  34  November,  1863.  Honorably  disohargetf  32 
August,  1865.  '' 

Farrow,  William. 

Boatswain,  5  May,  1838.     Resigned  16  July,  1839. 
Farwell,  Angiistus. 

Mate.    Dismissed  9  January,  1863. 
Farwell,  Joseph  M. 

Acting  Master,  24  June,  1861.     Resigned  19  April,  1863. 
Fassett,  Thomas  O. 

Sailmaker,  5  June,  1861. 
Fassig,  B.  F. 

Assistant  Surgeon,  14  July,  1871.     Died  10  May,  1875. 
Fassonx,  Peter,  Jr. 

Midshipman,  16  January,  1809.     Resigned  18  February,  1813. 
Fatio,  !L.  C. 

Midshipman,  8  March,  1'822.     Resigned  7  July,  1829. 
Faucon,  Edward  H. 

Acting  Master,  33  July,  1861.     Acting  Volunteer  Lieutenant,  4  October,  1863. 
Honorably  discharged  4  September,  1865. 
Fanl,  William  J. 

Acting  Third  Assistant  Engineer,  9  December,  1863.  Houorably  discharged  9 
November,  1865.  Acting  Third  Assistant  Engineer,  1  December,  1866.  Mus- 
tered out  12  December,  1868. 

Faulkner,  W^illiam  D. 

Acting  Chief  Engineer,  1  October,  1863.     Resigned  10  October,  1864. 
Faunce,  George  A. 

Mate,  35  January,  1863.  Acting  Ensign,  20  July,  1868.  Honorably  discharged 
11  November,  1865. 

Faunce,  Peter. 

Mate,   13  October,  1861.     Acting  Ensign,  15  June,  1863.     Honorably  discharged 

15  July,  1867. 
Fauntleroy,  C.  M. 

Midshipman,  3  March,  1838.     Passed  Midshipman,  30  May,   1844.     Master,    16 
October,  1851.     Lieutenant,  2  November,  1852.     Dismissed  13  May,  1801. 
Fauntleroy,  D. 

Purser,  7  July,  1884.     Died  31  August,  1853. 
Fauntleroy,  W.  H. 

Midshipman,  2  March,  1841.     Passed  Midshipman,  10  August,  1847.     Resigned 

16  August,  1849. 
Fautli,  Henry. 

Third   Assistant  Engineer,  16  February,   1853.     Second  Assistant  Engineer,  37 

June,  1855.     Resigned  29  August,  1856. 
Fawdry,  D.  C 

Acting  Assistant  Surgeon,  7  September,  1864.     Honorably  discharged  10  October, 

1865. 

Fawk.es,  Thomas. 

Acting  Second  Assistant  Engineer.     Appointment  revoked  (Sick,)  23  September, 
1864. 
Faxon,  Josiah. 

Sailmaker,  23  October,  1841.    Died  30  June,  1844. 

Faxon,  W^illiani  H. 

Acting  Assistant  Surgeon,  33  July,  1865.     Honorably  discharged  31  November, 
1870. 
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Fay,  Jouas. 

xVssistant  Surgeon,  30  June,  1799.     Commission  returned  31  September,  1800. 
Fay,  Joslab  S. 

Acting  Third  Assistant  Engineer.     Resigned  10  December,  1863. 
Fay,  W.  Gaston. 

Acting  Assistant  Paymaster,  31  December,  1863.     Resigned  35  Novenibei',  1863 
Fearing,  William  fi. 

Mate,  3  January,  1864.     Resigned  14  March,  1865. 

Feaster,  Joseph. 

Assistant  Naval  Constructor,  39  July,  1875. 

Featlierslon,  John. 

Boatswain,  7  December,  1841.     Warranted  1  December,  1846.     Died  30  October, 
1853. 
Febiger,  John  C. 

Midshipman,  4  September,  1838.  Passed  Midshipman,  30  May,  1844.  Master,  13 
July,  1853.  Lieutenant,  30  April,  1853.  Commander,  37  August,  1863.  Cap- 
tain, 6  May,  1868.     Commodore,  9  August,  1874. 

Fechteler,  Augustus  F. 

Cadet  Midshipman,  5  June,  1873.     Graduated  18  June,  1879. 
Fegan,  John  R. 

Mate,  31  December,  1861.     Dismissed  38  June,  1863. 
Feilburg,  Ulric. 

Acting  Ensign,  9  June,  1863.     Honorably  discharged  18  September,  1865. 
Felch,  Cheever. 

Chaplain,  13  May,  1815.     Resigned  39  August,  1835. 
Felch,  C.  Li. 

Mate,  4  December,  1867.     Appointment  revoked  14  March,  1873. 
Felix,  Ambrose. 

Mate,  30  November,  1861.     Acting  Ensign,  14  May,  1863.     Honorably  discharged 
31  December,  1865. 
Fell,  Robert. 

Carpenter,  6  June,  1803.     Resigned  14  February,  1820. 
Fellows,  Caleb. 

Mate,  8  September,  1863.     Resigned  34  September,  1868. 
Felt,  John. 

Carpenter,  9  June,  1803.     Resigned  16  May,  1806. 
Feltas,  William  H. 

Midshipman,  1  September,  1811.     Last  appearance  on  Records  of  Navy  Depart- 
ment, 1815.     Brooklyn. 
Felter,  Jacob. 

Midshipman,  10  July,  1805.     Broke  by  Court  Martial,  3  March,  1808. 
Fentlall,  Benjamin. 

Master,  26  September,  1800.     Discharged  8  June,  1801,  under  Peace  Establish- 
•  ment  Act. 
Fendall,  John. 

Midshipman,  10  July,  1805.     Resigned  4  January,  1808. 
Fendall,  T.  H.  M. 

Assistant  Surgeon,  28  August,  1800.  Discharged  8  June,  1801,  under  Peace 
Establishment  Act. 

Fengar,  Alvan  A. 

Acting  Master,  11  June,  1861.     Resigned  7  August,  1861. 

Fengler,  Richard. 

Acting  Second  Assistant  Engineer,  10  October,  1863.  Honorably  discharged  18 
December,  1865. 
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Fennell,  David  D. 

Acting  Third  Assistant  Engineer,  14  December,  1863.    Acting  Second  Assistant 
Engineer,  17  March,  1865.     Honorably  discharged  19  December,  1867. 
Fenuer,  Jeremiah. 

Lieutenant,  9  March,  1799.     Discharged  9  July,  1801,  under  Peace  Establishment 
Act. 

Fennimore,  Wesley. 

Third  Assistant  Engineer,  4  May,  1863.     Resigned  12  October,  1865. 
Fen  no,  George. 

Midshipman,  30  June,  1799.     Resigned  30  May,  1800. 
Feuton,  Ashbel. 

Purser,  14  October,  1799.    Discharged  18  November,  1801,  under  Peace  Establish- 
ment Act. 
Fentress,  IValter  F.  II. 

Mate,  11  December,  1861.     Acting  Ensign,  27  August,  1862.    Acting  Master,  24 
January,  1863.    Honorably  discharged  13  September,  1867. 
Ferebee,  N.  McPberson. 

Assistant  Surgeon,  13  September,  1873.    Passed  Assistant  Surgeon,  11  January, 
1876. 
Ferguson,  Fdward  li. 

Acting  Third  Assistant  Engineer,  16  September,  1861.    Acting  First  Assistant 
Engineer,  39  May,  1863.     Dismissed  13  January,  1863. 
Ferguson,  James. 

Midshipman,  33  May,  1800.     Discharged  4  June,  1804,  under  Peace  Establishment 
Act. 

Ferguson,  James. 

Sailmaker,  34  February,  1835.     Died  at  Philadelphia,  23  July,  1869. 

Ferguson,  James. 

Master,  37  May,  1814.     Reserved  list,  10  October,  1855.    Died  at  Rio  de  Janeiro, 
4  December,  1858. 
Ferguson,  James  li. 

Midshipman,  9  September,  1841.     Resigned  5  March,  1847. 

Ferguson,  John  F. 

Acting  Master,  11  July,  1861.     Resigned  30  March,  1863. 

Ferguson,  William. 

Acting  Ensign,  34  January,  1863.     Acting  Master,  18  January,  1864.    Honorably 
discharged  30  November,  1865. 
Ferguson,  William  J. 

Gunner,  3  August,  1861. 
Fernald,  Benjamin  E. 

Carpenter,  30  February,  1873. 

Fernald,  Charles  C. 

Acting  Third  Assistant  Engineer,  6  September,  1864.    Honorably  discharged  31 
Septemfcer,  1865. 

Fernald,  Charles  H. 

Mate,  28  April,  1863.     Acting  Ensign,  6  August,  1864.    Honorably  discharged  20 
August,  1865. 

Fernald,  Frank  li. 

Assistant  Naval  Constructor,  4  May,  1871.     Naval  Constructor,  13  March,  1875. 

Fernald,  Joseph. 

Acting  Second  Assistant  Engineer,  35   August,   1863.     Honorably  discharged  5 
July,  1865. 

Fernald,  Mark.  ^     ^^t 

Lieutenant,  10  June,  1879.    Last  appearance  on  Records  of  Navy  Department. 
Fernald,  Theodore. 

Boatsv?ain,15  March,  1836.    Resigned  6  October,  1836. 
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Ferney,  Tlioinaiii  H. 

For  duty  at  N.  Rendezvous,  New  Bedford,  Massachusetts,  11  June,  1SG3.  Appoint- 
ment revoked,  Rendezvous  having  closed,  21  April,  1865.  Acting  Ensign,  Coast, 
Survey  Duty,  19  May,  1866.     Mustered  out  30  November,  1868. 

Midshipman,  26  March,  1800.  Discharged  14  July,  1801,  under  Peace  Establish- 
ment Act. 

Ferrall,  Thomas  €.  ,      ■     -,  iocn 

Carpenter,  31  May,  1850.     Warranted  19  May,  1853.     Dismissed  6  April,  185U. 

Ferrell,  Joseph  1.  ,  .     ,^  ^ 

Acting  Assistant  Paymaster,  1  November,  1864.  Honorably  discharged  li,>  Octo- 
ber, 1865. 

Acting  Third 'Assistant  Engineer,  10  July,  1863.  Honorably  discharged  20  No- 
vember, 1865. 

Ferrler,  William  A. 

Acting  Gunner, 4  December,  1862.  Resigned  21  September,  1864.  Acting  Gunner, 
10  February,  1865.  Honorably  discharged  9  August,  1866.  Mate,  11  January,. 
1870.    Gunner,  8  July,  1872. 

Ferris,  George. 

Acting  Master,  21  October,  1861.     Resigned  28  February,  1865. 

Ferris,  Henry  R. 

Mate,  24  November,  1863. 

Ferris,  John. 

Boatswain,  30  July,  1833.     Last  appearance  on  Records  of  Navy  Department. 

Ferris,  John  D. 

Mate,  3  September,  1863.    Resigned  7  November,  1863. 

Ferris,  John  D. 

Acting  Third  Assistant  Engineer,  9  July,  1864.     Honorably  discharged  2  Octo- 
ber, 1865. 
Ferriss,  Jonathan  I>. 

Master,  28  February,  1809.     Lieutenant,  13  July,  1832.     Died  13  November,  1855.. 

Fewkes,  Thomas. 

Acting  Second  Assistant  Engineer,  10  August,  1863.  Appointsnent  revoked  22 
September,  1864. 

Fickbohm,  Herman  F. 

Midshipman,  31  July,  1866.  Graduated  7  June,  1870.  Ensign,  13  July,  1871. 
Master,  6  January,  1874.     Lieutenant,  24  February,  1880. 

Fickett,  lievi  S. 

Acting  Ensign,  17  September,  1862.  Acting  Master,  on  recommendation  of  Com- 
manding Officer,  26  April,  1864.     Honorably  discharged  7  December,  1868. 

Fiehl,  John. 

Acting  Third  Assistant  Engineer,  9  May,  1864.     Honorably  discharged  18  July, 
1866. 
Field,  Ambrose  D. 

Midshipman,  1  December,  1809.  Last  appearance  on  Records  of  Navy  Depar- 
ment,  1815.     Frigate  "  Gonstitution." 

Fiel«l,  Charles  A. 

Acting  Gunner,  12  September,  1863.     Drowned  6  October,  1868. 
Field,  Edward. 

Assistant  Surgeon,  6  August,  1799.     Last  appearance  on  Records  of  Navy  Depart- 
ment, 6  July,  1801. 
Field,  Edward  A. 

Midshipman,  23  July,  1865.  Graduated  4  June,  1869.  Ensign,  12  July,  1870. 
Master,  26  December,  1871.     Lieutenant,  10  February,  1875. 
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Field,  Jacob  T. 

Acting  Assistant  Surgeon,  9  March,  1863.     Honorably  discharged  13  October, 
1865. 
Field,  John  H. 

Mate,  24  October,  1861.     Acting  Ensign,  28  October,  1862.     Resigned  ^9  October, 
1863. 
Field,  Josepli. 

Midshipman,  7  December,  1799.  Discharged  9  June,  1800,  under  Peace  Establish- 
ment Act. 

Field,  Mannsell  B. 

Midshipmauj  25  February,  1863.     Graduated  June,  1866.     Ensign,  13  March,  1868. 
Master,  26  March,  1869.     Lieutenant,  21   March,  1870.     Resignation  accepted  1 
April,  1873. 
Field,  Robert. 

Midshipman,  1  September,  1811.     Lieutenant,  27  April,  1816.     Resigned  4  Octo- 
ber, 1822. 
Field,  Samuel  H. 

Acting  Ensign,  17  September,  1862.  Appointment  revoked  (Sick,)  25  May,  1863. 
Acting  Ensign,  2  October,  1863.  Acting  Master,  on  reconiiriendatiou  of  Com- 
manding Officer,  2  April,  1864.     Honorably  discharged  5  July,  1865. 

Field,  Timothy  B. 

Midshipman,  1  March,  1825.     Resigned  18  July,  1831. 

Field,  Wells  liaflin. 

Acting  Midshipman,  20  November„1862.  Ensign,  18  December,  1868.  Master, 
21  March,  1870.     Lieutenant,  21  March,  1871. 

Field,  William. 

Mate,  29  September,  1861.     Acting  Ensign,  15  June,  1863.     Honorably  discharged 
12  April,  1868. 
Field,  Will  am. 

Mate,  26  April  1865.     Honorably  discharged  15  September,  1866. 

Fife,  George  S. 

Acting  Assistant  Surgeon,  20  October,  1863.  Assistant  Surgeon,  10  November, 
1866.    Dropped  31  December,  1867. 

Fife,  Joseph  A. 

Acting  Assistant  Surgeon,  22  May,  1863.    Resigned  9  September,  1864. 

Field,  William  H. 

Mate.     Appointment  revoked  20  May,  1863. 

Fillebrown,  George  B. 

Mate,  1861.     Appointment  revoked  5  February,  1862. 

Fillebrown,  Thomas  Scott.  .„,„     t,,    . 

Midshipman,  19  October,  1841.  Passed  Midshipman,  10  August,  1847.  Master, 
14  September,  1855.  Lieutenant,  15  September,  1855.  Lieutenant-Commander, 
16  July,  1863.     Commander,  35  July,  1866.     Captain,  6  January,  1874. 

Fillmore,  John  H. 

Cadet  Midshipman,  34  September,  1874.     Graduated  4  June,  1880. 

Finch,  William  B.  ^      ^^  ,^     , 

Midshipman,  30  June,  1806.  Lieutenant,  4  January,  1813.  Commander,  28  March, 
1830.     Captain,  21  February,  1831.     {See  Bolton.) 

Fincke,  Frederick  O.  G. 

Mate,  1  June,  1864.  Appointment  revoked  5  May,  I860.  Mate,  1  July,  1865. 
Appointment  revoked  27  September,  1865. 

Findlavi  James.  „  ,,     ,.    ,  ,   „n 

Acting  Second  Assistant  Engineer,  33  March,  1864.     Honorably  discharged  38 

September,  1865. 
*'*'*A*ting  Third  As'sistant  Engineer,  26  October,  1861.    Resigned  20  December,  1862. 
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Fink,  Joseph  H. 

Acting  Carpenter,  10  July,  1863.     Acting  Ensign,  32  April,  1865.     Honorably  dis- 
charged 21  March,  1866. 
Finleyson,  James. 

Mate.     Dismissed  15  September,  1863. 
Finn,  Dennis. 

Mate.    Dismissed  33  June,  1864. 
Finn,  James  H. 

Acting  Third   Assistant  Engineer,   17   July,   1864.      Honorably   discharged  34 
August,  1869. 
Finn,  W.  H. 

Mate,  11  February,  1864.     Resigned  (Sick,)  13  May,  1864. 
Finn,  Williaui. 

Acting  Third  Assistant  Engineer,  10  September,  1864.     Honorably  discharged  1'3 
October,  1868. 
Finnegan,  Patrick. 

Acting  Third  Assistant  Engineer,  13  January,  1862.     Resigned  1>3  August,  1863. 

Finnegan,  William. 

Acting  Gunner,  3  May,  1864.     Dismissed  29  October,  1864. 

Finnegan,  William. 

Acting  Third  Assistant  Engineer,  15  Septenfber,  1864.     Honora'bly  dfischaTged  15 
December,  1865. 
Finneniore,  Thomas  E. 

Midshipman,  20  February,  1813.     Lost  in  the  "  JSpervier,^''  1815. 
Finney,  Flkanah  C. 

Mate,  12  May,  1864.     Honorably  discharged  9  August,  1867. 
Finney,  George. 

Acting  Master,  27  December,  1861.    Honorably  discharged  28  October,  1865. 
Finney,  Robert. 

Mate,  35  January,  1863.     Resigned  13  October,  1863. 
Finnie,  Thomas. 

Acting  Second  Assistant  Engineer,  4  May,  1864.     Honorably  discharged  30  No- 
vember, 1865. 
Fischer,  Frederick  H. 

Acting  Ensign,  15  November,  1864.     Dismissed  17  November,  1865. 
Fish,  II.  Porter. 

Mate,  8  April,  1884.    Honorably  discharged  30  October,  1865. 
Fish,  William  W^. 

Acting  Third  Assistant  Engineer,  16  May,  1864.     Honorably  discharged  20  Sep- 
tember, 1865. 
Fisher,  Albert  H. 

Mate,  4  November,  1863.     Honorably  discharged  30  August,  1'865. 
Fisher,  Arthur  H. 

Third  Assistant  Engineer,  17  February,  1860.      Second  Assistant  Engineer,  27 
June,  1863.     First  Assistant  Engineer,  1  March,  1864.     Resigned  26  September, 
1870. 
Fisher,  Charles. 

Mate,  2.5  May,  1863.     Boatswain,  19  June,  1863.     Dismissed  6  December,  1865. 
Fisher,  Charles  A. 

ActingThird  Assistant  Engineer,  5  June,  1863.     Acting  Second  Assistant  Engi- 
neer, 16  December,  1863.     Honorably  discharged  13  December,  1865. 
Fisher,  Charles  F. 

Mate,  5  January,  1864.     Resigned  27  April,  1865. 
Fisher,  Clark. 

Third  Assistant  Engineer,  3  May,  1859.     Second  Assistant  Engineer,  1  July,  1861. 
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First  Assistant  Engineer,  30  May,  1863.     Chief  Engineer,  23  January,   1871. 
Resigned  27  March,  1872. 
Fisher,  £lstuer  ST. 

Midshipman,  31  September.  1873.     Graduated  SO  June,  1876.     Ensien,  37  October, 
1879. 

Fisber,  Frank. 

Mate,  5  June,  1863.     Acting  Ensign,  17  April,  1863.     Honorably  discharged  13 
November,  1865. 
Fislier,  Hendrick. 

Lieutenant,  20  .larch,  1799.     Last  appearance  on  Records  of  Navy  Department, 
30  May,  1799. 
Fisher,  Henry. 

Acting  Third  Assistant  Engineer,  9  December,  1863.     Honorably  discharged  7 
August,  1866. 
Fisher,  John. 

Master,  12  May,  1798.     Last  appearance  on  Records  of  Navy  Department. 
Fisher,  John. 

Carpenter,  20  March,  1823.     Dism^issed  18  June,  1838. 
Fisher,  John. 

Midshipman,  1  November,  1826.     Died  11  November,  1828. 
Fisher,  John. 

Mate,  28  January,  1862.    Resigned  9  September,  1862. 
Fisher,  John. 

Mate,  6  December,  1862.     Acting  Ensign,  3May,  1864.    Honorably  discharged  81 
October,  1865. 
Fisher,  John  I>. 

Midshipman,  18  Jmie,  1812.     Died  October,  1817. 
Fisher,  John  E. 

Midshipman,  19  June,  1799.    Discharged  11  May,  1801,  under  Peace  Establish- 
ment Act. 
Fisher,  John  F. 

Master,  11  May,  1799.     Last  appearance  on  Records  of  Navy  Department. 

Fisher,  John  P. 

Assistant  Surgeon,  22  September,  1800.     Resigned  5  June,  1801. 

Fisher,  John  P. 

Mate,  13  January,  1864.     Honorably  discharged  6  November,  1865. 

Fisher,  Joseph. 

Midshipman,  I.December,  1809.     Resigned  18  March,  1811. 

Fisher,  Rodney. 

Midshipman,  15  August,  1814.    Resigned  19  October,  1814. 

Fisher,  Thomas  !•. 

Mate,  8  November,  1863.    Honorably  discharged  6  January,  1866. 

Fisher,  William. 

Acting  Third  Assistant  Engineer,  3  July,  1863.     Appointment  revoked  (Sick,)  12 
October,  1864. 

Fisher,  William  H. 

Acting  Third  Assistant  Engineer,  10  December,  1864.     Honorably  discharged  13 
September,  1865. 

Fisher,  William  W. 

Gunner,  16  November,  1848.    Resigned  14  November,  1853. 

Fisk,  Addison. 

Acting  Gunner,  8  December,  1864.    Honorably  discharged  30  September,  1865. 

Fisk,  James  W. 

Acting  Ensign,  13  October,  1864.     Resigned  27  April,  1865. 
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Fisk,  Pliotius. 

Chaplain,  U  March,  1842.     (See  Kamsales.)     Rotired  list,  18  July,  1864. 
Fisk.  Squire. 

Master,  7  May,  1813.     Dismissed  23  August,  1816. 
Fisk,  S.  Hf. 

Acting  Assistant  Surgeon,  28  May,  1861.    Resigned  25  January,  1864. 

Fisk,  Timothy  W. 

Midshipman,  3  March,  1839.     Died  16  February,  1845. 
Fisk,  William. 

Acting  Gunner,  14  November,  1862.     Died  6  August,  1863. 

Fiske,  Bradley  A. 

Midshipman,  23  September,  1870.     Graduated  1  June,  1874.     Ensign,  17  July^ 
1875. 
Fiske,  Fdward  W. 

Mate.     Resigned  11  April,  1864. 

Fiske,  Samuel. 

Third  Assistant  Engineer,  9  March,  1858.     Resigned  13  June,  1858. 

Fister,  Thomas  D. 

Acting  Midshipman,  39  September,  1855. 
Fiteh,  B.  F.  D. 

Acting  Assistant  Paymaster,  24  May,  1862.     Resigned  15  October,  1864. 
Fitch,  Charles  T. 

Acting  Assistant  Paymaster,  17  December,  1861.    Died  on  "  Tio(/a,^^  22  June,  1864. 
Fitch,  Elisha. 

Professor  of  Mathematics,  25  September,  1831.     Died  15  October,  1889. 
Fitch,  Henry  W. 

Third  Assistant  Engineer,  3  May,  1859.     Second  Assistant  Engineer,  3   October,. 
1861.    First  Assistant  Engineer,  20  May,  1863.     Chief  Engineer,  4  March,  1871. 
Fitch,  L,e  Roy. 

Acting   Midshipman,   1    October,   1851.      Passed   Midshipman,   29    April,  1859. 
Master,  5  September,  1859.    Lieutenant-Commander,  21  September,  1862.    Com- 
mander, 28  August,  1870.     Died  13  April,  1875. 
Fitch,  Reuben. 

Third   Assistant   Engineer,    26   August,    1859.      Second   Assistant   Engineer,   29 
October,  1861.     First  Assistant  Engineer,  1  October,  18G3.     Resigned  19  April, 
1869. 
Fitch,  Thomas  W. 

Third  Assistant  Engineer,  23  June,  1863.  Second  Assistant  Engineer,  25  July, 
1866.  First  Assistant  Engineer,  8  October,  1873.  Resigned  31  December. 
1875. 

Fitchett,  SylTans  W. 

Mate,  30  December,  1861.     Resigned  14  August,  1862. 
Fithian,  Edwin. 

Third   Assistant  Engineer,  31   October,   1848.      Second   Assistant   Engineer,  26 
February,  1851.     First  Assistant  Engineer,  15  December,  1853.     Chief  Engi- 
neer, 23  October,  1859. 
Fitzgerald,  Edward. 

Purser,  35  April,  1813.     Died  37  February,  1857. 
Fitzgerald,  Thomas. 

Acting  Second  Assistant  Engineer,  13  June,  1864.  Honorably  discharged  9  Sep- 
tember, 1865. 

Fitzgerald,  William  A. 

Mate,  14  June,  1864.     Honorably  discharged  13  November,  1S60. 
Fitzgerald,  William  B. 

Midshipman,  30  January,  1838.     Passed  Midshipman,  20  May,  1844.     Master,  21 
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November,  185t.     Lieutenant,  4  November,  1852.     Reserved  list,  13  Septemlier 
1355.     Resignedl5  April,  1861. 
f  itzbngli,  Andrew. 

Midshipman,  9  June,  1811.     Lieutenant,  27  April,  1S16.     Commander,  9  February, 
1837.     Captain,  14  February,  1843.     Died  2  October,  1850. 
Fitzbngh,  €.  C. 

Jlidshipman,  date  not  known.     Last  appearance  on  Records  of  Navy  Department. 
Fitxliiigli,  Cole. 

Midshipman,  15  November,  1809.     Resigned  28  April,  1810. 
Fitzhngb,  €reorge. 

Master,  10  July,  1812.      Last  appearance  on  Records  of  Navy  Department,  17 
July,  1812.     Discharged. 
Fitzliiigli,  John,  Jr. 

Assistant  Surgeon,  28  December,  1818.     Died  6  July,  1826. 
Fitzbugb,  Robert. 

Midshipman,  1  January,  1825.     Passed  Midshipman,  4  June,  1831.     Resigned  18 
December,  1838. 
Fitzbugb,  W.  E. 

Midshipman,  2  February,  1847.     Dismissed  7  July,  1847. 
Fitzbugb,  William  F. 

Midshipman,  20  November,  1848.     Passed  Midshipman,   15  June,  1854.     Master, 
16  September,  1855.     Lieutenant,  15  December,  1855.     Lieutenant-Commander, 
16  July,  1862.     Commander,  25  July,  1866.     Captain,  25  November,  1876. 
Fitzosborn,  Henry  W. 

Gunner,  9  May,  1857.     Resigned  24  December,  1864. 
Fitzpatriok,  James. 

Acting  Master,  1  October,  1862.     Honorably  discharged  30  December,  1865. 
Fitzpatriok,  James. 

Acting  Third  Assistant  Engineer,  26  Februarv,   1864.     Honorably  discharged   9 
December,  1868. 
Fitzpatrick,  Jobn  F. 

Acting  Third  Assistant   Engineer,  22   October,  1863.     Acting   Second  Assistant 
Engineer,  4  November,  1864.     Honorably  discharged  3  August,  1865. 
Fitzpatrick,  Micbael  F. 

Acting  Second  Assistant  Engineer,  8  December,  1868.    Honorably  discharged  19 
November,  1865. 
Fitzsimmons,  Paul. 

Assistant  Surgeon,  19  December,  1871.    Passed  Assistant  Surgeon,  4  January, 
1876. 
Fitzsimmons,  William  J. 

Assistant  Second  Engineer,  28  December,  1863.  Appointment  revoked  (Sick,)  7 
February,  1865. 

Flagg,  George  A. 

Midshipman,  21  September,  1861.  Graduated  22  November,  1864.  Ensign,  21 
November,  1866.  Master,  1  December,  1866.  Lieutenant,  12  March,  1868. 
Died  20  June,  1869. 

Flagg,  H.  €.,  Jr. 

Midshipman,  1  April,  1828.  Passed  Midshipman,  14  June,  1834.  Lieutenant,  25 
February,  1841.  Reserved  list,  13  September,  1855..  Commander,  19  July,  1861. 
Died  23  August,  1862. 

Flagg,  SanincI  D. 

Assistant  Surgeon,  30  July,  1861.    Retired  list,  20  June,  1864. 

Flagg,  William. 

Lieutenant,  7  March,  1799.  Discharged  15  April,  1801,  under  Peace  Establish- 
ment Act. 
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Flaglie,  Bernard. 

Acting  Carpenter,  25  April,  1863.     Appointment  revoked  17  August,  1864. 

Flanders,  TIniotliy. 

Acting  Third  Assistant  Engineer,  16  June,  1862.     Honorably  discharged  27  April, 
1866. 
Flauner,  F.  "W. 

Acting  Master,  1  October,  1862.     Dismissed  2  March,  1863. 

Flaunigan,  II.  F. 

Acting  Ensign,  9  April,  1868.     Resigned  14  June.  1864. 
Flansberg,  John  W. 

Acting  Ensign,  22  August,  1863.     Honorably  discharged  4  October,  1865. 

Fleet,  Henry. 

Mate,  19  July,  1864.     Discharged  26  June,  1865. 

Fleetwood,  William. 

Master,  7  May,  1812.    Last  appearance  on  Records  of  Navy  Department,  80  June, 

1812. 

Fleming,  Charles  F. 

Midshipman,  15  January,  1835.  Passed  Midshipman,  22  June,  1841.  Master,  12 
January,  1848.  Lieutenant,  2  October,  1848.  Dismissed  6  February,  1857. 
Re-appointed  Lieutenant,  13  December,  1859.     Lieutenant-Commander,  10  July, 

1862.  Died  26  September,  1867. 

Fleming,  Charles  B. 

Mate,  8  November,  1861.  Acting  Ensign,  16  September,  1864.  Honorably  dis- 
charged 2  July,  1868. 

Fleming,  James. 

Acting  Chief  Engineer,  1   October,  1862.      Honorably  discharged  3   December, 
1865. 
Fleming,  John  J. 

Sailmaker,  date  not  knovra.     Died  in  October,  1820. 
Fleming,  Matthew. 

Acting  Second  Assistant  Engineer,  17  December,  1862.     Resigned  7  June,  1864. 
Fleming,  Robert. 

Acting  Second  Assistant  Engineer,  8  March,  1864.     Resigned  (Sick,)  6  October, 
1864. 
Fleming,  William. 

Sailmaker,  dale  not  known.     Died  in  November,  1824. 
Fleming,  William. 

^lidshipman,  20  February,  1799.     Discharged  5  June,  1801,  under  Peace  Estab- 
lishment Act. 
Flemming,  Watson   B. 

Acting  Third  Assistant  Engineer,  1  October,  1862.     Appointment  revoked  (Sick,) 
19  May,  1S63. 
Flenner,  John  P. 

Chaplain,  25  February,  1828.     Resigned  23  September,  1833. 
Fletcher,  Arthnr  Henry. 

Midshipman,  29  November,  1861.    Graduated  September,  1865.    Ensign,  1  Decem- 
ber, 1866.     Master,  12  March,  1868.     Lieutenant,  26  March,  1869. 
Fletcher,  Frank  F. 

Midshipman,  22  September,  1870.      Graduated  15  October,   1874.      Ensign,   18 
July,  1876. 
Fletcher,  Frank  H. 

Third  Assistant  Engineer,  22  October,  1860.     Second  Assistant  Engineer,  9  July, 

1863.  Resigned  6  February,  1869. 
Fletcher.  George  d. 

Acting  Master,  21  May,  1861.     Resigned  6  August,  1862. 


GENERAL  NAVY  REGISTER.  255 

Fletcher,  George  H. 

Mate,  7  July,  1863.     Acting  Ensign,  23  February,  1865.    Honorably  discharged  6 
December,  1865. 
Fletcher,  James  R. 

Midshipman,  26  September,  1864.     Graduated  2  June,  1868.     Resigned  1  Septem- 
ber, 1868. 
Fletcher,  John  D. 

Gunner,  5  October,  1861.     Warranted  24  April,  1862.     Died  at  Phipsburg,  Maine, 
24  November,  1867. 
Fletcher,  Montgomery. 

Third  Assistant  Engineer,  24  June,  1850.     Second  Assistant  Engineer,  26  Febru- 
ary, 1851.     First  Assistant  Engineer,  20  June,  1856.     Chief  Engineer,  25  Octo- 
ber, 1859. 
Fletcher,  Nathan. 

Midshipman,  26  September,  1798.     Resigned  10  January,  1800 
Fletcher,  N.  C. 

Chaplain,  7  April,  1845.    Resigned  9  June,  1845. 
Fletcher,  Patrick. 

Lieutenant,  9  July,  1798.    Captain,  11  September,  1798.     Lost  in  the  "  Insurgent,"'' 
in  1800. 
Fletcher,  Bufus. 

Midshipman,  30  May,  1816.     Last  appearance  on  Records  of  Navy  Department. 

Fletcher,  William  M. 

Acting  Third  Assistant  Engineer,  4  December,  1863.  Acting  Second  Assistant 
Engineer,  2  July,  1864.     Honoralily  discharged  10  February,  1866. 

Flick,  George  T. 

Mate.  6  June,  1862.  Acting  Gunner,  20  December,  1862.  Appointment  revoked 
21  October,  1863. 

Flinn,  James  M. 

Acting  Third  Assistant  Engineer,  27  January,  1868.  Acting  Second  Assistant 
Engineer,  gallant  conduct  in  battle,  22  May,  1863.  Honorably  discharged  1 
September,  1865. 

Flint,  James  M. 

Acting  Assistant  Surgeon,  14  April,  1862.  Assistant  Surgeon,  26  October,  1863. 
Passed  Assistant  Surgeon,  31  December,  1867.     Surgeon,  24  June,  1874. 

Flood,  Christopher. 

Acting  Ensign,  6  November,  1862.  Acting  Master,  9  June,  1865.  Honorably  dis- 
charged 23  October,  1865. 

Flood,  James  M. 

Acting  Assistant  Paymaster,  24  August,  1864.     Discharged  35  November,  1865. 

Flood,  Thomas  S. 

Mate,  10  December,  1864.     Dismissed  24  July,  1865. 

Flood,  William  H. 

Mate,  14  October,  1863.  Acting  Ensign,  29  March,  1865.  Honorably  discharged 
16  .January,  1866. 

Florence,  Charles  H. 

Mate,  29  June,  1864.    Appointment  revoked  (Sick,)  22  September,  1864. 

Flonrnoy,  J.  J.  K. 

Midshipman,  1  March,  1825.     Resigned  20  September,  1825. 

Flonrnoy,  Thomas. 

Midshipman,  10  February,  1841.     Dropped. 

Flowers,  Edward  K. 

Mate,  6  February,  1862.     Killed  on  "  Maratansa,'"  11  October,  1862. 

Flowry,  IiCwis  H.  . 

Actino-  First  Assistant  Engineer,  14  September,  1861.  Honorably  discharged  18 
October,  1865. 
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Floyd,  John. 

Naval  Constructor,  11  July,  1820.     Last  appearance  on  Records  of  Navy  Depart- 
ment,  8  September,  1830. 
Floyd,  Jobn  A. 

Acting  Boatswain,  22  December,  1864.     Honorably  discharged  11  August,  1865. 

Floyd,  William  R. 

Mate,  30  June,  1864.     Honorably  discharged  18  September,  1865. 

Fliidder,  George  M. 

Mate,  4  April,  1863.     Appointment  revoked  28  November,  1862. 

Flusser,  Cb»rles  W. 

Midshipman,  19  July,  1847.     Passed  ]\Iidshipman,  10  June,  1853.      Master,  15 
September,  1855.     Lieutenant,  16  September,  1855.     Lieutenant-Commander,  16 
July,  1862.     Killed  on  board  the  "Miami,'"  19  April,  1864. 
Flye,  William. 

Professor,  7  December,  1841.     Commissioned  14  August,  1848.     Resigned  7  March, 
1857. 
Flye,  William. 

Acting  Volunteer  Lieutenant,  6  December,  1861.  Acting  Volunteer  Lieutenant- 
Commander,  18  July,  1865.     Honorably  discharged  24  December,  1865. 

Flynii,  John,  Jr. 

Acting  Assistant  Surgeon,  17  December,  1863.     Honorably  discharged  24  Octo- 
ber, 1866. 
Flyim,  Robert. 

Midshipman,   12  November,  1799.     Discharged  13   October,  1801,  under  Peace 
Establishment  Act. 
Flynne,  Liuciaii. 

Midshipman,  32  September,  1870.     Graduated  1  June,  1874.     Ensign,  17  July, 
1875. 
Flynt,  James  M. 

Mate,  1  October,  1863.    Acting  Ensign,  24  April,  1863.     Resigned  23  October, 
1863.     Acting  Ensign,  7  June,  1864.     Honorably  discharged  5  November,  1865. 
Fobes,  Cdwin  A. 

Acting  Assistant  Surgeon,  1  April,  1865.     Honorably  discharged  37  July,  1865. 
Fogg,  OranTille  W. 

Mate,  37  January,  1863.    Died  on  "  Mereedita,"  30  July,  1863.      • 
Fogg,  William  H. 

Mate,  35  February,  1863.    Acting  Ensign,  31  December,  1864.     Honorably  dis- 
charged 3  November,  1865. 
Foley,  micbael  J. 

Mate,  13  March,  1865.     Resigned  5  March,  1866. 
Foley,  Tbomas. 

Acting  Third  Assistant  Engineer,  14  May,  1864.     Acting  Second  Assistant  Engi- 
neer, 3  June,  1865.     Honorably  discharged  8  December,  1865. 
Folger,  James. 

Acting  Third  Assistant  Engineer,  26  November,  1863.     Died  on  "  Silver  Cloud''  7 
October,  1864. 
Folger,  James. 

Acting  Master,  9  October,  1861.    Died  on  "  Boebuch  "  from  -wounds,  15  April,  1863. 
Folger,  William  Maytaew. 

Midshipman,  21   September,  1861.     Graduated  33  November,  1864.     Ensign,  1 
November,   1866.     Master,  1    December,  1866.      Lieutenant,   12   March,  1808. 
Lieutenant-Commander,  27  April,  1869. 
Follansble,  Josbna. 

Third  Assistant  Engineer,  17  January,  1842.  Second  Assistant  Engineer,  20  July, 
1845.  First  Assistant  Engineer,  10  July,  1847.  Chief  Engineer,  31  October, 
1848.     Resigned  1  May,  1865 
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l^'ollet,  Beujaniin. 

Midshir man,  6  December,  1814.     Died  in  1823. 
FoIIett,  Fletcber  M. 

Acting  Assistant  Surgeon,  17  January,  1863.     Honorably  discharared  13  October, 
1865. 
Folliiis,  Richard. 

Boatswain,  15  November,  1850.     Resigned  15  November,  1853. 
Folsoui,  Charles. 

Chaplain,  13  May,  1816.     Last  appearance  on  Records  of  Navy  Department,  1818. 
Folsoiu,  Charles. 

Acting  Master,  SI  October,  1861.     Resigned  8  February,  1864. 
Folson,  John. 

Midshipman,  10  July,  1799.     Resigned  6  March,  1800. 
Folson,  Sauiuel. 

Midshipman,  38  August,  1799.     Resigned  8  April,  1800. 
Foltz,  Jonathan  M. 

Assistant  Surgeon,  4  April,  1831.  Passed  Assistant  Surgeon,  8  December, 
X838.  Surgeon,  8  December,  1838.  Medical  Director,  3  March,  1871.  Chief 
Bureau,  Medicine  and  Surgery,  35  October,  1871.  Retired  list,  35  April,  1873. 
Died  13  April,  1877. 

Fontaine,  M. 

Midshipman,  10  July,  1809.     Resigned  3  November,  1811. 

Foot,  John. 

Lieutenant,  36  August,  1800.     Last  appearance  on  Records  of  Navy  Department, 
39,December,  1801.     Lost. 
Foot,  Samuel  €. 

Midshipman,  4  April,  1850.     Resigned  30  December,  1850. 

Foote,  Andreir  H. 

Midshipman,  4  December,  1823.  Passed  Midshipman,  34  May,  1838.  Lieutenant, 
37  May,  1830.  Commander,  19  December,  1853.  Captain,  29  June,  1861. 
Rear-Admiral,  16  July,  1863.    Died  36  June,  1863. 

Foote,  John  P. 

Acting  Master  and  Pilot,  l^[October,  1864.     Honorably  discharged  6  December, 
1865. 
Foote,  Saninel  F. 

Mate,  6  June,  1863.     Died  13  June,  1863. 

Forbes,  Charles  W 

Acting  Third  Assistant  Engineer,  3  December,  1864.    Honorably  discharged  39 
February,  1868. 
Forbes,  Cornelius  A. 

Third  Assistant  Engineer,  18  May,  1847.     Resigned  5  November,  1847. 

Forbes,  Frank  H. 

Mate,  18  July,  1864.    Honorably  discharged  10  July,  1865. 

Forbes,  James  J. 

Midshipman,  30  August,  1831.  Passed  Midshipman,  15  June,  1837.  Lieutenant, 
8  September,  1841.     Resigned  23  November,  1844. 

Forbes,  William  D. 

Acting  Third  Assistant  Engineer,  4  September,  1861.  Acting  Second  Assistant 
Engineer,  39  September,  1863.  Acting  First  Assistant  Engineer,  6  November, 
1868.     Honorably  discharged  35  November,  1865. 

Force,  Horace  W.  , ,    ,     ,         ,  .     ^^ 

Acting  Third  Assistant  Engineer,  19  July,  1864.     Honorably  discharged,16  De- 
cember, 1867, 
Ford,  Augustus. 

Master,  38  March,  1810.     Died  4  August,  1855. 
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Ford,  Charles  M. 

Acting  Assistant  Surgeon,  17  May,  1861.     Resigned  11  April,  1863. 
Ford,  Edward. 

Midshipman,  3  March,  1799.     Last  appearance  on  Records  of  Navy  Department,, 
30  June,  1799. 
Ford,  Franklin  E, 

Acting  Ensign,  3  August,  1863.     Honorably  discharged  30  January,  1866. 

Ford,  George  T. 

Mate,  16  September,  1863.  Acting  Ensign,  35  July,  1863.  Acting  Master,  11 
May,  1865.     Honorably  discharged  15  December,  1868. 

Ford,   JeflTerson. 

Acting  Master,  36  August,  1861.     Died  at  Beaufort,  North  Carolina,  18  June, 
1864. 
Ford,  J.  Malaehi. 

Midshipman,  18  January,  1841.     Resigned  17  April,  1848. 

Ford,  John. 

Mate,  35  March,  1863.    Resigned  11  August,  1868. 

Ford,  John  I>. 

Third  Assistant  Engineer,  13  August,  1863.  Second  Assistant  Engineer,  15  Feb- 
ruary, 1864.    Eirst  Assistant  Engineer,  6  June,  1868. 

Ford,  John  Q.  A. 

Acting  Third  Assistant  Engineer,  10  October,  1866.  Third  Assistant  Engineer,  3 
June,  1868.  Second  Assistant  Engineer,  3  June,  1869.  Passed  Assistant  Engi- 
neer, 19  February,  1875.     Died  33  February,  1878. 

Ford,  John  W.  D. 

Midshipman,  3  February,  1839.     Dismissed  3  June,  1836. 

Ford,  LiCighton  M. 

Midshipman,  37  September,  1861.     Ensign,  1  December,  1866.     Died  33  February 
1868. 
Ford,  Oscar  R. 

Acting  Second  Assistant  Engineer.    Resigned  38  November,  1863. 

Ford,  William  H.  H. 

Acting  Ensign,  1  October,  1863.     Resigned  10  April,  1863. 
Force,  Alfred. 

Acting  Midshipman,  17  April,  1863.    Ensign,  18  December,  1868.     Master,  31 
March,  1870. 
Forgey,  Alfred  Y. 

Mate,  34  November,  1863.     Honorably  discharged  38  October,  1865. 

Forlaw,  James  I-. 

Acting  Master  and  Pilot,  15  November,  1864.    Appointment  revoked  9  March, 
1865. 
Fornian,  Isaac  B. 

Midshipman,  1  August,  1800.     Discharged  18  June,  1801,  under'  Peace  Establish- 
ment Act. 
Foruian,  M.  V. 

Mate,  14  November,  1861.    Appointment  revoked  1  February,  1863. 
Forman,  Samuel  R. 

Assistant  Surgeon,  1  September,  1861.    Resigned  30  September,  1864. 
Fornance,  John. 

Third  Assistant  Engineer,  3  October,  1861.  Second  Assistant  Engineer,  3  August, 
1863.     Lost  on  the  "  Oneida,"  24  January,  1870. 

Forrest,  B.  G. 

Midshipman,  16  January,  1809.  Last  appearance  on  Records  of  Navy  Depart- 
ment, 15  December,  1809.    Dead. 
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Forrest,  D.  A. 

Midshipman,  3  March,  1841.     Passed  Midshipman,  10  August,  1847.     5[astei-  15 
September,  1855.    Lieutenant,  16  September,  1855.    Dismissed  6  December  1861 
Farrest,  Dulaney  A.  ' 

Midshipman,  ?  March,  1841.  Passed  Midshipman,  10  August,  1847.  Master  15 
September,  1855.  Lieutenant,  16  September,  1855.  Dismissed  7  December 
1861.  * 

Forrest,  Dnlany, 

Midshipman,  18  May,  1809.     Lieutenant,  9  December,  1814.     Died  1  October, 

Forrest,  French. 

Midshipman,  9  June,  1811.     Lieutenant,  5  March,  1817.    Commander,  9  February 
1837.    Captain,  30  March,  1844.     Dismissed  19  April,  1861. 
Forrest,  Henry. 

Mate,  24  April,  1863.    Deserted  20  August,  1863. 
Forrest,  James  W. 

Midshipman,  15  November,  1809.    Resigned  17  April,  1810.     Midshipman,  30 
May,  1810.     Cashiered  39  April,  18-14. 
Forrest,  Morean. 

Acting  Midshipman,  23  September,  1858.     Lieutenant,  1  August,  1863.    Lieu- 
tenant-Commander, 35  July,  1866.     Died  34  November,  1866. 
Forrest,  Richard. 

Midshipman,  1  November,  1828.    Passed  Midshipman,  14  June,  1834.    Lieutenant, 
25  February,  1841.     Reserved  list,  13  September,  1855.     Died  31  August,  1859. 
Forrest,  Samnel. 

Purser,  8  October,  1836.     Died  15  March,  1860. 
Forrest,  Thomas. 

Acting  Third  Assistant  Engineer,  13  June,  1854.     Dismissed  30  December,  1865. 
Forrester,  George  B. 

Midshipman,  1  January,  1818.     Resigned  10  June,  1822. 
Forse,  Charles  Thomas. 

Midshipman,  34  September,  1868.     Graduated  2  June,  1868.     Ensign,  19  April, 
1869.     Master,  12  July,  1870.     Lieutenant,  11  February,  1873. 
Forsyth,  James  M. 

Entered  Volunteer  Service,  25  Sei^tember,  1861.    Master,  13  March,  1868.     Lieu- 
tenant, 18  December,  1868.     Lieutenant-Commander,  9  May,  1878. 
Forsyth,  James  X. 

Midshipman,  1  November,  1836.     Lost  in  the  "i&mef,"  September,  1839. 
Fort,  Isaac  JB. 

Third  Assistant  Engineer,  8  September,  1863.     Died  1  December,  1865. 
Fort,  William  F. 

Third  Assistant  Engineer,  37  June,  1861.     Second  Assistant  Engineer,  18  Decem- 
ber, 1863.     Resigned  31  April,  1865. 
Fort,  William  S. 

Assistant  Burgeon,  34  January,  1863.  Passed  Assistant  Surgeon,  38  June,  1865. 
Died  34  March,  1873. 

Fortune,  Thomas  H. 

Gunner,  18  January,  1863. 

Fosdiek,  John  H. 

Midshipman,  17  December,  1810.     Resigned  16  March,  1813. 

Fosdick,  Stephen. 

Boatswain,  6  September,  1850.     Resigned  14  July,  1851. 

Foss,  Cyrns  1>. 

Acting  Third  Assistant  Engineer,  10  October,  1S66.  Third  Assistant  Engineer,  3 
June,  1868.  Second  Assistant  Engineer,  3  June,  1869.  Resigned  1  November, 
1873. 
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Foss,  liR  Roy. 

Mate,  20  January,  1870.     Resigned  1  December,  ISTO. 
Foss,  Stephen. 

Acting  Assistant  Surgeon,  1  October,  1863.     Resigned  34  November,  1863. 
Fossett,  lioring  H. 

Acting  Ensign,  27  November,  1863.     Honorably  discharged  14  September,  1865. 
Foster,  Ainos  P. 

Acting  Master,  23   September,  1861.     Acting  Volunteer  Lieutenant,  for  gallant 
conduct,  10  September,  1862.     Honorably  discharged  2  September,  1865. 
Foster,  Charles  A. 

Midshipman,  1  August,  1866.     Graduated  6  June,  1871.     Ensign,  14  July,  1872. 
Master,  15  March,  1876. 
Foster,  Christopher  H. 

Mat«,  8  January,  1864.     Appointment  revoked  (Sick,)  1  December,  1804. 
Foster,  Edward. 

Acting  Paymaster,  5  June,  1861.     Assistant  Paymaster,  23  October,  1861.    Pay- 
master, 6  February,  1863.     Pay  Inspector,  23  Januaiy,  1878.     Died  11  April, 
1877. 
Foster,  Fliezer. 

Boatswain,  4  August,  1841.     Dismissed  26  January,  1849. 
Foster,  George. 

Acting  Third  Assistant  Engineer,  19  September,  1863.     Appointment  revoked 
(Sick,)  4  June,  1864. 

Foster,  George  B. 

Mate,  15  September,  1864.     Honorably  discharged  3  October,  1865. 
Foster,  George  N. 

Acting  Second  Assistant  Engineer,  20  July,  1863.     Acting  First  Assistant  Engi- 
neer, 8  June,  1864.     Honorably  discharged  1  September,  1865. 

Foster,  Graham  P. 

Acting  Master,  22  November,  1861.     Appointment  revoked  (Sick,)  11  February, 
1863. 
Foster,  Henry  H. 

Mate,  6  March,  1862.     Acting  Master,  8  May,  1863.     Honorably  discharged  4 
November,  1865. 
Foster,  Henry  P. 

Mate,  8  January,  1862.    Acting  Ensign,  9  September,  1862.    Honorably  discharged 
9  January,  1869.    Mate,  3  August,  1869.     Resigned  35  March,  1870. 
Foster,  James. 

Gunner,  13  April,  1815.     Died  5  August,  1818. 
Foster,  James. 

Midshipman,  3  March,  1838.    Passed  Midshipman,  30  May,  1844.     Died  11   No- 
vember, 1847. 

Foster,  James  P. 

Midshipman,  14  May,  1846.     Passed  Midshipman,  10  June,   1858.     Master,  15 
September,  1855.     Lieutenant,  16  September,  1855.     Lieutenant-Commander,  16 
July,  1862.     Commander,  25  July,  1866.     Died  3  June,  1869. 
Foster,  Jesse  W. 

Mate,  1  October,  1863.    Acting  Ensign,  1  September,  1864.    Honorably  discharcred 
28  November,  1865.  ° 

Foster,  John  C. 

Mate,  31  October,  1864.     Resigned  26  March,  1866. 
Foster,  John  G. 

Gunner,  35  November,  1861. 
Foster,  John  H. 

Acting  Second  Assistant  Engineer,  21  September,  1863.     Acting  First  Assistant 
Engineer,  8  July,  1864.     Honorably  discharged  11  October,  1865. 
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Foster,  John  K. 

Acting  Tliird  Assistant  Engineer,  14  November,  1864.    Honorably  discharged  29 
July,  1865. 
Foster,  J.  W. 

Mate,  26  November,  1869.     Discharged  3  February,  1871. 
Foster.^  Josepb. 

Acting  Assistant  Paymaster,  19  October,  1863.  Assistant  Paymaster,  23  July, 
1866.  ■  Passed  Assistant  Paymaster,  10  May,  1867.  Paymaster,  23  Pebruarv, 
1877.  ^' 

Foster,  Robert  C,  Jr. 

Midshipman,  1  October,  1850.     Resigned  21  October,  1851. 
Foster,  Tbomas  J. 

Acting  Third  Assistant  Engineer,  17  May,  1864.    Acting  Third  Assistant  Engi- 
neer, 19  June,  1865. 
Foster,  William. 

Midshipman,  1  February,  1814.    Lieutenant,  28  April,  1826.     Cashiered  38  De- 
cember, 1837. 
Foster,  William  C 

Acting  Assistant  Surgeon,  16  February,  1863.    Resigned  4  October,  1864. 
Foster,  William  E. 

Acting  Assistant  Paymaster,  80  July,  1862.     Resigned  25  February,  1865. 
Foster,  William  J. 

Acting  Master  26  August,  1861.     Died  at  New  York,  April,  1863. 
Foster,  Winslow. 

Master,  10  March,  1811.     Last  appearance  on  Records  of  Navy  Department,  8  Jan- 
uary, 1814. 
Fonlk,  George  C 

Midshipman,  14  June,  1872.     Graduated  20  June,  1876.     Ensign,  35  November, 
1877. 
Fountain,  James. 

Acting  Third  Assistant  Engineer,  17  October,  1861.     Died  at  New  York,  30  Octo- 
ber, 1868. 
Fountain,  James. 

Acting  Master  and  Pilot,  14  October,  1864.    Appointment  revoked  27  May,  1865. 

Fouse,  George. 

Gunner,  13  May,  1862. 
Foutly,  George  W. 

Acting  Master,  1  October,  1863.     Died  at  Hospital,  Fort  Donelson,  10  April,  1863. 

Fowle,  Cbarles  W. 

Midshipman,  15  November,  1809.     Died  15  March,  1811. 

Fowle,  William  W. 

Acting  Master,  36  February,  1863.     Resigned  13  May,  1865. 

Fowler,  Albert  C. 

Acting  Ensign,  13  May,  1864.     Honorably  discharged  15  September,  1865. 

Fowler,  Archibald  C. 

Acting  Assistant  Surgeon,  18  June,  1863.    Honorably  discharged  27  October,  1866. 

Fowler,  Benjamin  W. 

Acting  Second  Assistant  Engineer,  27  June,  1864.     Honorably  dischai'ged  35  Feb- 
ruary, 1868. 

Fowler,  Charles  S. 

Acting  Third  Assistant  Engineer,  10  November,  1863.     Acting  Second  Assistant 
Engineer,  9  December,  1863.     Appointment  revoked  (Sick,)  17  December,  1864. 

Fowler,  George  M. 

Midshipman,  1  November,  1838.     Drowned  3  May,  1833. 
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Fowler,  Gilbert. 

Midshipman,  23  June,  1869.     Graduated  31  May,  1878.     Died  22  August,  1874. 
Fowler,  Richard. 

Acting  Third  Assistant  Engineer,  17  May,  1864.     Resigned  12  May,  1865. 
Fowler,  Samuel. 

Acting   Third   Assistant  Engineer,   26   January,    1863.     Resigned    9   May,   1863. 
Acting  Third  Assistant  Engineer,  1  September,  1863.     Honorably  discharged  19 
October,  1865. 
Fowler,  Thomas. 

Lieutenant,  20  March,  1799.     Last  appearance  on  Records  of  Navy  Department. 
Fowler,  William. 

Gunner,  date  not  known.     Last  appearance  on  Records  of  Navy  Department,  1815. 
Frigate  "  Guerriere.'" 
Foy,  William  D. 

Carpenter,  28  October,  1858.    Warranted  3  April,  1860. 
Foye,  Edward. 

Mate,  4  March,  1862.    Resigned  23  August,  1862. 
Fox,  Almond  F. 

Acting  Second  Assistant  Engineer,  13  April,  1863.     Resigned  11  June,  1864. 
Fox,  Charles  F. 

Midshipman,  23  June,  1868.     Graduated  1  June,  1873.     Ensign,  15  July,  1873. 
Master,  25  November,  1877. 
Fox,  tirUStaTUS   V. 

Midshipman,  13  January,  1838.     Passed  Midshipman,  20  May,  1844.     Master,  29 
August,  1851.     Lieutenant,  9  July,  1852.     Resigned  10  July,  1853. 
Fox,  Irriu. 

Acting  Second  Assistant  Engineer,  18  March,  1863.     Acting  First  Assistant  Engi- 
neer, 9  June,  1863.    Honorably  discharged  3  January,  1866. 
Fox,  James  A. 

Acting  Second  Assistant  Engineer,  13  January,  1862.     Discharged  31  March,  1865. 
Fox,  James   F. 

Acting  Third  Assistant  Engineer,  39  August,  1861.     Acting   Second  Assistant 
Engineer,  30  November,  1862.     Resigned  28  November,  1862.     Acting  Second 
Assistant  Engineer,  15  December,  1863.     Acting  First  Assistant  Engineer  16 
November,  1863.     Discharged  31  March,  1865. 
Fox,  Johu  li. 

Assistant  Surgeon,  9  February,  1837.    Passed  Assistant  Surgeon,  6  June,   1843, 
Surgeon,  16  August,  1847.     Died  17  December,  1864. 
Fox,  Joseph  TV. 

Mate,  38  February,  1865.    Honorably  discharged  37  August,  1865. 
Fox,  Joslah. 

Naval  Constructor,  1  August,  1798.    Appointment  revoked  3  August,  1799. 
Fox,  Josiah. 

Carpenter,  4  May,  1804.     Last  appearance  on  Records  of  Navy  Department. 
Fox,  Thomas  J. 

Acting  Third  Assistant  Engineer,  24  October,  1864.  Honorably  discharged  2  No- 
vember, 1865. 

Fox,  William  S. 

Professor  of  Mathematics,  30  December,  1841.    Drovpned  28  October.  1844. 
Foxcroft,  Samiuel. 

Midshipman,  18  June,  1812.    Dismissed  34  November,  1814. 
Frailey,  James  M. 

Midshipman,  1  May,  1828.  Passed  Midshipman,  4  June,  1836.  Lieutenant,  8 
September,  1841.  Commander,  24  April,  lyijl.  Captain,  6  February  1866 
Commodore,  3  March.  1870.     Died  36  September,  1877 
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Prailey,  I^eonard  A. 

Acting  Assistant  Paymaster,  20  August,  18C4.     Passed  Assistant  Paymaster,  23 
July,  1866.     Paymaster,  29  January,  1869. 
Fiailey,  William  B.  H. 

Midshipman,  22  July,  1863.    Ensign,  18  December,  1868.    Resigned  15  February, 
1870. 
France,  Kiebard. 

Mate,  20  July,  1863.     Deserted  17  October,  1863. 
Francis,  George  E. 

Acting  Assistant  Surgeon,  15  May,  1863.    Honorably  discharged  28  October,  1865. 
Francis,  Henry  B. 

Mate,  27  May,  1862.  Acting  Ensign,  14  June,  1863.  Honorably  discharged  13 
September,  1865.  ' 

Francis,  Isaac,  Jr. 

Acting  Ensign,  17  October,  1862.    Died  at  Beaufort,  North  Carolina,  18  May,  1863. 
Frank,  Adam. 

Assistant  Surgeon,  36  September,  1867.     Resigned  25  July,  1872. 
Frank,  A.  J. 

Acting  Master,  18  November,  1861.     Honorably  discharged  36  January,  1866. 
Frank,  Jobn  A. 

Acting  Third  Assistant  Engineer,  24  November,  1863.     Honorably  discharged  36 
July,  1865.     Acting  Third  Assistant  Engineer,  34  March,  1866.    Mustered  out 
27  August,  1868. 
Frankland,  George  W. 

Sailmaker,  16  May,  1859. 
Frankland,  Henry  W. 

Sailmaker,  3  November,  1848.    Resigned  16  October,  1858.    Re-appointed  27  Feb- 
ruary, 1861. 
Franklin,  Benjamin  H. 

Acting  Assistant  Paymaster,  34  December,  1863.    Discharged  32  November,  18(15. 

Franklin,  Charles  liOTe. 

Acting  Midshipman,  23  October,  1854.  Midshipman,  11  June,  1858.  Lieutenant, 
19  April,  1861.  Lieutenant-Commander,  3  March,  1865.  Commander,  34  May, 
1872.     Died  18  September,  1874. 

Franklin,  Gnstavns  S. 

Assistant  Surgeon,  23  May,  1863.  Passed  Assistant  Surgeon,  30  October,  1865. 
Resigned  2  November,  1868. 

Franklin,  James. 

Midshipman,  26  September,  1865.  Graduated  4  June,  1869.  Ensign,  13  July, 
1870.     Master,  39  December,  1871.    Lieutenant,  8  February,  1875. 

Franklin,  John,  Jr. 

Third  Assistant  Engineer,  10  June,  1862.     Second  Assistant  Engineer,  31  Novem- 
ber, 1863.     Resigned  36  June,  1865. 
Franklin,  Jobn  S. 

Mate,  15  August,  1863.    Honorably  discharged  15  August,  1865. 

Franklin,  Jobn  S. 

Sailmaker,  15  August,  1873. 

Franklin,  Samnel  B. 

Midshipman,  18  February,  1841.  Passed  Midshipman,  10  August,  1847.  Master, 
18  April,  1855.  Lieutenant,  14  September,  1855.  Lieutenant-Commander,  16 
July,  1362.     Commander,  25  July,  1866.     Captain,  13  August,  1872. 

Franks,  William  J. 

Mate,  gallant  conduct  in  action  at  Yazoo  City,  14  April,  1864.  Honorably  dis- 
charged 27  August,  1865. 

Franzen,  Asa  A. 

Mate,  17  February,  1862.  Acting  Ensign,  33  July,  1864.  Died  on  "  Mahasia,'^  10 
September,  1867. 
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Frary,  'tVilliam  H. 

Boatswain,  18  April,  1879. 
Fraser,  John. 

Acting  Second  Assistant  Engineer,  19  December,  1861.    Killed  in  action  at  Sabine 

Pass,  8  September,  1863. 

Frasers,  Alexander  B. 

Second  Assistant  Engineer,  21   September,  1861.     First  Assistant  Engineer,  15 
October,  1863.     Retired  list,  24  March,  1874. 
Frasler,  DaTid. 

Acting  First  Assistant  Engineer,  19  December,  1861.     Honorably  discharged  4 
October,  1868. 
Frarel,  Tbeoptailns  A. 

Acting  Assistant  Paymaster,  38  January,  1865.     Honorably  discharged  20  Septem- 
ber, 1865. 
Frazer,  Alexander. 

Assistant  Surgeon,  14  December,  1809.     Last  appearance  on  Records  of  Navy  De- 
partment.    Resigned. 
Frazer,  Archibald. 

Midshipman,  16  April,  1799.     Discharged  5  June,  1801,  under  Peace  Establish- 
ment Act. 
Frazer,  David  H. 

Assistant  Surgeon,  21  February,  1815.     Died  October,  1818. 
Frazer,  James. 

Sailmaker,  11  December,  1841.     Lost  in  the  ^^  Albany.''''    Last  intelligence,  28  Sep- 
tember, 1854. 
Frazer,  James  F. 

Acting  Third  Assistant  Engineer,  23  May,  1864.     Honorably  discharged  12  July, 
1865. 
Frazer,  Persifer,  Jr. 

Acting  Ensign,  25  October,  1864.     Honoi'ably  discharged  3  October,  1865. 
Frazer,  Reah. 

Assistant  Paymaster,  15   July,  1875.     Passed  Assistant  Paymaster,  27  October, 
1879. 
Frazer,  Richard. 

Purser,  19  April,  1803.     Died  25  March,  1804. 
Frazer,  Thomas. 

Master,  1  July,  1807.     Dismissed  3  August,  1809. 
Frazier,  James. 

Master,  4  March,  1809.    Discharged  7  April,  1814. 
Frazier,  John. 

Boatswain,  7  September,  1798.     Last  appearance  on  Records  of  Navy  Depart- 
ment. 

Frazier,  Solomon. 

Lieutenant,  Flotilla  Service,  26  April,  1814.     Last  appearance  on  Records  of  Navy 
Department,  6  February,  1815.     Discharged. 
Freanej',  John. 

Acting  Third  Assistant  Engineer,  21  October,  1862.     Resigned  15  July,  1804. 
Frederic,  tools. 

Acting  Gunner,  1  October,  1862.    Honorably  discharged  12  December,  1865. 
Frederickson,  George. 

Mate,  15  November,  18G1.     Acting  Ensign,  31   October,  1862.     Lost  at  sea  on 
''Monitor,"  30  December,  1862. 
Freebngher,  Isaac. 

Acting  Third  Assistant  Engineer,  16  October,  1862.     Resigned  15  May,  1863. 
Freeland,  Fdward  H. 

Assistant  Surgeon,  11  March,  1829.     Died  3  June,  1834. 
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Freelon,  Thomas  W. 

Midshipman,  13  June,  1813.     Lieutenant,  28  March,  1820.     Commander,  8  Sep- 
tember, 1841.    Died  10  May,  1847. 
Freeman,  Albert  T. 

Midshipman,  24  September,  1868.     Graduated  1  June,  1873.     Ensign,  15  July. 
1873.     Master,  35  November,  1877. 
Freeman,  Charles  C. 

Sailmaker,  15  January,  1874. 
Freeman,  Corey  C. 

Acting  Third  Assistant  Engineer,  30  December,  1864.    Honorably  discharged  19 
June,  1865. 
Freeman,  Edgar. 

Midshipman,  9  June,  1811.     Lieutenant,  5  March,  1817.     Resigned  14  November^ 
1828. 
Freeman,  Edward  R. 

Cadet  Engineer,  1  October,  1873.     Graduated  21  June,  1878 
Freeman,  Frank  H. 

Mate,  36  June,  1863.    Acting  Ensign,  31  July,  1864.    Honorably  discharged  18 
February,  1866. 
Freeman,  Isaac. 

Sailmaker,  24  July,  1837.    Last  appearance  on  Records  of  Navy  Department,  1831. 
Sloop  "  Erie." 
Freeman,  Isaac  I>. 

Sailmaker,  9  July,  1838.     Died  24  March,  1863. 
Freeman,  James  M. 

Midshipman,  24  May,  1814.     Died  in  October,  1820. 
Freeman,  John. 

Master,  11  May,  1839.     Resigned  26  August,  1846. 
Freeman,  John. 

Boatswain,  10  May,  1830.     Resigned  20  July,  1836. 

Freeman,  Joseph  M. 

Third  Assistant  Engineer,  16  February,  1853.     Resigned  8  October,  1853. 

Freeman,  Jnlins  C. 

Midshipman,  4  October,  1866.  Graduated  6  June,  1871.  Ensign,  14  July,  1872. 
Master,  11  July,  1877. 

Freeman,  Martin. 

Acting  Volunteer  Lieutenant  and  Pilot,  18  October,  1864.    Honorably  discharged 
30  January,  1867. 
Freeman,  M.  B. 

Carpenter,  38  April,  1840.     Last  appearance  on.  Records  of  Navy  Dei^artment. 
Freeman,  IVathaniel  Chapman. 

Acting  Assistant  Paymaster,  17  February,  1863.     Resigned  34  February,  1864 

Freeman,  Bfathaniel  W. 

Mate,  1-3  February,  1864.    Resigned  17  May,  1865. 
Freeman,  Peter. 

Gunner,  13  December,  1841.     Dismissed  7  June,  1842. 
Freeman,  Robert  J. 

Assistant  Surgeon,  6  July',  1859.     Dismissed  4  June,  1861. 

Freeman,  Romeyn. 

Acting  Assistant  Paymaster,  3  June,  1863.     Discharged  36  November,  1865. 
Freeman,  Simeon  BT. 

Acting  Master,  14  August,  1861.     Appointment  revoked  38  July,  1865. 
Freeman,  Virginius. 

Third  Assistant  Engineer,  26  February,  1851.  Second  Assistant  Engineer,  31 
May,  1853.  First  Assistant  Engineer,  9  May,  1857.  Name  stricken  from  the 
Rolls  of  the  Navy,  8  July,  1861. 
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Freeman,  Watsou,  Jr. 

Acting  Master,  36  February,  1863.     Resigned  19  September,  1863. 

Freeman,  William. 

Boatswain,  10  July,  1833.     Resigned  6  October,  1823. 

Freeman,  William  J>. 

Acting  Master,  6  July,  1861.     Resigned  5  May,  1864. 

Fremont,  J.  C 

Professor  of  Mathematics,  4  April,  1837.     Dropped. 
Fremont,  John  C 

Midshipman,  34  June,  1868.     Graduated  1  June,  1872.     Ensign,  15  July,  1873. 
Master,  35  November,  1877. 
Frencli,  Abel  E.  C.  P. 

Acting  Third  Assistant  Engineer,  18  March,  1863.     Acting  Second  Assistant  En- 
gineer, 7  July,  1864.     Honorably  discharged  1  December,  1865. 
French,  Anthony. 

Acting  Third  Assistant  Engineer.     Appointment  revoked  (Sick,)  13  July,  1863. 
French,  Charles  A. 

Acting  Master,  13  August,  l'861.     Acting  ^'olunteer  Lieutenant,  mark  of  appre- 
ciation of  gallantry,  18  September,  1863.     Acting  Volunteer  Lieutenant-Com- 
mander, 30  May,  1865.    Honorably  discharged  21  October,  1865. 
French,  GustaTns  £. 

Mate,  3  March,  1863.     Acting  Ensign,   1  September,  1863.     Resigned  33  June, 
1866. 
French,  George  H. 

Mate,  4  April,  1863.    Acting  Ensign,  30  May,  1864.     Honorably  discharged  23 
February,  1866. 
French,  Hay  den  T. 

Acting  Midshipman,  3  December,  1859.     Ensign,   1    July,  1863.     Lieutenant,  32 
Februaiy,  1864.     Died  1  March,  1865. 
French,  Henry. 

Midshipman,  1  January,  1828.     Passed  Midshipman,  14  June,  1834.     Lieutenant, 
15  April,  1840.    Commander,  14  September,  1855.    Retired  34  June,  1865.    Cap- 
tain on  Retired  list,  4  April,  1867.    Died  22  May,  1867. 
French,  James  A. 

Acting  Third  Assistant  Engineer,  15  March,  1865.     Honorably  discharged  20 
July,  1865. 
French,  James  S. 

Acting  Master,  29  August,  1861.     Acting  Volunteer  Lieutenant,  recommendation 
of'Commanding  Officer,  15  July,  1864.     Honorably  discharged  22  December, 
1865. 
French,  Jefferson  A. 

Acting  Volunteer  Lieutenant,  1  October,  1862.     Resigned  17  June,  1864. 
French,  John  A. 

Mate,  27  January,  1863.    Acting  Ensign,  31  August,  1863.    Acting  Master,  recom- 
mendation of  Commanding  Officer,  15  July,  1864.    Honorably  discharged  26 
November,  1865. 
French,  Matthew. 

Midshipman,  14  April,  1800.    Discharged  18  June,  1801,  under  Peace  Establish- 
ment Act. 
French,  Oratns  S. 

Acting  Second  Assistant  Engineer,  8  January,  1864.     Honorably  discharged  30 
April,  1866. 
French,  R.  H. 

Mate,  5  June,  1863.    Appointment  revoked  (Sick,)  26  June,  1863. 
French,  Robert. 

Assistant  Surgeon,  16  January,  1808.     Resigned  28  April,  1809 
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French,  Robert  F. 

Midshipman,  11  June,  1814.     Resigned  18  Januaiy,  1815. 
French,  Thomas. 

Acting  Chief  Engineer,  ]  October,  1862.     Resigned  27  December,  1862. 
French,  Walter  S. 

Midshipman,  27  July,  1866.     Graduated  6  June,  1871.     Ensign,  14  July  1872 
Master,  33  August,  1876. 
French,  William  H. 

Gunner,  26  July,  1861.     Died  30  December,  1868. 
Frick,  James. 

Mate,  6  April,  1863.     Dismissed  18  May,  1863 
Frick,  Horace  E. 

Assistant  Engineer,  11  March,  1875. 
Frick,  William,  Jr. 

Third  Assistant  Engineer,  26  June,  1856.     Second  Assistant  Engineer,  2  August, 
1859.     Eirst  Assistant  Engineer,  6  January,  1802.     Resigned  12  April,  1862. 
Friel,  Patrick  H. 

Acting  Third  Assistant  Engineer,  8  March,  1864.    Honorably  discharged  7  Sep- 
tember, 1865. 
Friele,  Daniel. 

Acting  Ensign,  5  October,  1864.     Honorably  discharged  30  October,  1865. 
Friell,  William  O. 

Mate,  3  November,  1865.    Resigned  32  December,  1865. 
Friend,  Joseph  li. 

Midshipman,  37  October,  1841.    Passed  Midshipman,  10  August,  1847.     Died  18 
October,  1851. 

Fries,  Bra.  T. 

Mate,  6  April,  1864.     Acting  Ensign,  33  January,  1865.     Honorably  discharged 
30  July,  1868. 
Fries,  Frederick. 

Acting  Third  Assistant  Engineer,  21  November,  1863.    Resigned  18  May,  1864. 

Frishie,  Charles  H. 

Acting  Ensign,  4  August,  1863.     Acting  Master,  5  September,  1864.     Acting  Vol- 
unteer Lieutenant,  3  June,  1865.     Honorably  discharged  4  October,  1865. 

Frisbie,  Fdgar  H. 

Mate,  33  June,  1868.     Acting  Ensign,  1  July,  1864.     Honorably  discharged  13 
December,  1865. 

Frisbie,  J.  T. 

Acting  Assistant  Siirgeon,  31  November,  1861.    Appointment  revoked  28  Decem- 
ber, 1868. 
Frisby,  Edgar. 

Professor,  11  June,  1878. 

Frizelle,  Seymour  C. 

Acting  Assistant  Paymaster,  9  December,  1861.     Dismissed  2  August,  1862. 

Frock,  John  E. 

Acting  Assistant  Paymaster,  14  December,  1864.     Honorably  discharged  34  Octo- 
ber, 1865. 

Frost,  Charles.  ^„,„ 

Saihnaker,  7  January,  1842.    Resigned  10  February,  1843. 

Sailmaker,  10  August,  1848.    Warranted  6  November,  1851.    Lost  in  the  "  LemnV 
Last  intelligence  from  the  Ship,  18  September,  1860 

'''^Acti^'Master,  36  August,  1861.    Honorably  discharged  14  December,  1865. 

Frost.  John  A. 

Boatswain,  1  Jainuary,  1839.    Died  30  October,  1843. 
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Frost,  John  IV. 

Acting  Ensign,  26  July,  1864.     Honorably  discharged  12  October,  1865. 
Frost,  Joseph. 

Acting  Ensign,  10  September,  1862.     Resigned  2"?  June,  1865. 
Frost,  I>eslie  I>. 

Assistant  Surgeon,  10  April,  1866.     Resigned  27  November,  1866. 
Frost,  IVathaniel. 

Chaplain,  5  October,  1844.     Died  in  New  York,  14  July,  1868. 
Frost,  P.  M. 

Mate.     Appointment  revoked  10  January,  1865. 
Frost,  William. 

Assistant  Surgeon,  date  not  known.     Discharged  14  July,  1801,  under  Peace  Estab- 
lishment Act. 
Frost,  William. 

Mate,  6  February,  1862.     Resigned  20  .june,  1863. 
Frost,  William  C. 

Mate,  19  December,  1863.    Acting  Ensign,*29  November,  1864.     Honorably  dis- 
charged 4  November,  1865. 
Frost,  Woodbury  G. 

Acting   Assistant  Surgeon,  4  June,  1864.    Honorably   discharged  6  November, 
1865. 
Frothingham,  Fdward. 

Acting  Assistant   Surgeon,  25   April,  1866.     Assistant  Surgeon,   23   May,  1866. 
Lost  in  the  "  Oneida,"  24  January,  1870. 
Fry,  Henry. 

Purser,  27   February,  1813.     Last  appearance  on  Records  of  Navy  Department, 
1816.     Purloughed. 
Fry,  Joseph. 

Midshipman,  15  September,  1841.     Passed  Midshipman,  10  August,  1847.     Master, 
14  September,  1855.     Lieutenant,  15  September,  1855.     Resigned  1  February, 
1861. 
Fry,  Pearson  JL. 

Acting  Third  Assistant  Engineer,  14  November,  1862.     Acting  Second  Assistant 
Engineer,  22  November,  1863.     Acting  First  Assistant  Engineer,  9  September, 
1864.     Resigned  28  February.  1865. 
Fngltt,  William  B. 

Sailmaker,  29  January,  1848.     "Warranted  17  July,  1850.     Died  in  New  York,  28 
March,  1860. 

Fuhr,  Isaac  II. 

Acting  Third  Assistant  Engineer,  12  April,  1864.    Honorably  discharged  1   Sep- 
tember, 1865. 

Fulcher,  John  H. 

Acting  Third  Assistant  Engineer,  28  August,  1863.     Honorably   discharged  17 
October,  1865. 
Fnll,  John  S. 

Mate,  1  October,   1862.    Acting  Ensign,  12   February,  1864.     Appointment  re- 
voked 3  June,  1864. 
Fnllam,  William  F. 

Cadet  Midshipman,  24  September,  1873.     Graduated  18  June,  1879. 
Fuller,  Aug.  H. 

Mate,  25  January,  1862.     Acting  Ensign,  5  September,  1864.     Honorably  dis- 
charged 19  September,  1865. 
Fuller,  Charles  M. 

Mate,   10   January,   1863.    Acting  Ensign,  10  February,  1864.     Honorably  dis- 
charged 5  September,  1865 
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Fuller,  Oarins  S. 

Acting  Third  Assistant  Engineer,  4  October,  1864.  Honorably  dischareed  17 
July,  1865.  ^ 

Fnller,  Edward  C. 

Midshipman,  37  September,  1870.  Graduated  1  June,  1874.  Resigned  9  Septem- 
ber, 1874.  ^  '■ 

Fuller,  George  K. 

Acting  Thij-d  Assistant  Engineer,  20  June,  1862.     Dismissed  11  September,  1863. 
Fuller,  Oeorge  W. 

Mate,  30  October,  1863.     Resigned  30  May,  1865. 
Fuller,  Henry  C. 

Mate,  38  July,  1863.  Honorably  discharged  33  November,  1868.  Mate,  4  February 
1870.     In  Service.  -^ 

Fuller,  Ichabod  C. 

Acting  Ensign,  26  September,  1864.    Honorably  discharged  30  September,  1865. 
Fuller,  James. 

Midshipman,  15  November,  1809.    Resigned  24  August,  1810. 
Fuller,  John. 

Acting  Master,  10  September,  1861.     Resigned  6  February,  1863. 
Fuller,  John. 

Mate,  8  July,  1864.     Resigned  9  June,  1865. 
Fuller,  John  J.,  Jr. 

Mate,  31  September,  1864.     Resigned  23  May,  1865. 
Fuller,  Walter. 

Acting  Assistant  Paymaster,  9  October,  1863.    Discharged  39  January,  1866. 
Fuller,  William  A. 

Acting  Third  Assistant  Engineer,  33  March,  1864.     Honorably  discharged  18  De- 
cember, 1865. 
Fuller,  William  H. 

Third  Assistant  Engineer,  33  May,  1861.     Resigned  16  November,  1861. 
Fuller,  Zacheus  R. 

Cai-penter,  12  April,  1815.     Dismissed  80  June,  1839. 
Fulmer,  David  BI. 

Third  Assistant  Engineer,  4  May,  1863.     Second  Assistant  Engineer,  38  Septem- 
ber, 1864.    Passed  Assistant  Engineer,  8  December,  1872. 
Fulton,  Albert  K. 

Third  Assistant  Engineer,  6  January,  1863.     Second  Assistant  Engineer,  1  Octo- 
ber, 1863.    Resigned  35  April,  1864. 
Fulton,  George  W. 

Acting  First  Assistant  Engineer,  1  October,  1863.  Honorably  discharged  4  No- 
vemmber,  1865. 

Fulton,  James. 

Purser,  20  November,  1858.  Pay  Inspector,  3  March,  1871.  Pay  Director,  38 
August,  1876. 

Fulton,  James  B. 

Acting  Chief  Engineer,  1  October,  1862.    Honorably  discharged  15  January,  1867. 

Fulton,  Thomas  C. 

Acting  First  Assistant  Engineer,  1861.    Resigned  31  October,  1863. 

Funck,  John  M. 

Midshipman,  5  May,  1806.    Killed  in  action  25  October,  1812. 

Furher,  Edward  G. 

Acting  Midshipman,  3  October,  1854.  Midshipman,  11  June,  1858.  Resigned  35 
August,  1860.  Mate,  16  January,  1863.  Acting  Master,  11  April,  1863.  Hon- 
orably discharged  31  January,  1866. 
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Furbnsh,  Frederick. 

Mate,  27  May,  1862.    Acting  Ensign,  25  July,  1863. 
Fnrch,  William. 

Acting  Second  Assistant  Engineer,  1  October,  1863.     Honorably  discharged  30 
November,  1865. 
Furey,  John. 

Acting  Assistant  Paymaster,  6  October,  1863.     Passed  Assistant  Paymaster,  33 
July,  1866.     Paymaster,  34  October,  1871. 
Fnrlong,  Joseph. 

Acting  Gunner,  31  March,  1863.    Honorably  discharged  13  May,  1865. 
Fnrniss,  Xlartiuan  K. 

Acting  Master,  18  July,  1861.     Acting  Volunteer  Lieuteaant,  for  gallant  conduct, 
11  November,  1861.     Dismissed  13  September,  1863. 
Furniss,  lieon. 

Acting  Assistant  Paymaster,  1  July,  1863.     Resigned  13  October,  1863. 

Fnssell,  lilnneas. 

Acting  Assistant  Surgeon,  1  March,  1865.    Acting  Passed  Assistant  Surgeon,  39 

July,  1868.     Resigned  3  September,  1874. 
FyflTe,  Joseph  P. 

Midshipman,  9  September,  1847.    Passed  Midshipman,  15  June,  1854.    Master,  15 

September,  1855.     Lieutenant,  16  September,  1855.     Retired  list,  3  June,  1865. 

Lieutenant-Commander  from  16  July,  1863.      Commander,  2  December,  1867. 

Captain,  18  January,  1879. 

Oabrlelson,  Frlc. 

Mate,  13  December,  1861.    Acting  Ensign,  30  May,  1863.     Honorably  discharged 
30  September,  1865. 
Oadsden,  Christopher,  Jr. 

Midshipman,  22  February,  1799.    Lieutenant,  12  January,  1807.     Commander,  10 
July,  1813.    Died  38  August,  1813. 
Oadsden,  Thomas. 

Purser,  31  July,  1840.'    Resigned  31  March,  1843. 

Oaedicke,  H.  J. 

Midshipman,  19  August,  1833.    Died  17  December,  1839. 

Gage,  George  S. 

Mate,  6  March,  1865.    Honorably  discharged  3  October,  1865. 

Gage,  Howard. 

Cadet  Engineer,  1  October,  1874.    Graduated  30  June,  1878. 
Gage,  Liemuel. 

Acting  Master,  10  October,  1861.     Dismissed  8  May,  1863. 
Gager,  E.  V. 

Acting  Master,  17  May,  1861.     Resigned  8  July,  1863. 
Gagg,  William. 

Acting  Third  Assistant  Engineer,  16  Februaiy,  1865.     Resigned  15  June,  1865. 
Gaillard,  An^ustin. 

Midshipman,  30  November,  1814.     Resigned  16  June,  1815. 
Gaillard,  1>.  !§. 

Midshipman,  1  February,  1815.     Resigned  25  August,  1815. 
Gaillard,  Samnel. 

Midshipman,  10  May,  1830.     Resigned  28  January,  1833. 
Gaines,  James  H. 

Assistant  Surgeon,  30  December,  1873.     Passed  Assistant  Surgeon,  15  June,  1877. 
Gainsford,  Charles. 

Mate,  5  June,  1863.    Died  39  May,  1880. 
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Galry,  Oeorge. 

Acting  Ensign,  28  October,  1863.     Appointment  revoked  (Sick,)  16  January,  1865. 
Galbraiili,  William. 

Acting  Second  Assistant  Engineer,  12  June,  1863.     Honorably  discharged  8  No- 
vember, 1865. 
Oale,  George  W. 

Acting  Assistant  Surgeon,  19  April,  1862.     Acting  Passed  Assistant  Surgeon,  6 
July,  1865.    Honorably  discharged  29  June,  1869. 
Gale,  John. 

Midshipman,  19  October,  1841.     Dismissed  9  September,  1848. 
Gale,  IVilliam. 

Acting  Assistant  Surgeon,  18  October,  1863.     Acting  Passed  Assistant  Surgeon,  13 
June,  1865.     Honorably  discharged  2  August,  1868. 
Gale,  William  A. 

Acting  Assistant  Paymaster,  25  April,  1865.     Discharged  12  October,  1865. 
Galindo,  Edward  A. 

Mate,  5  March,  1862.    Resigned  15  March,  1865. 
Gallagher,  James. 

Mate,  8  February,  1862.    Dismissed  22  January,  1863. 
Gallagher,  James  G. 

Sailmaker,  27  November,  1829.    Died  at  the  Naval  Hospital,  Chelsea,  Massachu- 
setts, 8  March,  1865. 
Gallagher,  John. 

Master,  16  January,  1809.     Lieutenant,  24  July,  1813.     Commander,  2  March,  1835. 
Captain,  22  December,  1835.    Died  1  November,  1842. 
Gallagher,  John. 

Third  Assistant  Engineer,  21  January,  1842.     Second  Assistant  Engineer,  32  Janu- 
ary, 1846.     Resigned  17  February,  1847. 
Gallagher,  John  Li. 

Acting  Chief  Engineer,  24  February,  1864.     Dismissed  6  July,  1864. 

Gallagher,  Joseph  P. 

Acting  Ensign,  3  November,  1863.    Honorably  discharged  15  May,  1865. 
Gallagher,  liawrence. 

Boatswain,  15  November,  1828.     Died  at  Naval  Hospital,  New  York,  3  December, 
1861. 
Gallagher,  liawrence  B. 

Mate,  12  February,  1870. 
Gallagher,  William  F. 

Acting  Third  Assistant  Engineer,  5  January,  1865.     Resigned  7  November,  1865. 

Gallaher,  Benjamin  F. 

Purser,  15  July,  1852.    Dismissed  22  August,  1863. 

Gallgher,  Darins  F. 

Acting  Third  Assistant  Engineer,  5  November,  1862.     Dismissed  15  July,  1863. 

Gallishan,  Charles  A. 

Acting  Ensign,  20  January,  1865.     Deserted  33  May,  1866. 

Gallonp,  John  li. 

Mate,  23  December,  1863.     Resigned  2  August,  1866. 

***  M*iSmfn!'22*^SeptS^ber,  1866.     Graduated  6  June,  1871.    Ensign,  14  July, 
1873.     Master,  9  December,  1875. 

****  MidlMpmaD!*28'February,  1799.     Died  33  September,  1804. 

r^niin-wav.  Thomas.  „        ,   ■    .  ^    . 

Actins  Third  Assistant  Engineer,  24  September,  1862.     Actmg  Second  Assistant 
Engineer,  14  Januaiy,  1863.    Honorably  discharged  1  May,  1866. 
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Gait,  Francis  li. 

Assistant  Surgeon,  3  October,  1855.    Passed  Assistant  Surgeon,  4  May,  1860.     Re- 
signed 20  March,  1861. 
Gait,  Robert  W. 

Assistant  Engineer,  13  October,  1871.     Passed  Assistant  Engineer,  24  February, 
1879. 
Gait,  Rogers  H. 

Midshipman,  20  June,  1868.     Graduated  1  June,  1873.     Ensign,  15  July,  1873. 
Master,  11  December,  1877. 
Gait,  William  W. 

Assistant  Paymaster,  25  January,  1878. 
Galren,  Jotan. 

Lieutenant,  3  June,  1800.  Discliarged  18  June,  1801,  under  Peace  Establishment 
Act. 

Gamble,  Fras.  B. 

Midshipman,  18  May,  1809.     Lieutenant,  19  December,  1814.    Died  29  September, 
1824. 
Gamble,  Jolin  li. 

Acting  Ensign,  3  August,  1862.     Acting  Master,  favorable  report  of  services,  34 
February,  1864.     Honorably  discharged  11  April,  1866. 
Gamble,  John  M. 

Midshipman,  16  January,  1809.     Appointed  Second  Lieutenant  Marine  Corps,  16 
January,  1809.    First  Lieutenant,  5  March,  1811.    Captain,  18  June,  1814.    Major 
by  Brevet,  18  April,  1816.    Major,  1  July,  1884.    Lieutenant-Colonel,  by  Brevet,  3 
March,  1837.     Died  11  Septeniber,  1836. 
Gamble,  Joseph  G. 

Master,  19  March,  1813.     Dismissed  5  January,  1814. 
Gamble,  Peter. 

Midshipman,  16  January,  1809.     Lieutenant,  17  March,  1814.     Killed  in  action  11 
September,  1814. 
Gamble,  Robert  M. 

Midshipman,  9  May,  1808.     Lieutenant,  31  February,  1809.     Last  appearance  on 
Records  of  Navy  Department,  28  August,  1811. 
Gamble,  Thomas. 

Midshipman,  3  April,  1804.    Lieutenant,  27  April,  1810.     Commander,  27  April, 
1816.    Died  10  October,  1818. 
Gamble,  William  H. 

Third  Assistant  Engineer,  8  July,  1862.     Died  36  August,  1863. 
Gamble,  William  M. 

Midshipman,  1  March,  1841.    Passed  Midshipman,  1  August,  1847.     Master,  14 
September,  1855.     Lieutenant,  15  September,  1855.     Lieutenant-Commander,  1.6 
July,  1862.     Retired  26  April,  1866.     Commander  on  Retired  list,  4  April,  1867. 
Gamble,  W.  P. 

Midshipman,  10  October,  1833.     Died  3  September,  1838. 
Gambrill,  Amos  G. 

Assistant  Surgeon,  10  June,  1829.    Passed  Assistant  Surgeon,  3  March,  1835.    Sur- 
geon, 20  February,  1838.     Died  12  February,  1854. 
Game,  Mark. 

Carpenter,  20  November,  1799.     Discharged  35  May,  1801. 
Gammon,  Thomas  B. 

Mate.    Resigned  12  September,  1863.    Mate,  26  April,  1870,    Resigned  33  March, 
1871. 
Gansevoort,  Giiert. 

Midshipman,  4  March,  1823.  Passed  Midshipman,  38  April,  1833.  Lieutenant,  8 
March,  1837.  Commander,  14  September,  1855.  Captain,  16  July,  1862.  Re- 
tired list,  28  January,  1867.     Commodore,  Retired  list.     Died  15  July,  1868. 
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Ganseroort,  Hnnn. 

Midshipman,  8  May,  1823.     Passed  Midshipman,  23  June,  1838.    Lieutenant  27 
February,  1842.     Lost  in  the  "  Grampus,"  March,  1843.  ' 

Ganseroort,  P.  1. 

Midshipman,  1  June,  1828.     Drowned  7  March,  1832. 
GansoTOort,  Stanwix. 

Midshipman,  3  November,  1841.     Resigned  0  October,  1847. 
Gantt,  Benjamin  S. 

Midshipman,  16  June,  1884.      Passed  Midshipman,  16  July,  1840.     Master,  26 
August,  1846.     Lieutenant,  25  February,  1847.     Died  12  March,  1852. 
Gantt,  Joseph. 

Midshipman,  18  June,  1799.     Discharged  18  June,  1801,  under  Peace  Establish- 
ment Act. 

Gantt,  Richard. 

Midshipman,  16  July,  1799.     Lost  in  the  "  Inmrgent." 

Garebedian,  H.  Paul. 

Acting   Third   Assistant  Engineer,   6  August,   1864.     Honorably  discharged  19 
August,  1865. 

Gardiner,  A.  F. 

Acting  Third  Assistant  Engineer,  1  October,  1862.     Dismissed  13  October,  1864. 
Gardiner,  Charles  A. 

Acting  Assistant  Paymaster,  20  August,  1862.    Honorably  discharged  7  September, 
1865. 
Gardiner,  Eben  G. 

Acting  Third  Assistant  Engineer,  25  June,  1862.     Appointment  revoked  (Sick,) 
31  July,  1863. 
Gardiner,  Henry  R. 

Mate,  29  September,  1864.     Honorably  discharged  3  October,  1865. 
Gardiner,  Robert  M. 

Acting  First  Assistant  Engineer,  24  August,  1863.    Resigned  3  November,  1863. 
Gardner,  A.  S. 

Acting  Master,  36  August,  1861.     Dismissed  13  July,  1865. 
Gardner,  Charles  V. 

Acting  Assistant  Paymaster,  18  August,  1864.    Honorably  discharged  9  September, 
1865. 
Gardner,  Edward  C. 

Master,  18  August,  1813.     Dismissed  as  Supernumerary,  6  March,  1813. 

Gardner,  Francis. 

Gunner,  7  September,  1833.     Died  1  May,  1835. 
Gardner,  Frank  P. 

Mate,  1862.     Died  35  March,  1863. 

Gardner,  F.  W. 

Acting  Assistant  Paymaster,  1 7  February,  1863.     Resigned  13  November,  1864. 
Gardner,  Gilbert. 

Master,  15  December,  1817.     Resigned  1  February,  1822. 

Gardner,  James  F. 

Assistant  Surgeon,  8  July,  1876.     Passed  Assistant  Surgeon,  7  August,  1880. 

Gardner,  James  W. 

Mate,  31  September,  1868.    Honorably  discharged  6  July,  1865. 

Gardner,  John  91. 

Midshipman,  1  May,  1799.     Lieutenant,  19  January,  1807.     Commander,  4  Feb- 
ruary, 1815.     Died  1  September,  1815. 
Gardner,  John  M. 

Midshipman,  1  June,  1826.     Passed  Midshipman,  18  April,  1833.    Lieutenant,  8 
March,  1837.     Died  27  November,  1847. 

18 
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Gardner,  John  Wesley. 

Third  Assistant  Engineer,  31  April,  18C3.     Second  Assistant  Engineer,  28  Septem- 
ber, 1864.     Passed  Assistant  Engineer,  31  December,  1873. 
Gardner,  L.afaj'ette. 

Acting  Ensign,  33  June,  1863.     Honorably  discharged  36  July,  1865. 

Gardner,  Saninel  H. 

Mate,  16  November,  1864.     Discharged  34  August,  1865. 

Gardner,  Thomas  C. 

Assistant  Surgeon,  10  December,  1814.  Last  appearance  on  Records  of  Navy 
Department,  1820.     Died  in  New  York. 

Gardner,  Thomas  M. 

Acting  Master,  13  June,  1861.  Master,  12  March,  1868.  Lieutenant,  18  December, 
1868.     Lieutenant-Commander,  2  February,  1878. 

Gardner,  Walter. 

Midshipman,  6  December,  1814.     Resigned  16  July,  1817. 

Gardner,  Walter. 

Midshipman,  1  January,  1818.     Died  31  February,  1820. 
Gardner,  William  H. 

Midshipman,  6  December,  1814.  Lieutenant,  13  January,  1825.  Commander,  8 
September,  1841.  Captain,  14  September,  1855.  Commodore  on  Retired  list, 
16  July,  1862.    Died  19  December,  1870. 

Gardner,  William  Ross. 

Midshipman,  39  December  ,1831.  Passed  Midshipman,  15  June,  1837.  Lieutenant, 
8  September,  1841.     Died  33  April,  1857. 

Garfield,  Walter  H. 

Acting  Master,  4  October,  1861.    Acting  Volunteer  Lieutenant,  recommendation 
of  Rear-Admiral  Dahlgren,  25  May,  1864.     Honorably  discharged  4  August, 
1867. 
Garland,  Hudson  Til. 

Midshipman,  20  November,  1848.  Passed  Midshipman,  12  June,  1855.  Master,. 
16  September,  1855.     Lieutenant.  17  October,  1856.     Died  36  Februaiy,  1861. 

Garlick,  George  W. 

Mate,  1  October,  1863.     Acting  Ensign,  5  August,  1863.     Resigned   (Sick,)  28 
January,  1865. 
Garliek,  John. 

Midshipman,  36  July,  1799.  Discharged  13  August,  1801,  under  Peace  Establish- 
ment Act. 

Garner,  John  M. 

Acting  Assistant  Sm'geon,  2  Februaiy,  1863.    Acting  Passed  Assistant  Surgeon^ 
18  May,  1865.    Honorably  discharged  10  October,  1865. 
Garnett,  Algernon  S. 

Assistant  Surgeon,  16  May,  1857.    Dismissed  10  May,  1861. 
Garnett,  A.  Y.  P. 

Assistant  Surgeon,  8  September,  1841.    Resigned  21  October,  1850. 
Garnett,  James. 

Acting  Assistant  Paymaster,  38  August,  1863.    Resigned  19  January,  1865. 
Garner,  John  C 

Acting  Third  Assistant  Engineer,  19  September,  1863.     Resigned  37  April,  1865. 
Garrard,  William,  Jr. 

Midshipman,  1  January,  1808.     Last  appearance  on  Records  of  Navy  Department, 
12  June,  1809. 
Garreeht,  William  H. 

Acting  Third  Assistant  Engineer,  18  October,  1864.  Honorably  discharged  9 
September,  1865. 

Garretson,  Isaac. 

Purser,  35  April,  1813.    Died  30  January,  1830. 
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Garrigau,  Micbael. 

Acting  Third  Assistant  Engineer,  15  February,  1865.     Honorably  discharged  27 
October,  1865. 
Garrison,  Oeorge  W. 

Mate,  18  November,  1861.     Resigned  3  May,  1862.     Acting  Ensign,  23  January, 
1863.    Acting  Master,  1  September,  1864.    Appointment  revoked  IS  January, 
1866. 
Garrison,  J.  V. 

Assistant  Surgeon,  33  December,  1812.    Died  18  November,  1830. 
Garrison,  Samuel. 

Midshipman,  11  January,  1833.     Cashiered  20  October,  1834. 
Garrison,  William  H. 

Acting  Third  Assistant  Engineer,  7  September,  1864.    Honorably  discharged  39 
November,  1865. 
Ciiarst    l^errT^* 

Midshipman,  38  July,  1863.  Graduated  3  July,  1868.  Ensign,  19  April,  1869. 
Master,  12  July,  1870.     Lieutenant,  5  April,  1874. 

Gartliwaite,  George  W. 

Acting  Assistant  Paymaster,  10  June,  1864.  Drowned  on  ^^Sassacus,''^  5  April, 
1865. 

Garts,  Peter. 

Purser,  39  August,  1799.     Last  appearance  on  Records  of  Navy  Department. 

Garvin,  Benjamin  F. 

Third  Assistant  Engineer,  39  March,  1847.  Second  Assistant  Engineer,  31  Octo- 
ber, 1848.  First  Assistant  Engineer,  26  February,  1851.  Chief  Engineer,  11 
May,  1858. 

GarTin,  John. 

Midshipman,  33  July,  1865.  Graduated  4  June,  1869.  Ensign,  13  July,  1870. 
Master,  12  July,  1871.     Lieutenant,  3  October,  1874. 

Garvin,  Michael  F. 

Acting  Assistant  Surgeon,  11  September,  1863.    Appointment  revoked  17  October, 
1863. 
Gaskill,  Vincent  H- 

Acting  Assistant  Surgeon,  19  February,  1864.    Resigned  18  May,  1865. 

Gaskins,  D'Arcy  M. 

Mate,  21  March,  1863.    Acting  Ensign,  2  May,  1864.    Honorably  discharged  30 
December,  1865. 
Gaskins  Jotan. 

Gunner,  20  April,  1857. 

Gassaway,  John. 

Midshipman,  16  January,  1809.  Appointed  Second  Lieutenant  Marme  Corps,  18 
June,  1810.     Resigned  39  December,  1810. 

Gassoway,  Elmore  S. 

Mate,  10  September,  1864.    Honorably  discharged  26  October,  1865.- 

Acting  Third  Assistant  Engineer.  10  October,  1 866.  Third  Assistant  Engineer,  3 
June,  1868.  Second  Assistant  Engineer,  3  June,  1869.  Passed  Assistant  Engi- 
neer,'39  October,  1874. 

*^**6unn"!*'26*Detember,  1855.     Warranted  21  March,  1857.    Died  13  December, 

1857. 
Gates,  V.  Brnce. 

Mate,  35  July,  1864.     Dismissed  39  December,  1864. 

Gatewood,  James  D. 

Assistant  Surgeon,  6  July,  1880. 
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Gatewood,  Ricliard. 

Purser,  10  January,  1812.     Last  appearance  on  Records  of  Navy  Department 

Gatewood,  Richard. 

Cadet  Engineer,  15  September,  1875.     Graduated  10  June,  1879. 

Gaiil,  Andrew  K. 

Acting  First  Assistant  Engineer,  37  July,  1863.     Honorably  discharged  7  August, 
1865. 

Gaul,  William. 

Acting  Third  Assistant  Engineer,  30  December,  1863.     Reduced  to  Fireman,  14 
November,  1864. 

Ganlt,   John. 

Midshipman,  16  January,  1799.     Resigned  23  January,  1799. 

Ganlt,  John. 

Midshi2jman,  19  March,  1799.     Last  appearance  on  Records  of  Navy  Department. 

Ganntt,  Charles. 

Midshipman,   1  September,  1811.     Lieutenant,  5  March,  1817.      Commander,  9 
February,  1837.     Captain,  34  February,  1847.     Died  at  New  Brunswick,  New- 
Jersey,  31  August,  1855. 
Gantier,  Thomas  ]V. 

Lieutenant,  15  February,  1800.     Discharged  30  October,  1801,  under  Peace  Estab- 
lishment Act. 
Gantier,  Thomas  'X. 

Master,  4  August,  1807.    Resigned  25  November,  1814. 

Gavagan,  Thomas. 

Acting  Third  Assistant  Engineer,  16  May,  1863.     Acting  Second. Assistant  Engi- 
neer, 3  February,  1865.     Honorably  discharged  9  August,  1865. 
Gavaret,  Eniile. 

Acting  Assistant  Surgeon,  1  October,  1862.     Honorably  discharged  21  October, 
1865. 
Gay,  Charles  W. 

Midshipman,  27  October,  1818.     Resigned  11  April,  1828. 
Gay,  Edward. 

Third  Assistant  Engineer,  34  August,  1861.     Second  Assistant  Engineer,  31  April, 
1863.     Died  19  January,  1870. 
Gay,  George  W. 

Midshipman,  1  April,  1828.     Dismissed  28  November,  1838. 

Gay,  James  W. 

Acting  Ensign,  14  July,  1863.    Appointment  revoked  19  November,  1863. 
Gay,  Jesse. 

First  Assistant  Engineer,  20  February,  1847.     Chief  Engineer,  31  October,  1848. 
Resigned  23  October,  1859. 
Gay,  John. 

Carpenter,  1  September,  1803.     Last  appearance  on  Records  of  Navy  Department. 
Gay,  Thomas  S. 

Mate,  30  March,  1864.     Acting  Ensign,  27  October,  1864.     Honorably  discharged 
4  November,  1868.     Sailmaker,  6  December,  1871.     Resigned  3  March,  1873. 
Gay,  Timothy. 

Midshipman,  6  June,  1815.     Last  appearance  on  Records  of  Navy  Department, 
1831.     ShiTp  "  Independence.^^ 

Gayle,  John  H. 

Mate,  30  May,  1864.    Resigned  4  October,  1864. 
Gayle,  Richard  H. 

Midshipman,  13  October,  1848.     Resigned  27  June,  1853. 
Gaylor,  Charles  H. 

Mate,  10  Decembei-,  1863.     Acting  Ensign,  23  November,  1864.    Resigned  15  May, 
1865. 
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Oaylord,  Charles. 

Acting  Assistant  Surgeon,  10  August,  1864.     Honorably  discharged  22  May,  1866. 
Gayring,  David. 

Acting  Second  Assistant  Engineer,  12  October,  1863.     Honorably  discharged  15 
September,  1866. 
Gearing,  Henry  C 

Midshipman,  13  June,  1873.     Graduated  30  June,  1876.     Ensign,  35  November, 
1877. 
Geary,  Alexander  M. 

Acting  Second  Assistant  Engineer,  1  February,  1864.     Honorably  discharged  23 
November,  1865. 

Geary,  Amos  H. 

Mate,  30  January,  1863.     Dismissed. 
Geddes,  C.  Wright. 

Third  Assistant  Engineer,  15  November,  1847.     Second  Assistant  Engineer,  11 
January,  1849.    First  Assistant  Engineer,  36  February,  1851.    Resigned  5  Sep- 
tember, 1855.     Re-appointed  Second  Assistant  Engineer,  27  August,  1859.     De- 
clined appointment  31  August,  1859. 
Geddes,  George  H. 

Midshipman,  14  October,  1799.     Lieutenant,  28  April,  1809.     Resigned  24  Janu- 
ary, 1811. 
Geddis,  George  William. 

Third  Assistant  Engineer,  8  July,  1862.     Resigned  9  March,  1864. 
Geddes,  Kenry. 

Captain,  24  September,  1799.    Discharged  11  April,  1801,  under  Peace  Establish- 
ment Act. 
Geddes,  Henry,  Jr. 

Midshipman,  16  January,  1809.    Last  appearance  on  Records  of  Navy  Department, 
15  March,  1809. 
Geddis,  Henry,  Jr. 

Midshipman,  30  April,  1800.    Discharged  13  October,  1801,  under  Peace  Estab- 
lishment Act. 
Gedney,  Jonathan. 

Carpenter,  1  August,  1809.     Last  appearance  on  Records  of  Navy  Department,  18 
December,  1815. 
Gedney,  Thomas  R. 

Midshipman,  4  March,  1815.     Lieutenant,  13  January,  1825.     Commander,  8  Sep- 
tember, 1841.     Died  30  November,  1857. 
Gee,  Samuel. 

Mate,  12  November,  1869. 
Geer,  Abram. 

Acting  Third  Assistant  Engineer,  14  April,  1864.    Honorably  discharged  10  July, 
1866. 

Geer,  George  S. 

Acting  Third  Assistant  Engineer,  19  January,  1863.    Acting  Second  Assistant 
Engineer,  6  June,  1864.     Honorably  discharged  1  December,  1865. 

Geer,  Shnbael. 

Acting  Third  Assistant  Engineer,  31  January,  1865.     Honorably  discharged  15 
February,  1866. 
Geisinger,  David. 

Midshipman,  15  November,  1809.     Lieutenant,  9  December,  1814.     Commander, 
11  March,  1839.     Captain,  24  May,  1838.     Reserved  list,  18  September,  1855. 
Died  5  March,  1860. 
Gelatt,  Joseph  S. 

Acting  Ensign,  16  December,  1863.     Acting  Master,  recommendation  of  Com- 
manding Officer,  16  April,  1864.     Honorably  discharged  1  November,  1865. 
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Oenet,  Charles  Edmund. 

MidsMpman,  23  February,  1841.     Dissmised  13  February,  1850. 
Genther,  Samuel. 

Acting  Second  Assistant  Engineer,  1  August,  1863.  Acting  First  Assistant  Engi- 
neer, 13  November,  1863.     Dismissed  3  February,  1865. 

George,  Enooli. 

Acting  Second  Assistant  Engineer,  18  August,  1864.  Honorably  discliarged  22 
September,  1865. 

George,  F.  A.  R. 

Third  Assistant  Engineer,  11  April,  1859.  Resigned  13  August,  1863.  Acting 
Second  Assistant  Engineer,  11  December,  1863.  Acting  First  Assistant  Engi- 
neer, 7  January,  1868.     Dismissed  8  June,  1864. 

Geoghegan,  John. 

Master,  16  September,  1813.     Discharged  15  April,  1815. 

Geoltz,  liewis. 

Mate,  7  October,  1863.     Acting  Ensign,  17  March,  1865.     Honorably  discharged  8 
October,  1868. 
Germain,  Charles. 

Acting  Master,  17  May,  1861.     Resigned  23  June,  1863. 
Germain,  George. 

Acting  Third  Assistant  Engineer,  31   October,  1863.     Resignet.   (Sick,)  13  Feb-' 
ruary,  1865. 
Germain,   John. 

Acting  First  Assistant  Engineer,  31  October,  1862.     Acting  Chief  Engineer,  19 
January,  1863.    Honorably  discharged  2  December,  1866. 
German,  James  B. 

Acting  Third  Assistant  Engineer,  31  August,  1863.    Resigned  16  November,  1864. 
German,  Xiewis. 

Midshipman,  15  November,  1809.    Lieutenant,  34  July,  1813.    Died  13  April,  1819. 
Gerould,  M.  li. 

Acting  Assistant  Surgeon,  22  September,  1863.     Honorably  discharged  7  Decem- 
ber, 1865. 
Gerrand,  Henry. 

Acting  Assistant  Paymaster,  1  July,  1863.     Assistant  Paymaster,  37  February, 
1867.    Passed  Assistant  Paymaster,  26  August,  1868.     Died  8  July,  1873. 
Gerrans,  Charles. 

Acting  Third  Assistant  Engineer,  18  November,  1863.     Acting  Second  Assistant 
Engineer,  28  May,  1864.     Honorably  discharged  25  November,  11S65. 
Gerrard,  George. 

Acting  Ensign,  6  January,  1863.    Honorably  discharged  2  December,  1865.    Acting 
Ensign,  12  March,  1867.     Resigned  29  May,  1867. 
Gerrish,  David  F. 

Acting  Assistant  Engineer,  25  November,  1863.    Honorably  discharged  26  August, 
1865 
Gerrish,  Francis. 

Assistant  Surgeon,  10  December,  1814.     Died  13  April,  1819. 
Gerry,  Charles  M.  S. 

Acting  Third  Assistant  Engineer,  30  January,  1864.  Honorably  discharged  28 
September,  1865. 

Gerry,  James  T. 

Midshipman,  20  December,  1815.     Lieutenant,  28  April,  1826.     Commander,  17     ' 
April,  1842.     Lost  on  the  "  Albany, ''  28  September,  1854. 
Gerry,  Martin  H. 

Acting  Third  Assistant  Engineer,  19  September,  1862.  Acting  Second  Assistant 
Engineer,  23  October,  1863.     Resigned  13  March,  1866. 
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CJerry,  Oliver  H. 

Carpenter,  29  May,  1861.     Warranted  11  December,  1861.    Died  at  Sea  on  board 
the  "  Iroquois,"  10  August,  1867. 
Cterry,  Saniiiel  R. 

Master,  17  January,  1809.    Last  appearance  on  Records  of  Navy  Department,  1820. 
Gerry,  Thomas  R. 

Midshipman,  6  December,  1814.    Resigned  37  August,  1833. 
Getty,  Robert. 

Acting  Volunteer  Lieutenant,  1  October,  1862.     Resigned  21  August,  1863. 
Getty,  Robert  H. 

Midshipman,  16  June,  1837.     Passed  Midshipman,  29  June.  1843.    Died  6  July, 
1847. 
Getz,  George. 

Midshipman,  1  January,  1812.    Resigned  5  February,  1814. 
Gentsh,  Fei'dinanil  H. 

Midshipman,  23  July,  1866.     Graduated  7  June,  1870.     Resigned  S2  May,  1873. 

Gheen,  £dward  Hickman. 

Acting  Midshipman,  25  September.  1862.     Graduated  June.  1807.     Ensign,  18 
December,  1868.     Master,  21  Marcia,  1870.     Lieutenant,  21  March,  1871. 
Glieradi,  Bancroft. 

Midshipman,  26  June,  1846.  Passed  Midshipman,  8  June,  1852.  Master,  15  Sep- 
tember, 1855.  Lieutenant,  16  September,  1855.  Lieutenant-Commander,  16 
July,  1862.     Commander,  25  July,  1866.     Captain,  9  November,  1874. 

Gibbon,  Frederick  S. 

Midshipman,  9  June,  1811.     Lieutenant,  1  April,  1818.    Died  3  December,  1825. 

Gibbon,  James. 

Midshipman,  30  June,  1799.     Lieutenant,  21  January,  1807.    Died  in  December, 

1811. 
Gibbon,  I-ardner. 

Midshipman,  22  December,  1837.  Passed  Midshipman,  29  June,  1843.  Master,  10 
April,  1851.     Lieutenant,  5  December,  1851.     Resigned  15  May,  1857. 

Giberson,  Charles  H. 

Assistant  Surgeon,  19  October,  1861.  Passed  Assistant  Surgeon,  24  April,  1865. 
Resigned  9  November,  1868. 

Giber  son,  Robert  D  „        ,   .    .  .    ^ 

Acting  Third  Assistant  Engineer,  21  October,  1868.  Actmg  Second  Assistant 
Engineer,  16  June,  1864.  Honorably  discharged  37  August,  1867.  Acting 
Second  Assistant  Engineer,  14  March,  1866.    Mustered  out  27  August,  1867. 

Acting  -Ensign,  23  February,  1864.  Honorably  discharged  28  October,  1865. 
Mate,  21  January,  1876.    Appointment  revoked  30  October  1871. 

Assistant  Surgeon,  12  November,  1858.  Passed  Assistant  Surgeon,  23  May,  1862. 
Surgeon,  32  May,  1863.    Medical  Inspector,  17  March,  1876. 

Gibbs,  Charles  J.  ,     .       x  •    .        ..        ^        ■  .  ^ 

Acting  Master,  8  February,  1862.  Acting  Volunteer  Lieutenant,  good  service,  4 
February,  1864.     Honorably  discharged  5  January,  1866. 

*  AcUng  Second  Assistant  Engineer,  27  July,  1864.    Honorably  discharged  3  No- 
vember, 1865. 

Gibbs,  Henry  1.  .„„,     t,    •      ^  o  t        -,oc,k 

Acting  Assistant  Surgeon,  3  February,  1864.     Resigned  3  June,  1865. 

****MfdsMpm" ,  16  January,  1809.     Lieutenant,  9  December,  1814.    Resigned  36  Feb- 
ruary, 1816. 
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Oibbs,  Paul  C. 

Acting  Master,  15  April,  1862.     Resigned  5  October,  1863. 

Gibbs,  H'illiam  C. 

Acting  Master,  26  February,  1862.     Resigned  21  February,  1863. 

Oibbs,  William  R. 

Acting  Master,  26  December,  1861.     Appointment  revoked  25  July,  1864. 

Gibney,  James  C. 

Mate,  25  January,  1862.     Acting  Ensign,  21  July,  1863.     Resigned   12  October,. 
1863. 
Gibson,  Alexander. 

Midshipman,  4  July,  1822.  Passed  Midshipman,  24  May,  1828.  Lieutenant,  28 
February,  1838.  Reserved  list,  13  September,  1855.  Commissioned  Commander 
on  Active  list,  14  September,  1855.  Captain  on  Retired  list,  4  April,  1867. 
Died  8  August,  1872. 

Gibson,  A.  J. 

Acting  Ensign,  Admiral  Farragut's  Staff,  28  August,  1864.     Resigned  14  Apnl,, 
1865. 
Gibson,  Edward  K. 

Acting  Assistant  Paymaster,  4  June,  1862.     Discharged  24  June,  1865. 

Gibson,  James. 

Carpenter,  date  not  known.     Last  appearance  on  Records  of  Navy  Department. 

Gibson,  James. 

Acting  Third  Assistant  Engineer,  9  March,  1865.     Honorably  discharged  12  May,. 
1865. 
Gibson,  John  I>. 

Purser,  8  June,  1840.    Retired  list,  10  December,  1867.     Died  3  September,  1869.. 

Gibson,  John  J. 

Assistant  Surgeon,  4  July,  1860.    Surgeon,  32  September,  1863.    Died  19  February,, 
1870. 
Gibson,  Otis  W. 

Acting  Assistant  Surgeon,  10  September,  1861.  Appointment  revoked  2  Decem- 
ber, 1863. 

Gibson,  Thomas. 

Acting  Ensign,  24  Februaiy,  1863.     Acting  Master,  5  December,  1863.     Honorably 
discharged  21  October,  1865. 
Gibson,  Thomas  W. 

Midshipman,  8  February,  1832.     Dismissed  80  April,  1835. 
Gibson,  William. 

Midshipman,  11  February,  1841.  Passed  Midshipman,  10  July,  1847.  Master,  14 
September,  1855.  Lieutenant,  15  September,  1855.  Lieutenant-Commander,  16 
July,  1862.  Retired  26  April,  1867.  Commander  on  Retired  list,  37  April, 
1867.  Lieutenant-Commander,  Active  list,  13  December,  1878.  Commander, 
Active  list,  13  January,  1879. 

Gibson,  William  JB. 

Assistant  Surgeon,  2  Novemljer,  1861.    Died  8  November,  1862 

Gibson,  William  C. 

Entered  Volunteer,  Service,  15  December,  1862.     Ensign,  13  March,  1868.    Master,, 
18  December,  1868.     Lieutenant,  31  March,  1870. 
Gibson,  William  H. 

Acting  Ensign,  16  November,  18C3.     Resigned  27  March,  1865. 
Giddeons,  W'illiam. 

Midshipman,  20  June,  1799.     Last  appearance  on  Records  of  Navy  Department.. 
Giddings,  John  £. 

Acting  Master,  20  August,  1861.  Resigned  IG  May,  1863.  Acting  Ensign,  8 
August,  1804.  Acting  Master,  10  July,  1805.  Honorably  discharged  29  July,, 
1865.     Acting  Master,  1  Jlay,  1866.     Mustered  out  4  September,  1808. 
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Gideon,  Caspar  P. 

Boatswain,  8  May,  1826.     Resigned  3  June,  1826. 
Gideon,  George,  Jr. 

Third  Assistant  Engineer,  31  October,  1848.  Second  Assistant  Engineer,  26  Feb- 
ruary, 1851.  First  Assistant  Engineer,  21  May,1853.  Chief  Engineer,  23  April 
1859.    Died  16  June,  1863.  &         >  i     >■ 

Giet,  George  W. 

Sailmaker,  3  October,  1861.     Died  30  August,  1877. 
Giet,  Jolin  N. 

Acting  Master,  28  September,  1861.     Resigned  6  December,  1862. 
Gifford,  Charles  P. 

Acting  Ensign,  3  September.  1864.    Appointment  revoked  (Sick,)  24  April,  1865.. 
Gilford,  George  P. 

Mate,  25  February,  1864.    Appointment  revoked  8  April,  1868.    Mate,  27  January, 
1870.    Resigned  9  September,  1870. 
Gifford,  John  I.. 

Acting  Ensign,  11  October,  1862.     Acting  Master,  faithful  manner  of  performing 
duties,   31    October,  1863.     Acting  Volunteer  Lieutenant,  recommendation  of 
Commanding  Officer,  1  May,  1865.     Honorably  discharged  29  November,  1865, 
Gifford,  Robinson. 

Acting  Ensign,  9  August,  1864.     Honorably  discharged  27  October,  1865. 
Gifford,  R.  W. 

Acting  Assistant  Surgeon,  3  March,  1863.    Resigned  28  April,  1865. 
Gifford,  Thomas  H. 

Acting  Master,  10  June,  1861.     Dismissed  23  August,  1861. 
Gift,  George  W. 

Midshipman,  30  November,  1847.     Resigned  10  January,  1851. 
Gihon,  Albert  li. 

Assistant  Surgeon,  2  May,  1855.    Passed  Assistant  Surgeon,  4  May,  1860.     Sur- 
geon, 1  August,  1861.    Medical  Inspector,  7  November,  1872.     Medical  Direc- 
tor, 20  August,  1879. 
Gilbert,  Daniel  D. 

Acting  Assistant  Surgeon,  8  November,  1861.     Assistant  Surgeon,  25  January, 
1863.     Resigned  8  August,  1864. 
Gilbert,  Foster  B. 

Acting  Assistant  Paymaster,  3  June,  1S64.    Honorably  discharged  28  November, 
1865. 
Gilbert,  John. 

Acting  Third  Assistant  Engineer,  22  October,  1863.    Appointment  revoked  (Sick,) 
8  August,  1864. 

Gilbert,  John  P. 

Acting  Assistant  Surgeon,  18  December,  1861.    Aijpointment  revoked  12  Novem- 
ber, 1863. 
Gilbert,  Philip  J. 

Acting  Assistant  Surgeon,  20  February,  1865.     Appointment  revoked  7  June, 
1865. 
Gilbert,  William  N. 

Acting  Third  Assistant  Engineer,  28  December,  1864.    Honorably  discharged  14 
September,  1865. 

Gilchrist,  Edward. 

Assistant  Surgeon,  26  January,  1832.     Passed  Assistant  Surgeon,  8  November, 
1836.     Surgeon,  27  September,  1840.    Died  6  November,  1869. 

Gilderdale,  George  D. 

Mate,  23  October,  1862.     Acting  Ensign,  14  August,  1868.     Honorably  discharged 
20  September,  1865. 
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Oildersleeve,  Benjainin. 

Acting  Third  Assistant  Engineer,  28  December,  1861.     Resigned  34  June,  1862. 

Ctildersleeve,  Tboinas  J. 

Mate,  20  November,  1863.    Deserted  31  October,  1863. 

Oiles,  Alpha  E. 

Acting  First  Assistant  Engineer,  1  October,  1863.     Resigned  17  June,  1864. 

Giles,  Edtrarcl, 

Midshipman,  10  May,  1800.    Resigned  35  April,  1804. 
Olles,  Melrin  P. 

Acting  Third  Assistant  Engineer,  10  March,  18C5.     HonoraWy   discharged  34 
October,  1865. 
Giles,  Williaui  I>. 

Mate,  38  July,  1804.    Resigned  3  April,  1866. 
Giles,  William  W. 

Midshipman,  17  December,  1810.     Dismissed  8  August,  1813. 
Gilflllan,  William  J. 

Acting  Assistant  Surgeon,  17  April,  1868.     Resigned  28  April,  1865. 
Gill,  Ctaristopber  C. 

Acting  Ensign,  16  August,  1863.     Acting  Master,  35  July,  1863.     Resigned  35 
February,  1864.     Acting  Ensign,  4  April,  1864.     Acting  Master,  recommenda- 
tion of  Commanding  Officer,  11  August,  1864.     Honorably  discharged  36  Octo- 
ber, 1865.     Acting  Master,  30  April,  1866.  "  Discharged  13  August,  1866. 
Gill,  Clitt'ord  B. 

Midshipman,  35  September,  1863.     Graduated  23  November,  1864.     Ensign,  12 
March,  1868.     Master,  36  March,  1869.     Lieutenant,  21  March,  1870. 
Gill,  J.  W. 

Acting  Master,  23  September,  1861.     Resigned  24  November,  1863. 
Gill,  Thomas  A. 

Chaplain,  33  December,  1874. 
Gill,  William  I.. 

Midshipman,  8  March,  1814.     Resigned  31  January,  1815. 
Gillan,  David. 

Mate,  6  March,  1865.     Resigned  15  June,  1865. 
Gillaii,  James. 

Mate,  4  November,  1861.    Dismissed  24  October,  1864. 
Gillander,  Alexander. 

Acting  Third  Assistant  Engineer,  21  May,  1862.     Dismissed  14  March,  1863. 
Gillaspy,  George. 

Surgeon,  13  March,  1798.    Discharged  15  April,  1801,  under  Peace  Establishment 
Act. 
Gillespie,  E.  C. 

Mate,  12  October,  1866.     Resigned  13  January,  1869. 
Gillespie,  Edward. 

Acting  Third  Assistant  Engineer,  4  January,  1863.     Resigned  23  November,  1863. 
Acting  Third   Assistant  Engineer,  4  May,   1868.     Resigned   18   April,   1864. 
Acting  Third  Assistant  Engineer,  37  August,  1864.     Honorably  discharged  31 
July,  1865. 
Gillespie,  George. 

Acting  First  Assistant  Engineer,  14  July,  1863.     Honorably  discharged  3  May, 

Gillespie,  John  E. 

Assistant  Surgeon,  39  June,  1868.     Died  39  June,  1873. 
Gillespie,  W'illiam,  Jr. 

Acting  Assistant  Paymaster,  4  December,  1863.    Resigned  38  October,  1863. 
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Olllesple,  William  T. 

Acting  Master,  36  August,  1801.     Acting  Volunteer  Lieutenant,  13  March,  1865. 
Honorably  discharged  29  December,  1865. 
Gilless,  Walter  T. 

Midshipman,  27  October,  1841.     Passed  Midshipman,  10  August,  1847.    Died  11 
June,  1853. 
Cillet,  Samuel  T. 

Midshipman,  1  December,  1826.  Passed  Midshipman,  28  April,  1882.  Lieutenant, 
9  February,  1837.  Appointed  Chaplain,  8  September,  1841.  Resigned  19  Janu- 
ary, 1848.  " 

Ciillett,  Francis  T. 

Acting  Assistant  Paymaster,  20  October,  1863.'^  Passed  Assistant  Paymaster,  23 
July,  1866.     Paymaster,  23  January,  1873.     Died  15  February,  1878. 
Oillett,  Simeon  P. 

Acting  Midshipman,  20  September,  1856.     Midshipman,  15  June,  1860.     Lieuten- 
ant, 16  July,  1862.     Lieutenant-Commander,  27  April,  1866.     Resigned  30  De- 
cember, 1871. 
Olllette,  Robert  H. 

Acting  Assistant  Paymaster,  21  July,  1863.  Killed  on  ''  Getty shurq.'"  16  January, 
1865. 

Oilley,  John  H. 

Mate,  24  December,  1861.     Honorably  discharged  14  October,  1865. 
eilley,  William  L.. 

Mate,  28  November,  1863.    Acting  Ensign,  14  November,  1864.     Honorably  dis- 
charged 8  October,  1868.     Mate,  9  March,  1870. 
Gilliam,  Henry. 

Midshipman,  16  January,  1809.     Lieutenant,  9  December,  1814.     Last  appearance 
on  Records  of  Navy  Department,  1823.    New  Orleans. 
Ollliam,  James  S. 

Assistant  Surgeon,  26  April,  1847.     Resigned  2  December,  1858.     Re-appointed  11 
March,  1869.     Lost  in  the  "  Levant"  June,  1801 
GillllancI,  Christopher  C 

Acting  Carpenter,  15  October,  1863.     Resigned  12  Januaiy,  1865. 
Glllilaud,  David. 

Acting  Third  Assistant   Engineer,  12   April,  1864.      Honorably  discharged  29 
August,  1865. 
Gilliland,  Samuel. 

Assistant  Surgeon,  1  August,  1809.     Resigned  13  June,  1812. 

Gillingham,  Edward  E. 

Acting  Third  Assistant  Engineer,  10  August,  1864.     Resigned  29  October,  1864. 

Gillis,  James  H. 

Midshipman,  12  October,  1848.  Passed  Midshipman,  15  June,  1854.  Master,  16 
September,  1855.  Lieutenant,  17  September,  1855.  Lieutenant-Commander,  16 
July,  1862.     Commander,  25  July,  1806.     Captain,  30  September,  1870. 

Gilliss,  James  M. 

Midshipman,  1  March,  1827.  Passed  Midshipman,  10  June,  1833.  Lieutenant,  28 
February,  1838.  Reserved  list,  17  September,  1855.  Commander,  Reserved 
list,  19  July,  1861.     Captain,  16  July,  1863.     Died  8  February,  1805. 

Gilliss,  John. 

Acting  Second  Assistant  Engineer,  1  October,  1862.     Resigned  30  May,  1864. 

Gilliss,  John  P. 

Midshipman,  12  December,  1825.  Passed  Midshipman,  4  January,  1831.  Lieu- 
tenant, 9  February,  1837.  Commander,  14  September,  1855.  Captain,  16  July, 
1862.  Retired  list,  24  September,  1864.  Commodore  on  Retired  list,  28  Sep. 
tember,  1866.    Died  25  February,  1873. 
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Qlllmartin,  Peter  P. 

Acting  Assistant  Surgeon,  13  June,  1863.     Resigned  28  September,  1864. 

Gillniore,  John. 

Acting  Third  Assistant  Engineer,  9  February,  1864.     Honorably  discharged  22 
August,  1865. 

Gillmore,  James  C 

Midshipman,  20  September,  1871.    Graduated  20  Juno,  1876.    Ensign,  30  January^ 
1879. 
Glllpatrick,  W.  Wilbeilbrce. 

Midshipman,  30  September,  1863.     Graduated  23  Novcml)er,  1804.     Ensign,  13 
March,  1868.     Master,  26  March,  ISO'J.     Lieutenant,  21  March,  1870. 

Gilman,  Augustus  H.       l^ 

Paymaster,  1  June,  1861.     Pay  Inspector,  3  ]\Iarch,  1S71.     Pay  Director.  15  May, 
1879. 
Gilman,  Henry  in. 

Mate,  22  June,  1863.     Resigned  30  September,  1863. 
Gilman,  O.  B. 

Acting  Assistant  Paymaster,  31  December,  1862.     Honorably  discharged  37  Sep- 
tember, 1865. 
Gilman,  William  H. 

Acting  Assistant  Paymaster,  22  September,  1862.     Discharged  5  July,  1866. 
Gilmeyer,  Jacob  X). 

Midshipman,  1  January,  1813.     Resigned  20  February,  1822. 
Gilmore,  A.  IV. 

Acting  Second  Assistant  Engineer,  3  November,  1863.    Honorably  discharged  2 
October,  1868. 
Gilmore,  Fernando  P. 

Acting  Midshipman,  38  February,  1863.     Graduated.    Ensign,  18  December,  1868. 
Master,  31  March,  1870.     Lieutenant,  31  March,  1871. 
Gilmore,  Otis  H. 

Gunner,  10  June,  1861.     Dismissed  7  May,  1863. 
Gilmore,  Thomas  S. 

Mate,  8  September,  1864.     Honorably  discharged  12  September,  1865. 
Gin  glen,  Humphrey. 

Acting  Third  Assistant  Engineer,  20  December,  1864.     Honorably  discharged  33 
September,  1865. 
Gipson,  James  C. 

Acting  Ensign,  1  October,  1862.     Acting  Master,  34  October,  1803.     Acting  Vol- 
unteer Lieutenant,  9  July,  1864.     Honorably  discharged  14  November,  1865. 
Girand,  Henry  E. 

Mate,  17  November,  1863.     Resigned  13  May,  1865. 
Giraud,  James  S. 

Appointed  Volunteer  Service,  13  December,  1864.     Passed  Assistant  Paymaster, 
33  July,  1866.    Paymaster,  2  July,  1869.     Dismissed  25  March,  1871. 
Giraud,  Pierre. 

Acting  Master,  26  August,  1861.    Acting  Volunteer  Lieutenant,  gallant  conduct 
on  ^'MontauJc,"  5  August,  1863      Acting  Volunteer   Lieutenant-Commander,  9 
December,  1864.     Honorably  discharged  15  January,  1869. 
Giranit,  Arsene  W. 

Professor,  14  August,  1848.     Retired  list,  25  December,  1863.     Died  2  May,  1874. 
Girty,  David. 

Acting  Third  Assistant  Engineer,  3   September,  1804.      Appointment  revoked 
(Sick,)  1  December,  1864. 

Girty,  Thomas. 

Acting  Second  Assistant  Engineer,  1  November,  1862.     Acting  First  Assistant 
Engineer,  13  May,  1863.     Honorably  discharged  8  November,  1865. 
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Gist,  Mordecai. 

Midshipman,  14  April,   1800.     Discharged  31  August,  1801,  under  Peace  Estab- 
lishment Act. 
Gist,  Spencer  V. 

Midshipman,  1  May,  1830.     Passed  Midshipman,  28  April,  1832.     Lieutenant,  8 
March,  1837.    Died  23  October,  1847. 
Gist,  W.  Fergnson. 

Midshipman,  19  November,  1799.     Permitted  to  Retire,  1  August,  1801. 
GiTaii,  George  W. 

Mate,  10  September,  1863.     Appointment  revoked  (Sick,)  8  March,  1864. 
Given,  Robert. 

Chaplain,  13  October,  1855. 
Gladding,  William  H. 

Acting  Third  Assistant  Engineer,  31  July,  1864.     Dismissed  13  May,  1865. 
Gladding,  William  O. 

Mate,  21  December,  1863.     Resigned  29  May,  1865. 
Gladding,  William  H. 

Third  Assistant  Engineer,  30  September,  1858.     Dropped  4  August,  1863. 
Glass,  Carsen. 

Mate,  18  May,  1865.     Honorably  discharged  7  October,  1865. 
Glass,  George. 

Acting  Ensign,  14  September,  1864.     In  Service. 
Glass,  Henry. 

Acting  Midshipman,  24  September,  1860.     Ensign,  38  May,  1863.    Master,  10  No- 
vember,  1865.     Lieutenant,  10   November,  1866.      Lieutenant-Commander,  12 
March,  1868.     Commander,  27  October,  1879. 
Glasscock,  Tbomas  O. 

Midshipman,  17  July,  1833.     Resigned  11  May,  1839. 
Glassell,  Wiliiam  T. 

Midshipman,  15  March,  1848.     Passed  Midshipman,  15  June,  1854.     Master,  15 
September,  1855.      Lieutenant,  16  September,  1855.     Dismissed  6  December, 
1861. 
Glassford,  Henry  A. 

Acting  Volunteer  Lieutenant,  3  December,  1863.  Honorably  discharged  29  Novem- 
ber, 1865. 

Glasson,  John  J. 

Midshipman,  1  February,  1833.  Passed  Midshipman,  4  June,  1831.  Lieutenant, 
9  February,  1837.  Reserved  list,  13  September,  1855.  Commissioned  Com- 
mander on  Active  list,  from  14  September,  1855.  Retired  1  October,  1864. 
Commodore,  Retired  list,  4  April,  1867. 

Glaster,  James. 

Sailmaker,  6  June,  1808.    Last  appearance  on  Records  of  Navy  Department. 

Gleason,  Jobn  H. 

Mate,  18  December,  1861.     Dismissed  15  July,  1864. 

GleaTCS,  Albert. 

Cadet  Midshipman,  10  June,,  1873.     Graduated  18  June,  1879. 

G  leaves,  Jobn  W. 

Midshipman,  16  January,  1809.     Resigned  15  July,  1811. 

Glendy,  William  M. 

Midshipman,  1  January,  1818.  Lieutenant,  3  March,  1827.  Commander,  25  Feb- 
ruary, 1847.  Captain,  14  September,  1855.  Commodore,  16  July,  1863.  Retired 
16  July,  1862.    Died  16  July,  1873. 

Glenn,  IVoble  W. 

Midshipman,  3  July,  1801.     Resigned  33  April,  1804. 

Glenn,  Marsball» 

Midshipman,  22  May,  1800.     Resigned  25  March,  1803. 
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Glenney,  Daniel  W. 

Acting  Ensign,  8  October,  1863.     Acting  Master,  3  October,  1863.     Deserted  4 
November,  1864. 
Glennon,  James  H. 

Cadet  Midshipman,  34  September,  1874.     Graduated  4  June,  1880. 

Glenuon,  Martin. 

Acting  Third  Assistant  Engineer,  21  October,  1862.     Honorably  discharged  2 
December,  1866. 
Glentwortb,  H.  BT. 

Assistant  Surgeon,  11   March,  1829.     Passed  Assistant  Surgeon,  3  March,  1835. 
Surgeon,  9  February,  1837.     Died  15  August,  1847. 
Glentwortb,  J.  B. 

Midshipman,  19  August,  1823.     Resigned  21  January,  1831. 

Olldden,  George  ]>.  B. 

Acting  Midshipman,  33  September,  1800.    Acting  Ensign,  1  October,  1863.    Mas- 
ter, 10  May,  1866.     Lieutenant,  31  February,  1867.     Lieutenant-Commander,  13 
March,  1868. 
Glisson,  Henry  T. 

Acting  Assistant  Paymaster,  11  December,  1863.     Resigned  14  March,  1865. 
Glisson,  OliTer  S. 

Midshipman,  1  November,  1826.    Passed  Midshipman,  38  April,  1833.     Lieuten- 
ant, 8  March,  1837.    Commander,  14  September,  1855.     Captain,  16  July,  1862. 
Commodore,  35  July,  1866.    Bear-Admiral,  10  June,  1870.     Retired  18  January, 
1871. 
Glover,  William. 

Master,  date  not  known.    Discharged  13  April,  1801,  under  Peace  Establishment 
Act. 
Glynn,  James. 

Midshipman,  4  March,  1815.     Lieutenant,  13  January,  1825.     Commander,  8  Sep- 
tember, 1841.    Reserved  list,  13  September,  1855.     Commissioned  Captain  on 
Active  list,  from  14  September,  1855.    Commodore  on  Retired  list,  4  April,  1867. 
Died  13  May,  1871. 
Goble,  Edward  H. 

Acting  Second  Assistant  Engineer,  7  November,  1862.     Appointment  revoked 
(Sick,)  17  September,  1864. 
Goble,  Samnel  B. 

Acting  Chief  Engineer,  1  October,  1863.     Appointment  revoked  (Sick,)  21  June, 
1864. 
Godby,  William. 

Carpenter,  16  January,  1802.    Died  26  November,  1808. 
Goddard,  Jobn. 

Surgeon,  28  August,  1800.     Died  31  December,  1802. 
Goddard,  Wiiliam. 

Acting  Third  Assistant  Engineer,  20  January,  1862.     Resigned  18  November, 
1863. 
Godfrey,  George. 

Mate.    Resigned  6  March,  1862. 

Godfrey,  Jobn  W. 

Acting  Master,  21  November,  1861.     Resigned  13  September,  1863. 
Godfrey,  Jones. 

Acting  Third  Assistant  Engineer,  10  October,  1866.     Third  Assistant  Engineer,  2 
June,  1868.    Dismissed  27  September,  1873. 
Godfrey,  Tbomas. 

Master,  8  April,  1815.    Died  13  February,  1820. 
Godfrey,  Washington. 

Acting  Master,  16  December,  1861.     Acting  Volunteer  Lieutenant,  gallant  conduct 
at  Port  Hudson,  7  March,  1804.     Honorably  discharged  4  December,  1865. 
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Godiuan,  Hamilton. 

Midshipman,  19  December,  1837.     Resigned  15  May,  1839. 
Godman,  Stewart  A. 

Midshipman,  4  November,  18il.     Resigned  4  May,  1843. 
Oodon,  Tictor  T,. 

Assistant  Surgeon,  33  February,  1835.     Passed  Assistant  Surgeon,  8  July,  1841 
Resigned  20  September,  1844. 
Godon,  SylTanus  W. 

Midshipman,  4  March,  1819.  Lieutenant,  17  December,  1836.  Commander,  14 
September,  1855.  Captain,  16  July,  1863.  Commodore,  3  January,  1863. 
Rear-Admiral,  35  February,  1866.  Retired  list,  18  June,  1871.  Died  17  May, 
l879. 

Godwin,  Jobn. 

Midshipman,  3  January,  1800.     Died  3  June,  1804. 
Goe,  William. 

Master,  15  April,  1799.    Resigned  19  May,  1801. 

Goff,  Albert  H. 

Acting  Third  Assistant  Engineer,  25  March,  1864.  Honorably  dischareed  35  No- 
vember, 1865. 

Goff,  Josepb  W. 

Acting  Third  Assistant  Engineer,  80  December,  1864.    Honorably  discharged  14 
July,  1865. 
Goff,  William  F. 

Acting  Second  Assistant  Engineer,  24  February,  1863.     Resigned  31  March,  1865. 
Goin,  Jobn  W. 

Acting  Master,  recruiting  duty  at  New  York,  16  April,  1863.     Appointment  re- 
voked 25  August,  1864. 
Goin,  Tbomas. 

Master,  23  November,  1889.    Died  14  March,  184V. 
Gold,  Cornelius  B. 

Acting  Assistant  Paymaster,  81  October,  1864.     Discharged  1  March,  1866. 
Gold,  Josepb. 

Midshipman,  1  July,  1836.     Resigned  27  February,  1839. 
Golden,  William  H. 

Acting  Second  Assistant  Engineer,  21  October,  1863.     Acting  First  Assistant 
Engineer,  6  November,  1862.    Honorably  discharged  2  December,  1866. 
Golding,  Tbomas. 

Acting  Ensign,  23  September,  1868.    Honorably  discharged  37  April,  1869. 
Goldsborongb,  Jobn  R. 

Midshipman,  16  November,  1834.  Passed  Midshipman,  38  April,  1833.  Lieuten- 
ant, 6  September,  1837.     Commander,  14  September,  1855.     Captain,  16  July, 

1863.  Commodore,  13  April,  1867.     Retired  3  July,  1870.     Died  32  June,  ly;7. 
Goldsborongb,  Jioais  M. 

Midshipman,  18  Jun3,  1812.     Lieutenant,  13  January,  1835.     Commander,  8  Sep- 
tember, 1841.      Captain,  14  September,  1855.      Rear-Admiral,  16  July,  1803. 
Retired  list,  6  October,  1873.    Died  20  February,  1877. 
Goldsborongb,  B.  W. 

Purser,  80  April,  1804.     Last  appearance  on  Records  of  Navy  Department,  31 
March,  1810.     Died  at  Norfolk. 
Goldsborongb,  TVorthington. 

Acting  Assistant  Paymaster,  30  September,  1863.     Assistant  Paymaster,  3  July, 

1864.  Paymaster,  4  May,  1866. 
Goldsborongb,  W.  S. 

Midshipman,  5  May,  1806.  Last  appearance  on  Records  of  Navy  Department, 
May,  1807 
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Ooltlsniith,  Isaac  Bf. 

Mate,  5  June,  1863.     Acting  Ensign,  5  September,  1863.     Honorably  discharged  8 
November,  1865. 
Goldsuiith,  Natban  A. 

Mate,  6  June,  1864.    Honorably  discharged  33  June,  1866. 

Goll,  John  J. 

Acting  Third  Assistant  Engineer,  18  December,  1861.     Resigned  3  April,  1863. 
Gollet,  James  M. 

Master,  IS  October,  1798.     Discharged  10  April,  1801,  under  Peace  Establishment 
Act. 
Golsteii,  Emile  H. 

Acting  Third  Assistant  Engineer,  34  November,  1863.     Acting  Second  Assistant 
Engineer,  5  December,  1864.     Honorably  discharged  38  September,  1865. 
Good,  George. 

Mate,  6  March,  1863.     Resigned  37  August,  1863. 
Good,  Samuel. 

Mate,  14  November,  1861.     Cancelled  33  January,  1863. 
Goodliue,  David  P. 

Acting  Assistant  Surgeon,  4  January,  1864.    Honorably  discharged  9  October, 
1865. 
Gooding,  Frederick  A. 

Mate,  39  January,  1863.     Resigned  18  November,  1865. 
Gooding,  George  H. 

Acting  Ensign,  19  August,  1864.     Honorably  discharged  31  August,  186i. 
Gooding,  P.  C. 

Acting  Ensign,  15  February,  1865.     Honorably  discharged  30  September,  1865. 
Gooding,  IVllIiam  T. 

Mate,  1863.     Resigned  38  June,  1863. 
Gooding,  TV.  M. 

Acting  Assistant  Surgeon,  13  September,  1865.     Resigned  1  November,  1866. 
Goodloe,  John  J. 

Midshipman,  14  October,  1845.     Resigned  1  June,  1846. 
Goodloe,  Joseph  A. 

Acting  Third  Assistant  Engineer.     Resigned  13  April,  1864. 
Goodman,  Richard  F. 

Acting  Assistant  Paymaster,  3  February,  1864.     Honorably  discharged  23  August, 
1865. 
Goodmanson,  George  H. 

Mate,  31  December,  1863.     Honorably  discharged  30  September,  1865. 
Goodmanson,  John  P. 

Acting  Master,  36  August,  1861.    Dismissed  30  January,  1863. 
Goodrich,  Caspar  Frederick. 

Midshipman,  10  December,  1861.     Graduated  33  November,  1864.     Ensign,  1  No- 
vember, 1866.     Master,  1  December,  1866.     Lieutenant,  13  March,  1868.     Lieu- 
tenant-Commander, 36  March,  1869. 
Goodrich,  George  F. 

Mate,  35  January,  1863.    Appointment  revoked  (Sick,)  34  August,  1864. 
Goodrich,  Isaiah  W. 

Mate,  11  March,  1863.     Resigned  (Sick,)  13  November,  1863.     Acting  Ensign  1 
December,  1864.    Honorably  discharged  16  September,  1865.  ' 

Goodrich,  James  M. 

Acting  Third  Assistant  Engineer,  3  November,  1863.     Honorably  discharsed  8 
July,  1865.  ^ 
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Goodsoe,  Augnstns  O. 

Carpenter,  3  June,  1861. 
Goodsnni,  James. 

Midshipman,  18  June,  1813.     Lieutenant,  1  April,  1818.    Died  9  May,  1836. 
Goodwill,  Benjamin. 

Master,  16  January,  1809.     Last  appearance  on  Records  of  Navv  Department   22 
October,  1810.     Drowned  at  Sea.  J        f 

Goodwill,  C.   G. 

Jlidshipman,  17  October,  1799.     (See  Ridgely., 
Goodwill,  Charles. 

Acting  Third  Assistant  Engineer,  11  Jlay,  1863.    Acting  Second  Assistant  Engi- 
neer, 4  May,   1864.     Actmg  First  Assistant  Engineer,  33  March,  1865.     Hon- 
orably discharged  4  December,  1865 
Goodwin,  Charles  J. 

Acting  Ensign,  30  December,  1863.    Appointment  revoked  (Sick,)  31  March,  1864. 
Acting  Ensign,  16  December,  1864.     Honorably  discharged  7  August,  1805.  • 
Goodwin,  Charles  M. 

Acting  Third  Assistant  Engineer,  11  November,  1863.     Honorably  discharc^ed  16 
September,  1865.  ° 

Goodwin,  Daniel. 

Midshipman,  30  November,  1814.     Struck  off  3  Jannary,  1825. 

Goodwin,  Edward  M. 

Acting  Assistant  Surgeon,  4  January,  1864.    Honorably  discharged  31    Octobe 
1865.  ^ 

Goodwin,   £zra    S. 

Acting  Master,  7  December,  1861.     Resigned  5  April,  1867. 
Goodwin,  Francis  C. 

Third  Assistant  Engineer,  12  July,  1861.     Second  Assistant  Engineer,  18  Decem- 
ber, 1862.    Retired  list,  3  March,  1868. 
Goodwin,  Henry  B. 

Acting  Third  Assistant  Engineer,  10  February,  1863.     Acting  Second  Assistant 
Engineer,  21  January,  1865.     Honorably  discharged  19  March,  1866. 
Goodwin,  J.  K. 

Mate,  20  August,  1863,    Resigned  17  May,  1865. 
Goodwin,  John. 

Midshipman,  S7  May,  1800.     Resigned  29  December,  1803. 
Goodwin,  John  B.,  Jr. 

Midshipman,  16  January,  1809.     Last  appearance  on  Records  of  Navy  Depart- 
ment, 1815.     Philadelphia. 
Goodwill,  Joseph  B. 

Acting  First  Assistant  Engineer,  1  October,  1863.    Honorably  discharged  21  Octo- 
ber, 1865. 

Goodwin,  Joseph  W. 

Mate,  12  September,  1863.     Acting  Ensign,  13  November,  1863.     Honorably  dis- 
charged 27  August,  1865. 
Goodwin,  Nathaniel. 

Acting  Master,  31  August,  1861.     Resigned  30  June,  1863. 

Goodwin,  William. 

Midshipman,  3  April,  1804.     Drowned  7  June,  1808. 

Goodwin,  W.  Wallace. 

Acting  Assistant  Paymaster,  4  October,  1861.    Honorably  discharged  3  March,  1866 

Goodwin,  Walton. 

Acting  Midshipman,  36  February,  1863.    Graduated.    Ensign,  18  December,  1868. 
Master,  31  March,  1870.    Lieutenant,  31  March,  1871. 
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Goodwyii,  George. 

Midshipman,  18  June,  1813.    Last  appearance  on  Records  of  Navy  Department,  li 
December,  1813.     Resigned. 
Goold,  John. 

Master,  16  July,  1813.     Discharged  7  May,  1813. 
Gordaii,  Alexander  G. 

Midshipman,  1  January,  1818.    Lieutenant,  3  March,  1837.    Commander,  14  March, 
1849.    Died  11  October,  1849. 
Gordon,  Benjamin. 

Boatswain,  8  November,  1814.     Resigned  9  March,  1815. 
Gordon^  Charles. 

Midshipman,  34  June,  1799.    Lieutenant,  16  January,  1800.    Commander,  35  April 
1806.    Captain,  3  March,  1813.     Died  in  1817. 
Gordon,  Edward. 

Midshipman,  31  September,  1841.    Dismissed  31  August,  1849. 
Gordon,  James. 

Acting  Second  Assistant  Engineer,  15  August,  1864.    Appointment  revoked  (Sick,) 
8  March,  1865. 
Gordon,  James  B. 

Acting  Master,  10  June,  1861.     Appointment  revoked  34  August,  1861.     Acting 
Master,  38  August^  1861.    Dismissed  31  March,  1863. 
Gordon,  James  A. 

Mate,  11  October,  1863.    Resigned  17  January,  1863.    Mate,  1  August,  1868.     Re- 
signed 3  December,  1864. 
Gordon,  John. 

Acting  Assistant  Surgeon,  5  June,  1864.    Honorably  discharged  16  December 
1865. 
Gordon,  John  IT. 

Assistant  Surgeon,  24  July,  1813.     Surgeon,  27  March,  1818.    Resigned  27  March, 
1827. 
Gordon,  John  S. 

Acting  Master,  36  April,  1862.     Dismiss-^d  7  June,  1868. 
Gordon,  Joseph  B. 

Acting  Master,  10  June,  1861.    Resigned  1  February,  1862. 
Gordon,  Oliver  A. 

Mate.    Resigned  29  March,  1865. 
Gordon,  Bohert  F. 

Acting  Third  Assistant  Engineer,  38  March,  1865.      Honorably  discharged  12 
April,  1866. 
Gordon,  Bobert  H. 

Acting  Third  Assistant  Engineer,  36  Ma:y,  1863.     Dismissed  3  May,  1864. 
Gordon,  Samuel. 

Mate,  38  July,  1864.     Acting  Ensign,  15  September,  1865.     Honorably  dischareed 
18  February,  1866.  •'  * 

Gordon,  Thomas. 

Midshipman,  7  April,  1799.     Discharged  10  June,  1801,  under  Peace  Establish- 
ment Act. 
Gordon,  Tombigbee. 

Midshipman,  8  June,  1823.     Resigned  13  August,  1824. 
Gordon,  William. 

Mate,  5  August,  1868.     Resigned  17  May,  1865. 
Gordon,  William  Jj. 

:5Iidshipman,  15  November,  1809.     Lieutenant,  9  December,  1814.     Commander 
34  April,  1828.    Died  25  May,  1834.  «r,  loia,    uommanaer, 
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Oorgas,  Albeit  C. 

Assistant  Surgeon,  30  August,  1856.     Passed  Assistant  Surgeon,  25  March,  18C1 
Surgeon,  13  October^  1861.     Medical  Inspector,  6  October,  1873. 
Gorinau,  Daniel. 

Acting  Third  Assistant  Engineer,  19  December,  1863.      Appointment  revoked 
(Sick,)  8  November,  1864. 
Gorman,  Jolin. 

Mate,  33  January,  1863.     Acting  Ensign,  8  June,  1863.     Honorably  discharged  30 
September,  1865. 

Gorman,  Maurice  M. 

Acting  Ensign,  30  November,  1864.     Honorably  discharged  6  May,  if  68. 
Gormley,  Henry. 

Acting  Second  Assistant  Engineer,  14  May,  1861.     Honorably  dischareed  15  Sep- 
tember, 1865. 

Gorriuge,  Henry  H. 

Mate,  13  July,  1863.     Acting  Ensign,  1  October,  1863.     Acting  Master,  36  Sep- 
tember, 1863.     Acting  Volunteer  Lieutenant,  27  April,  1864.    Acting  Volunteer 
Lieutenant-Commander,  10  July,  1865.      Lieutenant,  13  March,  1868.      Lieu- 
tenant-Commander, 18  December,  1868. 
Gorton,  William  F. 

Third  Assistant  Engineer,  16  February,  1852.     Died  31- August,  1853. 
Gossick,  John  I>. 

Mate,  5  July,  1863.     Acting  Ensign,  20  July,   1864.     Honorably  discharged  30 
September,  1865. 
Gotwold,  J.  H. 

Assistant  Surgeon,  10  June,  1861.    Killed  in  action,  31  January,  1863. 
Gondy,  Jason. 

Acting  Volunteer  Lieutenant,  1  October,  1862.     Died  28  March,  1865. 
Gongta,  George  W. 

Acting  Second  Assistant  Engineer,  13  May,  1863.     Honorably  discharged  30  No- 
vember, 1865. 
Gongh,  Olirer  P. 

Acting  Third  Assistant  Engineer,  37  November,  1863.     Acting  Second  Assistant 
Engineer,  3  August,  1863.    Resigned  13  December,  1863. 
Gould,  Abrabam  9f. 

Acting  Master,   16  December,  1861.    Acting  Volunteer  Lieutenant,  capture  of 
"ifosiZ,"  13  November,  1863.    Honorably  discharged  29  December,  1865. 
Gould,  Charles. 

Acting  Third  Assistant  Engineer,  31  June,  1864.     Honorably  discharged  15  June, 
1865. 
G*nld,  Charles  H. 

Acting  Assistant  Paymaster,  11  September,  1863.    Discharged  9  January,  1866. 
Gould,  !Edward  A. 

Mate,  13  April,  1864.     Resigned  12  May,  1865. 
Gould,  James  B. 

Assistant  Surgeon,  17  October,  1839.     Passed  Assistant  Surgeon,  25  October,  1844. 
Resigned  6  March,  1854. 

Gould,  James  li. 

Mate,  8  March,  1864.     Acting  Ensign,  8  May,  1865.     Honorably  discharged  19 
February,  1866. 
Gould,  John  K. 

Mate,  35  July,  1863.     Honorably  discharged  21  August,  1865. 

Gould,  W.  Goddard. 

Acting  Assistant  Paymaster,  1861.     Appointment  revoked  33  November,  1861. 

Gould,  Northup. 

Carpenter,  16  May,  1871.     "Warranted  33  October,  1873. 
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Gould,  Williaiu  E. 

Mate,  11  February,  1863.     Resigned  30  May,  1865. 
Gonrdin,  William  Tbeodore  T,. 

Midshipman,  1  Januai-y,  1812.     Resigned  11  September,  1813. 
Gove,  Charles   A. 

Midshipman,  5  June,  1871.     Graduated  30  June,  1876.     Ensign,  39  March,  1879. 
Gove,  Francis  Mills. 

Jlidshipman,  37  September,   1861.     Graduated  22  November,   1S64.     Ensign,   1 
December,  1866.     Master,  13  March,  1868.     Lieutenant,  26  March,  1869.     Re- 
signed 13  May,  1875. 
GoTe,  Gilinau  I>. 

Acting  Midshipman,  22  May,  1853.     Midshiijman,  1  October,  1856.     Resigned  19 
January,  1858. 
Gove,  Gilnian  D. 

Acting  Eusign,  1  October,  1862.    Resigned  28  February,  1863. 
Gove,  James  M. 

Midshipman,  25  July,  1866.     Graduated  7  June,  1870. 
GoTe,  Samnel  A. 

Acting  Ensign,  15  July,  1863.     Honorably  discharged  14  October,  1866. 
GoTcr,  Frederick  Jobii. 

Acting  Master,  23  November,  1861.     Acting  Volunteer  Lieutenant,  35  June,  1864. 
Honorably  discharged  16  January,  1866. 
Gow,  John  li. 

Cadet  Engineer,  1  October,  1 874.     Graduated  30  June,  1878. 
Gowing,  H.  C. 

Third  Assistant  Engineer,  31   September,   1861.     Second  Assistant  Engineer,  30 
July,  1863.     First  Assistant  Engineer,  11  October,  1866. 
Grace,  Henry  P. 

Boatswain,  19  January,  1858.     Dismissed  4  June,  1859.     Re-appointed  23  Septem- 
ber, 1859.     Dismissed  16  May,  1863.     Boatswain,  16  October,  1873.     Dismissed 
26  February,  1874.     Boatswain,  31  December,  1874.     Warranted  from  3  August, 
1868. 
Grace,  John  R. 

Acting  Master,  19  November,  1861.    Honorably  discharged  4  January,  1866. 
Grady,  John  O. 

Mate,  18  November,  1861.    Resigned  3  May,  1863 
Graef,  C.  T. 

Mate,  9  October,  1867.     Resigned  3  July,  1868. 
Graff,  William  T. 

Acting   Second  Assistant  Engineer,   29   April,   1863.     Honorably   discharged  5 
August,  1865. 
Grafly,  Daniel  W. 

Third  Assistant  Engineer,  21  April,  1862.    Second  Assistant  Engineer,  3  February, 
1864.     First  Assistant  Engineer,  1  January,  1868.     Resigned  1  April,  1873. 
Grafton,  Edward  C. 

Midshipman,  5  October,  1841.     Passed  Midshipman,  10  August,  1847.     Reserved 
list,  38  September,  1855.     Commissioned  as  Lieutenant  on  Active  list,  from  15 
September,  1S55.     Lieutenant-Commander,  16  July,  1862.     Commander,  20  De- 
cember, 1866.     Retired  18  January,  1871.     Died  24  June,  1876. 
Grafton,  Frank  W. 

Acting  Ensign,  1  August,  1864.    Honorably  discharged  5  June,  1865. 
Grafton,  Henry  T. 

Acting  Midshipman,  23  September,  1858.     Ensign,  8  October,  1863.     Dismissed  7 
January,  1864. 
Grafton,  Joseph  I>. 

Assistant  Surgeon,  20  May,  1859.     Resigned  2  July,  1859.     Re-commissioned  2", 
December,  1859.    Dismissed  2  May,  1861 
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Ctragg,  Samuel. 

Third  Assistant  Engineer,  29  October,  1861.  Second  Assistant  Engineer,  3  August 
1863.    First  Assistant  Engineer,  11  October,  186G.  ' 

C^ragg,  William  F. 

Mate,  20  November,  1861.     Acting  Ensign,  15  December,  1864.    Honorably  dis- 
charged 8  December,  1865. 
Oraliam,  Benjamin  F. 

Acting  Third  Assistant  Engineer,  5  September,  1863.  Honorablv  discharged  8 
August,  1865.  " 

Graham,  Charles  K. 

Midshipman,  19  October,  1841.     Resigned  3  May,  1848. 
Oraham,  Franklin  A. 

Gunner,  17  December,  1861.    Died  4  September,  1873. 
Graham,  George  TV. 

Midshipman,  15  November,  1809.     Last  appearance  on  Records  of  Navy  Depart- 
ment, 30  October,  1813.    Dead. 
Graham,  James  Duncan. 

Acting   Midshipman,   25   September,    1857.      Acting   Ensign,   2   October,   1862. 
Lieutenant,  1   August,  1862.     Lieutenant-Commander,  25   July,  1866.     Com- 
mander, 9  September,  1876. 
Graham,  J.  £.  N. 

Mate,  30  April,  1864.     Acting  Ensign,  29  December,  1864.    Honorably  discharged 
3  January,  1867. 
Graham,  John. 

Midshipman,  27  February,  1819.     Lieutenant,  17  May,  1828.     Died  27  June,  1846. 
Graham,  John  C. 

Midshipman,  1  April,  1828.  Passed  Midshipman,  14  June,  1834.  Resigned  11 
January,  1836. 

Graham,  John  H. 

Midshipman,  18  May,  1809.     Resigned  9  July,  1810. 

Graham,  John  H. 

Midshipman,  18  June,  1812.  Lieutenant,  5  March,  1817.  Commander,  28  Feb- 
ruary, 1838.  Captain,  7  March,  1849.  Reserved  list,  13  September,  1855.  Com- 
modore on  Retired  list,  4  April,  1867.     Died  15  March,  1878. 

Graham,  John  W. 

ilidshipman,  1  January,  1825.     Dismissed  9  Julv,  1883. 
Uraham,  Joseph. 

Mate,  14  January,  1864.  Acting  Ensign,  22  March,  1865.  Honorably  discharged 
8  November,  1865. 

Graham,  Michael. 

Assistant  Surgeon,  date  not  known.  Surgeon,  16  January,  1809.  Last  appearance 
on  Records  of  Navy  Department,  26  October,  1812.     Dead. 

Graham,  IVewell. 

Acting  Master,  11  January,  1863.     Dismissed  17  November,  1864. 

Graham,  Oliver. 

Actino-  Third  Assistant  Engineer.     Appointment  revoked  (Sick,)  28  August,  1863. 

Graliaiaa,  Kichard  TV.  M. 

Midshipman,  9  June,  1855.     Died  19  November,  185G. 

Graham,  Samuel  li. 

Midshipman,  37  July,  1866.  Graduated  7  June,  1870.  Ensign,  18  July,  1871. 
Master,  5  June,  1874. 

Graham,  Wallace.  . 

Midshipman,  6  December,  1861.  Graduated  33  November,  1804.  Ensign,  1  De- 
cember, 1866.  Master,  13  March,  1868.  Lieutenant,  36  March,  1869.  Died  6 
March,  1876. 
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Graham,  William. 

Surgeon,  7  June,  1799.     Permitted  to  retire  30  July,  1801. 

Graham.  'William  C. 

Mate,  13  December  1861.    Dismissed  20  October,  1863. 
Graham,  William  IS. 

Midshipman,  3  April,  1804.     Resigned  18  April,  1805. 
Graham,  W.  Jt. 

Midshipman,  18  June,  1813.     Discharged  19  June,  1813. 

Grail,  Thomas. 

Acting  Gunner,  15  December,  1863.     Honorably  discharged  11  March,  186S 

Grainger,  John  R. 

Gunner,  23  November,  1861. 
Grandison,  €.  F. 

Master,  20  September,  1805.     Dismissed  13  January  1808. 
Grandison,  Charles. 

Master,  25  March,  1813.    Dismissed  1  May,  1813. 
Granger,  Brownell. 

Civil  Engineer,  14  July,  1874.     Removed  33  January,  1877. 
Grang'er,  H.  M. 

Midshipman,  23  August,  1836.     Resigned  28  April,  1837. 
Granger,  Liyman  C. 

Acting  Assistant  Surgeon,  34  June,  1863.     Died  September,  1864. 
Grant,  Albert  W. 

Cadet  Midshipman,  9  June,  1873.     Graduated  18  June,  1879. 
Grant,  Alexander  M. 

Acting  Master,  1  October,  1862.     Resigned  33  July,  1863. 
Grant,  Daniel  J. 

Acting  Ensign,  23  December,  1862.     Honorably  discharged  33  Octobei,  IStiS. 
Grant,  Franklin. 

Mate,  7  October,  1863.     Honorably  discharged  13  May,  1867. 
Grant,  Gough  W. 

Midshipman,  30  May,  1833.     Passed  Midshipman,  8  July,  1839.     Lieutenant,  1 
March,  1845.     Resigned  15  July,  1850. 
Grant,  Joel. 

Professor  of  Mathematics,  15  October,  1839.     Resigned  3  October,  1843. 

Grant,  John. 

Midshipman,  18  June,  1813.     Resigned  33  February,  1813. 

Grant,  John  W. 

Acting  Third  Assistant  Engineer,  10  August.  1864.     Honorably  discharged  30 
October,  1866. 
Grant,  Joseph. 

Boatswain,  37  November,  1801.     Not  in  Service,  31  December,  1803. 
Grant,  William. 

Purser,  12  October,  1844.     Commissioned  expired  3  March,  1845. 
Grant,  William. 

Acting  Second  Assistant  Engineer,  5  August,  1864.     Honorably  discharged  4  No- 
vember, 1865. 
Grantxoiir,  F.  W. 

Acting  Ensign,  8  June,  1864.     Honorably  discharged  23  March,  1866. 
Grattan,  J.  W.  "" 

Acting  Ensign,  Admiral  Porter's  Staff,  6  December,  1863.     Discharged  20  April, 
1865. 
Gravatt,  Charles  ST. 

Assistant  Surgeon,  27  September,  1871;     Passed  Assistant  Surgeon,  24  March, 
1874. 
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Ctraves,  Benjamin  F. 

Mate,  3  June,  1864.    Resigned  20  August,  1864. 
Ctraves,  Charles  J. 

Acting  Alidshipman,  17  December,  1853.     Midshipman,  10  June,  1857.    Passed 
Midsliipman,  25  June,  1860.     Master,  24  October,  1860.     Lieutenant,  8  April, 
lb61.     Dismissed  24  December,  1861. 
Graves,  George  W. 

Acting  Master,   11  July,  1861.     Acting  Volunteer  Lieutenant,  29  January,  1863. 
Honorably  discharged  10  February,  1866. 
Graves,  Hiram  B. 

Mate,  33  June,  1868.     Acting  Ensign,  26  August,  1868.     Honorably  discharged  6 
December,  1865. 

Graves,  James  C 

Mate,  3  November,  1863.     Acting  Assistant  Paymaster,  2  March,  1864.     Mustered 
out  3  May,  1867. 
Graves,  John. 

Master,  6  July,  1812.     Resigned  39  October,  1818. 
Graves,  Jewell  F. 

Mate,  39  December,  1863.     Acting  Ensign,  37  July,  1864.     Resigned  19  June 
1865. 

Gray,  Andrew  F.  V. 

Midshipman,  15  October,  1839.    Passed  Midshipman,  8  July,  1835.     Lieutenant, 
8  September,  1841.    Died  15  March,  1860. 
Gray,  €harles. 

Midshipman,  19  October,  1841.     Passed  Midshipman,  10  August,  1817.    Dropped 
13  September,  1855. 
Gray,  Fdwln  F. 

Midshipman,  8  April,  1846.     Passed  Midshipman,  8  June,  1853.     Master,  15  Sep- 
tember, 1855.     Lieutenant,  16  September,  1855.    Resigned  29  December,  1857. 
Gray,  Fzra. 

Acting  Third  Assistant  Engineer,  33  March,  1864.    Resigned  34  June,  1865. 
Gray,  George. 

Midshipman,  14  April,  1800.     Last  appearance  on  Records  of  Navy  Department,  5 
September,  1800.     Resigned. 
Gray,  George  B. 

Midsliipman,  1  November,  1826.    Passed  Midshipman,  10  June,  1833.    Lieutenant, 
8  December,  1838.     Reserved  list,  13  September,  1855.     Died  2  October,  1866. 
Gray,  George  W. 

Midshipman,  1  January,  1813.     Resigned  10  August,  1814. 
Gray,  G.  Harrison. 

Acting  Assistant  Surgeon,  16  June,  1871.     Resigned  4  October,  1872. 
Gray,  Henry. 

Midshipman,  1  January,  1812.     Lieutenant,  1  April,  1818.     Last  appearance  on 
Records  of  Navy  Department.     Dead. 
Gray,  Howard  I». 

Acting  Third  Assistant  Engineer,  29  September,  1868.    Honorably  discharged  16 
October,  1865. 
Gray,  James  Li. 

Mate.    Dismissed  33  January,  1863. 
Gray,  Robert  F. 

Mate,  18  May,  1864.     Resigned  16  November,  1864. 

Gray,  S.  C. 

Acting  Master,  32  May,  1861.     Dismissed  23  August,  1864. 

C^ray,  Sidney  N. 

Mate,  8  May,  1863.     Acting  Ensign,  21  November,  1864.     Honorably  discharged 
10  November,  1865. 
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Gray,  W.  H.  H. 

Midshipman,  3  February,  1829.     Resigned  4  June,  1839. 
Gray,  IVilliam  F. 

Carpenter.  8  July,  1869.     Died  13  December,  1871. 
Gray,  William  H. 

Mate,  11  June,  1863.    Honorably  discharged  7  August,  1865. 

Gray  don,  James  W. 

Midshipman,  22  JHily,  1865.     Graduated  4  June,  1869.     Ensign,  13  January,  1870. 
Master  37  March,  1878.     Lieutenant,  35  November,  1877. 
Grayson,  Jobn. 

Midshipman,  36  June,  1799.     Resigned  18  October,  1800. 
Grayson,  Jobn  R. 

Master,  14  February,  1809.     Resigned  29  March,  1815. 
Grayson,  William  R. 

Midshipman,  30  June,  1806.     Resigned  2  April,  1808. 
Greaton,  Jobn. 

Midshipman,  6  December,  1814.     Resigned  23  February,  1815. 
Greatorex,  Henry. 

Acting  Third  Assistant  Engineer,  23  February,  1864.     Acting  Second  Assistant 
Engineer,  18  April,  1865.     Honorably  discharged  13  June,  1866. 
Greatrake,  C.  Ti. 

Second  Assistant  Engineer,  15  March,  1847.     Resigned  25  October,  1847. 
Greeley,  Alfred  J. 

Acting  Assistant  Paymaster,  21  October,  1864.     Discharged  30  November,  1865. 
Acting  Assistant  Paymaster.  2  March,  1867.     Passed  Assistant  Paymaster,  10 
February,  1870.     Retired  30  June,  1875.     Died  10  August,  1875. 
Green,  Allen  J. 

Midshipman,  6  January,  1800.     Resigned  17  January,  1803. 
Green,  Arcbibald. 

Midshipman,  1  March,  1835.     Resigned  19  October,  1827. 
Green,  Bennett  W. 

Assistant  Surgeon,  21  August,  1859.     Dismissed  May,  1861. 
Green,  Cbarles. 

Midshipman,  1  May,  1836.     Passed  Midshipman,  28  April,  1832.     Lieutenant,  8 
March,  1837.     Commauder,' 14  September,  1855.     Captain,  16  July,  1862.     Re- 
tired 15  November,  1862.     Commodore,  Retired  list,  4  April,  1867. 
Green,  diaries. 

Acting  Third  Assistant  Engineer,  3  October,  1864.     Resigned  13  January,  1865. 
Green,  Cbarles  Li. 

Acting  Assistant   Surgeon,  31   May,  1804.      Assistant   Surgeon,  23   June,  1864. 
Passed  Assistant  Surgeon,  11  October,  1867.     Resigned  15  January,  1870. 
Green,  David. 

Boatswain,  24  January,  1848.     Dismissed  26  June,  1850. 
Green,  Edward  H. 

Assistant  Surgeon,  11  March,  1875. 
Green,  Elliott. 

Carpenter,  17  August,  1833.     Died  14  November,  1884. 
Green,  Ellis  E. 

Midshipman,  3  July,  1798.     Resigned  18  December  1798. 
Green,  Farnifold. 

Midshipman,  1  May,  1822.     Dismissed  17  December,  1827. 
Green,  Francis  M. 

Acting  Master,  18  June,  1861.  Acting  Volunteer  Lieutenant,  3  April,  1864.  Hon- 
orably discharged  24  Jlay,  1866.  Acting  Volunteer  Lieutenant,  3  September 
]8f;G.    Lieutenant,  13  March,  1868."    Lieutenant-Commander,  18  December,  1808* 
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Green,  George. 

Acting  Third  Assistant  Engineer,  4  August,  1864.    Resigned  13  May,  1863. 
Green,  Henry  A. 

Acting  Ensign,  27  July,  1863.     Acting  Master,  30  November,  1864.     Honorably 
hscharged  26  September,  1865. 
Green,  Henry  B. 

Acting  Third  Assistant  Engineerr,  19  September,  1863.     Acting  Second  Assistant 
Engmeer,  8  March,  1864.     Resigned  (Sick,)  33  March,  1865. 
Green,  Henry  D. 

Mate,  3  September,  1863.    Acting  Ensign,  10  December,  1863.     Honorably  dis- 
charged 11  November,  1865. 
Green,  Henry  t. 

Midshipman,  31  July,  1866.     Graduated  7  June,  1870.    Ensign,  13  Julv    1871 
Master,  33  May,  1874.  :),  ^°'^^ 

Green,  Henry  W. 

Acting  Master,  10  June,  1861.     Dismissed  6  July,  1861. 
Green,  James  E. 

Acting  Carpenter,  1  October,  1863.     Appointment  revoked  29  October,  1863. 
Green,  James  G. 

Mate,  11  May,  1861.     Acting   Ensign,  37  November,  1863.     Acting  Master,  11 
August,  1864.     Master,  13  March,  1868.     Lieutenant,  18  December,  1868.    Lieu-^ 
tenant-Commander,  3  July,  1870. 
Green,  John. 

Purser,  5  April,  1805.    Last  appearance  on  Records  of  Navy  Department,  11  Jan- 
uary, 1811. 
Green,  John. 

Carpenter,  23  January,  1833.     Died  12  January,  1864. 
Green,  John  M. 

Gunner,  23  November,  1828.     Resigned  8  September,  1836. 
Green,  John  P. 

Third  Assistant  Engineer,  24  February,  1863.    Appointment  revoked  1  March 
1863. 
Green,  John  R. 

Purser,  35  April,  1813.     Died  34  August,  1813. 
Green,  Josepli  F. 

Midshipman,  1  November,  1827.    Passed  Midshipman,  10  June,  1833.    Lieutenant, 
28  February,  1838.     Commander,  14  September,  1855.     Captain,  16  July,  1862. 
Commodore,  2  December,  1867.     Rear-Admiral,  13  July,  1870.     Retired  list,  35 
November,  1872. 
Green,  JosepU  Story. 

Third  Assistant  Engineer,  11    February,  1863.      Second  Assistant  Engineer,  15 
October  1863.     Retired  24  May,  1867 
Green,  LiCtI  B. 

Third  Assistant  Engineer,  19  March,  1858.     Second  Assistant  Engineer,  1  Decem- 
ber, 1860.     First  Assistant  Engineer,  15  October,   1863.     Resigned  2  August, 
1869. 
Green,  Natlianiel. 

Acting  Midshipman,  28  May,  1852.     Midshipman,  1  October,  1856.     Passed  Mid- 
shipman, 29  AjDril,  1859.     Master,  5  September,  1859.     Lieutenant,  27  February , 
1861.     Lieutenant-Commander,  3  January,  1863.    Retired  list,  21  January,  1873. 
Died  22  March,  1878. 
Green,  Bicliard. 

Boatswain,  12  December,  1799.     Discharged  1  August,  1800. 

Green,  Samuel. 

Master,  19  January,  1809;     Appointment  revoked  8  May,' 1809. 
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Green,  Samnel  IV. 

Midshipman,  1  Ajji-il,  1S28.     Resigned  9  Julj-,  ISaS. 
Green,  Samuel  S. 

Sailmaker,  1802.     Last  appearance  on  Records  of  Navy  Department,  19  December, 
1803. 
Green,  Stephen  S. 

Acting  Assistant  Surgeon,  5  March,  1864.     Honorably  discharged  5  December, 
1865. 
Green,  Thomas  B. 

Acting  Third  Assistant  Engineer,  28  October,  1861.     Acting  Second  Assistant 
Engineer,   26   December,  1863.     Acting  First  Assistant  Engineer,  3  October, 
1864.    Honorably  discharged  20  March,  1866. 
Green,  Thomas  H. 

Acting  Gunner,  14  September,  1863.     Honorably  discharged  16  October,  1865. 
Green,  TVilliain. 

Master,  26  June,  1812.     Last  appearance  on  Records  of  Navy  Department,  1815. 
Lake  Champlain. 
Green,  TVilliam. 

Boatswain,  30  September,  1861.     Warranted  30   September,  1802.     Appointment 
revoked  19  May,  1869. 
Green,  William. 

Midshipman,  1  January,  1818.     Lieutenant,  3  March,  1827.     Commander,  17  May, 
1847.    Reserved  list,  13  September,  1855.     Resigned  6  May,  ISOl. 
Green,  William  PI. 

Acting  First  Assistant  Engineer,  11  June,  1862.     Acting  Chief  Engineer,  21  July, 
1863.     Resigned  15  August,  1863. 
Green,  Willis  M. 

Midshipman,  30  November,  1814.     Resigned  14  June,  1819. 
Green,  W.  M.,  Jr. 

Midshipman,  16  December,  1886.     Dismissed  19  September,  1840. 
Greene,  Albert  S. 

Third  Assistant  Engineer,  17  February,  1860.     Second   Assistant  Engineer,  17 
November,  1862.    First  Assistant  Engineer,  1  March,  1864.     Chief  Engineer,  5 
March,  1871. 
Greene,  Benjamin  F. 

Professor,  21  March,  1873.    Retired  list,  25  October,  1879. 
Greene,  Charles  IT. 

Midshipman,  13  May,  1848.     Passed   Midshipman,  15  June,  1854.     Master,  15 
September,  1855.     Lieutenant,  16  September,  1855.     Lieirtenant-Commander,  16 
July,  1862.     Wholly  retired  17  May,  1867. 
Greene,  Christopher  N. 

Midshipman,  1  February,  1827.     Resigned  23  October,  1827. 
Greene,  Daniel  S. 

Assistant  Surgeon,  18  October,  1833.     Passed  Assistant  Surgeon,  1   August,  1837. 
Surgeon,  8  September,  1841.    Dismissed  2  May,  1861. 
Greene,  David  M. 

Third  Assistant  Engineer,  23  May,  1861.     Second  Assistant  Engineer,  28  October, 
1862.     First  Assistant  Engineer,  1  January,  1865.     Resigned  16  September, 
1869. 
Greene,  £dward  I£. 

Mate,  21  November,  1864.    Honorably  discharged  6  May,  1867.     Mate,  26  Novem- 
ber, 1869.     Deserted  16  April,  1872. 
Greene,  Franeis  E. 

Midshipman,  25  September,  1867.      Graduated  6  June,  '1871.     Ensign,  14  July, 
1872.    Master,  16  June,  1875, 
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Oreene,  Francis  V. 

Acting  Assistant  Surgeon,  19  December,  1863.     Acting  Passed  Assistant  Surgeon, 
14  August,  1S65.     Passed  Assistant  Surgeon,  Retired  list,  30  June,  1879. 
Oreene,  Frank  C- 

Actiug  Gunner,  5  August,  1863.     Honorably  discharged  6  December,  1865. 
Oreene,  Oewi'ge  Maxon. 

Third  Assistant  Engineer,  25  August,  1863.     Second  Assistant  Engineer,  30  Feb- 
ruary, 1864.     Fu-st  Assistant  Engineer,  1  January,  1808.     Died  2  June,  1878, 
Oreene,  Oeorge  W. 

Carpenter,  16  November,  1875. 
Oreene,  Hngb  W. 

Purser,  38  February,  1839.     Resigned  15  May,  1851. 
Oreene,  James  C 

Acting  Ensign,  11  November,  1863.     Dismissed  7  June,  1863.     Acting  Ensign,  8 
November,  1864.     Honorably  discharged  29  July,  1865. 
Oreene,  James  M. 

Surgeon's  Mate,  30  April,  1835.     Surgeon,  4  December,  1828.     Retired  31  Decem- 
ber, 1861.     Medical  Director  on  Retired  list,  3  March,  ISTl.    Died  9  June,  1S71. 
Greene,  Panl. 

Acting  Ensign,  17  September,  1864.     Honorably  discharged  13  July,  1865. 
Oreene,  R.  H. 

Acting  Assistant  Surgeon,  5  November,  1863.     Resigned  18  May,  1865. 
Oreene,  Saninel  Dana. 

Acting  Midshipman,  21  September,  1855.    Midshipman,  9  June,  1859.    Lieutenant, 
81  August,  1861.     Lieutenant-Commander,  11  August,  1865.     Commander,  13 
December,  1873. 
Oreene,  Stewart. 

Acting  Second  Assistant  Engineer,  38  March,  1863.     Resigned  10  April,  1863. 
Acting  Second  Assistant  Engineer,  31  May,  1863.    Honorably  discharged  19 
October,  1865. 
Greene.  Theodore  P. 

Midshipman,  1  November,  1826.  Passed  Midshipman,  38  April,  1833.  Lieuten- 
ant, 20  December,  1837.'    Commander,  14  September,  1855.     Captain,  16  July, 

1862.  Commodore,  24  July,  1867.     Retired  1  November,  1871.     Rear-Admiral, 
Retired  list,  24  May,  1873. 

Oreene,  William  A. 

Assistant  Surgeon,  7  March,  1838.     Died  November,  1839. 
Oreene,  William  It. 

Acting  Second  Assistant  Engineer,  17  December,  1861.  Killed  in  action  at  Gal- 
veston, Texas,  1  January,  1863. 

Oreenlialgli,  John. 

Acting  Ensign,  19  December,  1863.    Honorably  discharged  5  May,  1868. 

Oreenhongh,  J.  W.  B. 

Assistant  Surgeon,  7  March,  1888.  Resigned  10  September,  1844.  Re-appointed 
34  April,  1847.  Passed  Assistant  Surgeon.  Retired  14  May,  1861.  Dismissed 
5  July,  1861. 

Greenlaw,  James. 

Midshipman,  18  June,  1813.  Last  appearance  on  Records  of  Navy  Department, 
15  November,  1814. 

Oreenleaf,  Charles  H. 

Third  Assistant  Engineer,  3  October,  1861.    Second  Assistant  Engineer,  3  August, 

1863.  First  Assistant  Engineer,  11  October,  1866. 

Oreenleaf,  Frederick  W. 

Midshipman,  29  July,  1863.  Graduated  1  June,  1867!  Ensign,  18  March,  1808. 
Master,  31  March,  1870.     Lieutenant,  31  October,  1871. 
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Greenleaf,  Jonathan 

MidsMpman,  31  October,  1709.     Died  30  June,  1800. 
Greenow,  John. 

Carpenter,  date  not  known.     Last  appearance  on  Record-s  of  Navy  Department. 
Oreenow,  Sainnel. 

Carpenter,  15  April,  1799.     Warrant  returned  1  May,  1801. 
Green  way,  C.  Hunter. 

Mate,  5  May,  1870.    Resigned  21  November,  1871. 
Greenway,  William  W.  T. 

Acting  Assistant  Paymaster,  1  August,  1861.     Dismissed  4  December,  1863. 
Greenwell,  Edward. 

Midshipman,  9  June,  1811.     Dismissed  4  December,  1819. 
Greenwood,  Charles  H. 

Mate.    Deserted  25  April,  1866. 
Greenwood,  E.  li. 

Midshipman,  1  December,  1836.    Resigned  13  May,  1833. 
Greenwood,  George  W. 

Acting  Third  Assistant  Engineer,  14  May,  1864.    Honorably  discharged  10  August, 
1865. 
Greenwood,  John  T. 

Acting  Third  Assistant  Engineer,  8  October,  1863.     Honorably  discharged  23  Oc- 
tober, 1868. 
Greenwood,  Thales. 

Midshipman,  1  January,  1808.     Dismissed  6  November,  1809. 
Greer,  Alexander. 

Third  Assistant  Engineer,  1  December,  1854.     Second  Assistant  Engineer,  9  May, 
1S57.    First  Assistant  Engineer,  2  August,  1859.    Chief  Engineer,  21  May,  1863. 
Died  10  September,  1867. 
Greer,  James  A. 

Midshipman,  10  Januai-y,  1848.     Passed  Midshipman,  15  June,  1854.     Master,  15 
September,  1855.      Lieutenant,  16  September,  1855.      Lieutenant-Commander, 
16  July,  1862.     Commander,  25  July,  186G.     Captain,  26  April,  1876. 
Greeves,  Thomas. 

Midshipman,  9  November,  1813.     Died  in  1817. 
Gregg,  John. 

Mate,  24  January,  1863.     Acting  Ensign,  13  February,  1864.      Honorably  dis- 
charged 12  December,  1865. 
Gregg,  William. 

Mate,  24  January,  1863.     Appointment  revoked  (Sick,)  1  August,  1863. 
Gregg,  William  W. 

Mate,  23  September,  1862.     Dismissed  4  Februaiy,  1863.     Mato,  4  February,  1864. 
Discharrted  29  April,  1865.     Mate,  23  April,  1870.     Appointment  revoked  24 
September,  1870. 
Gregory,  Francis. 

Midshipman,  23  May,  1840.    Passed  Midshipman,  11  July,  1846.     Died  27  Feb- 
ruary, 1852. 
Gregory,  Francis  H. 

Midshipman,  16   January,  1809.     Lieutenant,  28   June,  1814.      Commander,   28 
April,  1828.    Captain,  18  January,  1838.    Rear- Admiral  on  Retired  list,  16  July, 
1862.     Died  4  October,  1866. 
Gregory,  Frank  F. 

Mate,  27  April,  1864.     Acting  Ensign,  18  May,  1865.     Honorably  discharged  18 
July,  1805. 
Gregory,  George  A. 

Mate,  3  June,  1864.    Honorably  discharged  13  May,  1866. 
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eregory,  Hcm-y  S. 

Acting  Assistant  Paymaster,  31  October,  1863.     Honorably  discharged  21  Novem- 
ber,  1865. 
Gregory,  H.  SI. 

Acting  Assistant  Surgeon,  3  August,  1861.     Resigned  37  Pebruai-y,  1863. 
Gregory,  H.  P. 

TMrd  Assistant  Engineer,  31  September,  1861.     Second  Assistant  Engineer,  30 
July,  1863.     Resigned  37  April,  1865. 
Gregory,  Hugh  M. 

Acting  Master,  37  May,  1861.     Acting  Volunteer  Lieutenant,  18  October,  1862. 
Resigned  6  February,  1864. 
Gregory,  John  H. 

Mate,  4  November,  1861.     Acting  Ensign,  1  April,  1864.    Honorably  discharged 
30  November,  1865.     Acting  Ensign,  33  August,  1867.    Mustered  out  9  Decem- 
ber, 1868. 
Gregory,  Joseph,  Jr. 

Mate,  24  December,  1861.     Honorably  discharged  34  October,  1865. 
Gregory,  Justus  E. 

Acting  Assistant  Surgeon,  16  February,  1864.     Honorably  discharged  9  October, 
1865. 
Gregory,  Michael  B. 

Acting  Master,  24  July,  1861.     Dismissed  1  October,  1861. 
Gregory,  Richard  C. 

Assistant  Surgeon,  34  July,  1818.     Last  appearance  on  Records  of  Navy  Depart- 
ment. 
Gregory,  Rohert. 

Mate,  30  June,  1863.     Deserted  18  September,  1863. 

Gregory,  Samuel  B. 

Acting  Master,  3  October,  1861.     Resigned  15  November,  1864. 
Gregory,  Thomas  B. 

Acting  Volunteer  Lieutenant,  1  October,  1863.    Honorably  discharged  30  October, 
1865. 
Gregory,  "Weston. 

Mate,  5  March,  1863.     Acting  Ensign,  26  December,  1862.    Resigned  8  May,  1868. 
Gregory,  William  D. 

Acting  Master,  20  August,  1861.    Dismissed  6  September,  1861.    Re-apiJointed  3 
October,  1861.    Appointment  revoked  37  June,  1863. 
Gregory,  William  D. 

Mate,  7  January,  1864.     Honorably  discharged  31  May,  1866. 

Grenlick,  Joseph. 

Mate,  17  May,  1864.    Dismissed  3  August,  1865. 

Grennel,  Sloss  H. 

Midshipman,  30  April,  1800.    Lieutenant,  19  February,  1807.    Dismissed  1  August, 
1807. 
Grennel,  Sloss  H. 

Master,  34  April,  1813.    Died  24  Marc'h,  1813 

Greppin,  Joseph.  , ,     ,.    , 

Acting  Second  Assistant  Engineer,  10  December,  1863.    Honorably  discharged 
38  March,  1867. 

Grey,  Henry  IV. 

Mate,  10  September,  1864.    Honorably  discharged  4  October,  1865. 

Grice,  JPrancis. 

Naval  Constructor,  7  May,  1817.     Chief  Naval  Constructor,  1  December,  1846. 

Carpenter,  19  February,  1819.     Last  appearance  on  Records  of  Navy  Department, 
24  February,  1819. 
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Gridley,  Charles  Vernon. 

Acting  Midshipman,   26   September,   1860.      Acting  Ensign,    1   October,   1863. 
Master,  10  Mav,  1866.     Lieutenant,  31  February,  1867.     Lieutenant-Commander, 
13  March,  1868. 
Grier,  Edward  H. 

Mate,  17  December,  1864.    Honorably  discharged  36  October,  1865. 
Grier,  George  W. 

Acting  Third  Assistant  Engineer,  11  February,  1864.     Honorably  discharged  9 
October,  1865. 
Grier,  Henry  F. 

Acting  Thii-d  Assistant  Engineer,  19  October,  1863.     Honorably  discharged  7 
October,  1865. 
Grier,  John  A. 

Third  Assistant  Engineer,  3  August,  1855.     Second  Assistant  Engineer,  31  July, 
1858.    First  Assistant  Engineer,  3  August,  1859.     Chief  Engineer,  31  January, 

1862.  Resigned  15  November,  1865. 
Grier,  John  W. 

Chaplain,  3  March,  1825.    Resigned  15  October,  1859. 
Grier,  William. 

Assistant  Surgeon,  7  March,  1838.    Passed  Assistant  Surgeon.     Surgeon,  14  April, 
1852.    Medical  Director.  3 'March,  1871.     Surgeon-General,  Retired  list,  5  Octo- 
ber, 1878. 
Grieve,  Charles. 

Mate,  9  January,  1864.    Acting  Ensign,  30  August,  1864.    Acting  Master,  6  April, 
1865.    Honorably  discharged  7  July,  1866. 
Griffin,  Allen. 

Midshipman,  1  January,  1813.    Lieutenant,  1  Aijril.  1818.     Died  18  September, 
1838. 
Griffin,  Charles  E.  I.. 

Midshipman,  3  November,  1838.    Passed  Midshipman,  14  June.  1834.     Dismissed 
11  January,  1849. 
Griffin,  Columbus  Ju. 

Acting  Third  Assistant  Engineer,  1861.    Appointment  revoked  (Sick,)  19  March, 

1863.  Actin    Third  Assistant  Engineer,  1  August.  1862.    Appointment  revoked 
(Sick,)  15  September,  1863. 

Griffin,  George  B. 

Mate,  27  February,  1863.     Acting  Ensign,  17  April,  1864.     Honorably  discharged 
25  October,  1865. 

Griffin,  George  W. 

Acting  Assistant  Paymaster,  14  January,  1863.     Resigned  19  September.  1864. 
Griffin,  Israel  S. 

Midshipman,  4  March,  1823.     Dismissed  8  June.  1831. 
Griffin,  James. 

Gunner,  26  Februai^,  1840.     Appointment  revoked  13  December,  1840. 
Griffin,  John. 

Mate,  8  May,  1862.     Acting  Ensign,  31  August,  1863.     Honorably  discharged  6 
November,  1865.     Mate,  15  March,  1867.     In  service. 
Griffin,  I<arkin. 

Assistant  Surgeon,  8  September,  1803.      Surgeon,  27  November,  1804.     Died  1 
November,  1814. 

Griffin,  liCTi, 

Fii-st  Assistant  Engineer,  1  November,  1842.     Disrated  to  Second  Assistant  Engi- 
neer, 28  July,  18-15.     Resigned  2  November,  1847. 
Griffin,  Robert  Nechols. 

Midshipman,  21  January,  1862.     Graduated  22  November,  1864.     Died  7  Septem- 
ber, 1867. 
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Griffin,  Robert  S. 

Cadet  Engineer,  1  October,  1874.     Graduated  20  June,  1878. 
Griffin,  Samnel  li. 

Acting  Ensign,  7  October,  1863.     Resigned  3  December,  1866. 
Griffin,  Samuel  P. 

Midshipman,  9  September,  1841.      Passed  Midshipman,  10  August,  1847.    Dis- 
missed 15  June,  1854. 
Griffin,  Thomas  D. 

Midshipman,  20  September,  1873.    Graduated  20  June,  1876.    Ensien,  1  Novem- 
ber, 1879.  ^ 
Griffin,  Thomas  J. 

Second  Assistant  Engineer,  28  May,  1861.     Resigned  6  April,  1863. 
Griffin,  Timothy  J. 

Sailmaker,  13  May,  1846.     Resigned  6  April,  1853. 
Griffin,  William. 

Acting  Third  Assistant  Engineer,  18  February,  1865.    Honorably  discharged  16 
September,  1865. 
.  ,   Griffin,  William  P. 

Ci,^        Midshipman,  1  October,  1827.    Passed  MidshiiDman,  10  June,  1833.    Lieutenant, 
28  February,  1838.    Died  4  December,  1851. 
Grlfflng,  George  H. 

Acting  Assistant  Paymaster,  18  November,  1864.    Passed  Assistant  Paymaster,  23 
July,  1866.    Paymaster,  3  October,  1874. 
Griffith,  Alberto. 

Midshipman,  1  November,  1826.    Passed  Midshipman,  28  April,  1832.    Lieuten- 
ant, 6  September,  1837.    Died  20  December,  1842. 
Griffith,  Alfred. 

Assistant  Surgeon,  16  October,  1867.    Resigned  13  October,  1871. 
Griffith,  Milton. 

Acting  Ensign,  31  March,  1863.     Appointment  revoked  10  January,  1865. 
Griffith,  Samnel  H. 

Assistant  Surgeon,  15  December,  1877. 
Griffith,  Theophilns. 

Mate.  33  January,  1862.    Resigned  9  September,  1863. 
Griffith,  William. 

Acting  Guuner,  5  August,  1863.     Deserted  19  November,  1863. 

Griffith,  William. 

Midshipman,  17  February,  1800.     Lost  on  the  "  InsurgenV 

Griffiths,  Dominick  £. 

Mate,  3  November,  1863.    Discharged  33  April,  1864. 

Griffiths,  Herbert  M. 

Carpenter,  25  September,  1861. 

Griffiths,  Isaac  J. 

Thii-d  Assistant  Engineer,  16  January,  1863.     Resigned  20  February,  1863. 

Griffiths,  John  J. 

Acting  Assistant  Paymaster,  16  September,  1863.     Resigned  30  May,  1864. 

Griffiths,  John  W. 

Acting  Ensign,  37  April,  1864.    Honorably  discharged  29  October,  1865. 

Griffiths,  Montgomery  P. 

Acting  Third  Assistant  Engineer,  15  September,  1864.     Honorably  discharged  4 
September,  1865. 
Griffiths,  Oliver  W. 

Carpenter,  16  September,  1863.     Resigned  15  October,  1868. 

Griffiths,  Walter  B. 

Acting  Gunner,  13  December,  1862.     Resigned  19  August,  1864. 
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«riggs,  Charles  D. 

Mate,  3  September,  1864.     Honorably  discliarged  3  October,  1865. 
Griggs,  George  H. 

Acting  Third  Assistant  Engineer,  15  January,  1863.     Resigned  24  March,  1862. 
Acting  Third  Assistant  Engineer,  13  June,  1863.     Resigned  16  December,  1862. 
Orimball,  Jolin. 

Acting  Midshipman,  23  September,  1854.     Midshipman,  11  June,  1858.     Resigned 

24  December,  1860. 
Grimball,  William. 

Midshipman,  1  September,  1811.     Resigned  30  December,  1813. 
Grimes,  James  McF. 

Midshipman,  28  July,  1863.     Graduated  June,  1867.     Ensign,  18  December,  1868. 
Master,  21  March,  1870.     Lieutenant,  26  December,  1871. 
Grimes,  Jobn. 

Acting  Third  Assistant  Engineer,  16  April,  1863.     Honorably  discharged  13  Octo- 
ber, 1865. 
Grimes,  John., 

Actinj^  Third  Assistant  Engineer,  6  August,  1866.     Mustered  out  5  March,  1868. 
Grimke,  Benjamin  S. 

Midshipman,  30  November,  1814.     Lieutenant,  13  January,  1825.     Drowned  m 
November,  1825. 
Orimshaw,  E.   S. 

Midshipman,  4  August,  1823.    Resigned  16  October,  1823. 
Grinnell,  PI.  Walton. 

Mate,   23  June,  1863.     Acting  Ensign,    11    November,  1862.     Acting  Master,  6 
January,  1864.     Acting  Volunteer  Lieutenant.  8  May,  1865.     Ensign,  but  did 
not  accept,  13  March,  1868.     Honorably  discharged  25  July,  1868. 
Oriscom,  Jobn   S. 

Mate,  12  October,  1862.    Acting  Ensign,  23  February,  1864.    Killed  on  "  MacMnaw," 

25  December,  1864. 
Grlswold,  Charles  Denning. 

Midshipman,  20  November,   1861.     Graduated   22  November,  1864.     Ensign,  1 
December,  1866. 

Grlswold,  David  H. 

Mate,  20  December,  1861.     Resigned  (Sick,)  3  December,  1862. 
Griswold,  Edward  D. 

Lieutenant,  31  October,  1799.    Resigned  29  September,  1800. 
Griswold,  George  R. 

Purser,  15  September,  1853.     Died  5  April,  1857. 
Griswold,  George  R. 

Mate,  3  May,  1862.     Deserted  30  March,  1863. 
Griswold,  William  N. 

Acting  Master,  9  July,  1861.     Honorably  discharged  18  September,  1865. 
Grivett,  John  W. 

Acting  Master  and  Pilot,  1   October,  1864.     Honorably  dischartred  27  December, 
1865. 
Grooms,  Robert  Ti. 

Acting  First  Assistant  Engineer,  11  May,  1863.     Dismissed  5  August,  1863. 
Gross,  Charles  W. 

Mate,  29  June,  1863.     Appointment  revoked  13  April,  1864. 
Gross,  Daniel  H. 

Mate,  8  January,  1863.     Acting  Ensign,  23  May,  1863.     Dismissed  5  December, 
1863. 
Gross,  F.  A. 

Acting  Ensign,  30  May,  1863.     Acting   Master,  8  Mav,   1865.     Honorably  dis- 
charged 23  December,  1865. 
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Gross,  Frederick  A.,  Jr. 

Mate,  29  Becember,  1863.     Hoiioiably  discharged  25  October,  1865. 

Gross,  Thomas  H.  P. 

Mate,  5  September,  18G3.     Resigned  30  June,  1SC5. 
Grosvenor,  G.  H. 

Mate,  27  Api-il,  1865.     Honorably  discharged  24  December,  1865.     Mate,  26  May, 
1866.     Resigned  13  October,  1866. 
Grotli,  Theodore  A. 

Acting  Third  Assistant  Engineer,  22  March,  1865.     Honorably  discharged  7  Octo- 
ber, 1865. 
Grout,  John  K. 

Midshipman,  21  November,  1848.     Dropped  13  July,  1849. 
Grove,  Francis  H. 

Acting  Master,  22  January,  1862.     Honorably  discharged  23  November,  1865. 
GroTC,  James  B. 

Mate,  29  December,  1863.     Resigned  6  May,  1865. 

Grove,  Thomas  G. 

Acting  Master,  18  June,  18G3.  Acting  Volunteer  Lieutenant,  4  February,  1865. 
Ensign,  12  March,  1868.  Master,  18  December,  1868.  Lieutenant,  21  March, 
1870. 

GroTcr,  Fldridge  H. 

Acting  Third  Assistant  Engineer,  11  March,  1864.  Apjiointment  revoked  (Sick.) 
8  November,  1864. 

Grores,  Cliarles  li. 

Acting  Third  Assistant  Engineer,  2  September,  1864.  Honorably  discharged  80 
June,  1865. 

Groves,  George  J. 

Acting  Master,  1  October,  1862.     Honorably  discharged  11  December,  1865. 

Grow,  Arlemus  li. 

Acting  Third  Assistant  Engineer,  25  July,  1863.    Honorably  discharged  31  Octo- 
ber, 1868. 
Grozier,  William  W. 

Acting  Master,  28  October,  1861.    Honorably  discharged  24  December,  1865. 

Grnhb,  George  G. 

Midshipman,  4  June,  1801.     Discharged  17  March,  1804. 

Grnhb,  William  H.  .         .  .0=.. 

Acting  Ensign,  15  August,  1864.     Honorably  discharged  18  August,  1865. 

Grnmley,  William  K. 

Mate,  24  October,  1861.    Resigned  25  February,  1862. 

Grnndy,  Felix. 

Midshipman,  21  October,  1845.     Dismissed  12  June,  1851. 

Grymes,  William  F. 

Midshipman,  4  March,  1823.     Dismissed  8  June,  1831. 

Gudgeon,  William  H. 

Acting  Ensign,  10  March,  1863.  Resigned  22  April,  1863. 

'^"TcVing  Assist^"  Paymaster,  23  October,  1863.    Honorably  discharged  12  Septem- 
ber, 1865. 

*^"A'tin|'Th'J-d  """sfsTn t  Engineer,  1  October,  1862.     Honorably  discharged  15 
December,  1865. 

^"ThM^AssSlnfin^e;-,  11  January,  1849.    Dismissed  20  July,  1850. 
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Ouci'Uii,  Fi-aiiK. 

Midshii^maii,  1  July,  18G7.     Graduated  6  June,  1871.      Ensign,  14  July,   1872. 
Master,  3  August,  1877. 
Guest,  John. 

Midshipman,  16  December,  1837.     Passed  Midshipman,  20  June,  1843.     Master, 
16  July,  1850.     Lieutenant,  34  December,  1850.     Commander,  16  July,  1863. 
Captain,  25  July,  1866.     Commodore,  13  December.  1873.     Died  13  January, 
1879. 
Guild,  Charles  F. 

Acting  Assistant  Paymaster,  8  October,  1864.     Assistant  Paymaster,  13  December, 
1864.     Paymaster,  1  September,  1865. 
Guild,  Charles  M. 

Acting  Assistant  Paymaster,  19  September,  1861.     Mustered  out  38  April,  1869. 
Guild,  Henry  A. 

Acting  Third  Assistant  Engineer,  3  September,  1864.     Honorably  discharged  18 
December,  1865. 
Guild,  Samuel  !E. 

Acting  Third  Assistant  Engineer,  25  August,  1864.    Honorably  discharged  5  Jan- 
uary, 1866. 
Guilford,  Henry  M. 

Mate,  15  December,  1864.     Dismissed  13  March,  1866. 
Guillon,  C.  T. 

Assistant  Surgeon,  9  February,  1837.    Passed  Assistant  Surgeon,  6  June,  1843. 
Surgeon,  28  August,  1847.     Resigned  15  September,  1854. 
Guion,  John  A. 

Assistant  Surgeon,  20  June,  1838.     Resigned  30  January,  1843. 
Gniteras,  Daniel. 

Assistant  Surgeon,  3  June,  1879. 
Gnlick,  Charles  H. 

Mate,  1  October,  1863.    Acting  Ensign,  33  June,  1863.     Honorably  discharged  30 
November,  1865. 
Gulick,  John  S. 

Purser,  1  Februaiy,  1851.     Pay  Director,  3  March,  1871. 
Gnmpert,  P.  P. 

Carpenter,  30  October,  1838.     Resigned  36  April,  1831. 
Guniphert,  William. 

Acting  Third  Assistant  Engineer,  4  December,  1863.     Acting  Second  Assistant 
Engineer,  19  April,  1864.     Honorably  discharged  18  August,  1865. 
Gnndenrath,  William. 

Acting  Third  Assistant  Engineer,  18  February,  1865.    Honorably  discharged  1 
September,  1865. 
Gunderson,  Morgan. 

Acting  Master,  37  December,  1861.    Dismissed  14  January,  1863. 
Gnuu,  John- 
Mate,  6  June,  1863.     Acting  Ensign,  38  May,  1863.     Honorably  discharged  32 
January,  1869. 
Gunn,  John  C.  C. 

Midshipman,  17  December,  1810.    Appointed  Second  Lieutenant  Marine  Corps, 
13  September,  1813.     Last  appearance  on  Records  of  Navy  Department.     Re- 
signed. 
Gunnell,  Francis  M. 

Assistant  Surgeon,  22  March,  1849.     Surgeon,  23  April,  1861.    Medical  Inspector, 
3  March,  1871.     Medical  Director,  8  February,  1875. 
Gunnell,  Robert  H.  ' 

Third  Assistant  Engineer,  17  February,  1860.     Second  Assistant  Engineer,  37 
June,  1863.     Fii-st  Assistant  Engineer,  1  March,  1864.     Retired  8  July,  1873. 
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Gunning;,  Josiali  H. 

Assistant  Surgeon,  2  September,  1861.     Resigned  29  April,  1865. 
Gunning,  William. 

Midsliipman,  16  January,  1809.     Lost  at  Sea,  5  October,  1811. 
Gurley,  Koyal. 

Midshipman,  2  December,  1799.     Resigned  25  February,  1801. 
Gtitlirie,  Jolin  J. 

Midsliipman,  38  February,  1834.     Passed  Midsliipman,  16  July,  1840.     Master,  32 
March,  1847.     Lieutenant,  7  July,  1847.     Dismissed  13  July,  1861. 
Guyenne,  Thomas. 

Midshipman,  27  April,  1799.     Resigned  9  August,  1800. 
Guj^er,  George  H. 

Acting  Second  Assistant  Engineer,  22  September,  1863.    Appointment  revoked 
15  July,  1865. 
Gwatlimej^,  Wasliington. 

Midshipman,  21  July,  1832.     Passed  Midshipman,  S3  June,  1838.     Lieutenant,  28 
June,  1843.    Dismissed  17  April,  1861. 
Gwin,  IVilliani. 

Midshipman,  7  April,    1847.      Passed  Midshipman,  19  June,  1853.     Master,  15 
September,  1855.     Lieutenant,  16  September,  1855.     Lieutenant-Commander,  16 
July,  1862.     Killed  in  battle,  3  January,  1868. 
Gwlnn,  John. 

Midshipman,  18  May,  1809.    Lieutenant,  27  April,  1816.    Commander,  9  February, 
1837.     Captain,  17  April,  1842.     Died  4  September,  1849. 
Gwinner,  Henry  W. 

Midshipman,  3  October,  1861.  Graduated  33  November,  1864.  Ensign,  1  Decem- 
ber, 1866.  Master,  13  March,  1868.  Lieutenant,  36  March,  1869.  Died  26 
September,  1 872. 

Haas,  Clement  J. 

Mate,  18  November,  1861.     Died  1863. 
Haas,  Jerome. 

Acting  Third  Assistant  Engineer,  34  December,  1863.  Honorably  discharged  4 
November,  1865. 

Habersham,  Alexander  W. 

Midshipman,  3  March,  1841.     Passed  Midshipman,  10  August,  1847.     Master,  14 
September,  1855.     Lieutenant,  15  September,  1855.     Resigned  30  May,  1860. 
Habighurst,  Conrad  J. 

Third  Assistant  Engineer,  1  July',  1863.  Second  Assistant  Engineer,  3  September, 
1865.     First  Assistant  Engineer,  17  September,  1873. 

Habirshaw,  William  M. 

Third  Assistant  Engineer,  39  July,  1861.    Appointment  revoked  5  February,  1863. 

Haekett,  Franic  W. 

Acting  Assistant  Paymaster,  11  September,  1863.     Resigned  6  October,  1864. 

Haekett,  Samuel  H. 

Acting  Midshipman,  28  September,  1855.  Midshij)man,  9  June,  1859.  Dismissed 
18  July,  1861. 

Hackley,  George  S. 

Midshipman,  3  January,  1801.     Died  8  July,  1805. 
Maddaway,  Edward  H. 

Midshipman,  30  June,  1806.     Lieutenant,  9  December,  1814.     Died  15  June,  1S17. 

Haddaway,  W.  H. 

Midshipman,  20  June,  1806.  Lieutenant,  9  December,  1814.  Died  30  Marchi 
1815. 

Hadden,  G.  W. 

Acting  Ensign  and  Pilot,  36  July,  1864.  Honorably  discharged  30  September, 
1865. 
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Iladdcii,  William  A. 

Midshipman,  28  September,  1865.     Graduated  June,  1869.     Ensign,  13  July,  1870. 
Master,  1  Januarj',  1872.    Lieutenant,  13  March,  1875. 
Ilatltlock,  William  J. 

Mate.     Resigned  30  June,  1863. 
Haddock,  Worcester. 

Acting  Third  Assistant  Engineer,   34   March,  1865.     Appointment  revoked  16 
June,  1865. 
Hadfield,  Joseph. 

Acting  Ensign,  7  October,  1863.     Honorably  discharged  20  August,  1865. 
Hadfield,  William. 

Acting  Third  Assistant  Engineer,  16  September,  1864.     Honorably  discharged  ~1 
August,  1865. 
Hadley,  Francis  J. 

Acting  Third  Assistant  Engineer,  10  January,  1863.     Acting  Second  Assistant 
Engineer,  7  October,  1864.     Honorably  discharged  34  December,  1865. 
Hadley,  S.  W. 

Acting  Master  and  Pilot,  28  October,  1864.     Honorably  discharged  6  December, 
1865. 
Hafliiigtoii,  Jesse. 

Master,  15  September,  1813.     Discharged  15  April,  1815. 
Hafiier,  Joseph. 

Acting  Third  Assistant  Engineer,  18  February,  1865.     Honorably  discharged  25 
October,  1865. 
Hagaii,  Patrick. 

Acting  Tliird  Assistant  Engineer,  23  September,  1863.     Honorably  discharged  27 
July,  1805. 
Hagenman,  John  William. 

Midsliipman,  21  July,  1803.     Graduated  June,  1807.     Ensign,  18  December,  18G8. 
Master,  21  March,  1870.     Lieutenant,  21  March,  1871. 
Hager,  Elijah   W. 

Chaplain,  1  March,  1873.     Died  7  July,  1880. 
Hagerup,  Anthony. 

Acting  Ensign,  8  September,  1863.     Honorably  discharged  17  October,  1805. 
Haggerty,  Francis  S. 

Midshipman.  17  February,  1832.    Passed  Midshipman,  23  June,  1838.    Lieutenant, 
19  December,  1843.      Commander,  11  October,  1861.     Retired   5   May,  1S63.' 
Captain  on  Retired  list,  4  April,  1867. 
Haggins,  Fdmnnd  H. 

Acting  Third  Assistant  Engineer,  8  December,  1863.    Honorably  discharged  13 
October,  1865. 
Hahn,  Jacoh. 

Mate,  3  February,  1803.     Dismissed  31  December,  18C8. 
Haight,  James. 

Midshipman,  31  October,  1799.     Resigned  37  July,  1803. 
Haight,  Samuel. 

Midshipman,  1  March,  1837.     Resigned  17  March,  1839. 
Hain,  Franklin  K. 

Third  Assistant  Engineer,  21  November,  1857.  Resigned  9  August,  1858.  Third 
Assistant  Engineer,  23  jMay,  1801.  Second  Assistant  Engineer,  29  October 
1803.    Resigned  34  January,  1803.  .  ' 

Haines,  Matthias  R. 

Acting  Ensign,  13  December,  1802.     Honorably  discharged  10  December,  1865. 
Haines,  Edward  E. 

Acting  Master,  7  December,  1801.     Honorably  discharged  11  January,  18«(5 
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Haines,  Iliraiu. 

Third  Assistant  Engineer,  16  February,  1852.     Resigned  25  July,  185-1. 

Haines,  llartin  V.  B. 

Acting  Ensign,  22  January,  1863.     Acting  Master,  4  December,  18G3.     Honorably 
discharged  16  September,  1865.     Acting  Master,  11  December,  1866.    Mustered 
out  27  August,  1868. 
Halcra,  Edward  W. 

Mate,  5  March,  1862.    Acting  Ensign,  27  November,  1863.    Honorably  discharged 
3  February,  1866.    Acting  Ensign,  5  April,  1860.    Appointment  revoked  6  Feb- 
ruary, 1867. 
Hald,  Vigo  li.  T. 

Mate,  21  June,  1862.     Dismissed  17  December,  1862. 
Haldeniau,  Robert  A. 

Acting  Third  Assistant  Engineer,  19  July,  18G4.     Appointment  revoked  (Sick,) 
30  January,  1865. 
Hale,  Benjamin  P. 

Mate,  13  April,  1865.    Dismissed  2  March,  1866. 

Hale,  Cliarles  B. 

Chaplain,  10  March,  1863.     Resigned  26  March,  1871. 

Hale,  David  W. 

Acting  Assistant  Paymaster,  24  May,  1862.  Resigned  3  March,  1868.  Acting 
Assistant  Paymaster,  35  September,  1863.     Mustered  out  17  November,  1865. 

Hale,  E.  W.,  Jr. 

Mate,  23  September,  1861.     Resigned  10  July,  1863. 

Hale,  Howard. 

Mate,  34  January,  1863.  Acting  Ensign,  17  January,  1864.  Honorably  discharged 
1  December,  1865. 

Hale,  Mark. 

Midshipman,  1  March,  1825.     Resigned  29  May,  1832. 

Hale,  Thomas  G. 

Mate,  2  October,  1861.  Acting  Master,  31  March,  1862.  Dismissed  4  November, 
1862.  Mate,  20  February,  1803.  Acting  Ensign,  22  April,  1864.  Acting  Mas- 
ter, 26  May,  1865.     Honorably  discharged  31  August,  1865. 

Haley,  Patrick. 

Boatswain,  18  October,  1878. 
Halford,  William. 

Gunner,  14  April,  1871. 

Hall,  Albert  B. 

Actincr  Ensign,  5  December,  1804.     Honorably  discharged  7  August,  1865. 

Hall,  Alfred  li. 

Midshipman,  26  September,  1872.     Graduated  18  June,  1879. 

Hall,  Asapb. 

Professor,  2  May,  1803. 

Hall,  Asliton  S. 

Midshipman,  9  November,  1813.     Lost  in  the  "  Wasp  "  m  1815. 

Hall,  Cbarles.  ^  ^^^„ 

Master,  11  June,  1799.     Resigned  8  February,  1800. 

Hall,  Charles. 

Mate  7  Augusf,l863     Acting  Ensign,  10  September,  1SC4.    Honorably  discharged 
30Novembei-,  1865.     Acting  Ensign,  18  May,  1866.     Mustered  out  23  Sei^tem- 
ber,  1868. 
Hall,  Charles  H.  H. 

Assistant  Surgeon,  1  May,  1874.     Passed  Assistant  Surgeon,  0  December,  1878. 

Hall,  Charles  ]V. 

Mate,  7  August,  1863.     Acting  Ensign,  24   February,  1803.     Resigned  3  July, 
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1864.     Acting  Ensign,  3  October,  1864.     Honorably  cMscliarged  21  July,  1865. 
Acting  Ensign,  1  February,  1867.     Mustered  out  17  July,  1868. 

Hall,  Crawford  W. 

Midshipman,  1  June,  1826.     Resigned  16  January,  1827. 

Hall,  DaTid. 

MastLT,  17  August,  1812.     Last  appearance  on  Records  of  Navy  Department.     Dis- 
charged. 

Hall,  David  A. 

Mate,  9   June,  1863.     Acting  Ensign,  9   July,  1864.     Honorably   discharged    8 
August,  1868. 
Hall,  David  H. 

Mate,  7  October,  1864.     Resigned  17  May,  1865. 

Hall,  Eldridge  D. 

Mate,  3  March,  1870.     Carpenter,  3  July,  1870. 

Hall,  Francis  C. 

Midshipman,  2  March,  1803.     Resigned  23  September,  1805. 

Hall,  Frank  C. 

Acting  Ensign,  4  October,  1864.     Honorably  discharged  30  July,  1868. 

Hall,  Oeorge. 

Acting  Third  Assistant  Engineer,  5  November,  1864.     Resigned  10  May,  1865. 

Hall,  Oeorge  B. 

Mate,  39  December,  1863.     Honorably  discharged  20  December,  1865. 

Hall,  George  F. 

Assistant  Paymaster,  11  June,  1862.     Died  2  September,  1863. 
Hall,  George  O. 

Acting  Second  Assistant  Engineer,  7  January,  1865.     Honorably  discharged  25 
January,  1866. 
Hall,  George  O. 

Acting  Second  Assistant  Engineer,  18  August,  1864.     Honorably  discharged  28 
January,  1866. 
Hall,  George  S. 

Acting  Second  Assistant  Engineei-,  4  June,  1804.     Dismissed  5  November,  1864. 

Hall,  George  W. 

Mate,  9  June,  1863.     Dismissed  19  March,  1864. 
Hall,  George  W. 

Third  Assistant  Engineer,  8  IVIay,  1859.     Second  Assistant  Engineer,  8  October, 
1861.     First  Assistant  Engineer,  25  July,  1866.     Resigned  16  November,  1866. 
Hall,  George  W. 

Third  Assistant  Engineer,  21  September,  1861.     Second   Assistant  Engineer,  3 
August,  1863.     First  Assistant  Engineer,  11  October,  1806. 
Hall,  Harry. 

Cadet  Engineer,  14  September,  1876.     Graduated  10  June,  1880. 
Hall,  H.  Clay. 

Acting  Master,  13  April,  1862.     Dismissed  38  August,  1863. 
Hall,  Isaac. 

Sailmaker,  1  April,  1823.     Died  18  April,  1838. 
Hall,  James  C. 

Acting  Ensign,  28  April,  1863.     Honorably  discharged  33  November,  1865. 
Hall,  John. 

Boatswain,  15  January,  1803.     Last  appearance  on  Records  of  Navy  Department. 
Hall,  John. 

Boatswain,  16  March,  1866.     Died  22  February,  1880. 
Hall,  John. 

Midshipman,  11  January,  1832.     Passed  Midshipman,  28  June,  1838.     Lieutenant, 
28  June,  1843.     Reserved  list,  13  September,  1855.     Died  5  October,  1800. 
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Hall,  John  C. 

Sailmaker,  25  August,  1829.     Last  appearance  on  Records  of  Navy  Department, 
11  March,  1833. 
Hall,  John  H. 

Assistant  Surgeon,  31  March,  1874.     Passed  Assistant  Surgeon,  9  November,  1877. 
Hall,  John  li. 

Mate,  19  April,  1864.     Lost  on  "  l^arcissus,^'  4  January,  1866. 
Hall,  John  Li. 

x\.otiiig  Ensign,  24  February,  1864.     Acting  Master,  8  April,  1865.     Honorably  dis- 
charged 11  November,  1865. 
Hall,  John  P. 

Midsliipman,  29  December,  1840.     Passed  Midshipman,  11  July,  1846.     Master,  1 
March,  1855.     Dropped  13  September,  1855.     Died  8  September,  1862. 
Hall,  John  R. 

Gunner,  39  August,  1861.    Died  10  September,  1866. 
Hall,  John  S. 

Acting  Master,  13  August,  1861.     Resigned  23  May,  1862. 
Hall,  lieonard. 

Master,  7  September,  1813.     Last  appearance  on  Records  of  Navy  Department. 
Dead. 
Hall,  Martin  E. 

Midshipman,  19  September,  1865.     Graduated  June,  1869.    Ensign,  13  July,  1870. 
Master,  12  December,  1873.    Lieutenant,  1  November,  1875. 
Hall,  Michael. 

Boatswain,  18  April,  1843.     Died  23  August,  1864. 
Hall,  Moses. 

Boatsvpain,  11  June,  1847.     Died  13  February,  1851. 
Hall,  Nathaniel,  Jr. 

Mate,  1  July,  1864.     Resigned  9  June,  1865. 
Hall,  Reynold  T. 

Assistant  Engineer,  22  April,  1880. 
Hall,  Richard  R. 

Acting  Assistant  Surgeon,  1  October,  1862.     Resigned  16  June,  1863. 
Hall,  Samnel. 

Acting  Master,  25  January,  1862.    Honorably  discharged  24  November,  1865. 

Hall,  Sauinel  O. 

Acting  Second  Assistant  Engineer,  6  June,  1864.    Honorably  discharged  3  July, 
1865. 

Hall,  Sidney. 

Mate,  4  September,  1861.     Acting  Ensign,  21  May,  1863.    Honorably  discharged 
13  December,  1866. 

Hall,  Thomas  G. 

Mate,  21  May,  1862.     Killed  in  action,  "  Diana,'"  28  March,  1863. 

Hall,  Thomas  N. 

Acting  First  Assistant  Engineer,  13  August,  1868.    Honorably  discharged  38  Sep- 
tember, 1865. 

HaU,  T.  R. 

Boatswain,  15  November,  1836.     Died  37  September,  1857. 

Hall,  Warren. 

Midshipman,  17  December,  1810.     Last  appearance  on  Records  of  Navy  Depart- 
ment, 1814. 

Hall,  Wesley  B. 

Acting  Third  Assistant  Engineer,  30  August,  1864.     Honorably  discharged   8 
October,  1865. 
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Kail,  M'ilbnru  B. 

Acing  Midshipman,  9  June,  1855.     Midshipman,  20  September,  1855.     Resigned 
7  March,  1861. 
Hall,  Tt'illiaiii. 

Midsliipraan,  1  January,  1813.  Last  appearance  on  Records  of  Navj'  Department,, 
3  November,  1812.     Dead. 

Hall,  William. 

Midsliipman,  16  January,  1809.    Last  appearance  on  Records  of  Navy  Department, 
10  July,  1812. 
Hall,  William  B. 

Midshipman,  1  January,  1808.     Dismissed  3  May,  1813. 
Hall,  William  D. 

Acting  Ensign,  11  June,  1863.     Dismissed  20  October,  1864. 
Hall,  William  H. 

Mate,  4  December,  1867.     Mustered  out  20  April,  1869. 
Hall,  William  K. 

Third  Assistant  Engineer,  15  November,  1847.     Second  Assistant  Engineer,  11 
January,  1849.    First  Assistant  Engineer,  26  February,  1851.     Resigned  15  Feb- 
ruary, 1853. 
Halladay,  Charles  S. 

Acting  Assistant  Paymaster,  7  June,  1864.     Appointment  revoked,  3  June,  1865.. 
Hallet,  F-  A. 

Midshipman,  13  September,  1841.     Resigned  1  December,  1845. 
Hallett,  Cliarles. 

Acting  Master,  4  Noverpber,  1861.     Honorably  discharged  22  August,  1865. 
Hallett,  Daniel  B. 

Mate,  11   September,  1863.      Acting  Ensign,  20  December,   1863.     Resigned  13- 
May,  1864. 
Hallett,  George  H. 

Acting  Ensign,  Coast  Survey,  duty  30  November,  1866.    Mustered  out  30  November, 
1808. 
Hallett,  James  H. 

Acting  Muster,  12  August,  1861.     Resigned  30  July,  1863. 
Hallett,  Oliver. 

Mate.     Resigned  27  June,  1862. 
Hallett,  Warren. 

Acting  Ensign,  15  December,  1863.     Resigned  1  June,  1803. 
Hallock,  Isaaif*. 

Mate,  23  October,  1861.     Acting  Ensign,  3  April,  1864.     Acting  Master,  25  May, 
1SG5.     Honorably  discharged  8  June,  1868. 
Halloway,  James  €. 

Mute,  13  February,  1864.     Resigned  11  June,  1864. 
Hallowell,  Francis  P. 

Third  Assistant  Engineer,  8  September,  1863.     Resigned  13  November,  1807. 
Hallowell,  George  A. 

Master,  4  October,  1798.     Disappeared  till  5  December,  1813.     Appointed  blaster, 
5  December,  1812.     Last  appearance  on  Records  of  Navy  Department,  1820.. 
Furloughed. 
Halpin,  John. 

Acting  Third  Assistant  Engineer,  7  October,  1862.  Appointment  revolted  (Sick,) 
13  November,  1803.  Acting  Third  Assistant  Engineer,  20  April,  1864.  Re- 
signed 5  Ma}',  18G5. 

Halpine,  X.  J.  L.  T. 

Midshipman,  C  June,  1871.     Graduated  18  June,  1879. 


GENERAL  NAVY  REGISTER.  313 

Halsall,  Joshua. 

Acting  Third  Assistant  Engineer,  20  August,  1864.     Lost  on  "  J^arcisms,"  4  Janu- 
ary,  .866. 
Halsail,  D'illiam  F. 

Mate,  1  November,  1862.     Appointment  revoked  (Sick.)  4  June,  1863. 
Halsey,  George  W. 

Midshipman,  81  October,  1799.     Resigned  2  October,  1800. 
Halsey,  Jolin  M. 

Purser,  25  April,  1812.     Died  3  January,  1838. 
Halsey,  Rieliard  E. 

Third  Assistant  Engineer,  16  January,  1868.     Resigned  30  October,  1868. 
Halsey,  William  F. 

Midshipman,  21  September  1869.     Graduated  31  May,  1873.     Ensign,  16  July, 
1874.    Master,  18  March,*1880. 
Halstead,  Israel  T. 

Acting  Ensign,  10  September,  1862.    Resigned  11  May,  1803. 
Halstead,  W.  H.  R. 

Midshipman,  1  November,  1828.     Resigned  10  December,  1829. 

Halsted,  Frank  W. 

Mate.     Resigned  8  April,  1862.     Acting  Ensign,  12  October,  1868.      Honorably 
discharged  4  November,  1865. 

Hamblen,  Andrew  T. 

Acting  Ensign,  16  October,  1862.     Honorably  discharged  3  October,  1805. 

Hambleton,  Jobu  'S. 

Chaplain,  26  October,  1819.     Purser,  26  May,  1824.     Retired  21  December,   1861. 
Died  5  December,  1870. 
Hambleton,  Samnel. 

Purser,  25  April,  1813.     Died  18  January,  1851. 

Hambrick,  James  W. 

Mate,  15  December,  1863.     Acting  Ensign,  21  April,  1865.     Honorably  discharged 

10  February,  1866. 
Hamell,  Benjamin  F. 

Acting  Assistant  Surgeon,  27  October,  1863.     Resigned  31  August,  1804.     Actmg 
Ass^taut  Surgeon,  1  November,  1S64.     Honorably  discharged  16  April,  1806. 

Hainer,  Thomas  M. 

Midshipman,  26  June,  1847.     Resigned  24  August,  1849. 

Hauiersly,  George  W. 

Midshipman,  18  May,  1809.     Lieutenant,  3  May,  1815.     Died  12  September,  1833. 

Haniersly,  George  W. 

Midshipman,  1  September,  1837.     Passed  Midshipman,  29  June,  1843.     Resigned 

11  June,  1850. 

Hamersly,  lewis  R.  .^        ,       ^^^„      _         ,,     j. 

Mate,  4  February,  1862.     Acting  Ensign,  3  December,  1863.     Honorably  dis- 
charged 23  July,  1866. 

Hamersly,  Robert. 

Midshipman,  1  January,  1813.     Died  m  March,  1815. 

"""S'Tl  Januw"*1812'    Lieutenant,  27  April,  1816.     Dismissed  16  July,  1831. 

Hamilton,  Alansou.  ^  ^o^^ 

Mate,  11  June,  1863.     Honorably  discharged  7  August,  1865. 

Hamilton,  Alexander.  ,  „o  c     .     ,       io«o 

Acting  Master,  28  October,  1861.     Dismissed  33  September,  1863. 

Hamilton,  Archibald. 

Midshipman,  18  Mav    1809.     Lieutenant,  34  July,  1813.     Killed  m  action  15 
January,  1815. 
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Hiunilton,  Bnrt.  .    ,         -,  .„ 

Acting  Third  Assistant  Engineer,  24  December,  1864.     Honorably  discbargecl  <J7 

July,  1865. 

Hamilton,  C.  B.  „.,-,„.-, 

Assistant  Surgeon,  3  April,  1811.     Surgeon,  15  April,  1814.     Resigned  12  April, 

1826. 
Hamilton,  Charles  C.  .       ^„„„ 

Acting  Third  Assistant  Engineer,  1  October,  1863.     Dismissed  21  September,  IbOd. 

Hamilton,  Cliarles  H. 

Acting  Master,  17  September,  1861.     Resigned  7  February,  1865. 

Hamilton,  Cleason  F.  ,    „  t 

Acting  Third  Assistant  Engineer,  30  July,  1864.     Honorably  discharged  20  Janu- 
ary, 1866. 
Hamilton,  Edward  W. 

Jlidshipman,  18  June,  1813.     Last  appearance  on  Records  of  Navy  Department, 

1823. 

Hamilton,  Henry. 

Gunner,  20  August,  1861.    Appointment  revoked  23  September,  1868. 

Hamilton,  James. 

Acting  Gunner,  24  March,  1864.     Appointment  revoked  9  January,  1865. 

Hamilton,  James. 

Acting  First  Assistant  Engineer,  80  July,  1863.     Deserted  5  February,  1863. 

Hamilton,  James. 

Assistant  Surgeon,  23  July,  1844.     Died  6  September,  1854. 

Hamilton,  James  A. 

Acting  Ensign,  30  December,  1862.    Acting  Master,  recommendation  of  Com- 
manding Officer,  16  July,  1864.     Honorably  discharged  1  March,  1866. 

Hamilton,  James  F. 

Acting  Assistant  Paymaster,  19  May,  18G3.     Assistant  Paymaster,  3  March,  1865. 
Paymaster,  39  June,  1866.     Resigned  14  January,  1875. 

Hamilton,  James  T. 

Acting  Ensign,  33  October,  1864.     Honorably  discharged  29  August,  1865. 

Hamilton,  John. 

Midshipman,  4  July,  1818.     Lieutenant,  3  March,  1837.     Lost  in   the  "  JfoTOSi," 
September,  1829. 
Hamilton,  John  R. 

Midsliipman,  8  September,  1845.     Passed  Midshipman,  6  October,  1851.     Master, 
19  September,  1855.     Lieutenant,  16  September,  1856.     Resigned  15  December, 
1860. 
Hamilton,  John  B. 

Acting  Master,  18  January,  1863.     Honorably  discharged  15  January,  1866. 

Hamilton,  John  TV. 

Acting  Assistant  Surgeon,  24  November,  1861.     Honorably  discharged  4  August, 
1865. 
Hamilton,  Robert. 

Master,  1  March,  1814.    Resigned  31  November,  1814. 
Hamilton,  Robert. 

Acting  Third  Assistant  Engineer,  13  September,  1861.     Resigned  11  February, 
1862. 
Hamilton,  Robert  B. 

Mate,  6  March,  1865.     Honorably  discharged  9  September,  1805. 

Hamilton,  Robert  W. 

Lieutenant,  17  Bei)tember,  1798.     Resigned  25  January,  1802. 
Hamilton,  Thomas  H. 

Acting  Third  Assistant  Engineer,  17  May,  1864.    Honorably  discharged  21  July, 
1865. 
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Hamilton,  Thomas  J. 

Acting  Third  Assistant  Engineer,  15  August,  1864.     Honorably  disctai'Ked  30 
October,  1865. 
Hamilton,  William 

Acting  Master,  36  August,  1861.     Acting  Volunteer  Lieutenant,  13  April,  1804. 
Acting  Volunteer  Lieutenant-Commander,  17  July,  1865.    Honorably  discharged 
]5  April,  1866. 
Hamilton,  William  F. 

Acting  Master,  1  October,  1863.     Acting  Volunteer  Lieutenant,  10  October,  1802. 
Resigned  6  April,  1863. 
Hamilton,  W^illiam  H. 

Gumier,  15  June,  1850.    Died  18  September,  1865. 
Hamilton,  William  J. 

Acting  Second  Assistant  Engineer,  1  October,  1863.    Acting  First  Assistant  Engi- 
neer, 39  March,  1864.    Honorably  discharged  3  November,  1865. 
Hamlin,  Benjamin  IV. 

Mate,  6  July,  1868.     Lost  at  Sea,  31  August,  1863. 
Hamlin,  Jobn  C. 

Mate,  11  October,  1861.     Acting  Ensign,  7  October,  1863.    Acting  Master,  con- 
sideration of  good  service,  19  November,  1863.    Appointment  revoked  7  Decem- 
ber, 1865. 
Hammatt,  Charles  H. 

Acting  Assistant  Paymaster,  5  September,  1863.     Honorably  discharged  37  Jan- 
uary, 1866. 
Hammett,  Charles. 

Mate.    Dismissed  24  September,  1863. 
Hammett,  William,  Jr. 

Mate,  5  March,  1803.     Acting  Ensign,  18  November,  1803.    Honorably  discharged 
9  November,  1865. 

Hammond,  Charles  E. 

Assistant  Paymaster,  14  November,  1861.     Died  27  February,  1863. 

Hammond,  C  Li.  O. 

Midshipman,  8  November,  1847.     Resigned  23  March,  1854. 

Hammond,  Oeorge  F. 

Acting  Master,  7  December,  1861.     Resigned  5  May,  1804. 

Hammond,  O.  W. 

Acting  Ensign,  Admiral  Dahlgren's  Staff,  30  August,  1804.    Resigned  11  January, 
1865. 
Hammond,  Joseph  H. 

Acting  Master,  27  December,  1861.     Resigned  3  April,  1862. 

Hammond.  Joslah. 

Mate,  28  October,  1861.     Acting  Master,  18  February,  1863.     Dismissed  6  June, 
1863. 
Hammond,  iN^athan  W. 

Acting  Master,  1  April,  1863.     Acting  Volunteer  Lieutenant,  29  November,  1862. 
Honorably  discharged  8  August,  1865. 
Hammond,  W. 

Midshipman,  29  December,  1840.     Resigned  27  October,  1846. 

Hamre,  Henry.  , ,    , .    , 

Mate,  1  September,  1862.    Acting  Ensign,  31  July,  1803.     Honorably  discharged 
21  January,  1866. 
Hanaway,  James  W. 

Mate,  4  November,  1864.     Honorably  discharged  31  July,  1865. 

Hancock,  John.  ,■,    ,.    ,         •, 

Mate,  21  March,  1863.     Acting  Ensign,  8  Octojer,  1863.     Honorably  discharged 
8  November,  1865. 
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Hand,  Bayard  E. 

Midshipman,  7  April,  1847.     Passed  Midshipman,   10   June,   185.3.     Master,  15 
September,  1855.     Lieutenant,  16  September,  1855.    Died  16  July,  1859. 
Hand,  Benjamin. 

Acting  First  Assistant  Engineer,  17   November,  1863.     Appointment  revoked 
(Sick,)  17  March,  1864. 
Hand,  Oeorge  Dallas. 

Midshipman,  9  September,  1847.     Resigned  28  April,  1853. 
Hand,  Henry  W. 

Acting  Master,  13  November,  1861.     Honorably  discharged  21  February,  1866. 
Acting  Master,  1  May,  lb66.    Mustered  out  1  February,  1869. 
Hand,  Jasper. 

Surgeon,  7  March,  1809.     Dismissed  9  April,  1810. 
Hand,  Samuel  T. 

Acting  Third  Assistant  Engineer,  13  August,  1864.     Resigned  29  May,  1865. 
Hand,  Seth. 

Acting  Ensign,  1  July,  1863.     Honorably  discharged  31  October,  1868. 
Hand,  S.  S. 

Mate,  7  June,  1862.    Acting  Ensign,  10  December,  1863.     Honorably  discharged 

7  September,  1866. 
Hand,  William  H. 

Mate,  23  August,  1862.     Acting  Ensign,  4  April,  1863.     Plonorably  discharged  6 
April,  1809. 

Handey,  James  A. 

Acting  Ensign,  2  June,  1864.     Honorably  discharged  20  October,  1865. 
Handlan,  Eugene  IT. 

Acting  Ensign,  1  October,  1862.     Resigned  17  April,  1863. 
Handren,  John  W. 

Acting  Third  Assistant  Engineer,  17  May,  1861.     Resigned  23  April,  1862. 
Hands,  Robinson  W. 

Third  Assistant  Engineer,  1  February,  1862.    Lost  on  the  "  Monitor^"  31  December 
1862. 
Handy,  Albert  G. 

Master,  28  Sep)tember,  1838.     Last  appearance  on  Records  of  Navy  Department. 
Dead. 
Handy,  Bethucl  G. 

Acting  Master,  4  November,  1861.      Disrated  to  Acting  Ensign,  38  August,  1863. 
Resigned  2  September,  1802. 
Handy,  Cbarles  O. 

Purser,  39  December,  1817.    Resigned  4  June,  1846. 
Handy,  Edward  li. 

Midshipman,  1  June,  1826.    Passed  Midshipman,  28  April,  1832.     Lieutenant,  8 
March,  1837.     Commander,  14  September,  1855.     Dismissed  14  June,  1861. 
Handy,  Henry  O. 

Midshipman,  28  July,  1865.      Graduated  June,  1869.      Ensign,   12  July    1870. 
Master,  12  July,  1871.     Lieutenant,  9  November,  1874.  ' 

Handy,  JLCTin. 

Midshipman,  1  June,  1828.     Passed  Midshipman,  14  June,  1834.     Lieutenant  25 
February,  1841.     Died  14  September,  1842. 
Handy,  Robert. 

Midshipman,  1  February,  1826.    Passed  Midshipman,  28  April,  1832.    Lieutenai  t 

8  March,  1837.  Reserved  list,  13  September,  1855.  Commander  on  Active  1);  i, 
14  September,  1855.  Retired  list,  6  February,  1862.  Commodore,  Retired  list' 
4  April,  1807.  ' 

Handy,  Sewall. 

Miclshipman,  28  August,  1800.    Resigned  13  April,  1804. 
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Handy,  Thomas  B. 

MidsMpman,  38  January,  1814.     Died  27  October,  1824. 
Hanos,  Sainnel. 

Acting  Master,  21  September,  1861.     Honorably  discharged  30  October,  18GC. 

Hanoy,  Mnprh. 

Acting  Third  Assistant  Engineer,  28  September,  1863.     Honorably  discharged  1 
September,  1865. 
Hanfoi-d,  Franklin. 

Midshipman,  29  November,  1862.     Graduated  June,  1866.     Ensign,  12  March, 
IKUS.     Master,  26  March,  1869.     Lieutenant,  21  March,  1870. 
Hanford,  William  C. 

Mate,  4  April,  1862.  Acting  Ensign,  4  December,  1862.  Appointment  revoked 
(Sick,)  10  August,  1863.  Acting  Ensign,  2  September,  1863.  Resigned  10 
June,  1864. 

Hanks,  A.  P.  R. 

Mate,  9  October,  1867.     Resigned  27  August,  1871. 

Hanna,  Benjamin. 

Midshipman,  7  January,  1813.     Resigned  16  March,  1814. 

Hanna,  George  H. 

Midshipman,  3  April,  1804.     Resigned  30  December,  1806. 

Hanna,  H.  Melville. 

Assistant  Paymaster,  11  June,  1863.     Resigned  13  February,  1865. 

Hanna,  Tliomas. 

Acting  Third  Assistant  Engineer,  18  August,  1864.     Resigned  17  June,  1865. 

Hannah,  William   A. 

Mate,  15  September,  1868.     Honorably  discharged  25  October,  1865. 

Hannegan,  S.  li. 

Midshipman,  3  January,  1834.     Dismissed  8  July,  1839. 

Hannifer,  Thomas  S. 

Boatswain,  16  September,  1838.     Died  3  January,  1880. 

Hannigan,  Thomas. 

Acting  Third  Assistant  Engineer,  6  July,  1864.     Resigned  23  March,  1865. 

Hannon,  Horace  A. 

Mate,  19  October,  1862.  Acting 'Ensign,  13  November,  1863.  Honorably  dis- 
charged 19  November,  1865. 

Hannnm,  James. 

Midshipman,  30  April,  1800.     Dismissed  4  September,  1801. 

Hannnm,  Josiah  A. 

Acting  Master,  27  May,  1861.  Honorably  discharged  36  October,  1865.  Acting 
Master,  5  February,  1867.     Mustered  out  30  December,  1868. 

Hannnm,  William  G. 

Midshipman,  23  September,  1872.     Ensign,  2  August,  1879. 

Hannnne,  John  Licwis.  •  .         „„  „    , 

Third  Assistant  Engineer,  31  April,  1863.  Second  Assistant  Engineer,  28  Septem- 
ber, 1864.    First  Assistant  Engineer,  33  November,  1873. 

Hanrahan,  Thomas. 

Actmg  Master,  5  May,  1863.     Honorably  discharged  9  February,  1866. 

Hanscom,  Isaiah.  ,  „      •    oo 

Naval  Constructor,  14  March,  1856.  Chief  Bureau  Construction  and  Repair,  88 
January,  1871.     Retired  list,  29  June,  .1877.     Died  5  March,  1880. 

Hanscom,  John  F. 

Assistant  Naval  Constructor,  29  July,  1875. 
Hanscom,  liConard. 

Carpenter,  14  May,  1866. 
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Hanscom,  William  li. 

NavalConstructor,  15  October,  1858.     Resigned  4  January,  1866.     Re-instated  17 
April,  1871.     Retired  list,  15  August,  1874. 
Hansen,  Alexander. 

Acting  Ensign,  1  October,  1863.    Honorably  discharged  37  October,  1865. 

Hansen,  Herman. 

Sailmaker,  17  January,  1876. 
Hansen,  Peter. 

Acting  Ensign,  3  September,  1864.     Honorably  discharged  30  August,  1865. 
Hansford,  C.  H. 

Midshipman,  10  May,  1830.     Lieutenant,  17  May,  1838.     Died  3  September,  1880. 

Hansford,  Jefferson. 

Midshipman,  4  December,  1831.     Died  10  September,  1836. 
Hanson,  Aaron  T. 

Acting  Assistant  Surgeon,  6  October,  1863.     Honorably  discharged  19  January, 
1866. 
Hanson,  Barthold  C.  H. 

Acting  Third  Assistant  Engineer,  37  February,  1865.     Honorably  discharged  5 
September,  1865. 
Hanson,  Charles  H. 

Mate,  3  July,  1863.    Acting  Ensign,  26  July,  1864-    Honorably  discharged  3  No- 
vember, 1865. 
Hanson,  Frederick  W. 

Acting  Assistant  Paymaster,  14  April,  1864.    Honorably  discharged  35  Novem- 
ber, 1865. 
Hanson,  James  W. 

Acting  Assistant  Paymaster,  17  January,  1865.     Honorably  discharged  1  Novem- 
ber, 1865. 
Hanson,  John. 

Acting  Master,  37  March,  1863.    Honorably  discharged  16  December,  1865. 
Hanson,  John  J. 

Midshipman,  31  September,  1841.    Passed  Midshipman,  10  August,  1847.     Died 
35  August,  1853. 
Hanson,  Robert  W. 

Acting  Ensign,  13  November,  1863.     Honorably  discharged  13  December,  1865. 
Hanson,  Samuel,  of  S. 

Purser,  30  March,  1804.    Dismissed  16  July,  1811 
Hanson,  William. 

Acting  Master,  22  January,  1863.     Appointment  revoked  3  July,  ]  867. 
Hanson,  William. 

Acting  Ensign,  1  September,  1864.     Honorably  discharged  20  September,  1865. 
Hanns,  Ciistavus  C 

Midshipman,  36  July,  1865.     Graduated   6  June,  1871.     Easign,   14   July,   1873. 
Master,  3  May,  1875. 
Hapsgood,  Charles  H. 

Mate,  20  September,  1804.     Honorably  discharged  26  October,  1865. 
Haradon,  A.  F. 

Mate,  23  January,  1862.     Resigned  15  April,  1863. 
Haralson,  C.  TL. 

Midshipman,  10  September,  1847.    Resigned  13  December,  1854. 
Harben,  James  W. 

Mate,  12  September,  1864.     Resigned  (Sick,)  20  April,  1865. 
Harbcnson,  Henry. 

Acting  Third  Assistant  Engineer,  5  November,  1862.     Acting  Second  Assistant 
Engineer,  6  May,  1864.    Honorably  discharged  37  October,  18C5. 
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Harbcr,  Oiles  B. 

Midshipman,  24   July,   1865.     Graduated  June,  18R9.     Ensign,  12  July,   1870. 
Master,  13  July,  1871.     Lieutenant,  19  September,  la74. 
Harberson,  S.  H. 

Mate,  24  January,  1863.      Acting  Ensign,  17  June,  1864.     Honorably  dischar£,'ed 
9  December,  1865. 
Harby,  L^eTi  M. 

Midshipman,  18  June,  1812.     Resigned  4  Deoember,  1837. 
HareoMvt,  Charles. 

Mate,  17  December,  1864.    Appointment  revoked  33  April,  1865. 
Harconrt,  Williani. 

Gunner,  1  June,  1853.    Dismissed   13  January,  1853.    Re-appointed  Gunner,  1 
June,  1853.      Dismissed  13  August,  1855.     Mate,  33  January,  1863.      Acting 
Ensign,  25  February,  1863.     Acting  Master,  36  April,  1864.     Honorably  dis- 
charged 10  November,  1865. 
Harden,  Jobn  F. 

Acting  Master,  36  August,  1861.     Acting  Volunteer  Lieutenant,  recommendation 
of  Admiral  Farragut,  39  March,  1864.     Honorably  discharged  12  December, 
1865.     Acting  Master,  34  April,  1867.     Mustered  out  15  September,  1868. 
Harden,  Walter  S. 

Acting  Third  Assistant  Engineer,  21  July,  1862.     Appointment  revoked  (Sick,)  6 
March,  1863. 
Harden,  William  N. 

Acting  First  Assistant  Engineer,  1  October,  1863.     Honorably  discharged  4  No- 
vember, 1865. 
Hardenbnrgh,  T.  R. 

Midshipman,  29  February,  1799.    Struck  off  in  January,  1805. 

Hardesty,  James  H. 

Acting  Master,  30  October,  1861.     Dismissed  27  May,  1863. 

Hardie,  David. 

Third  Assistant  Engineer,  11  May,  1860.     Second  Assistant  Engineer,  28  October, 
1862.     Retired  list,  15  March,  1867. 

Harding,  James  B. 

Acting  Ensign,  1  December,  1864.     Honorably  discharged  8  August,  1865. 

Harding,  Jeremiab. 

Actino-  Boatswain,  5   April,  1865.    Honorably  discharged   11   September,  1865. 
Boatswain,  21  May,  1866. 
Harding,  Samnel,  Jr. 

Mate,  31  October,  1861.     Acting  Ensign,  23  June,  1863.     Dismissed  6  July,  1864. 

Harding,  Thomas  W. 

Acting  Second  Assistant  Engineer,  4  January,  1863.    Honorably  discharged  14 
January,  1866. 
Harding,  William  A. 

Mate.     Resigned  20  February,  1863. 
Hardison,  William. 

Gunner,  30  August,  1861.     Dismissed  39  June,  1864. 

Hardman,  James  W. 

Acting  Third  Assistant  Engineer,  5  March,  1864.  _  Resigned  31  May,  1864. 

Hardwich,  Charles. 

Acting  Third  Assistant  Engineer,  9  September,  1863.     Resigned  4  May,  1863. 

Hardwick,  Thomas. 

Master,  31  April,  1814.     Discharged  23  May,  1815. 

Hardy,  Albert  W. 

Acting  First  Assistant  Engineer,  1  October,  1863.     Acting  Chief  Engineer,  15 
January,  1863.    Honorably  discharged  30  November,  1865. 
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Hardy,  Charles  S. 

Mate,  9  November,  1863.     Resigned  27  Aiiril,  1805. 
Hardy,  E.  S. 

Acting  Master,  11  June,  1861.     Dismissed  37  March,  1862. 
Hardy,  Henry. 

Acting  Third  Assistant  Engineer,  21  April,  1864.    Honorably  discharged  11  June, 
1865. 
Hardy,  Isliam  O. 

Acting  First  Assistant  Engineer,  3  February,  1863.     Acting  Chief  Engineer,  10 
June,  1864.     Honorably  discharged  10  October,  1865. 
Hardy,  J,  li.  C. 

Midshipman,  18  June,  1812.     {See  Marine  Corps.) 

Hardy,  Otis  B. 

Acting  Third  Assistant  Engineer,  12  April,  1865.     Honorably  discharged  80  Octo- 
ber, 1865. 
Hardyman,  Tyler. 

Midshipman,  28  June,  1804.     Resigned  27  July,  1805. 
Hare,  George  H. 

Midshipman,  19  October,  1841.    Passed  Midshipman,  10  August,  1847.    Master,  14 
September,  1855.     Lieutenant,  15  September,  1855.     Died  24  July,  1857. 
Hare,  James. 

Acting  Third  Assistant  Engineer,  29  August,  1863.     Honorably  discharged  17 
August,  1865. 
Hargis,  Thomas  O. 

Acting  Ensign,  1  May,  1863.     Died  at  Naval  Hospital,  Norfolk,  Virginia,  19  May, 
1864. 
Hargons,  Peter  J. 

Mate,  11  October,  1861.     Acting   Master,  having  distinguished  himself  on  the 
"  Congress,"  14  June,  1862.     Resigned  17  March,  1865. 
Harker,  John  C. 

Midshipman,  1  March,  1826.     Dismissed  9  July,  1838. 
Harkins,  Henry. 

Acting  Ensign,  1  October,  1862.     Resigned  25  January,  1864. 
Harkness,  George. 

Acting  Master,  27  August,  1861.     Resigned  29  November,  1861. 
Harkness,  William. 

Professor,  24  August,  1863. 
Harlan,  HaTid. 

Assistant  Surgeon,  28  February,  1835.     Passed  Assistant  Surgeon,  8  July,  1841. 
Surgeon,  6  December,  1845.     Medical  Director,  3  March,  1871.     Retired  list,  3 
November,  1871. 
Harlan,  J.  C. 

Acting  Assistant  Surgeon,  21  May,  1861.     Resigned  15  August,  186i. 
Harloe,  Matthew. 

Acting  Second  Assistant  Engineer,  30  August,   1864.     Honorably  discharged  22 
July,  1865. 
Harlow,  Alexander  H. 

Acting  Ensign,  26  August,  1868.     Honorably  discharged  10  December,  1865. 
Harlow,  I^ncins. 

Acting  Thii'd  Assistant  Engineer,  28  July,  1868.     Honorably  discharged  35  July, 
1866. 
Harutan,  Haniel. 

Acting  Assistant  Paymaster,  33  July,  1862.    Resigned  4  September,  1862. 
Harmon,  Andrew. 

Acting  Gunner,  17  November,  1866.    Honorably  discharged  6  May,  1866.    Gunner, 
9  February,  1870. 
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Sarmon,  George  E.  H. 

Assistant   Surgeon,   20   December,   1873.      Passed   Assistant  Surgeon,   25   May, 

Harmony,  Darid  B. 

Midshipman,  7  April,  1847.    Passed  Midshipman,  7  April,  1847.    Master,  10  Jmie, 
18o3.     Lieutenant,  16  September,  1855.     Lieutenant-Commander,  16  July  1S62 
Commander,  25  July,  1866     Captain,  4  February,  1875. 
Harmony,  Joseph  H. 

Third  Assistant  Engineer,  8  July,  1862.    Second  Assistant  Engineer,  25  July,  1866. 
First  Assistant  Engineer,  1  January,  1868.     Died  37  November,  1877. 
Harmony,  Peter. 

Mate,  17  February,  1865.     Resigned  3  April,  1866.    Mate,  7  January,  1867.     Re- 
signed 10  July,  1868. 

Harnett,  John  W, 

Acting  Third  Assistant  Engineer,  26  January,  1863.     Resigned  12  October,  1863. 
Acting  Third  Assistant  Engineer,  19  January,  1864.     Acting  Second  Assistant 
Engineer,  25  February,  1864.     Resigned  35  March,  1865. 
Harnlsli,  William  M. 

Mate,  18  December,  1863.     Appointment  revoked  19  February,  1864. 
Harper,  Jolin  S. 

Acting  Thii-d  Assistant  Engineer,  10  December,  1862.     Acting  Second  Assistant 
Engineer,  23  December,  1863.    Acting  First  Assistant  Engineer,  23  March,  1865. 
Honorably  discharged  11  November,  1865. 
Harper,  Joseph  li. 

Midshipman,  4  June,  1812.     Last  appearance  on  Records  of  Navy  Department, 
1818.    Dead. 
Harper,  William. 

Master,  23  January,  1809.     Resigned  25  June,  1814. 
Harper,  W.  J. 

Midshipman,  1   September,  1811.     Last  appearance  on  Records  of  Navy  Depart- 
ment, 1815.     Philadelphia. 
Harrell,  Abram  Davis. 

Midshipman,  4  January,  1834.      Passed   Midshipman,  16  July,  1840,      Master, 
23  March,   1847.      Lieutenant,  17  May,  1847.      Dropped  14  September,  1855. 
Commissioned  Commander,  16  July,  1862.     Retired  9  February,  1867.     Captain 
on  Retired  list,  4  April,  1867.     Died  16  December,  1871. 
Harriden,  1J. 

Master,  30  June,  1799.     Lieutenant,  31  March,  1807.     Commander,  27  April,  1816. 
Died  9  January,  1818. 
Harrigan,  Michael  T. 

Acting  Third  Assistant  Engineer,  28  December,  1864.    Resigned  3  May,  1865. 
Harriman,  Charles  H. 

Acting  Master,  23  Januaiy,  1862.     Appointment  revoked  25  November,  1863. 

Harriman,  George  A. 

Mate,  31  March,  1862.     Acting  Ensign,  1  March,  1863.     Honorably  discharged  30 
December,  1865. 
Harriman,  Horace  M. 

Acting  Assistant  Paymaster,  11  September,  1862.     Honorably  discharged  29  Jan- 
uary, 1866. 
Harrington,  Charles  H. 

Acting  Second  Assistant  Engineer,  39  August,  1861.      Acting   First  Assistant 
Engineer,  5  February,  1863.    Resigned  5  December,  1864. 

Harrington,  Daniel  C. 

Mate    17  November,  1863.     Dismissed  11  November,  1864.     Mate,  11  February, 
1870.    Resigned  19  May,  1871. 
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Harrington,  Dennis. 

Acting  Third  Assistant  Engineer,  17  August,   18G3.     Honorably  discharged  IT 
August,  18(15. 
Marrington,  Eben. 

Carpenter,  1  April,  1833.     Resigned  25  June,  1823. 
Harrington,  £liot  €. 

.^late,  5  February,  1868.     Resigned  30  November.  1870. 
Harrington,  James. 

Mate,  30  November,  1863.     Resigned  18  M^y,  1865. 
Harrington,  John  C 

Acting  Ensign,  6  April,  1864.     Honorably  discharged  13  October,  1865. 
Harrington,  Purnell  F. 

Acting  Midshipman,  20  September,  1861.     Acting  Ensign,  1  October,  1863.     Mas- 
ter, 10  May,  1866.     Lieutenant,  21  February,  1867.     Lieutenant-Commander,  13 
March,  1868. 
Harrington,  W.  H. 

Midshipman,  17  December,  1810.     Resigned  13  April,  1813. 
Harris,  Abraham  W. 

Acting  First  Assistant  Engineer,  37  August,  1864.      Honorably  discharged  20 
June,  1865. 
Harris,  Amos. 

Acting  Third  Assistant  Engineer,  16  August,  1864.     Honorably  discharged  28 
August,  1865. 

Harris,  Andrew. 

Acting  Third  Assistant  Engineer,  8  August,  1863.    Acting  Second  Assistant  Engi- 
neer, 28  October,  1864.     Honorably  discharged  31  August,  1865. 
Harris,  Arnold 

Acting  Ensign,  34  March,  1863.     Resigned  31  February,  1865. 
Harris,  Arnold  G. 

Acting  Master,  26  October,  1861.     Dismissed  17  July,  1863. 
Harris,  Benjamin  G. 

Assistant  Surgeon,  1  January,  1800.     Last  appearance  on  Records  of  Navy  Depart- 
ment, 17  February,  1800. 

Harris,  Charles. 

Mate,  23  October,  1861.     Died  7  February,  1863. 
Harris,  Charles  H. 

Mate,  34  May,  1861.    Acting  Master,  34  April,  1863.     Honorably  discharged  17 
December,  1865. 
Harris,  Dwlght  J. 

Acting  Assistant  Surgeon,  13  May,  1864.     Resigned  1  May,  1865. 
Harris,  £.  Raymond. 

Mate,  18G3.     Appointment  revoked  14  May,  1863. 
Harris,  Fielder. 

Midshipman,  20  June,  1806.     Last  appearance  on  Records  of  Navv  Depaetment. 
3  July,  1807.     Dead.  ^  * 

Harris,  Francis  T,. 

:Mate,  21  January,  1862.     Acting  Ensign,  19  December,  1862.     Honorably  dis- 
charged 28  October,  1865. 
Harris,  George. 

Acting  Master,  29  October,  1861.     Dismissed  17  December,  1862. 
Harris,  George. 

Acting  Third  Assistant  Engineer,  27  June,  1864.     Honorably  discharged  5  Decem- 
ber, 18G5. 
Harris,  George  1>. 

Acting  Assistant  Surgeon,  13  November,  1863.    Resigned  1  May,  1865.- 
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Harris,  George  J. 

Mate,  9  October,  1867.     Mustered  out  23  September,  1871. 
Harris,  George  1. 

Acting  Third  Assistant  Engineer,  28  January,  1862.     Acting   Second  Assistant 
Engineer,  20  October,  1863.     Acting  First  Assistant  Engineer,  17  June,  18C:i. 
Honorably  discharged  17  November,  1867. 
Harris,  Gwinn. 

Purser,  25  April,  1812.     Resigned  29  September,  1830. 
Harris,  Henry. 

Midshipman,  1  August,  1866.     Graduated  7  June,  1870.     Resigned  24  July,  1873. 
Harris,  H.  T.  B. 

Acting  Assistant  Paymaster,  1  November,  1864.    Honorably  discharged  13  Sep- 
tember, 1865.    Assistant  Paymaster,  21  February,  1867.     Passed  Assistant  Pay- 
master, 17  February,  1869. 
Harris,  Ira. 

Acting  Midshipman,  23  September,  1860.  Ensign,  28  May,  1863.  Lieutenant,  35 
July,  1866.  Lieutenant-Commander,  12  March,  1868.  Resigned  21  March, 
1871. 

Harris,  James  M. 

Third  Assistant  Engineer,  16   September,  1853.     Second  Assistant  Engineer,  9 
May,  1857.     Died  6  October,  1864 
Harris,  J.  George. 

Purser,  19  August,  1845.     Pay  Director,  3  March,  1871.     Retired  list,  23  October. 
1871. 
Harris,  J.  Lionis. 

Mate,  3  March,  1864.  Acting  Ensign,  6  April,  1864.  Honorably  discharged  8 
October,  1868. 

Harris,  John. 

Midshipman,  27  May,  1800.  Last  appearance  on  Records  of  ISavy  Department. 
Resigned. 

Harris,  John. 

Acting  Second  Assistant  Engineer,  16  September,  1861.  Acting  First  Assistant 
Engineer,  18  April,  1863.     Honorably  discharged  7  October,  1865. 

Harris,  John  H. 

Mate,  4  June,  1862.  Acting  Ensign,  1  August,  1862.  Acting  Master,  16  July, 
1864.    Honorably  discharged  18  January,  1866. 

Harris,  Joseph  W. 

Acting  Midshipman,  1  January,  1853.     Midshipman,  20  June,  1856.     Passed  Mid- 
shipman, 29  April,  1859.     Master,  5  September,  1859.     Lieutenant,  12  January, 
1861.     Died  24  August,  1861. 
Harris,  Martin  J. 

Acting  Master,  11  November,  1861.     Dismissed  23  November,  1861. 

Harris,  Reuben. 

Midshipman,  25  January,  1840.  Passed  Midshipman,  11  July,  1846.  Master,  34 
November,  1854.     Lieutenant,  8  August,  1855.     Died  38  October,  1857. 

Harris,  Robert. 

Assistant  Surgeon,  17  July,  1798,     Surgeon,  7  November,  1799.     Resigned  5  De- 
cember, 1802. 
Harris,  Robert,  Jr. 

Midshipman,  1  January,  1818.     Died  m  1823. 

Harris,  Robert  L. 

Third  Assistant  Engineer,  3  May,  1859.  Second  Assistant  Engineer,  29  July,  1861. 
First  Assistant  Engineer,  20  May,  1863.     Chief  Engineer,  4  March.  1871. 

Acting  Mast'er,  2'''  May,  1861.  Acting  Volunteer  Lieutenant-Commander,  27 
April,  1863.    Honorably  discharged  24  October,  1865. 
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Harris,  Tlioinas. 

Surgeon,  6  July,  1812.     Bied  5  March,  1861. 

Harris,  Thomas  C. 

Midshipman,  9  September,  1841.     Passed  Midshipman,  10  August,  1847.     Master, 
14  September,  1855.     Lieutenant,  15  September.  1855.     Lieutenant-Commander, 
16  July,  1862.     Commander,  25  July,  1866.     Captain,  12  December,  1872.     Died 
24  January,  1875. 
Harris,  Thomas  J. 

Midshipman,  1  May,  1823.     Resigned  27  May,  1830. 
Harris,  Thomas  J. 

Third  Assistant  Engineer,  27  January,  1848.     Dismissed  7  July,  1849. 
Harris,  Thomas  R. 

Mate,  1  May,  1861.     Acting  Master,  12  April,  1862.     Acting  Volunteer  Lieutenant, 
11  November,  1863.     Honorably  discharged  22  September,  1865. 
Harris,  Thompson  S. 

Chaplain,  23  April,  1841.     Died  28  Decenaber,  1842. 
Harris,  Uriah  R. 

Midshipman,  23   July,   1865.      Graduated   June,   1869.     Ensign,  13  July,  1870. 
Master,  1  January,  1872.     Lieutenant,  11  February,  1875. 
Harris,  William. 

Acting  Ensign,  31  October,  1862.     Honorably  discharged  28  February,  1866. 
Harris,  William  A. 

Assistant  Surgeon,  37  November,  1844.    Passed  Assistant  Surgeon.  4  February, 
1851.     Retired  list,  8  May,  1861. 
Harris,  William  B. 

Midshipman,  16  January,  1809.     Resigned  18  August,  1809. 
Harris,  William  H. 

Third  Assistant  Engineer,  21  September.  1861.     Second  Assistant  Engineer,  30 
July,  1863.     First  Assistant  Engineer,  11  October,  1866. 

Harris,  William  J. 

Midshipman,  1  September,  1811.     Last  appearance  on  Records  of  Navy  Depart- 
ment, 19  November,  1811.     Resigned. 
Harris,  William  S. 

Midshipman,  30  November,  1814.     Lieutenant,  13  January,  1825.     Commander,  8 
September,  1841.     Died  15  May,  1848. 
Harrison,  A.  C 

Midshipman,  36  June,  1799.     Master.  7  June.  1803.     Lieutenant,  3  Februarv,  1807. 
Discharged  16  February,  1809. 
Harrison,  Benjamin. 

Midshipman,   1  January,  1812.      Last  appearance  on  Records  of  Navv  Depart- 
ment, 1816.     Furloughed. 
Harrison,  C  P.  C 

Midshipman,  4  Jtme,   1833.     Last  aj)pearance  on  Records  of  Navy  Department. 
Drowned. 
Harrison,  George  R. 

Midshipman,  3  October,  1850.     Dismissed  13  June,  1851. 
Harrison,  GnstaTus,  Jr. 

Midshipman,  27  October,  1841.    Passed  Midshipman,  10  August,  1847.     Resigned 
3  November,  1854. 
Harrison,  G.  W. 

Midshipman,  31  June,  1839.     Died  6  June,  ±844. 
Harrison,  G.  W. 

Midshipman,  20  January,  1883.     Passed  Midshipman,  28  June,  1838.     Lieutenant 
2  November,  1843.     Resigned  17  April,  1861.  ' 

Harrison,  H.  H. 

Midshipman,  31  September,  1837.     Resigned  35  April,  1845. 
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Harrison,  Horace  W. 

Cadet  Midshipman,  26  September,  1872.     Graduated  18  June,  1879. 
Harrison,  H.  "N. 

Midshipman,  1   April,  1828.     Passed  Midshipman,  3  July,  1835.     Lieutenant,  8 
September,  1841.     Reserved  list,  28  September,  1855.     Died  29  March,  ibOl.  ' 
Harrison,  James  F. 

Assistant  Surgeon,  5  March,  1847.     Passed  Assistant  Surgeon,  26  April,  1852. 
Surgeon,  5  March,  1861.     Resigned  15  June,  1861. 
Harrison,  John. 

Assistant  Surgeon,  16  January,  1805.     Died  4  March,  1825. 
Harrison,  IVapoleon  B. 

Midshipman,  27  February,  1888.    Passed  Midshipman,  20  May,  1844.     Master,  2 
April,  1852.     Lieutenant,  6  January,  1858.     Commander,   16  July,  1862.     Cap- 
tain, 28  April,  1868.     Died  27  October,  1870. 
Harrison,  Randolpti. 

Assistant  Surgeon,  4  August,  1851.     Resigned  1  April,  1856. 
Harrison,  Richard. 

Midshipman,  7  July,  1800.     Lost  in  the  "  InsurgenV 
Harrison,  Richard  J. 

Assistant  Surgeon,  6  September,  1837.     Died  28  February,  1842. 
Harrison,  R.  M. 

Midshipman,  9  November,  1825.     Died  5  April,  1828. 
Harrison,  Robert. 

Master,  18  July,  1799.  Lieutenant,  14  October,  1799.  Discharged  8  July,  1801, 
under  Peace  Establishment  Act. 

Harrison,  Thomas. 

Acting  Third  Assistant  Engineer,  7  September,  1868.     Honorably  discharged  5 
October,  1865. 
Harrison,  Thomas  I^ocke. 

Acting  Midshipman,  29  September,  1856.     Midshipman,  15  June,  1860.     Dis- 
missed 26  July,  1861. 
Harrison,  Thomas  S. 

Acting  Assistant  Paymaster,  10  July,  1861.     Appointment  revoked  April,  1863. 
Harrison.  Timothy  J. 

Chaplain,  3  October,  1829.     Died  10  March,  1865. 
Harrison,  T.  P. 

Midshipman,  9  June,  1811.     Resigned  29  January,  1820. 
Harrison,  William  I>. 

Assistant  Sm'geon,  25  April,  1848.     Surgeon,  22  April,  1861.     Dismissed  3  Febru- 
ary, 1868. 
Harrison,  William  H. 

Mate,  13  December,  1861.     Appointment  revoked  (Sick,)  28  August,  1862.     Acting 
Ensign,  1  October,  1862.     Acting  Master,  16  June,  1863.     Appointment  revo 
21  November,  1864. 
Harrison.  William  H. 

Mate,  24  May,  1862.     Acting  Ensign,  11  March,  1865.    Appointment  revoked  28 
November,  1865. 
Harrison,  Wiliiam  Henry. 

Third  Assistant  Engineer,  29  July,  1861.  Second  Assistant  Engineer,  18  Decem- 
ber 1862.  First  Assistant  Engineer,  30  Jannary,  1865.  Resigned  8  October, 
1872. 

Harrison,  W.  P. 

Midshipman,  19  October,  1841.    Resigned  10  June,  1843. 

Harriss,  John  I..  „    .       ,  ,  ^     , 

Midshipman,  30  November,  1814.    Resigned  4  October,  18? 
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Harsen,  Elistaa. 

Third  Assistant  Engineer,  1  July,  1861.     Second  Assistant  Engineer,  30  April, 
1863.     Lost  on  the  "  Tecumse?i,"  5  August,  1864. 
Hart,  Benjamin  F. 

Purser,  8  February,  1838.     Died  3  November,  1842. 
Hart,  Edwin  M, 

Acting  Assistant  Paymaster,  19  August,  1862.     Passed  Assistant  Paymaster,  2;! 
July,  1S66.     Resigned  18  July,  1S6S. 
Hart,  Ezekiel  B. 

Midshipman,  30  April,  1814.     Killed  in  action  26  August,  1814. 
Hart,  George  W. 

Acting  Second  Assistant  Engineer,  11  March,  1864.     Honorably  discharged  28 
October,  1865. 

Hart,  Henry  C. 

Midshipman,  1  September,  1827.     Resigned  29-December,  1834. 
Hart,  John. 

Midshipman,  1  January,  1825.     Dismissed  31  December,  1828. 
Hart,  John. 

Assistant  Surgeon,  10  September,  1798.     Last  appearance  on  Records  of  Navy  De- 
partment.   Dead. 
Hart,  John  E. 

Midshipman,  23  February,  1841.     Passed  Midshipman,  10  August,  1847.     Master, 
14  September,  1855.     Lieutenant,  15  September,  1855.     Lieutenant-Commander, 
16  July,  1862.    Killed  in  Battle  11  June,  1863. 
Hart,  Saninel. 

Naval  Constructor,  1  June,  1819.     Last  appearance  on  Records  of  Navy  Depart- 
ment, 6  December,  1839. 

Hart,  Samuel  T. 

Naval  Constructor,  15  July,  1847. 
Hart,  Simeon. 

Midshipman,  8  June,  1799.     Discharged  12  October,  1801,  under  Peace  Establish- 
ment Act. 
Hart,  William. 

Boatswain,  2  December,  1831.     Died  26  February,  1861. 
Harter,  Lia  Fayette. 

Acting  Assistant  Paymaster,  31  December,  1862.     Honorably  discharged  4  De- . 
cember,  1865. 
Hartford,  Richard  F. 

Mate,  31  January,  1864.    Acting  Ensign,  3  December,  1864.    Honorably  discharged 
26  August,  1865. 
Hartigan,  William. 

Midshipman,  11  April,  1799.     Discharged  30  April,  1801,  under  Peace  Establish- 
ment Act. 

Hartleb,  lionis. 

Jlate.     Resigned  1  March,  1865. 
Hartley,  John. 

Midshipman,  20  March,  1800.     Resigned  2  January,  1802. 
Hartley,  William  W. 

Acting  Third  Assistant  Engineer,  9   Set5tember,  1863.      Appointment  revoked 
(Sick,)  24  October,  1864. 
Hartnian,  W.  B. 

Acting  Assistant  Surgeon,  4  April,  1864.    Honorably  discharged  21  October,  1865. 
Hartnett,  John  M. 

Acting  Second  Assistant  Engineer,  3  July,  1863.    Honorably  discharged  6  Novem- 
ber, 1865. 
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Hartshorn,  Andre. 

Mate,  21  January,  1863.    Acting  Ensign,  23  June,  1863.    Honorably  discharged  30 
June,  1866. 
Hartshorn,  J.  H. 

Acting  Ensign,  27  November,  1863.    Died  on  "  KataMin,"  18  August,  1868. 
Hartstene,  Henry  J. 

Midshipman,  1  April,  1838.     Passed  Midshipman,  14  June,  1834.     Lieutenant,  33 
February,  1840.     Commander,  14  September,  1855.     Resigned  9  January,  1861. 
Hartt,  Clark. 

Acting  Third  Assistant  Engineer,  27  April,  1863.    Acting  Second  Assistant  Engi- 
neer, 6  March,  1865.     Honorably  discharged  6  October,  1866. 
Hartt,  Edward. 

Naval  Constructor,  35  July,  1866. 
Hartt,  liawrence  O. 

Acting  Third  Assistant  Engineer,  5  January,  1864.    Honorably  discharged  81 
March,  1868. 
Hartt,  Seth. 

Acting  Third  Assistant  Engineer,  9  March,  1864.    Honorably  discharged  7  August, 
1865. 
Hartuper,  John  W. 

Acting  First  Assistant  Engineer,  1  October,  1863.  Acting  Chief  Engineer,  33 
April,  1863.    Honorably  discharged  15  December,  1865. 

Hartwell,  Charles  F. 

Mate,  19  May,  1864.    Honorably  discharged  15  August,  1865. 

Hartwell,  Samuel  BT. 

Acting  First  Assistant  Engineer,  30  December,  1861.  Appointment  revoked  17 
March,  1863.  Acting  First  Assistant  Engineer,  34  March,  1862.  Acting  Chief 
Engineer,  34  March,  1863.     Honorably  discharged  33  January,  1866. 

Hartwell,  Seth  E. 

Acting  Assistant  Paymaster,  8  February,  1865.     Mustered  out  4  October,  1865. 

Hartwell,  W.  B. 

Purser,  11  November,  1845.    Died  at  Sea  13  July,  1849. 

Hartwig,  Henry. 

Acting  Chief  Engineer,  1  October,  1863.    Honorably  discharged  3  December,  1865 

Hartwig,  Peter  R, 

Acting  Chief  Engineer,  1  October,  1863.  Honorably  discharged  11  November, 
1865. 

Harty,  John  H. 

Acting  Master,  14  May,  1863.  Acting  Volunteer  Lieutenant,  9  April,  1864.  Re- 
signed 28  March,  1865. 

Hartzell,  Franklin  K.  ^        ^      ho„o 

Assistant  Surgeon,  10  November,  1868.     Resigned  31  December,  1878. 

Harvey,  Alexander  J.  .       ,  „„  t        ic,n,r 

Acting  Third  Assistant  Engineer,  10  November,  1868.     Resigned  22  June,  1865. 

Harvey,  Andrew  W.  ^         , ,    , .    ,        .-, 

Mate,  39  August,  1861.    Acting  Ensign,  3  November,  1864.    Honorably  discharged 

39  October,  1865. 

Harvey,  Charles. 

Sailmaker,  37  Januaiy,  1843.    Resigned  18  April,  1846. 

Harvey,  Clinton  D.  „.   ,    ,  ,^      ,r    ,    ..^  t^        i. 

Acting  Assistant  Paymaster,  4  December,  1862.    Died  at  New  York,  15  December, 

1864. 
Harvey,  Havid. 

Mate,  20  January,  1863.    Resigned  14  May,  1863. 

^ll^^Int  Surgeon,  38  May,  1873.    Passed  Assistant  Surgeon,  13  June,  1876. 


328  GENERAL  NAVT  REGISTER. 

HarTCy,  Joseph  S. 

Acting  Assistant  Paymaster,  11  September,  1863.     Resigned  13  April,  1866. 

Harvey,  liUther  Rogl. 

Third  Assistant  Engineer,  11  February,  1863.     Second  Assistant  Engineer,  15 
October,  1863.     First  Assistant  Engineer,  1  Januaiy,  1868. 
Harvey,  Richard  M. 

Midshipman,  24  June,  1830.     Passed  Midshipman,  15  June,  1837.     Dismissed  30 
July,  1841. 
Harvey,  Thomas. 

Gunner,  23  June,  1810.     Resigned  9  January,  1811. 

Harvey,  Thomas  E. 

Mate,  26  June,  1863.     Acting  Ensign,  31  January,  1864.    Honorably  discharged  8 
May,  1866. 
Harvey,  William. 

Midshipman,  30  November,  1814.     Resigned  18  October,  1817. 
Harvie,  Jacqueline  JB. 

Midshipman,  2  January,   1804.     Lieutenant,  25   February,   1809.     Resigned  28 
April,  1812. 
Harwood,  Andrew  A. 

Midshipman,]  January,  1818.    Lieutenant, 8 March,  1827.    Commander. 3  October,. 
1848.     Captain,  14  September,  1855.     Commodore,  16  July,  1862.     Retii-ed  list. 
9  October,  1864.     Rear-Admiral,  Retired  list. 
Harwood,  James  K. 

Purser,  24  November,  1852.     Dismissed  31  May,  1861. 
Harwood,  IVicholas. 

Assistant  Surgeon,  9  July,  1 803.     Surgeon,  3  March,  1809.     Died   15  September, 
1812. 
Ha»call,  Bailey. 

Acting  Assistant  Paymaster,  30  June,  1862.     D-Scharged  9  September,  1865. 
Haselton,  John  B. 

Acting  Assistant  Paymaster,  4  November,  1862.     Dismissed  32  Aj)ril,  1863. 
Haskell,  Charles  W. 

Midshipman,  33  June,  1870.     Graduated  1  June.  1874.     Ensign,  17  July,  1875. 
Resigned  38  March,  1879. 

Haskell,  Cyrus  A. 

Mate,  24  March,  1865.     Honorably  discharged  6  October,  1868. 
Haskell,  JBlijah. 

Gunner,  13  September,  1845.     Retired  list.  10  December.  1865.     Died  27  March, 
1877. 
Haskell,  Forbes  B. 

Mate,  18  June,  1863.     Honorably  discharged  32  August,  1865. 
Haskell,  Frank  A. 

Mate,  35  July,  1863.    Honorably  discharged  14  August,  1865.     Mate,  31  March. 
1866.     Resigned  14  May,  1867. 

Haskell,  Otis  li. 

Acting  Ensign,  37  January,  1865.     Resigned  10  June,  1865. 
Haskell,  Theodore  H. 

Acting  Assistant  Paymaster,  14  October,  1861.     Discharged  5  February,  1866. 
Hasker,  Charles  H. 

Boatswain,  28  March,  1857.     Dismissed  4  June,  1861. 
Haskin,  Benjamin  F. 

Acting  Midshipman,  2  November,  1859.     Ensign,  25  November,  1862.     Dropped 
7  July,  1864. 
Haskin,  Harry  R. 

Midshipman,  18  June,  1812.    Resigned  30  April,  1814. 
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Haskins,  Cbarles  R. 

Mate,  3  October,  1863.    Acting  Ensign,  9  December,  1864.    Honorably  discLu-ged. 
37  June,  1868. 
Haskiiis,  Georg:e  S. 

Saihnaker,  1 9  November,  1870. 
Hasler,  Charles  A. 

Assistant  Surgeon,  4  November,  1834.     Passed  Assistant  Surgeon,  13  July,  1839. 
Surgeon,  33  July,  1844.     Drowned  37  November,  1846. 
Haslet,  John. 

Assistant  Surgeon,  36  May,  1834.     Surgeon,  33  May,  1836.     Resigned  5  December, 
1845. 
Haslett,  Andrew. 

Midshipman,  17  December,  1810.         Las!  appearance  on  Records  of  Navy  Depart- 
ment, 1815.     Frigate  "  Chesapeake.'''' 
Hasselteno,  D.  Carlos. 

Acting  First  Assistant  Engineer,  37  July,  1863.     Acting  Chief  Engineer,  18  May, 
1864.     Honorably  discharged  7  May,  1866. 
Hassler,  Charles  W. 

Assistant  Paymaster,  39  August,  1861.     Paymaster,  14  April,  1863.    Resigned  9 
February,  1870. 
Hasson,  William  F.  C. 

Cadet  Engineer,  14  September,  1876.     Graduated  10  June,  1880. 
Hastings,  Charles. 

Civil  Engineer,  1853.     Commissioned,  38  March,  1867.     Resigned  33  April,  1874. 
Hastings,  Frank  F. 

Acting  Assistant  Paymaster,  33  8eptember,  1863.     Discharged  36  March,  1866. 
Hastings,  John. 

Assistant  Surgeon,  8  September,  1841.    Passed  Assistant  Surgeon,  13  March,  1846. 
Passed  Assistant  Surgeon,  15  March,  1847.    Resigned  9  May,  1850. 
Hastings,  Iioven  W. 

Mate,  33  July,  1863.    Acting  Ensign,  6  April,  1865.    Honorably  discharged  1 
December,  1865. 
Haswell,  Charles  H. 

Chief  Engineer,  13  July,  1836.  Engineer-in-Chief,  3  October,  1844.  Successor 
appointed,  1  Decemler,  1850.    Dropped  from  the  Navy  list,  14  May,  1853. 

Haswell,  Gouvenor  K. 

Acting  Midshipman,  32  September,  1859.  Ensign,  7  October,  1863.  Lieutenant, 
33  February,  1864.  Lieutenant-Commander,  35  July,  1866.  Retired  list,  33 
November,  1876. 

Haswell,  John  M. 

Midshipman,  15  October,  1800.  Lieutenant,  36  February,  1807.  Last  appearance 
on  Records  of  Navy  Department,  24  May,  1810. 

Haswell,  Robert. 

Lieutenant,  4  March,  1799.     Last  appearance  on  Records  of  Navy  Department,  13 
April,  1801. 
Hatch,  Charles  F. 

Mate,  35  July,  1863.    Resigned  5  August,  1864. 

Hatch,  George  Wo 

Acting  Assistant  Surgeon,  9  May,  1863.     Resigned  18  March,  1865. 

Hatch,  William. 

Carpenter,  1  November,  1831.     Discharged  39  January,  1836. 

Hatch,  William. 

Mate.    Dismissed  6  January,  1863. 

Hatch,  William  1. 

Acting  Ensign,  16  March,  1864.     Honorably  discharged  20  August,  1865. 
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Satch,  William  S. 

Gunner,  16  August,  1854.     Dismissed  24  September,  1858. 
Hatch,  William  W. 

Acting  Ensign,  13  March,  1865.     Honorably  discharged  31  August,  1865^ 

Hatcher,  Jackson  R. 

Third  Assistant  Engineer,  34  September,  1847.     Second  Assistant  Engineer,  36 
February,  1851.    Died  23  December,  1853 
Hatcher,  Joseph  1. 

Carpenter,  20  February,  1873. 
Hatfield,  Charles  H. 

Acting  Boatswain,  10  August,  1861.     Dismissed  4  January,  1863. 
Hatfield,  Chester. 

Acting  Midshipman,  21  May,  1853.     Midshipman,  30  June,  1856.     Passed  Mid- 
shipman, 39  April,  1859.     Master,  5  September,  1859.     Lieutenant,  33  January, 
1861.     Lieutenant-Commander,  3  October,  1863.     Commander,  38  October,  1870. 
Died  15  December,  1879. 
Hatfield,  Daniel. 

Assistant  Surgeon,  5  May,  1810.     Surgeon,  15  September,  1814.     Last  appearance 
on  Records  of  Navy  Department,  33  Ajjril,  1814. 
Hatfield,  John. 

Midshiijman,  18  June,  1813.     Killed  in  action  37  April,  1813. 
Hatfield,  Robert  F. 

Third  Assistant  Engineer,  34  August,  1861.     Resigned  18  July,  1863. 
Hatfield,  W.  B. 

Assistant  Surgeon,  24  March,  1809.     Last  appearance  on  Records  of  Navy  Depart- 
ment, 8  March,  1811. 
Hathaway,  Frederick  M. 

Acting  Ensign,  28  February,  1863.     Honorably  discharged  5  December,  1865. 
Hathaway,  F.  W. 

Mate,  10  June,  1865.     Honorably  discharged  16  June,  1866. 
Hathaway,  Henry  P. 

Acting  Ensign,  19  May,  1864.     Honorably  discharged  18  February,  1866. 
Hathaway.,  James  H. 

Acting  Assistant  Paymaster,  6  August,  1863.     Honorably  discharged  10  March, 
1806. 
Hathaway,  Joseph  T. 

Acting  Third  Assistant  Engineer,  IS  June,  1803.     Acting  Second  Assistant  Engi- 
neer,  13   November,   1802.      Acting  First  Assistant  Engineer,   16  May,  1863. 
Ho:iorably  discharged  18  August,  1866. 
Hatliaway,  William  R. 

Acting  Master,  30  July,  1861.    Acting  Volunteer  Lieutenant,  27  June,  1865.    Died 
11  February,  1867. 
Hathorne,  Fben. 

Midshipman,  16  January,  1809.     Resigned  6  December,  1810. 
Hathorne,  W.  H. 

Acting  Assistant  Paymaster,  31  March,  1863.     Honorably  discharged  3  October, 
1865. 

Hathorne,  William  H. 

Mate,  16  November,  1863.     Resigned  30  December,  1864. 
Haven,  William  H. 

Mate,  8  April,  1864.     Resigned  36  May,  1865. 
Havens,  Joseph  A. 

Mate,  32  January,  1863.     Resigned  35  August,  1862.     Acting  Ensign,  13  Decem- 
ber, 1863.     Honorably  discharged  13  October,  1865. 
Haverly,  liCwis  A. 

Thii-d  Assistant  Engineer,  19  July,  1861.     Died  39  August,  1863. 
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HaTersfleld,  John. 

Acting  Third  Assistant  Engineer,  28  October,  1863.     Honorably  discharged  27 
October,  1865. 
HaTiland,  E.  M. 

Mate,  3  November;  1865.     Apjiointraent  revoked  5  December,  1865. 
Hawes,  Asa  T. 

Mate,  11  September,  1862.     Died  26  November,  1863. 
Hawes,  Benjamin  F. 

Acting  Third  Assistant  Engineer,  24  September,  1863.  Acting  Second  Assistant 
Engineer,  25  July,  1863.  Acting  First  Assistant  Engineer,  19  October,  1864. 
Honorably  discharged  14  November,  1865. 

Hawes,  DaTld  B. 

Acting  Ensign,  17  June,  1863.     Resigned  31  May,  1866. 
Sawes,  Franklin. 

Acting  Third  Assistant  Engineer,   11  March,  1865.    Honorably  discharged  19 
January,  1866. 
Hawes,  Sanford  B. 

Acting  Thii'd  Assistant  Engineer,  38  May,  1863.     Appointment  revoked  (Sick,)  5 
November,  1863. 
Hawes,  William  H. 

Mate,  36  June,  1863.  Acting  Ensign,  13  June,  1866.  Honorably  discharged  27 
June,  1868.     Mate,  6  December,  1869.     Resigned  14  October,  1871. 

Hawes,  William  H.  H. 

Acting  Third  Assistant  Engineer,  8  June,  1864.     Honorably  discharged  14  June, 
1865. 
Hawke,  J.  Albert. 

Assistant  Surgeon,  24  June,  1867.     Passed  Assistant  Surgeon.  26  February,  1873. 
Surgeon,  1  May,  1879. 
Hawkesworth,  George  T. 

Master,  11  April,  1815.  Last  appearance  on  Records  of  Navy  Department,  18 
April,  1815. 

Hawkey,  James. 

Acting  Third  Assistant  Engineer,  7  October,  1863.  Honorably  discharged  6 
August,  1866. 

Hawkey,  Thomas. 

Acting  Second  Assistant  Engineer,  31  May,  1861.     Dismissed  30  September,  1863. 

Hawkins,  Absalom  W.  . 

Assistant  Surgeon,  1  July,  1861.     Passed  Assistant  Surgeon,  33  June,  1864.     Re- 
signed 28  July,  1866. 
Hawkins,  Benjamin. 

Acting  Third  Assistant  Engineer,  24  September,  1868.  Appomtment  revoked 
(Sick,)  35  May,  1864. 

Hawkins,  Charles  F. 

Midshipman,  4  March,  1818.     Resigned  17  October,  1836. 

Hawkins,  Charles  E. 

Acting  Master,  36  May,  1863.  Honorably  discharged  39  November,  1865.  Boat- 
swain, 11  February,  1871. 

Midshipman,  1  March,  1836.     Passed  Midshipman,  38  April,  1833.    Died  7  July, 
1837. 
Hawkins,  H.  C. 

Mate.     Resigned  13  May,  1863. 

Acting  Third  Assistant  Engineer,  18  September,  1863.  Acting  Second  Assistant 
Engineer,  35  May,  1864.     Honorably  discharged  5  August,  1865. 
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Hawkins,  John  S. 

Third  Assistant  Engineer,  29  Julj',  1861.     Second  Assistant  Engineer,  18  Decem- 
ber, 1862.     First  Assistant  Engineer,  30  January,  1865.     Resigned  18  January, 
1869. 
Hawkins,  Joseph. 

Sailmaker,  25  June,  1800.     Warrant  returned  10  July,  ISOO. 
Hawkins,  Robert  M. 

Mate,  24  November,  1863.     Resigned  (Sick,)  8  November,  1864. 
Hawkins,  Samuel. 

Acting  Third  Assistant  Engineer,  1  October,  1864.     Resigned  12  May,  1865. 
Hawkins,  S.  B. 

Saihnaker,  18  March,  1834.     Died  27  July,  1844. 
Hawks,  Piiilo  P. 

Mate,  14  February,  1863.    Acting  Ensign,  14  Januaiy,  1864.     Resigned  3  May, 
1865. 
Hawksworth,  HaTid. 

Acting  Second  Assistant  Engineer,  24  July,  1862.     Resigned  30  May,  1864. 
Hawler,  Isaac. 

Master,  7  July,  1814.     Resigned  25  September,  1815. 
Hawley,  Cliarles  E. 

Midshipman,  3  December,  1849.     Passed  Midshipman,  12  June,  1855.     Master,  16 
September,  1855.     Lieutenant,  26  June,   1856.     Retired  list,  10  August,  1864. 
Lieutenant-Commander  on  Retired  list,  4  April,  1867. 
Hawley,  Francis  M. 

Acting  Assistant  Paymaster,  30  August,  1862.     Resigned  4  April,  1863. 
Hawley,  John  Mitchell. 

Midshipman,  23  July,  1863.    Graduated  June,  1868.    Ensign,  19  April,  1869.    Mas- 
ter, 12  July,  1870.     Lieutenant,  6  January,  1874. 
Hawthorn,  Joseph  W. 

Acting  Ensign,  22  July,  1862.     Resigned  4  May,  1863. 
Hawthorne,  Eugene  P. 

Mate,  6  January,  1863.     Acting  Ensign,  17   March,  1863.     Resigned  28  October, 
1803. 
Haxtun,  Milton. 

Midshipman,  19  October,  1841.     Passed  Midshipman,  10  August,  1847.     Master, 
14  September,  1855.     Lieutenant,  15  September,  1855.     Lieutenant-Commander, 
16  July,  1862.     Commander,  12  January,  1867.     Captain,  2  February,  1878. 
Hay,  Edward  H. 

Acting  Third  Assistant  Engineer,  11  March,  1865.     Resigned  30  May,  1865. 
Hay,  Edward  H. 

Carpenter,  31  March,  1874.     Resigned  19  August,  1874.     Carpenter,  1   January, 
1875. 

Hay,  William  G. 

Assistant  Surgeon,  12  September,  1854.     Passed  Assistant  Surgeon,  20  May,  1859. 
Surgeon,  1  August,  1861.     Resigned  18  February,  1862. 
Hayauga,  G.  A. 

Acting  Assistant  Surgeon,  8  September,  1863.    Honorably  discharged  9  October. 
1865. 
Haj'den,  David  H. 

Acting  Master,  17  December,  1861.     Dismissed  29  November,  1862. 
Hayden,  H.  H. 

Acting  Assistant  Surgeon,  15  May,  1863.     Honorably  discharged  2  December, 
1865.  ^  ' 

Hayden,  Edward  D. 

Acting  Assistant  Paymaster,  27  September,  1862.     Honorably  discharged  2  Feb- 
ruary, 1866. 
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Hayden,  Henry  F. 

Acting  Third  Assistant  Engineer,  30  October,  18G1.  Appointment  revoked  13 
December,  1861.  Acting  Third  Assistant  Engineer,  3  January,  1862.  Acting 
Second  Assistant  Engineer,  16  July,  1863.  Honorably  discharged  17  Septem- 
ber, 1867.  ^  D  1 

Hayden,  Henry  J. 

Sailmaker,  4  November,  1861.     Resigned  16  February,  1865. 
Hayden,  John. 

Carpenter,  1  November,  1837.     Ai^pointment  revoked  7  July,  1840. 
Hayden,  Jobn  C. 

Boatswain,  20  September,  1853.     Dismissed  3  November,  1857. 
Hayden,  John  W. 

Acting  Second  Assistant  Engineer,  9  January,  1865.  Honorablv  discharged  14 
October,  1865.  J  fa 

Hayden,  N.  S. 

Acting  Ensign,  6  May,  1863.     Died  on  "  Penguin,"  6  July,  1864. 

Hayes,  Dennis. 

Acting  Third  Assistant  Engineer,  27  Jun«,  1864.  Honorably  discharged  10  July, 
1865.  "  •' 

Hayes,  Henny  M. 

Mate,  7  June,  1864.     Acting  Ensign,  18  November,  1864.     Honorably  discharged 
21  October,  1865.     Acting  Ensign,  5  July,  1866.     Appointment  revoked  7  De- 
cember, 1867. 
Hayes,  Henry   H. 

Chaplain,  3  March,  1837.     Resigned  18  April,  1883. 
Hayes,  Henry  S. 

Mate,  31  October,  1861.     Resigned  20  September,  1862. 
Hayes,  Jacob  £■. 

Actinj,  Ensign,  10  April,  1863.     Honorably  discharged  14  September,  1865. 
Hayes,  James. 

Gunner,  11  September,  1863. 
Hayes,  John  J. 

Acting  Carpenter,  1  October,  1862.     Resigned  28  March,  1864. 
Hayes,  Peter. 

Acting  Volunteer  Lieutenant,  33  August,  1862.    Honorably  discharged  36  October, 
1865. 
Hayes,  Peter. 

Mate,  31  October,  1863.     Dismissed  31  September,  1864. 
Hayes,  Thomas. 

Midshipman,  16  June,  1814.     Resigned  35  November,  1814. 
Hayes,  William  O. 

Midshipman,  35  September,  1811.     Resigned  28  March,  1813. 
Hayes,  William  Liee. 

Acting  Master,  15  August,  1861.    Honorably  discharged  3  October,  1865. 
Hayman,  Anthony  W. 

Master,  23  April,  1813.    Discharged  7  July,  I8I4. 

Hayman,  Oeorge  M. 

Acting  Third  Assistant  Engineer,  13   August,   1863.     Honorably  discharged  4 
November,  1865. 

Haynes,  John. 

Boatswain,  11  September,  1799.     Discharged  1  May,  1801. 

Haynes,  John. 

Mate,  22  November,  1862.     Deserted  15  August,  1863. 

Hayne,  Panl  H. 

Midshipman,  10  May,  1830.    Lieutenant,  17  May,  1828.    Died  14  September,  1831. 
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Hays,  Adam. 

Surgeon,  28  September,  1811.     Resigned  4  Decerr-ber,  1811. 
Hays,  Cliarles  W. 

Midshipman,  12  March,  1838.    Passed  Midshipman,  80  May,  1844.     Master,  35 
November,  1852.     Lieutenant,  9  September,  1853.     Dismissed  5  June,  1861. 
Hays,  John. 

GnniK'i-.  14  March,  1800.     Last  appearance  on  Records  of  Navy  Department,  15 
May,  1800.     Resigned. 
Hays,  John  S. 

Acting  Third  Assistant  Engineer,  26  April,  1864.     Acting  Second  Assistant  Engi- 
neer, 1  February,  1865.    Honorably  discharged  5  October,  1865. 
Hays,  Walter  W. 

Midshipman,  3  August,  1838.     Died  9  November,  1839. 
Hays,  William  B. 

Midshipman,  7  November,  1845.     Died  10  August,  1849. 
Hayter,  Samnel  O. 

Mate,  5  March,  1862.    Resigned  24  November,  1862. 
Hayward,  Addison  S. 

Acting  Third  Assistant  Engineer,  20  July,  1864.    Honorably  discharged  7  Novem- 
ber, 1865. 
Hayward,  Cteorge  W. 

Acting  Midshipman,  26  September,  1857.     Midshipman,  1  June,  1861.     Lieuten- 
ant, 16  Jtily,  1862.     Lieutenant-Commander,  25  July,  1866.     Commander,  9  No- 
vember, 1874. 
Hayward,  Richard. 

Chaplain,  2  October,  1876. 
Haywood,  Joley. 

Boatswain,  4  May,  1828.     Dismissed  18  April,  1833. 
Haywood,  Philemon. 

Midshipman,  19  October,  1841.     Dismissed  28  August,  1849. 
Haywood,  Samuel. 

Captain,  (to  command  a  Galley,)  2  September,  ]  798.     Appointed  Lieutenant,  29 
January,  1800.     Discharged  1801,  under  Peace  Establishment  Act. 
Hazard,  Alfred. 

Midshipman,  23  March,  1800.     Dismissed  23  April,  1809. 
Hazard,  Andrew  K. 

Acting  Ensign,  30  November,  1864.     Honorably  discharged  28  October,  1865. 
Hazard,  Daniel. 

Midshipman,  20  January,  1814.     Resigned  6  April,  1815. 
Hazard,  John  A. 

Purser,  12  March,  1799.     Died  21  July,  1799. 
Hazard,  Josiah. 

Master,  23  October,  1799.     Dismissed  16  June,  1803. 
Hazard,  Samuel  F. 

Midshipman,  January,  1823.     Passed  Midshipman,  4  June,  1831.     Lieutenant  9 
February,  1837.     Commander,  14   September,  1855.     Captain,  16   Julv    1862 
Retired  3  November,  1863.     Died  15  January,  1867. 
Hazard,  Stanton. 

Midshipman,  16  January,  1799.     Resigned  23  January,  1799. 
Hazard,  William  S. 

Acting  Third  Assistant  Engineer,  30  October,  1861.     Appointment  revoked  13 
December,  1861. 

Hazell,  William. 

Midshipman,  1  January,  1808.     Resigned  28  June,  1810. 
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Hazeltine,  EdTrard  C. 

Acting  Midshipman,  22  September,  1859.     Ensign,  27  December,  1862.    Lost  on 
the  "  Bousatmic,''''  17  February,  1864. 
Hazelton,  John  A. 

Mate,  5  September,  1SG4.     Resigned  20  June,  1865. 
Hazleton,  Isaac. 

Assistant  Surgeon,  17  September,  1861.     Resigned  11  September,  1865. 
Hazlett,  George  J. 

Acting  Ensign,  13  May,  1868.     Resigned  1  March,  1865. 
Hazlett,  H.  H.. 

Acting  Master,  1  October,  1862.    Appointment  revoked  (Declined,)  29  January, 
1863. 
Hazlett,  Isaac. 

Midshipman,  27  September,  1861.     Graduated  24  September,  1865.    Ensign,  1 
December,  1866.    Master,  12  M^rch,  1868.     Lieutenant,  26  March,  1869. 
Hazlitt,  James  W. 

Mate,  6  November,  1861.    Dismissed  25  May,  1863. 
Hazzard,  William  S. 

Acting  First  Assistant  Engineer,  34  September,  1863.    Honorably  discharged  16 
August,  1865. 
Heacock,  William  C. 

Midshipman,  23  September,  1868.     Graduated  1  June,   1872.    Ensign,  15  July, 
1873.    Resigned  31  November,  1877. 
Heald,  Epbraim. 

Carpenter,  24  July,  1827.    Discharged  8  November,  1828. 

Hcald,  Eugene  de  F. 

Midshipman,  30  September,  1863.  Graduated  June,  1867.  Ensign,  18  December, 
1868.     Master,  21  March,  1870.     Lieutenant,  21  March,  1871. 

Healey,  E.  C. 

Acting  Master,  28  Pebruaiy,  1862.    Honorably  discharged  4  March,  1866. 

Healey,  John. 

Actino-  Third  Assistant  Engineer,  28  March,  1863.    Killed  in  action  20  April, 
1863. 
Healey,  William  J. 

Acting  Assistant  Paymaster,  23  September,  1863.  Honorably  discharged  2  No- 
vember, 1865.  Assistant  Paymaster,  27  Februiiiy,  .7.  Passed  Assistant  Pay- 
master, 19  July,  1868.     Died  11  July,  1878. 

Heany,  John. 

Acting  Third  Assistant  Engineer,  7  October,  1862.     Resigned  12  March,  1863. 

Heap,  James  li. 

Midshipman,  5  June,  1830.  Passed  Midshipman,  U  June,  1S36.  Died  15  Janu- 
ary, 1839. 

Heap,  Samuel  D. 

Assistant  Surgeon,  5  April,  1804.     Surgeon,  27  November,  1804.     Resigned  35 
December,  1825. 
Hearn,  Frederick  W. 

Acting  Ensign,  24  October,  1863.     Honorably  discharged  12  November,  1865. 

Hearson,  Frederick  li. 

Acting  Third  Assistant  Engineer  34  December,  1864.     Honorably  discharged  17 
July,  1S65. 
Heartie,  Isaac. 

Master,  6  July,  1815.     Last  appearance  on  Records  of  Navy  Department. 

fTontti.  Allen  S. 

Acting  Assista,nt  Surgeon,  28  May,  1861.     Resigned  14  August,  1863. 

TTeatta.  Benjamin,  Jr. 

Mate  8  February,  1864.    Honorably  discharged  1  December,  1865 
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Heath,  Byron  S.  „    .       ,  „  t        ,001= 

Acting  Third  Assistant  Engineer,  4  October,  1864.     Resigned  8  June,  1865. 

Heath,  Daniel  C 

Midsliipraan,  28  March,  1799.     Resigned  18  April,  1805. 

Heath,  Barid  P. 

xVcting  Master,  4  November,  1861.     Resigned  13  March,  1865. 

Heath,  Frank  R. 

Cadet  j\Iidshipman,  23  September,  1873.     Graduated  18  June,  1879. 

Heath,  Henry. 

Mate.     Resigned  29  April,  1862. 

Heath,  Liucins  £. 

Mate,  27  May,  1863.     Resigned  17  May,  1865. 

Heath,  Marcellns  C- 

Acting  Thii-d  Assistant  Engineer,  23  November,  1863.     Acting  Second  Assistant 
Engineer,  19  November,  1863.     Honorably  discharged  21  January,  1868. 

Heath,  Nathan  B. 

Acting  Master,  9  September,  1861.     Acting  Volunteer  Lieutenant,  18  August, 
1865.    Honorably  discharged  8  May,  1866. 

Heath,  Klcharcl  S. 

Midshipman,  17  December,  1810.     Lieutenant,  27  April,  1817.     Killed  m  a  duel 
2  June,  1817. 
Heath,  Samuel  C 

Mate,  8  May,  1863.    Resigned  28  March,  1864. 

Heath,  William. 

Midshipman,  20  June,  1806.     Resigned  5  June,  1809. 

Heatley,  Thomas. 

Lieutenant,  20  March,  1799.     Discharged  13  March,  1803,  under  Peace  Establish- 
ment Act. 
Heaton,  William  Warforcl. 

Third  Assistant  Engineer,  2  December,  1861.     Second  Assistant  Engineer,  8  Sep- 
tember, 1863.     First  Assistant  Engineer,  11  October,  1866. 

Hehard,  Henry. 

Chief  Engineer,  6  February,  1840.     Died  4  August,  1846. 

Hehard,  George  F. 

Second  Assistant  Engineer,  37  January,  1848.     First  Assistant  Engineer,  26  Feb- 
ruary, 1851.     Dropped  17  September,  1856. 
Hehard,  George  F. 

Acting  First  Assistant  Engineer,  21   October,  1863.     Acting  Chief  Engineer,  1 
March,  1864.    Honorably  discharged  10  April,  1866. 
Hehard,  John   H. 

Acting  Second  Assistant  Engineer,  24  November,  1863.     Honorably  discharged  20 
October,  1867. 
Hebbard,  Samuel. 

Gunner,  23  January,  1832.     Died  9  July,  1832. 
Heberton,  Edward  P. 

Acting  Assist3,nt  Paymaster,  35  September,  1861.     Appointment  revoked  (Sick,) 
23  April,  1863. 
Hebron,  Thomas. 

Acting  First  Assistant  Engineer,  1   October,  1862.     Acting  Chief  Engineer,  30 
November,  1863.     Honorably  discharged  11  November,  1865. 
Hebnrn,  Patricias. 

Midshipman,  18  June,  1812.     Dismissed  8  March,  1814. 
Hebnrn,  Patricias. 

Midshipman,  1  January,  1818.     Resigned  23  February,  1831. 
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Heckle,  John. 

Sailmaker,  9  November,  1831.     Died  15  January,  1847. 
Hedden,  Edward  F. 

Acting  Tliird  Assistant  Engineer,  4  December,  1862.  Honorably  discharged  5 
August,  1865. 

Hedge,  Cornelius  G. 

Mate,  9  May,  1868.     Deserted  20  :May,  1868. 
Hedger,  William. 

Acting  Master,  9  April,  1862.    Honorably  discharged  11  January,  1866. 
Hedges,  Frederick  E. 

Midshipman,  9  June,  1811.     Last  appearance  on  Records  of  Navy  Department, 
1815.     Georgetovrn,  D.  C. 
Hedges,  James  D. 

Acting  Third  Assistant  Engineer,  1  October,  1864.     Appointment  revoked  (Sick,) 
39  April,  1865. 
Hedricks,  Allred. 

Third  Assistant  Engineer,  13  May,   ISGl.     Second  Assistant  Engineer,   19  Feb- 
ruary, 1863.     Resigned  9  August,  1865. 
Heede,  Peter. 

Acting  Ensign,  17  December,  1862.     Resigned  14  March,  1864.     Acti-ng  Ensign, 
30  June,  1864.     Dismissed  81  August,  1804. 
Heenan,  Thomas. 

Actins:  Third  Assistant  Engineer,  23  November,  1861.     Acting  Second  Assistant 
Engineer,  17  October,  1863.     Acting  First  Assistant  Engineer,  28  April,  1865. 
Honorably  discharged  4  February,  1866. 
TfeermaiQ    IJeTris. 

Surgeon's  Mate,  8  February,  1802.     Surgeon,  27  November,  1804.     Died  19  May, 
1838. 
Heep,  Joseph  K. 

Acting  First  Assistant  Engineer,  1  October,  1862.  Acting  Chief  Engineer,  23 
November,  1863.     Honorably  discharged  25  October,  1865. 

Heffenger,  Arthur  C. 

Assistant- Surgeon,  19  March,  1875.     Passed  Assistant  Surgeon,  4  June,  1878. 

Heffords,  William. 

Acting  Master,  14  November,  1861.  Acting  Volunteer  Lieutenant,  for  duty  as 
Pilot,  13  November,  1863.     Honorably  discharged  23  October,  1865. 

Heileman,  Julius  G. 

Midshipman,  10  March,  1848.  Passed  Midshipman,  15  June,  1854.  Master,  15 
September,  1855.  Lieutenant,  16  September,  1855.  Resigned  31  December, 
1856. 

Heilge,  Charles  C. 

Acting  Third  Assistant  Engineer,  14  December,  1863.  Appomtment  revoked 
(Sick,)  13  September,  1864. 

Heilner,  liCwis  C. 

Midshipman,  35  July,  1866.  Graduated  7  June,  1870.  Ensign,  13  July,  1871. 
Master,  27  September,  1873.     Lieutenant,  2  June,  1879. 

Heiser,  Henry  Dillon.  ,  .,„„r 

Third  Assistant  Engiweer,  24  December,  1861.     Resigned  S,2  April,  1865. 

Heiskell,  Horace  M. 

Purser,  13  September,  1841.     Pay  Director,  3  March,  1871.    Retired  list,  34  Sep- 
tember, 1875. 
Heitman,  Barthold  H. 

Mate,  13  July,  1865.     Resigned  3  March,  1866. 
Heiscrman,  John  B. 

Acting  Ensign,  1  October,  1863.     Honorably  discharged  11  November,  1865. 

23 
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H©l£©v«  P©t©r# 

Carpenter,  19  October,  1799.     Drowned  at  Sea,  13  March,  1800. 

Hellen,  €liftou. 

Assistant  Paymaster,  8  November,  1861.     Paymaster,  16  November,  1863.     Re- 
signed 15  February,  1865. 
Heller,  Edward  L.. 

Acting  Third  Assistant  Engineer,  33  October,  1863.    Honorably  discharged  1  Sep. 
tember,  1865. 
Helm,  Francis  T. 

Midshipman,  16  January,  1809.     Resigned  5  March,  1810. 

Helm,  James  M. 

Midshipman,  29  September,  1871.     Graduated  21  June,  1875.     Ensign,  18  July, 
1876. 
Henienway,  Peter. 

Carpenter,  11  November,  1813.     Resigned  10  August,  1814. 

HeniplillI,  J.  A. 

Midshipman,  4  March,  1823.    Resigned  34  January,  1836. 

Hemphill,  Joseph  ]Vewtoii. 

Midshipman,  29  September,  1862.    Graduated  June,  1866.     Ensign,   12  March, 
1868.     Master,  26  March,  1869.     Lieutenant,  21  March,  1870. 
Hempstead,  William  I>. 

Acting  Assistant  Paymaster,  19  October,  1861.     Appointment  revoked  16  May, 
1862. 

Hensley,  James  T. 

Mate,  26  September,  1864.     Honorably  discharged  20  September,  1865. 

Henck,  £.  1¥. 

Mate,  8  April,  1865.    Honorably  discharged  5  August,  1866. 

Hencke,  Jacob. 

Acting  Third  Assistant  Engineer,  39  January,  1864.     Resigned  1  May,  1865. 

Hendee,  George  E. 

Acting  Assistant  Paymaster,  35   March,  1864.     Passed  Assistant  Paymaster,  33 
July,  1866.    Paymaster,  27  February,  1869. 
Henderson,  Albert  D. 

Acting  Ensign,  8  April,  1864.     Honorably  discharged  9  December,  1865. 
Henderson,  Alexander. 

Third  Assistant  Engineer,  26  February,   1851.     Second  Assistant  Engineer,  21 
May,  1853.    First  Assistant  Engineer,  9  May,  1857.     Chief  Engineer,  28  June, 
1861. 
Henderson,  Alexander  M. 

Midshipman,  1  April,  1837.     Resigned  17  July,  1833. 
Henderson,  Andrew  A. 

Assistant  Surgeon,  8  September,  1841.     Surgeon,  1  March,  1856.     Medical  Direc- 
tor, 3  March,  1871.     Died  4  April,  1875. 
Henderson,  Andrew  H. 

Third  Assistant  Engineer,  8  September,  1863.     Dismissed  17  April,  1866. 
Henderson,  J3.  li.  T. 

Midshipman,  3  January,  1840.     Resigned  6  April,  1846. 
Henderson,  Oharles. 

Midshipman,  6  April,  1830.     Resigned  13  March,  1832. 
Henderson,  E.  F. 

Mate,  11  October,  1861.     Dismissed  31  May,  1862. 
Henderson,  Francis. 

Acting  Second  Assistant  Engineer,  3  April,  1863.     Acting  First  Assistant  Engi- 
neer, 8  April,  1864.     Dismissed  12  November,  1864. 
Henderson,  George. 

Midshipman,  1  May,  1828.    Resigned  13  September,  1834. 
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Henderson,  George  D. 

Chaplain,  3  July,  1864.     Died  20  May,  1875. 
Henderson,  Gerard. 

Carpenter,  19  April,  1845.     Resigned  1  February,  1850. 
Henderson,  James  B. 

ilate,  17  May,  1863.     Acting  Ensign,  11  August,  1803.     Dismissed  28  November, 
1865. 
Henderson,  James  li. 

Midshipman,  1  June,  1838.     Passed  Midshipman,  14  June,  1884.     Lieutenant,  G 
July,  1840.     Commander,  14  September,  1855.     Resigned  18  April,  1861. 
Henderson,  Jolin  A. 

Assistant  Engineer,  3  July,  1876. 
Henderson,  John  E. 

Acting  Third  Assistant  Engineer,  33  March,  1864.  Honorably  discharged  13 
October,  1865. 

Henderson,  Joseph  TV. 

Acting  Third  Assistant  Engineer,  7  March,  1864.     Honorably  discharged  1  No- 
vember, 1865. 
Henderson,  Moses  K. 

Mate,  36  March,  1863.     Honorably  discharged   27  October,  1870.     Gunner,  37 
August,  1873. 
Henderson,  Bichard. 

Midshipman,  35  September,  1873.     Graduated  20  June,  1876.    Ensign,  1  July 
1878. 
Henderson,  Robert. 

Acting  Ensign,  33  December,  1863.     HonoraJjly  discharged  5  August,  1865. 
Henderson,  Thomas. 

Acting  Third  Assistant  Engineer.     Dismissed  33  August,  1863. 

Henderson,  William. 

Midshipman,  6  March,  1800.     Resigned  30  March,  1800. 

Henderson,  TVilliant. 

Mate,  21  March,  1863.    Acting  Ensign,  16  March,  1864.     Dismissed  28  November, 
1864. 
Henderson,  TVilliam  V. 

Acting  Third  Assistant  Engineer,  11  September,  1863.  Honorably  discharged  8 
January,  1866. 

Hendricks,  William. 

Mate,  4  June,  1863.    Acting  Ensign  and  Pilot,  29  April,  1864.     Dismissed  3  June, 
1864. 
Hendricks,  William, 

Acting  Ensign  and  Pilot,  29  April,  1864.     Dismissed  2  July,  1864. 

Hendrickson,  William  W. 

Acting  Midshipman,  36  September,  1860.  Acting  Ensign,  1  October,  1863.  Mas- 
ter, 10  November,  1865.  Lieutenant,  10  November,  1866.  Lieutenant-Com- 
mander, 13  March,  1868.     Resigned  13  June,  1873.     Professor,  21  March,  1873. 

Hendrix,  Fremont  M. 

Midshipman,  31  March,  1862.  Graduated  September,  1865.  Ensign,  1  December, 
1866.  Master,  13  March,  1868.  Retired  list,  11  November,  1871.  Died  11 
June,.  1880. 

Hendry,  Thomas,  Jr. 

Midshipman,  1  January,  1808.    Lieutenant,  8  March,  1813.     Resigned  16  Decem- 
ber, 1819. 
Heneberger,  Incien  G. 

Assistant  Surgeon,  17  June,  1874.     Passed  Assistant  Surgeon,  10  November,  1877. 

Henery,  Samuel. 

Acting  Third  Assistant  Engineer,  30  May,  1864.  Honorably  discharged  3  Novem- 
ber, 1865. 
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Heney,  John  C. 

Mate,  19  September,  1863.     Resigned  31  March,  1865. 

Meiikle,  Franklin. 

Acting  Assistant  Surgeon,  8  August,  1861.     Resigned  30  September,  1863. 

Henley,  John  D. 

Midshipman,  14  October,  1799.     Lieutenant,  3  January,  1807.     Commander,   34 
July,  1813.     Captain,  5  March,  1817.    Died  33  May,  1885. 

Henley,  P.  T. 

Midshipman,  1  January,  1818.     Last  appearance  on  Records  of  Navy  Department, 
3  April,  1834.     Dead. 

Henley,  Samuel. 

Midshipman,  16  January,  1809.     Lieutenant,  34  July,  1813.     Died  14  July,  1835. 

Henley,  IVilliani. 

Purser,  33  January,  1813.    Last  appearance  on  Records  of  Navy  Department. 

Henley,  William  D. 

Midshipman,  30  August,  1800.     Discharged  13  August,  1801,  under  Peace  Estab- 
ment  Act. 
Henly,  Robert. 

Midshipman,  8  April,  1799.      Lieutenant,  39   January,  1807.      Commander,   12 
August,  1814.     Captain,  3  March,  1835.     Died  7  October,  1838. 

Hennessey,  E.  J. 

Mate,  33  March,  1863.     Honorably  discharged  10  July,  1865. 

Hennessey,  James  M. 

Acting  Third  Assistant  Engineer,  30  July,  1864.     Honorably  discharged  30  July, 

1865. 

Hennessey,  William. 

Acting  Assistant  Paymaster,  34  January,  1863.     Appointment  revoked  (Sick,)  11 
March,  1863.T 
Hennessy,  HaTid. 

Acting  Third  Assistant  Engineer,  34  December,  1863.     Honorably  discharged  15 
July,  1865. 
Hennessy,  J.  B. 

Midshipman,  30  June,  1799.    Last  appearance  on  Records  of  Navy  Department. 
Dead. 

Henop,  Lewis  W. 

Midshipman,  17  June,  1799.     Last  appearance  on  Records  of  Navy  Department, 
37  June,  1800. 
Henop,  Philip. 

Midshipman,  36  November,  1799.     Resigned  6  August,  1801. 
Henricks,  Edward  William. 

Midshipman,  33  September,  1863.     Graduated  June,  1 867.     Ensign,  18  December, 
1868.     Master,  31  March,  1870.     Resigned  13  October,  1871. 
Henrickson,  Charles  A. 

Acting  Ensign,  35  February,  1864.     Honorably  discharged  24  October,  1865. 
Henriques,  Frederic  D. 

Acting  Third  Assistant  Engineer,  18  January,  1864.     Acting  Second  Assistant 
Engineer,  14  October,  1864.    Honorably  discharged  8  October,  1865. 
Henry,  Bernard. 

Assistant  Surgeon,  27  November,  1844.     Passed  Assistant  Surgeon,  1  April,  1850. 
Resigned  11  October,  1850. 
Henry,  Charles  J. 

Acting  Third  Assistant  Engineer,  30  September,  1863.     Acting  Second  Assistant 
Engineer,  9  September,  1804.     Honorably  discharged  19  July,  1865. 
Henry,  Fdmnnd  W. 

jMidshipman,  7  April,  1843.     Passed  Midshipman,  5  August,  1848.     Master.  15 
September,  1855.     Lieutenant,  16  September,  1855.     Lieutenant-Commander,  16 
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July,  1862.    Retired  19  Marcli,  1867.    Commander  on  Retired  list,  23  April,  1867. 
Died  8  March,  1873. 
Henry,  Edward  T. 

Acting  Third  Assistant  Engineer,  19  April,  1864.     Honorably  discharged  20  Octo- 
ber, 1865. 
Henry,  Henry. 

Master,  1  July,  1812.     Lieutenant,  5  March,  1817.     Commander,  9  February,  1837. 
Captain,  27  February,  1847.    Bied  36  July,  1857. 
Henry,  Isaac. 

Assistant  Surgeon,  9  March,  1798.     Surgeon,  12  July,  1799.     Last  appearance  on 
Records  of  Navy  Department. 

Henry,  James. 

Master,  16  June,  1814.    Resigned  19  October,  1818. 
Henry,  J.  Cassin. 

Midshipman,  6  March,  1638.    Passed  Midshipman,  8  July,  1889.     Lieutenant,  17 
May,  1844.    Died  18  February,  1846. 

Henry,  John. 

Acting  Third  Assistant  Engineer,  29  August,  1861.  Acting  Second  Assistant 
Engineer,  19  November,  1863.     Resigned  19  May,  1865. 

Henry,  John. 

Acting  Third  Assistant  Engineer,  22  June,  1868.     Honorably  discharged  19  Jan- 
uary, 1866. 
Henry,  John  B. 

Midshipman,  30  October,  1804.    Dismissed  13  July,  1808. 

Henry,  John  B. 

Master's  Mate,  28  April,  1805.     Dismissed  26  May,  1806. 

Henry,  John  F. 

Acting  Assistant  Surgeon,  22  March,  1864.     Dismissed  9  June,  1865. 

Henry,  Morris  H. 

Acting  Assistant  Surgeon,  17  May,  1861.    Resigned  8  July,  1868. 

Henry,  Robert. 

Acting  Third  Assistant  Engineer,  19  December,  1863.  Honorably  discharged  1 
March,  1866. 

Henry,  Robert. 

Acting  First  Assistant  Engineer,  22  January,  1863.  Appointment  revoked  29  Jan- 
uary, 1863. 

Henry,  S.  R.  D. 

Midshipman,  26  April,  1798.  Last  appearance  on  Records  of  Navy  Department,  1 1 
December,' 1798. 

Henry,  Wilhes. 

Midshipman,  18  December,  1837.     Killed  by  South  Sea  Islanders,  34  Ju^y,  1840. 

Henry,  William. 

Mate  Appointment  revoked  (Sick,)  26  July,  1862.  Mate,  9  September,  1862. 
Acting  Ensign,  6  October,  1862.     Honorably  discharged  29  August,  18U5. 

Henry,  William, 

Boatswain,  20  February,  1815.     Dismissed  3  October,  1816. 

Henry,  William  A. 

Midshipman,  5  December,  1817.  Passed  Midshipman,  29  June,  1843.  Died  14 
December,  1844. 

Henry,  William  P. 

Mate,  12  February,  1868.     Resigned  10  February,  1864. 

Hense,  Frederick.. 

Acting  Third  Assistant  Engineer,  1  October,  1862.  Resigned  3  March,  1868. 
Acting  Third  Assistant  Engineer,  18  August,  1863.  Appointment  revoked 
(Sick,)  20  July,  1864. 
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Hcnshaw,  H.  Clay. 

Acting  Third  Assistani;  Engineer,  19  December,  18G1.     Resigned  17  September, 
1SG3. 

nejislsaw,  J.  Sidney. 

Professor,  1  July,  1843.     Dropped  4  September,  1848. 
Hensley,  Edward  M. 

:M;ite,  8  July,  1863.     Resigned  30  January,  18G4.     Mate,  13  February,  1864.     Re-, 
signed  8  June,  1865. 
HeiiUg,  Creorge. 

Acting  Master,  1  October,  1863.    Dismissed  6  June,  1863. 
Henton,  William. 

Boatswain,  10  July,  1875.     Retired  list,  13  October,  1876. 
Hepbnrn,  Richard. 

Acting  Ensign,  3  December,'  1863.    Honorably  discharged  13  January,  1866. 
Herber,  Jacob. 

Acting  Second  Assistant  Engineer,  1  December,  1863.     Dismissed  31  July,  1864. 
Herbert,  John  C. 

Sailmaker,  10  June,  1861. 
Herbert,  Joshua. 

Midshipman,  13  November,  1798.     Last  appearance  on  Records  of  Navy  Depart- 
ment, 39  April,  1801.     Resigned. 
Herbert,  Joshua. 

Master,  4  August,  1807.     Last  appearance  on  Records  of  Navy  Department. 
Herbert,  Theodore  C 

Sailmaker,  15  June,  1843.    Resigned  10  August,  1849.     Re-appointed  31  Novem- 
ber, 1850.    Retired  list,  30  March,  1876. 
Herbert,  Thomas. 

Master,  9  September,  1814.     Discharged  4  May,  1815. 
Herbert,  William  H. 

Mate,  7  August,  1863.     Resigned  33  March,  1863. 
Heriot,  James. 

Midshipman,  1  April,  1838.     Resigned  30  March,  1830. 
Heriot,  Thomas. 

Midshipman,  17  December,  1810.     Resigned  1  August,  1813. 
Herndon,  Cumberland  G. 

Assistant  Surgeon,  3  May,  1874.     Passed  Assistant  Surgeon,  33  March,  1878. 
Herndon,  W.  T,. 

Midshipman,  1  November,  1838.    Passed  Midshipman,  14  June,  1834.    Lieutenant, 
35  February,  1841.     Commander,  14  September,  1855.     Lost  13  September,  1857. 
Herold,  James. 

Boatswain,  31  January,  1863.    Warranted  30  September,  1863.     Died  at  Washing- 
ton, D.  C,  10  July,  18G9. 
Heron,  James. 

Midshipman,  19  October,  1841.    Dismissed  3  March,  1849. 
Heron,  James. 

Mate,  4  June,  1866.     Boatswain,  IG  April,  1873. 
Herr,  Benjamin  W. 

Mate.   34  November,   1863.     Acting  Ensign,  13   March,   1865.     Honorably   dis- 
charged 13  October,  1865. 
Herrick,  Edward. 

Acting  Master,  19  April,  1863.     Dismissed  8  March,  1865. 
Herrick,  Kichard  P. 

Jiate,  3  August,  1863.     Resigned  13  March,  1865. 
Herring,  Benjamin. 

Third  Assistant  Engineer,  11  August,  1860.     Dismissed  8  July,  1861. 
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Berring,  William  H. 

Mate,  9  January,  1S02,     Gunner,  4  February,  1803,     Warranted  8  Marcli,  1864. 
Dismissed  18  July,  18l;4.     Restored  on  probation.     Dismissed  8  June,  1805. 
Herring,  William  J. 

Acting  Ensign,  1  July,  1864.    Honorably  discharged  15  November,  1868. 
Herrom,  James  O. 

Acting  Third  Assistant  Engineer,  39  September,  1864.    Honorably  discharged  30 
October,  1865.  Jo 

Gerroii,  John. 

Acting  Second  Assistant  Engineer,  13  March,  1868.    Honorably  discharged  39 
October,  1865. 

Herron,  John  E. 

Jlidshipman,  1  January,  1816.     Resigned  28  August,  1832. 

Herron,  Thomas  O. 

Mate,  1  October,  1862.    Acting  Ensign,  16  February,  1864.    Honorably  discharged 
5  September,  1865.  t,  &  ,  j  o 

Herron,  William  C 

Mate,  1  October,  1863.    Promoted  to  Acting  Ensign,  6  June,  1863.    Resigned  33 
August,  1863. 
Hershey,  Andrew  H. 

Acting  Assistant  Surgeon,  3  July,  1863.    Died  6  February,  1863. 
Hershey,  Henjamin  J. 

Acting  Assistant  Surgeon,  14  December,  1861.     Resigned  31  August,  1864. 
Herty,  James  W. 

Assistant  Surgeon,  30  November,  1859.     Dismissed  17  December,  1861. 
Herwig,  Henry. 

Assistant  Engineer,   9  ^September,   1874.     Passed   Assistant  Engineer,   33  May, 
1880. 
Heslewood,  Frederick. 

Mate,  33  January,  1864.     Appointment  revoked  (Sick,)  17  June,  1864.    Mate,  34 
August,  1864.    Died  at  New  Orleans,  Louisiana,  25  September,  1867. 

Haslip,  Joseph. 

Midshipman,  16  January,  1809.     Resigned  16  May,  1809. 

Hesse,  Frederick  Ct. 

Professor,  18  May,  1861.     Resigned  2  May,  1863. 
Hessel  backer,  C.  C. 

Mate,  1  February,  1870.     Resigned  9  July,  1873. 
Hester,  Isaac  W. 

Midshipman,  13  October,  1848.     Passed  Midshipman,  15  June,  1854.    Master,  15 
September,  1855.     Lieutenant,  16  September,  1855.    Died  18  January,  1859. 

Heth,  John. 

Midshipman,  35  June,  1814.    Resigned  1  May,  1832. 

Hetherington,  James  H. 

Cadet  Midshipman,  9  June,  1874.    Graduated  4  June,  1880. 
Hetherington,  John. 

Mate,  18  December,  1863.     Deserted  34  June,  1865. 

Hetrick,  Samnel  S. 

Acting  Second  Assistant  Engineer,  16  August,  1863.    Resigned  5  April,  1865. 

Hewes,  Joshua  D. 

Acting  Second  Assistant  Engineer,  38  September,  1863.    Honorably  discharged  9 
August,  1865. 
Hewitt,  Edward  T.. 

Third  Assistant  Engineer,  34  February,  1863.     Second  Assistant  Engineer,  15 
October,  1863.    Resigned  3  November,  1866. 
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Hewitt,  Isaac  B. 

Acting  Second  Assistant  Engineer,  1  November,  1862.  Acting  First  Assistant 
Engineer,  3  October,  1863.     Honorably  discharged  34  September,  1865. 

Hewitt,  Tliomas. 

Midshipman,  29  June,  1798.     Resigned  38  November,  1798. 

Hewitt,  William. 

Midshipman,  31  March,  1840.     Resigned  26  December,  1840. 

Hewlett    Felix* 

Boatswain,  25  August,  1851.     Warranted  2  July,  1858.     Died  1  August,  1854. 

Hewrie,  Daniel. 

Midshipman,  4  January,  1833.     Resigned  5  May,  1838. 

Hewson,  Albert. 

Mate.    Resigned  10  August,  1863. 
Hey  clou,  Caleb. 

Carpenter,  5  November,  1814.    Resigned  2  March,  1815. 
Heyeruian,  Oscar  Frederick. 

Midshipman,  80  November,  1861.  Graduated  22  November,  1864.  Ensign,  1 
November,  1866.  Master,  1  December,  1866.  Lieutenant,  13  March,  1868. 
Lieutenant-Commander,  18  October,  1869. 

Heyl,  Theodore  C. 

Assistant  Surgeon,  21  March,  1870.     Passed  Assistant  Surgeon,  10  October,  1874, 

Heylin,  I^.  C. 

Midshipman,  1  January,  1817.     Resigned  16  January,  1826. 
Heywood,  Cbarles. 

Midshipman,  1  November,  1826.    Passed  Midshipman,  38  April,  1833.     Lieuten- 
ant, 8  March,  1837.     Died  16  January,  1853. 
Hibben,  Henry  B. 

Chaplain,  2  July,  1864. 
Hibbert,  Stepben  J>. 

Third  Assistant  Engineer,  36  February,  1851.      Second  Assistant  Engineer,  31 
May,  1853.    First  Assistant  Engineer,  9  May,  1857.     Chief  Engineer,  39  June, 
1861. 
Hibbett,  Charles  T. 

Assistant  Surgeon,  15  January,  1875.     Passed  Assistant  Surgeon,  80  April,  1880. 
Hicbborn,  Philip. 

Assistant  Naval  Constructor,  36  June,  1869.     Naval  Constructor,  12  March,  1875. 
HicUey,  Charles. 

Acting  Third  Assistant  Engineer,  18  April,  1863.     Acting  Second  Assistant  Engi- 
neer, 27  January,  1865.     Honorably  discharged  9  November,  1865. 
Hickey,  John  K. 

Acting  Third  Assistant  Engineer,  18  May,  1863.     Acting  Second  Assistant  Engi- 
neer, 13  November,  1863.     Honorably  discharged  21  August,  1865. 
Hickey,  Michael. 

Mate,  12  September,  1861.    Acting  Master,  19  November,  1863.     Honarably  dis- 
charged 37  December,  1865.     Boatswain,  9  July,  1866.     Died  30  April,  1876. 
Hicks,  A.  H. 

Mate.     Acting  Ensign,  gallant  conduct  in  action,  1   June,  1863.     Resigned  30 
March,  1865. 
Hicks,  Charles  jV. 

Acting  Ensign,  13  September,  1862.     Honorably  discharged  20  September,  1868. 
Hickuian,  Fdward. 

Midshipman,  18  June,  1812.     Resigned  8  November,  1812. 
Hider,  Arthur  J. 

Acting  Ensign,  24  October,  1868.  Honorably  discharged  25  July,  1865.  Acting 
Ensign,  11  September,  1SG6.     Resigned  4  May,  1867. 
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Hierinan,  liCwis. 

Assistant  Surgeon,  8   February,  1803.     Surgeon,  27  November,  1804.     Died  19 
May,  1833. 

Hiffreii;  William. 

Acting  Third  Assistant  Engineer,  22  April,  1868.    Resigned  18  April,  1864. 
Higbee,  Jonas  S. 

Acting  Master,  22  October,  1861.     Resigned  23  April,  1864. 
Higbee,  li.  P. 

Midshipman,  1  November,  1826.     Resigned  28  June,  1833. 
Higbee,  William  H. 

Acting  Assistant  Paymaster,  14  January,  1862.     Resigned  16  January,  1864. 
Higbee,  William  P. 

Mate,  34  January.  1863.    Acting  Ensign,  4  February,  1 864.    Honorably  discharged 
8  September,  1865. 
Hlgdon,  Benedict. 

Midshipman,  1  January,  1812.     Discharged  5  May,  1814. 
Higglnbotbam,  (ieorge  B. 

Acting  Assistant  Surgeon,  24  September,  1861.     Honorably  discharged  13   Feb- 
ruary, 1866. 
Higglnbotbam,  J.  Li. 

Midshipman,  31  October,  1799.     Lieutenant,  18  March,  1801.     Last  appearance  on 
Records  of  Navy  Department,  3  January,  1801.     Furloughed 
Higglnbotbam,  William  H. 

Acting  Ensign,  Admiral  Farragut's  Staff,  1  April,  1864.  Killed  in  Battle,  5 
August,  1864. 

Hlgglns,  Anthony. 

Acting  Third  Assistant  Engineer,  14  July,  1864.    Honorably  discharged  9  August, 
1865. 
Hlggins,  Edward. 

Midshipman,  23  January,  1836.     Passed  Midshii^man,  1  Julv,  1842.     Master,  30 
May,  1849.     Lieutenant,  20  August,  1849.     Resigned  16  February,  1854. 
Hlggins,  Ellas  B. 

Mate,  28  October,  1862.     Appointment  revoked  (Sick,)  26  August,  1863. 

Hlggins,  James. 

Midshipman,  13  March,  1839.  Passed  Midshipman,  2  July,  1845.  Master,  25 
February,  1854.    Lieutenant,  6  October,  1854.     Resigned  31  December,  1850. 

Higgins,  James. 

Acting  Third  Assistant  Engineer,  13  May,  1864.     Discharged  20  August,  1864. 

Hlggins,  Jesse. 

Midshipman,  1  Jannary,  1812.  Last  appearance  on  Records  of  Navy  Depart- 
ment, 1815.    Furloughed. 

Higgins,  Thomas. 

Acting  Assistant  Paymaster,  29  August,  1864.     Honorably  discharged  23  August, 
1865. 
Higgins,  William  P. 

Acting  Third  Assistant  Engineer,  9  September,  1862.     Resigned  28  April,  1865. 

Hlgglnson,  Francis  J. 

Acting  Midshipman,  21  September,  1857.  Graduated  18  July,  1862.  Acting 
Master.  Lieutenant,  1  August,  1862.  Lieutenant-Commander,  25  July,  1866. 
Commander,  10  June,  1876. 

Higinbotham,  I>. 

Midshipman,  18  June,  1812.    Died  15  October,  1817. 

Higman,  William. 

Acting  Second  Assistant  Engineer,  24  August,  1864.  Honorably  discharged  30 
November,  1865. 
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Hiland,  Martin. 

Acting  Third  Assistant  Engineer,  31  December,  1864.     Honorably  discharged  4 
October,  1865. 
Ifilaud,  Thomas. 

Assistant  Surgeon,  33  November,  1861.     Passed  Assistant  Snrgeon,  38  June,  1865. 
Surgeon,  7  June,  1869. 
Hilflburg,  Kionis. 

Mate.     Resigned  31  December,  1863. 
Ililderbrand,  Balthaser. 

Acting  Third  Assistant  Engineer,  38  August,  1863.     Resigned  11  March,  1863. 
Mildretta,  C.  F.  P. 

Acting  Assistant  Surgeon,  38  October,  1863.     Resigned  4  February,  1864. 
Hill,  Alonzo  A.  T. 

Assistant  Surgeon,  14  March,  1848.     Resigned  6  April,  1854. 
Hill,  Charles  H. 

Acting  Assistant  Paymaster,  36  December,  1868.     Mustered  out  13  April,  1866. 
Hill,  Charles  J. 

Mate,  8  May,  1863.    Acting  Ensign,  5  June,  1863.     Resigned  20  March,  1866. 
Hill,  Eben  B. 

Acting  Third  Assistant  Engineer,  18  March,  1868.    Acting  Second  Assistant  Engi- 
neer, 30  May,  1864.    Honorably  discharged  5  November,  1865. 
Hill,  Frederick  S. 

Acting  Master,  13  July,  1861.     Acting  Volunteer  Lieutenant,  11  December,  1863. 
Honorably  discnarged  13  May,  1865. 
Hill,  George  £. 

Acting  Master,  7  October,  1861.    Honorably  discharged  13  September,  1865. 
Hill,  Henry. 

Acting  Second  Assistant  Engineer,  17  October,  1861.     Acting  First  Assistant 
Engineer,  4  February,  1868.     Dismissed  16  September,  1863. 
Hill,  Henry  I>. 

Master,  16  June,  1814.     Died  10  March,  1830. 
Hill,  James. 

Mate,  19  March,  1870.     In  Service. 
Hill,  James. 

Acting  Third  Assistant  Engineer,  31  August,  1864.     Resigned  9  June,  1865. 
Hill,  John,  Jr. 

Midshipman,  6  February,  1809.      Lieutenant,  27  April,   1816.      Discharged  by 
Court  Martial,  6  October,  1819. 
Hill,  John. 

Mate,  7  January,  1863.     Dismissed  16  August,  1862. 
Hill,  John. 

Acting  Ensign,  1  October,  1862.     Resigned  5  March,  1864. 
Hill,  John. 

Acting  Ensign,  35  November,  1863.    Honorably  discharged  5  December  1865 
Hill,  John  A. 

Acting  Third  Assistant  Engineer,  15  February,  1863.     Appointment  revoked  4 
November,  1863.     Acting  First  Assistant  Engineer,  30  June,  1863.     Honorably 
discharged  8  December,  1865. 
Hill,  John  S. 

Acting  Third  Assistant  Engineer,  18  December,  1863.     Honorably  discharged  28 
October,  1865. 

Hill,  John  TV. 

Acting  Assistant  Paymaster,  4  November,  1863.    Died  on  "  Bea  Foam;'  1  October 
1863.  ' 
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Hill,  Jnstns. 

Boatswain, 4  April,  1837.    Last  appearance  on  Records  of  Navv  Department  l'i3'> 
Dead.  -^       i  1  • 

Hill,  liCoiiard  W. 

Acting  Master,  38  August,  1861.     Resigned  25  February,  1865. 

Hill,  Oren  T. 

Acting  Third  Assistant  Engineer,  9  February,  1864.    Appointment  revoked  fSick  ) 
8  August  1864.  ^        '^ 

Hill,  Ricliard  J. 

Gunner,  28  April,  1860. 
Hill,  Robert. 

Midshipman,  16  January,  1809.     Resigned  30  October,  1809. 
Hill,  Steplien  C 

Acting  Ensign,  13  May,  1863.     Resigned  25  April,  1865.     Acting  Ensign,  19  De- 
cember, 1866.     Mustered  out  10  June,  1868. 
Hill,  Tliomas  K. 

Acting  Third  Assistant  Engineer,  9  June,  1863.    Honorably  discharged  21  August 
1865. 
Hill,  Thomas  Qnincey. 

Acting  Assistant  Paymaster,  17  December,  1861.     Resigned  1  August,  1863. 
Hill,  William. 

Sailmaker,  8  June,  1798.     Warrant  returned. 
HiU,  William  £. 

Midshipman,  28  June,  1804.     Resigned  2  April,  1808. 
Hillar,  Benjamin. 

Lieutenant,  31  October,  1798.     Commander,  8  February,  1800.     Last  appearance 
on  Records  of  Navy  Department. 
Hiliaid,  Charles  C. 

Acting  Master,  16  May,  1861.     Died  on  "Belief,"  3  February,  1862. 
Hiller,  Edward. 

Acting  Ensign,  8  November,  1864.    Mate,  24  September,  1869.     Resigned  28  Feb- 
ruary, 1870. 
Billiard,  John  E. 

Acting  Third  Assistant  Engineer,  27  July,  1863.     Acting  SecoDcl  Assistant  Engi- 
neer, 15  September,  1864.     Honorabiy  discharged  24  August,  1867. 
Hilliard,  Joseph  li. 

Acting  First  Assistant  Engineer,  1  October,  1862.    Honorably  discharged  7  No- 
vember, 1865. 
Hilling,  Charles  J.< 

Acting  Third  Assistant  Engineer,  5  .June,  1863.     Acting  Second  Assistant  Engi- 
neer, 13  June,  1863.     Honorably  discharged  29  November,  1865. 

Hillman,  James  C. 

Acting  Third  Assistant  Engineer,  14  September,  1864.     Resigned  30  May,  1865. 

Hillman,  Jnlins. 

Acting  Third  Assistant  Engineer,  3  March,  1804.    Honorably  discharged  9  August, 
186.5. 

Hiils,  Frederick  C. 

Acting  Assistant  Paymaster,  11  September,  1862.     Resigned  12  December,  1864. 

Hills,  William  J>. 

Sailmaker,  4  October,  1831.     Resigned  37  July,  1832. 

Hinckley,  Alexander. 

Acting  Ensign,  13  May,  1864.    Honorably  discharged  19  September,  1865. 

Hinekler,  Nathaniel  B. 

Mate,  7  March,  1864.     Resigned  17  May,  1865. 
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ilinckley,  Thomas  O. 

Acting  Third  Assistant  Engineer,  10  December,  1861.     Resigned  8  April,  1862. 
Hindman,  James  W. 

Acting  First  Assistant  Engineer,  7  January,  1864.     Honorably  discharged  7  De- 
cember, 1865. 
Hine,  £.  Cnrtiss. 

Gunner,  3  August,  1850.     Resigned  1  November,  1853. 
Hine,  Robert  H. 

Third  Assistant  Engineer,  24  August,  1861.     Second  Assistant  Engineer,  31  Ai^ril 
1863.     First  Assistant  Engineer,  11  October,  1860.  ' 

Mines,  Benjamin  A. 

Mate,  13  February,  1864.     Resigned  3  June,  1864. 
Hines,  Oeorge  S. 

Mate,  SO  December,  1861.     Resigned  14  August,  1862. 
Hines,  John  C. 

Second  Assistant  Engineer,  21  November,  1837.     Resigned  31  December,  1848. 
Hines,  Richard  B. 

Mate,  6  February,  1862.     Acting  Master,  26  May,  1862.     Honorably  discharged  7 
February,  1866.  ^ 

Hines,  Samuel  I>. 

Gunner,  10  June,  1861. 
Hingerty,  Alfred. 

Boatswain,  37  January,  1842.     Retired  list,  13  May,  1865.     Died  27  July,  1875. 
Hinnian,  Frank  H. 

Acting  Assistant  Paymaster,  31  March,  1863.     Assistant  Paymaster,  3  Julv  1864 
Paymaster,  4  May,  1866. 
Hinman,  Joel  R. 

Mate,  37  September,  1863.     Resigned  16  April,  1863. 
Hinsdale,  Solomon   R. 

Acting  Assistant  Paymaster,  38  June,  1862.     Resigned  3  April,  1863. 
Hinton,  Abijah  J. 

Midshipman,  17  February,  1800.     Discharged  12  January,  1802,  under  Peace  Es- 
tablishment Act. 

Hinton,  A.  C 

Midshipman,  1  February,  1837.     Resigned  38  October,  1833. 
Hinton,  Stephen. 

Acting  First  Assistant  Engineer,  15  December,  1863.     Honorably  discharo'ed  26 
July,  1865.  "^ 

Hinsline,  Thomas  W. 

Acting  Third  Assistant  Engineer,  3  April,  1863.     Acting  Second  Assistant  Enei- 
neer,  for  cool  and  gallant  conduct  under  fire  of  the  enemy,  23  July  1S04      Hon 
orably  discharged  10  January,  1866.     Acting  Second  Assistant  Enrrineor    17 
March,  1866.    Mustered  out  27  August,  18G7.  ^         ' 

Hlpkins,  JB.  O. 

Master,  4  August,  1807.     Dismissed  28  July,  1812. 
Hipkins,  liCroy. 

Master,  4  August,  1807.     Died  in  October,  1808. 
Hlrsch,  Charles  F. 

Acting  Third  Assistant  Engineer,  17  February,  1864.     Acting  Second  Assistant 
Engineer,  10  February,  1865.     Honorably  discharged  31  Octobei^  1865 
Hitch,  Ansel  S. 

Mate,  5  March,  1863.     Acting  Ensign,  11  Octobei-,  1864.     Honorably  dischar-^ed  6 
March,  1868.  » 

Hitchborn,  J.  B. 

Lieutenant,  3  March,  1799.     Last  appearance  on  Records  of  Navv  Dpnnrtmo^f  t- 
April,  1799.  ^     H^finment,  I, 
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Hitohborn,  J.  B. 

Midshipman,  8  August,  1799.    Resigned  36  May,  1801. 
Hitchcock,  James  I>. 

Acting  Third  Assistant  Engineer,  4   September,  1861.     Appointment  revoked 
(Sick,)  28  March,  1863. 
Hitchcock,  Robert  B. 

Midshijiman,  1  January,  1825.     Passed  Midshipman,  4  .June,  1831.     Lieutenant,  3 
March,  1835.     Commander,  14  September,  1855.     Captain,  16  July,  1862.     Com- 
modore, 16  July,  1862.     Retired  list,  25  September,  1866. 
Hitchcock,  Rosirell  D.,  Jr. 

Midshipman,  18  January,  1863.     Graduated  September,  1865.     Ensign,  1   Decem- 
ber, 1866.     Master,  13  March,  1868.     Lieutenant,  26  March,  1869. 
Hitchcock,  Tl'illiam. 

Mate.    Dismissed  11  March,  1862. 
Hitchcock,  William  A. 

Chaplain,  8  October,  1862.     Resigned  25  jSTovember,  1867. 

Hite,  Jacob. 

Midshipman,  2  April,  1804.    Died  17  May,  1813. 

HiTling,  W.  H. 

Mate,  28  June,  1863.     Died  on  "  Magnolia,'"  12  September,  1863. 

Hixon,  John  V. 

Midshipman,  29  June,  1835.     Resigned  4  February,  1841. 

Hixon,  Samnel  C 

Master,  30  April,  1814.     Died  9  September,  1840. 
Hoake,  George  F. 

Acting  Third    Assistant    Engineer,   12   August,   1863.      Appointment    revoked 
(Sick,)  33  November,  1868. " 
Hoard,  Samuel. 

Sailmaker,  10  July,  1833.    Resigned  6  October,  1823. 

Hoban,  Edward. 

Midshipman,  1  February,  1823.    Resigned  13  April,  1S30. 

Hoban,  Francis  P. 

Midshipman,  28  April,  1831.     Resigned  31  August,  1837. 

Hobart,  ©arid. 

Acting  Master,  1  October,  1861.    Appointment  revoked  (Sick,)  28  October,  1861. 

Hobart,  George. 

Midshipman,  6  December,  1814.  Last  appearance  on  Records  of  Navy  Depart- 
ment, 15  December,  1815. 

Hobbs,  George  F. 

Acting  Third  Assistant  Engineer,  34  October,  1864.  Honorably  discharged  28 
October,  1865. 

Midshipinan,  4  March,  1815.     Lieutenant,  13  January,  1825.     Died  3  April,  1836. 

Hobbs,  I.  Goodwin. 

Acting  Assistant  Paymaster,  31  August,  1864.  Mustered  out  18  July,  1865. 
AssistantPaymaster,  31  February,  1867.  Passed  Assistant  Paymaster,  16  Sep- 
tember, 1868.    Paymaster,  15  May,  1879. 

Tinbhs.  iVaihaniel. 

Mate.     Acting  Gunner,  33  September,  1862.     Died  on  "  Tennessee;'  8  July,  1863. 

^Acting  Third  Assistant  Engineer,  29  June,  1864.     Honorably  discharged  3  June, 
1868. 

■^*TW  ASist^nt  Engineer,  31  October,  1848.  Second  Assistant  Engineer,  26  Peb- 
ruarv  1851  Resigned  21  June,  1855.  Second  Assistant  Engineer,  4  June, 
1861     PiTst  Assistant  Engineer,  3  May,  1863.     Retired  list,  19  October,  1870. 
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Hobreeker,  Thomas. 

Acting  Third  Assistant  Engineer,  3  July,  1863.     Resigned  5  October,  1863. 

Hobson,  Joseph  It. 

Midshipman,  25  July,  1865.  Graduated  June,  1869.  Ensign,  13  July,  1870.  Mas- 
ter, 2  November,  1871.  Lieutenant,  25  January,  1876.  Resigned  10  October, 
1880. 

Hockett,  Jonathan  W. 

Acting  Third  Assistant  Engineer,  4  February,  1863.     Honorably  discharged  11 
December,  1865. 
Hodder,  Ernest. 

Mate,  31  July,  1862.  Appointment  revolted  23  December,  1863.  Mate,  3  June, 
1863.    Appointment  revoked  (Sick,)  14  September,  1863. 

Hodenian,  John  S. 

Acting  Ensign,  38  November,  1863.     Honorably  discharged  20  Oc-tober,  1865. 

Hodgdon,  Charles  A. 

Acting  Ensign,  31  March,  1863.     Dismissed  1.7  April,  1866. 
Hodgdon,  Charles  O. 

Acting  Assistant  Paymaster,  37  December.  1864:    Mustered  out  35  September, 
1865. 
Hodgdon,  J,   H. 

Acting  Master,  31  May,  1861.    Died  23  April,  1862. 
Hodge,  Oeorge. 

Boatswain,  11  May,  1798.     Died  19  September,  1830. 
Hodge,  George  IS. 

Midshipman,  16  December,  1845.     Resigned  35  January,  1850. 
Hodge,  Kosky. 

Mate,  1  February,  1863.     Resigned  5  May,  1863. 
Hodge,  S.  A. 

Acting  Ensign,  35  July,  1863.     Dismissed  31  February,  1863. 
Hodges,  Benjamin   W. 

Cadet  Midshipman,  23  September,  1873.     Graduated  18  June,  1879. 
Hodges,  Harry  M. 

Midshipman,  39  September,  1870.     Graduated  21  June,  1875.     Ensign,  11  July, 
1877. 
Hodges,  Henry  li.  M. 

Acting  Second  Assistant  Engineer,  26  April,  1864.      Honorably  discharged  17 
October,  1865. 
Hodges,  James. 

Midshipman,  9  November,  1813.     Died  in  March,  1834. 
Hodges,  James  B. 

Midshipman,  13  October,  1848.     Resigned  14  January,  1852. 
Hodgkins,  Charles  F. 

Acting  Ensign,  8  October,  1863.     Acting  Master,  27  March,  1865.    Honorably  dis- 
charged 31  July,  1865.     Acting  Master,  9  October,  1867.     Mustered  out  23  Feb- 
ruary, 1869. 
Hodgkinson,  ~l¥illlam  F. 

Acting  Ensign,  27  June,  1864.     Honorably  discharged  19  November,  1868. 
Hodgson,  Albon  C. 

Midshipman,  5  June,  1871.     Graduated  31  June,  1875.     Ensign,  18  July,  1876. 
Hodgson,  ISiehard  M. 

Third  Assistant  Engineer,  9  December,  1861.     Second  Assistant  Engineer,  8  Sep- 
tember, ly63.     Resignation  accepted  6  January,  1806. 
Hodson,  Oaniel  W. 

Mate,  4  April,  1862.  Acting  Ensign,  23  October,  1863.  Died  at  New  Orleans, 
La.,  34  September,  186G. 
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HoehHng,  Adolpb  A. 

Assistant  Surgeon,  24  January,  1862.    Passed  Assistant  Surgeon,  5  March,  1800 
Surgeon,  2  October,  1867. 
Hoel,  William  R. 

Acting  Volunteer  Lieutenant,  39  April,  1863.     Acting  Volunteer  Lieutenant-Com- 
mander, 10  November,  1864.     Honorably  discharged  30  December,  1805. 
Hoff,  Henry  R, 

Midshipman,  38  Octobei-,  1823.     Passed  Midshipman,  23  March,  1829.     Lieuten- 
ant, 3  March,  1831.     Commander,  6  February,  1854.     Captain,  30  June,  1861. 
Commodore,  16  July,  1863.     Rear-Admiral,   13  April,  18G7.     Retired  list,  19 
September,  1868.     Died  25  December,  1878. 
Hoff,  Jeremiah  S. 

Acting  Assistant  Paymaster,  36  August,  1864.    Mustered  out  7  November,  1865. 
Hoff,  William. 

Boatswain,  23  October,  1841.     Resigned  8  December,  1849. 
Hoff,  William  Balnbrldge. 

Acting  Midshipman,  34  October,  1860.  Acting  Ensign,  1  October,  1863.  Master, 
10  May,  1866.  Lieutenant,  31  February,  1867.  Lieutenant-Commander,  13 
March,  1868. 

Hoffan,  W.  B. 

Acting  Assistant  Surgeon,  9  December,  1863.     Resigned  33  December,  1863. 
Hoflman,  Benjamin  A. 

Acting  Second  Assistant  Engineer,  1  October,  1863.     Promoted  Acting  First 
Assistant  Engineer,  7  February,  1863.    Honorably  discharged  20  September, 
1865. 
Hoflman,  B.  T. 

Midshipman,  4  July,  1805.     Lieutenant,  31  May,  1813.     Commander,  5  March, 
1817.    Captain,  7  March,  1839.    Died  10  December,  1834. 
Hoflman,  Frank  J. 

Cadet  Engineer,  1  October,  1872.     Graduated  30  May,  1874.     Assistant  Engineer, 
36  February,  1875. 
Hoffman,  J.  D. 

Civil  Engineer,  18  August,  1866.     Commissioned,  28  March,  1867.    Resigned  13 
July,  1868. 
Hoffman,  Jobn  C 

Acting  Carpenter,  13  September,  1863.     Appointment  revoked  20  February,  1864 

Hoffman,  Ogden. 

Midshipman,  31  December,  1814.  Last  appearance  on  Records  of  Navy  Depart- 
ment, February,  1816.     Resigned. 

Hoffman,  B.  K. 

Surgeon,  16  July,  1814.     Resigned  16  July,  1835. 

Hoflman,  William  I>. 

Acting  Assistant  Surgeon,  3  December,  1862.  Resigned  33  December,  1863. 
Acting  Assistant  Surgeon,  7  March,  1864.  Honorably  discharged  1  September, 
1865. 

Hoflman,  W.  G. 

:\lidKliipman,  19  October,  1841.  Passed  Midshipman,  10  August,  1847.  Resigned 
14  August,  1851. 

Hoffner,  George  D. 

Acting  Master,  18 'October,  1861.    Resigned  7  February,  1863. 

Hoflner,   Bichard  J. 

Acting  Master,  38  September,  1861.     Died  21  September,  1865. 

Hoge,  Francis  I.. 

Acting  Midshipman,  20  September,  1856.  Midshipman,  15  June,  1860.  Dismissed 
4  June,  1861. 
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Hogg,  Cliarles  B. 

Mate,  14  March,  1864.     Deserted  3  May,  1864. 

JSogg,  James  M. 

Mate,  14  May,  1862.     Gunner,  10  July,  1863. 

JSogg,  William  S.  .,,.„„ 

Midshipman,  S4  September,  1873.     Graduated  20  June,   1876.     Midshipman,  20 
September,  1872.     Ensign,  10  March,  1880. 

Hobn,  Oeorge  X. 

Mate,  10  January,  1865.    Deserted  »0  July,  1866. 

Holbrook,  Eliphalet. 

Mate,  5  March,  1862.     Resigned  2  June,  1864. 
Solbrook,  Henry  E. 

Mate,  20  November,  1862.    Resigned  30  June,  1863.    Mate,  9  June,  1864.     Ap- 
pointment revolied  9  July,  1864. 
Holbrook,  John  A. 

Sailmaker,  3  January,  1862.     Died  3  January,  1866. 

Holbrook,  8amnel  F. 

Acting  Master,  31  March,  1863.     Appointment  revoked  27  June,  1864. 

Holbrook,  S.  F. 

Carpenter,  27  June,  1815.     Last  appearance  on  Records  of  Navy  Department,  30 
June,  1815. 
Holconib,  John. 

Midshipman,  1   September,  1811.     Last  appearance  ^n  Records  of  Navy  Depart- 
ment, 13  July,  1812.     Dead. 
Holcomb,  William  JL. 

Acting  Ensign,  10  October,  1863.     Acting  Master,  16  June,  1864.     Honorably  dis- 
charged 4  January,  1866. 
Holcombe,  Albert  A. 

Midshipman,  1  April,  1828.     Passed  Midshipman,  14  June,  1834.     Lieutenant,  25 
February,  1841.     Reserved  list,  13  September,  1855.     Died  9  August,  1858 
Holcombe,  J.  H.  Li. 

Cadet  Midshipman,  27  June,  1874.     Graduated  4  June,  1880. 
Holden,  Edgar. 

Assistant  Surgeon,  3  October,  1861.    Resigned  13  October,  1864. 
Holden,  Edward  S. 

Professor,  21  March,  1873. 
Holden,  OliTCr  IS. 

Acting  Gunner,  25  June,  1862.     Resigned  30  May,  1863.     Acting  Ensign,  28  No- 
vember, 1864.     Honorably  discharged  19  August,  1865. 
Holden,  William  R. 

Acting  Second  Assistant  Engineer,  10  July,  1863.     Appointment  revoked  (Sick,) 
23  February,  1865. 
Holden,  William  S, 

Mate,  16  May,  1864.     Resigned  17  June,  1865. 
Holdnp,  Thomas. 

Midshipman,  16  January,  1809.     Lieutenant,  24  July,  1813.     (See  Stevens.) 
Holland,  Dick.  V.  B. 

Midshipman,  23  February,  1849.     Dropped  12  July,  1849. 
Holland,  James  O. 

Acting  Assistant  Paymaster,  8  July,  1863.     Mustered  out  9  January,  1866. 
Holland,  John. 

Acting  Third  Assistant  Engineer,  20  March,  1865.     Appointment  revoked  8  Jan- 
uary, 1866. 
Holland,  John  C. 

Purser,  1  June,  1838.     Resigned  24  November,  1844. 
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Holland,  Thomas. 

Mate,  19  May,  1863.     Acting  Gunner,  18  September,  1863.    Honorably  discharged 
15  January,  1866. 
Holland,  William. 

Acting  Third  Assistant  Engineer,  3  December,  1864.    Honorably  discharged  3 
November,  1868. 
Holland,  William. 

Acting  Assistant  Paymaster,  6  April,  1865.    Honorably  discharged  17  October, 
1865. 
Holland,  IVilliam. 

Second  Assistant  Engineer,  38  March,  1848.     First  Assistant  Engineer,  36  Feb- 
ruary, 1851.     Died  18  August,  1856. 
Holland^  Zaoli. 

Midshipman,  1   June,  1837.    Passed  Midshipman,  10  June,  1833.    Lieutenant,  38 
February,  1838.     Discharged  30  October,  1848. 

Holler,  Fran  It. 

Mate,  17  April,  1866.    In  Service. 

Holley,  Robert  T. 

Acting  Master,  3  September,  1861.    Honorably  discharged  14  January,  1868. 

Holliday,  Walter  S. 

Midshipman,  27  June,  1866.     Graduated  7  June,  1870.     Ensign,  13  July,  1871. 
Master,  3  December,  1873.    Died  29  January,  1875. 

Hollihan,  James  W.  .         „  ,     ., 

Third  Assistant  Ensjineer,  8  December,  1863.    Second  Assistant  Engineer,  8  AprU, 
1864.     First  Assistant  Engineer,  6  June,  1868.     Retired  list,  31  October,  1879. 

Hollingsworth,  Charles  F.  „     .  „  , 

Third   Assistant  Engineer,  39  October,  1861.     Second  Assistant  Engineer,  3  Au- 
gust, 1863.     Resigned  ll' September,  1865. 

Hollingsworth,  James.  ^,    j.    ,         ^  o^  xr 

Acting  Third  Assistant  Engineer,  18  April,  1863.     Honorably  discharged  34  No- 
vember, 1865. 
Hollingsworth,  William. 

Purser,  31  May,  1799.     Resigned  4  November,  1799. 
iiollingsworth,   William. 

Purser,  23  September,  1800.     Discharged  31  September,  1801,  under  Peace  Estab- 
lishment Act  at  his  request. 

"*Midshipmf^^^February,  1814.    Lieutenant,  13  January,  1835     Commander,  8 
September,  1845.     Captain,  14  September,  1855.     Dismissed  6  June,  1861. 

^Ttod'AssTstant  Engineer,  35  July,  1854.    Second  Assistant  Engineer,  9  May,  1857. 
Died  4  June,  1858. 
Hollins,  Thomas. 

Mate,  8  August,  1863.     Dismissed  25  July,  1864. 

"**&fBns^fn,3^AuguBt,1863.     Acting  Master,  7  June,  1864.    Honorably  dis- 
charged  10  September,  1865. 

Cadet  Engineer,  1  October,  1874.     Graduated  20  June,  1878. 
^'^Krs'ec^ndTsdsrnt  Engineer,  9   September,  1863.     Acting  First  Assistant 
Enlneer,  30  September,  186°3.    Resigned  30  tP"S^«fA,ttber""lS65 
Enlineer^  14  October,  1864.     Honorably  discharged  6  October,  1865. 

"^ErEnSr^o"  S"    1863.     Acting  Master,  25  May,  1865.     Honorably  dis- 
charged 37  May,  1869. 

33 


3.54:  GENERAL  NAVY   REGISTER. 

Holm,  Soren  O. 

Acting  Ensign,  22  June,  18G4.     Honorably  discharged  15  June,  1865. 

Holuian,  George  F.  W. 

Midshipman,  25  July,  1866.     Graduated  7  June,  1870.     Ensign,   13  July,  1871. 
Master,  14  June,  1874. 
Holmau,  Jasper. 

Acting  Second  Assistant  Engineer,  3  October,  1863.     Dismissed  37  May,  18G5. 
Holuiaii,  Jerome  B. 

Acting  Third  Assistant  Engineer,  23  June,  18G3.     Honorably  discharged  36  Sep- 
tember, 1865. 
Holm  an,  Samnel. 

Acting  Assistant  Surgeon,  32  June,  18G4.     Honorably  discharged  3  October,  1865. 
Holmes,  Alfred  C. 

Acting  Gunner,  18  June,  1868.     Honorably  discharged  19  December,  1865. 
Holmes;,  Anthony  F. 

Acting  Ensign,  19  August,  1868.     Acting  Master,  consideration  of  good  service,  9 
May,  1864.    Honorably  discharged  24  April,  1869. 
Holmes,  A.  R. 

Acting  Assistant  Surgeon,  13  April,  1862.     Acting  Passed  Assistant  Surgeon,  14 
May,  1866.     Honorably  discharged  3  July,  1868. 
Holmes,  Charles  M. 

Mate,  21  Januaiy,  1863.     Resigned  31  December,  1863. 
Holmes,  Frank  H. 

Midshipman,  39  June,  1870.     Graduated  1  June,  1874.     Ensign,  17  July,  1875. 
Holmes,  Oeorge  H. 

Acting  Master,  28  December,  1861.     Honorably  discharged  36  October,  1805. 
Holmes,  Henry. 

Third  Assistant  Engineer,  39  October,  1861.     Second  Assistant  Engineer,  3  Au- 
gust, 1863.    Resigned  11  September,  1865. 
Holmes,  Herman  G. 

Mate,  8  January,  1864.    Honorably  discharged  27  October,  1865. 
Holmes,  James  F. 

Mate,  5  March,  1862.     Acting  Ensign,  6  December,  1863.     Dismissed  1  October, 
18C3. 
Holmes,  James  M. 

Acting  Ensign,  17  November,  1862.     Acting  Master,  8  August,  1864.     Honorably 
discljarged  16  September,  1805. 

Holmes,  James  M. 

Acting  Ensign,  17  December,  1863.     Resigned  3  June,  1863. 
Holmes,  John  W. 

Carpenter,  7  March,  1815.     Resigned  19  May,  1815. 
Holmes,  J.  Whelclen. 

Acting  Assistant  Paymaster,  16  May,  1864.     Mustered  out  3  October,  1865. 
Holmes,  I>ewjs. 

Carpenter,  14  December,  1848.     Dismissed  29  May,  1861. 
Holmes,  Philander  J. 

Acting  Third  Assistant  Engineer,  13  November,  1863.     Honorably  discharged  34 
August,  1800. 
Holmes,  Rohert. 

Master,  24  March,  1809.     Resigned  15  May,  1809. 
Holmes,  Shepley  R. 

Acting  Ensign,  36  October,  1863.     Dismissed  13  April,  1864. 
Holmes,  8ilas. 

Assistant  Surgeon,  2S  June,  1838.     Passed  Assistant  Surgeon,  33  November,  1843. 
Drowned  31  May,  1849. 
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Holmes,  William. 

Acting   Second   Assistant  Engineer,  18   April,  1863.     Appointment  revoked  18 
May,  1864. 

Holmes,  William. 

Midshipman,  20  February,  1802.     Died  September,  1803. 
Holmes,  William 

Midshipman,  9  June,  1811.     Resigned  23  January,  1813. 

Holmes,  William  C. 

Midshipman,  25  August,  1823.     Passed  Midshipman,  23  March,  1839.     Resigned 
18  October,  1832. 

Holmes,  William  H. 

Acting  Assistant  Surgeon,  10  September,  1861.    Honorably  discharged  18  Septem- 
ber, 1865. 

Holmes,  William  W^. 

Midshipman,  31  September,  1841.    Passed  Midshipman,  10  August,  1847.    Dis- 
missed 18  May,  1851. 
Holt,  Alfred  C. 

Assistant  Surgeon,  5  June,  1844.     Resigned  18  November,  1844. 
Holt,  Frederick  Y.  R. 

Acting  Second  Assistant  Engineer,  8  September,  1863.     Honorably  discharged  25 
July,  1865. 
Holt,  George  H. 

Acting   Assistant  Paymaster,    20   Ma.y,   1861.     Resigned   7   July,    1862.     Acting 
Assistant  Paymaster,  2  July,  1868.     Honorably  discharged  2  December,  1865. 
Holt,  George  R. 

Third  Assistant    Engineer,   16   October,   1861.      Second  Assistant   Engineer,   3 
August,  1863.     Resigned  4  May,  1869. 
Holt,  JoIbu  E.,  Jr. 

Midshipman,  4  March,  1823.    Dismissed  25  June,  1833. 
Holt,  Richard  J. 

Mate,  4  February,  1865.     Honorably  discharged  28  October,  1865. 

Holt,  Samuel  Ti. 

Acting  Third  Assistant  Engineer,  3  August,  1804.     Honorably  discharged  6  Sep- 
tember, 1865. 

Holt,  Tbomas. 

Acting  Third  Assistant  Engineer,  17  December,  1864.     Honorably  discharged  14 
July,  1865. 

Holton,  George. 

Acting  Third  Assistant  Engineer,  1  September,  1864.    Honorably  discharged  1 
March,  1868. 

Holton,  Thomas. 

Acting  Third  Assistant   Engineer,  22  August,   1864.      Honorably  discharged   5 
August,  1866. 

Holtz,  HaTid. 

Acting  Third  Assistant  Engineer,  21  October,  1863.    Appointment  revoked  (Sick,) 
8  August,  1864.     Acting  Third  Assistant  Engineer,  10  December,  1864.     Re- 
signed 11  March,  1865. 
Holtzmau,  A.  J. 

Mate,  9  January,  1865.     Appointment  revoked  14  April,  1865. 

Holway,  Wesley  O. 

Chaplain,  2  June,  1868. 

Homan,  Andrew  J.  ,»•<-+ -c 

Acting  Third  Assistant  Engineer,  2  January,  1864.     Acting  Second  Assistant  En- 
gineer, 22  March,  1865.     Honorably  discharged  18  January,  1866. 

Homan,  Edward  A.  .,,,■,,„-,  n 

Acting  Third  Assistant  Engineer,  11  March,  1864.     Appointment  revoked  (Sick,) 

20  July,  1864. 
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Iloman,  Willlain  F. 

Acting  Second  Assistant  Engineer,  23  November,  IffGS.    Resigned  25  July,  1863, 

Hoinans,  Charles  A. 

Acting  Ensign,  14  February,  1863.     Resigned  13  January,  1864. 

Hoinaos,  J.  T.  .        ,  .,  ^  -.^ 

Midshipman,  3  December,  1819.     Lieutenant,  17  May,   1838.     Resigned  15  May, 
1843. 

Jtloniaus,  John. 

Assistant  Surgeon,  13  December,  1861.     Resigned  17  September,  1-863. 

Houians,  John    W. 

Acting  Tliird  Assistant  Engineer,  10  May,  1864.     Resigned  33  June,  1865. 

EConians,  Thomas. 

Midshipman,  28  August,  1799.    Resigned  30  May,  1801. 

Homer,  Artbnr  H. 

Mate,  13  February,  1868.    Acting  Ensign,  14  February,  1864.     Honorably  dis- 
charged 13  November,  1865. 
Homer,  Charles  W. 

Gunner,  6  January,  1858.     Died  6  November,  1872. 
Homer,  William  H. 

Midshipman,  30  November,  1814.     Lieutenant,  13  January,  1835.     Died  Septem- 
ber, 1839. 
Honkomp,  Henry. 

Mate,  14  May,  1864.    Honorably  disclTarged  13  November,  1865. 

Hood,  George  N. 

Acting  Master,  16  December,  1861.     Appointment  revolted  7  May,  1863. 

Hooclless,  Gerrett  Li. 

Acting  Assistant  Paymaster,  8  November,  1864.     Mustered  out  24  February,  1867. 

Hoodlcss,  William  J. 

Acting  Assistant  Paymaster,  30  September,  1862.     Resigned  9  June,  1865. 
Hooe,  Emmet  R. 

Midshipman,  1  January,  1838.     Passed  Midshipman,  14  June,  1834.     Lieutenant, 
17  December,  1840.     Died  35  September,  1847. 
Hooe,  George  M. 

Midshipman,  21  October,  1834.     Passed  Midshipman,  30  February,  1830.     Lieu- 
tenant, 31  December,  1833.     Died  10  April,  1845. 
Hooe,  Seymowr. 

Midshipman,  14  April,  1800.     Resigned  30  July,  1801. 
Hooe,  W^iliiam  F. 

Midshipman,   1   August,    1835.    Passed   Midshipman,  4   June,   1831.     Died  14 
August,  1838. 

Hook,  William. 

Gunner,  17  November,  1801.     Broke  by  Court-Martial,  30  May,  1808. 
Hooker,  Edward. 

Acting  Master,  19  July,  1861.     Acting  Volunteer  Lieutenant,  19  September,  1863. 
Acting  Volunteer  Lieutenant-Commander,  7  February,  1865.     Lieutenant,  12 
March,  1868.     Lieutenant-Commander,  18  December,  1868. 
Hooker,  Hiohard  Campbell. 

Midshipman,  35  September,  1861.     Graduated  24  September,  1865.     Ensign,  1  De- 
cember, 1866.    Master,  12  March,  1868.    Lieutenant,  36  March,  1869.     Resigned 
30  June,  1876. 
Hoole,  James  Iiingard. 

Acting  Midshipman,  33  September,  1856.    Midshipman,  15  June,  1860.    Dismissed 
4  June,  1861. 

Moon,  William  A. 

Acting  Third  Assistant  Engineer,  18  December,  1863.     Resigned  25  November, 
1S63. 
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Hooper,  Joseph. 

Pursei-,  34  September,  1798.    Bischarged  15  September,  1801,  under  Peace  Estab- 
lishment Act. 
Hooper^  Quincey  A. 

Acting  Master,  37  August,  1861.     Acting  Volunteer  Lieutenant,  25  September 
1863.     Resigned  4  January,  1865 
Hoopes,  Josepb. 

Third  Assistant  Engineer,  16  September,  1863.     Second   Assistant  Engineer,  1 
March,  1864.     Died  18  March,  1866. 
HooTer,  Henry. 

Constructor,  4  June,  1859.     Appointment  revoked  10  July,  1865. 
HooTer,  Jobn  B. 

Acting  Carpenter,  33  May,  1861.    Dismissed  35  September,  1861. 
Hoover,  John  B. 

Assistant  Naval  Constructor,  39  July,  1875. 
Hope,  Henry  C. 

Acting  Third  Assistant  Engineer,  3   September,  1863.    Died  at  New  Orleans, 
La.,  30  November,  1863. 
Hopewell,  Pollard. 

Midshipman,  4  June,  1813.     Killed  in  action  1  June,  1813. 
Hopkins,  Alfred. 

Acting  Midshipman  1  October,  1851.     Midshipman,  9  June,  1855.     Passed  Mid- 
shipman,  15   Api'il,   1858.     Master,   4  November,  1858.     Lieutenant,  31   May, 
1860.     Lieutenant-Commander,  16  July,  1863.     Commander,  3  March,  1871. 
Hopkins,  Andrew  J. 

Acting  Third  Assistant  Engineer,  1861.     Resigned  30  October,  1862. 

Hopkins,  Charles  F. 

Midshipman,  19  October,  1841.    Passed  Midshipman,  10  August,  1847.    Dismissed 
33  October,  1849.    Re-appointed  37  September,  1850.     Resigned  6  November, 
1851. 
Hopkins,  Charles  M. 

Midshipman,  9  August,  ISL-       Died  in  1825. 

Hopkins,  £dward. 

Midshipman,  1  April,  1838.     Killed  by  accident  31  Januai^,  1831. 

Hopkins,  Edward  A. 

Midshipman,  33  January,  1840.     Resigned  1  July,  1845. 

Hopkins,  Edward  A. 

Acting  Third  Assistant  Engineer,  13  February,  1863.     Lost  on  "  Narcmus,'"  4  Jan- 
uary, 1866. 

Hopkins,  Farley. 

Acting  Ensign,  17  July,  1863.     Resigned  13  February,  1865. 

Hopkins^  Fortesque  S. 

Acting  Ensign,  15  February,  1864.     Honorably  discharged  4  August,  1866. 

Hopkins,  Franklin. 

Acting  Master,  16  April,  1862.     Dismissed  25  November,  1864. 

Hopkins,  Oeorge. 

Acting  Assistant  Surgeon,  1  October,  1862.     Honorably  discharged  13  October, 

1865. 
Hopkins,  Horace  I^. 

Acting  Assistant  Paymaster,  31  Januai^,  1864.    Honorably  discharged  15  October, 

1865. 
Hopkins,  Janies  H. 

Mate,  23  January,  1863.     Honorably  discharged  36  October,  1865. 

Hopkins,  James  N. 

Mate,  23  January,  1862.     Resigned  3  November,  1863. 
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Hopkins,  J.  Ii. 

Midsbipmau,  26  February,  1814.     Last  appearance  on   Records  of  Navy  Depart- 
ment, 1815.    Resigned. 
Hopkins,  JTohii  H. 

Acting  Third  Assistant  Engineer,  9  September,  1863.     Dismissed  21   November, 
18C4. 
Hopkins,  Josbiia  W. 

Acting  Ensign,  10  September,  1864.     Honorably  discharged  30  October,  1868. 

Hopkins,  J.  Page. 

Assistant  Sm-geon,  30  September,  1850.     Resigned  9  June,  1857. 

Hopkins,  liichard. 

Mate,  9  February,  1864.     Honorably  discharged  26  October,  1865. 

Hopkins,  Rnfns  H. 

Mate,  21  January,  1864.     Honorably  discharged  3  August,  1865. 

Hopkins,  Samuel. 

Acting  Master,  29  May,  1861.     Dismissed  31  January,  1863. 

Hopkins,  Smith  I£. 

Acting  Ensign,  28  August,  1863.     Honorably  discharged  12  October,  1865. 

Hopkins,  Townsend. 

Mate,  9  June,  1863.     Accidenjtally  killed  on  "  Ghoctaw,"  15  January,  1864. 
Hopkins,  William. 

Acting  Third  Assistant  Engineer,  S3  September,  1863.     Resigned  30  June,  1865. 
Hopkins,  William  E. 

Midshipman,  13  November,  1839.     Passed  Midshipman,  2  July,  1845.     Master,  2 
December,  1853.    Lieutenant,  10  July,  1854.    Lieutenant-Commander,  5  August, 
1862.     Commander,  4  November,  1863.     Captain,  1  July,  1870.     Commodore,  1 
December,  1877. 
Hopkinson,  A.  H. 

Midshipman,  25  September,  1817.     Lieutenant,  28  April,  1826.     Died  11  August, 
1837. 
Hopkinson,  Henry  E. 

Mate,  33  January,  1863.     Acting  Ensign,  15  July,  1864.     Died  on  "  J.  8.  Ghain- 
lers,"  13  August,  1864. 
Hopkinson,  Joseph. 

Assistan   Surgeon,  13  October,  1840.    Passed  Assistant  Surgeon,  23  January,  1848. 
Resigned  17  September,  1852. 
Hopper,  William  W. 

Third  Assistant  Engineer,  11  April,  1859.     Second  Assistant  Engineer,  26  Decem- 
ber, 1861.     First  Assistant  Engineer,  17  March,  1863.     Resigned  22  November, 
1866. 
Hoppin,  Samnel  B. 

Acting  Assistant  Surgeon,  2  November,  1861.     Appointment  revoked  29  July, 
1864. 
Hopson,  John  E. 

Midshipman,  25  September,  1840.     Dismissed  9  October,  1846. 
Hord,  William  T. 

Assistant  Surgeon,  1  November,  1854.     Passed  Assistant  Surgeon,  23  May,  1859. 
Surgeon,  1  August,  1861.    Medical  Inspector,  6  July,  1872.     Medical  Director, 
1  May,  1879. 
Horn,  William. 

Acting  Third  Assistant  Engineer,  13  January,  1865.     Honorably  discharged  37 
September,  1865. 

Hornby,  William. 

Mute,  13  May,  1863.     Deserted  Z  April,  1864. 
Home,  David  B. 

Acting  Master,  3  July,  1861.     Dismissed  19  May,  1863. 
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Home,  GiistaTus  H. 

Acting  Assistant  Paymaster,  8  July,  1864.  Honorably  discharged  8  November 
1865. 

Home,  Joseph  '*'". 

Acting  Third  Assistant  Engineer,  19  January,  1864.  Acting  Second  Assistant 
Engineer,  21  March,  1865.  Honorably  discharged  31  October,  1865.  Acting 
Second  Assistant  Engineer,  9  July,  1866.  Appointment  revoked  33  Novembe? 
1866. 

Homer,  Alfred  T. 

ActintT  Third  Assistant  Engineer,  4  March,  1864.  Honorably  discharged  20 
August,  1865. 

Homer,  Frederlcfc.  . 

Assistant  Surgeon,  1  May,  1851.     Resigned  15  May,  1857.     Re-appointed  13  May, 
1858.     Retired  list,  8  May,  1861 
Homer,  O.  R.   B. 

Surgeon's  Mate,  26  May,  1826.     Surgeon,  4  April,  1831.     Retired  list,  18  June, 
1866.     Medical  Director,  Retired  list,  3  March,  1871. 
Horner,  Richard  B. 

Midshipman,  4  March,  1828.     Resigned  10  September,  1823. 
Hornsby,  Alfred. 

Mate,  31  December,  1861.     Acting  Ensign,  24  July,  1863.     Resigned  3  March, 
1865. 
Horseley,  Saninel. 

Assistant  Surgeon,  9  March,  1809.     Surgeon,  5  April,  1814.     Died  8  September, 
1821. 
Horst,  Elias  Yander. 

Midshipman,  10  September,  1841.     Passed  Midshipman,  10  August,  1847.     Died 
17  March,  1850. 
Horton,  Frederick  V.  I>. 

Acting  Assistant  Paymaster,  14  October,  1861.    Resigned  3  June,  1865. 

Horton,  Samnel. 

Midshipman,  30  November,  1814.     Died  7  August,  1815. 

Horton,  Samnel  J. 

Mate,  15  February,  1862.     Dismissed  15  September,  1863.     Mate,  11  July,  1868. 
Resigned  22  March,  1864. 
Horton,  William  F. 

Mate,  1  May,  1863.  'Resigned  18  March,  1865.    Mate,  3  April,  1867.     Mustered 
out  3  November,  1868. 
Horton,  W.  S. 

Midshipman,  19  October,  1841.     Dropped 

Hortsman,  I>. 

Carpenter,  4  December,  1815.  Last  appearance  on  Records  of  Navy  Department, 
11  March,  1816. 

Horiritz,  Phineas  J. 

Assistant  Surgeon,  8  November,  1847.  Surgeon,  19  April,  1861.  Chief  Bureau 
Medicine  and  Surgery,  from  11  July,  1865,  to  1  July,  1869.  Medical  Inspec- 
tor, 3  March,  1871.     Medical  Directo^',  30  June,  1878. 

Hosack,  Alexander. 

Midshipman,  33  Januai-y,  1816.     Resigned  8  August,  1832. 

Hosea,  William  W. 

Mate,  30  May,  1864.     Dismissed  19  May,  1865. 

Hosford,  James  H. 

Acting  Third  Assistant  Engineer,  28  October,  1861.  Acting  Second  Assistant  En- 
o-ineer,  3  July,  1863.  Died  at  Hospital,  Beaufort,  North  Carolina,  30  December, 
1864. 
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Hosford,  William  S. 

Acting  Assistant  Paymaster,  13  August,  1861.     Musvered  out  6  August,  j8fi7. 

IToskiiis,  Cliarles. 

Acting  Third  Assistant  Engineer,  20  July,  1863.     Honorably  discharged  15  No- 
vember, 1865. 
Hosley,  Harry  H. 

Midshipman,  33  September,  1871.     Graduated  21  June,  1875.     Ensign,   18  July, 
1876. 
Mosnier,  Francis  !E. 

Acting  Third  Assistant  Engineer,  21   October,   1863.     Honorably   discharged  17 
July,  1866. 
Hosiner,  Francis  IS. 

Acting  Third  Assistant  Engineer,  20  October,   1863.     Honorably   discharged  17 
July,  1866. 
Hosmer,  Henry  C. 

Acting  Assistant  Surgeon,  3  March,  1865.     Honorably  discharged  13  October, 
1865. 
Hfltssack,  Abraham. 

Midshipman,  1  January,  1817.     Last  appearance  on  Records  of  Navy  Department,. 
6  March,  1822.     Dead. 
Hotchkin,  Frank  S. 

Midshipman,  28  June,  1867.     Graduated  1  June,  1873.     Ensign,  15  July,   1873. 
Master,  5  June,  1878. 
Hotclikiss,  Freeman  D. 

Acting  Second  Assistant  Engineer,  16  September,  1864.     Honorably  discharged 
19  February,  186G. 
Hotclikiss,  B.  G. 

Mate,  27  June,  1863.     Lost  at  Sea  in  "Bainbridge,"  31  August,  1863. 
Hotclikiss,  Solomon. 

Master,  18  July,  1798.     Resigned  16  March,  1799. 
Hotchkiss,  William  J. 

Acting  Master,  31  July,  1861.     Died  at  Piankatank  River,  Virginia,  17  August,. 
1863. 
Hongli,  Andrew  J. 

Carpenter,  30  August,  1861.     Died  2  September,  1864. 

Hongh,  Eben  F. 

Gunner,  25  March,  1814.     Resigned  11  February,  1815. 
Honghton,  George  A. 

Acting  First  Assistant  Engineer,  9  November,  1862.     Resigned  27  December,  1863. 
Honghton,  Thomas  F. 

Acting  Assistant  Paymaster,  12  December,  1864.     Honorably  discharged  36  Octo- 
ber, 1865. 
Honrand,  Joseph - 

Acting  Assistant  Surgeon,  13  July,  1863.     Dismissed  2()  December,  1863. 

Honse,  Jerome  IS. 

Midshipman,  23  July,  1864.     Graduated  2  June,  1868.     Ensign,  19  April,  1860. 
Master,  13  July,  1870.     Lieutenant,  24  August,  1873. 
Honse,  William  S. 

Jlidshipman,  18  June,  1812.     Lost  in  the  "  Wasp,''  1815. 

Honsel,  liOuis  V. 

3Iidshipmaii,  15  February,  1863.  Graduated  June,  1866.  Ensign,  13  March, 
1868.  Master,  26  March,  1869.  Lieutenant,  21  March,  1870.  Resigned  31 
March,  1874. 

Houston,  Fdwin  Samuel. 

Midshipman,  18  April,  ]8(;3.  Graduated  September.  1865.  Ensign,  1  Deceniljcr,, 
1866.     Master,  12  March,  1868.     Lieutenant,  20  March,  1869. 
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Houston,,  George  P. 

Tbirtl  Assistant  Engineer,  31  May,  1857.     Resigned  28  January,  1860. 
Houston,  H.  M. 

Midshipman,  13  May,  1834.     Passed  Midshipman,  20  February,  1830.     Lieuten- 
ant, 24  June,  1834.     Died  3  July,  1889. 
Houston,  Horatio  B. 

Acting  Second  Assistant  Engineer,  1  February,  1864.  Resigned  (Sick,)  6  July, 
1864. 

Houston,  Isaac  H. 

Mate,  4  February,  1864.     Deserted  1864. 
Houston,  J.  Bnclianan. 

Third  Assistant  Engineer,  21  May,  1857.     Second  Assistant  Engineer,  3  August, 
1859.     First  Assistant  Engineer,  9  December,  1861.    Resigned  38  July,  1865. 
Houston,  John  C. 

Acting  First  Assistant  Engineer,  1  January,  1864.     Resigned  15  November,  1864. 
Houston,  STelson  T. 

Midshipman,   38   July,   1865.     Graduated   June,   1869.      Ensign,   13   July,  1870. 
Master,  6  September,  1873.     Lieutenant,  9  October,  1875. 
Houston,  Samuel  H. 

Third  Assistant  Engineer,  36  February,  1851.      Second  Assistant  Engineer,  31 
May,  1853.     Died  16  June,  1854. 
Houston,  Tbomas  T. 

Midshipman,  36  August,  1845.     Passed  Midshipman,  6  October,  1851.     Master,  15 
September,  1855.    Lieutenant,  16  September,  1855.     Died  26  June,  1860. 
Houston,  William. 

Acting  Assistant  Surgeon,  33  June,  1873.    Honorably  discharged  30  June,  1879. 
Hovey,  Christopher  P. 

Mate,  5  December,  1861.     Resigned  14  February,  1865. 
Hovey,  Myron  M. 

Acting  Assistant  Paymaster,  10  February,  1865.     Resigned  31  June,  1865. 

Hovey,  Wallace  W. 

Acting  First  Assistant  Engineer,  19  August,  1863.     Resigned  5  August,  1863. 

How,  Andrew  P. 

Second  Assistant  Engineer,  34  September,  1847.     Resigned  7  August,  1849. 

Howard,  Austin. 

Mate,  10  October,  1863.     Resigned  34  April,  1863. 
Howard,  Charles  M. 

Mate.    Dismissed  17  June,  1863. 

Howard,   Charles  B. 

Midshipman,  38  May,  1834.     Dismissed  11  January,  1840. 

Howard,  Charles  B. 

Acting  Assistant  Paymaster,  7  August,  1863.    Honorably  discharged  15  November, 
1865. 
Howard,  Charles  W. 

Mate,  7  October,  1863.  Acting  Ensign,  1  May,  1863.  Acting  Master,  gallant  con- 
duct in  face  of  enemy,  16  October,  1863.  Died  of  wounds  received  in  action, 
at  Charleston,  S.  C,  10  October,  1863. 

Howard,  George  B. 

Mate,  1863.     Resigned  10  January,  1863. 

Howard,  H    Z. 

Acting  Ensign,  17  February,  1864.     Honorably  discharged  3  September,  1866. 

Howard,  John. 

Captain,  (to  command  a  Galley,)  30  March,  1799.  Last  appearance  on  Records  of 
Navy  Department. 
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Howard,  John  C. 

Mate,  1]  January,  1865.     Appointment  revoked  10  January,  1873. 

Howard,  Peter. 

Mate,  gallantry,  24  April,  1863.     Acting  Ensign,  18  November,  1863.     Honorably 
discharged  24  November,  1867. 

Howard,  Sauitiel. 

Acting   Master,   9   October,   1861.     Acting  Volunteer  Lieutenant,  5  June,   ]s()2. 
Honorably  discharged  4  November,  1868. 

Howard,  Thomas  B. 

Midshipman,  24  June,  1869.     Graduated  31   May,  1873.     Ensign,   16  July,  1874. 
Master,  13  January,  1879. 
Howard,  William  A. 

Midshipman,  1  January,  1825.     Resigned  12  April,  1832. 
Howard,  William  H. 

Acting  Assistant  Surgeon,  1  October,  1863.     Honorably  discharged  9  November, 
1865. 

Howard,  William  H. 

Mate,  28  December,  1861.     Acting  Ensign,  9  April,  1864.     Honorably  discharged 
11  December,  1865. 
Howard,  William  H. 

Mate,  17  December,  1863.     Discharged  21  June,  1864. 
Howard,  W^llliam  H. 

Mate,  25  October,  1864.     Honorably  discharged  20  October,  1865. 
Howard,  W^illiam  J. 

Acting  Second  Assistant  Engineer,  13  December,  1862.     Honorably  discharged  19 
August,  1865. 

Howard,  William  Li. 

Midshipman,  10  January,  1815.     Lieutenant,   28   April,  1826.      Commander,  29 
February,  1844.     Resigned  18  December,  1852. 

Howard,  William  W. 

Acting  Assistant  Surgeon,  1  October,  1862.     Honorably  discharged  9  November, 
1865. 
Howatt,  James. 

Mate,  10  November,  1865.     Deserted  1  August,  1866. 
Howdcii,  Robert. 

Mate,  11  June,  1863.     Promoted  Acting  Ensign,  9  October,  1863.     Honorably  dis- 
charged 24  October,  1865. 
Howe,  Alfred  Li. 

Midshipman,  28  September,  1870.     Graduated  21  June,  1875.     Resigned  8  Decem- 
ber, 1877. 
Howe,  Charles  C 

Acting  Third.Assistant  Engineer,  25  August,  1868.     Acting  Second  Assistant  En- 
gineer, 3  December,  1864.    Honorably  discharged  26  July,  1865. 
Howe,  George  W. 

Acting  Third  Assistant  Engineer,  7  October,  1861.  Appointment  revoked  13  De- 
cember, 1861.  Acting  Third  Assistant  Engineer,  30  September,  1862  Acting 
Second  Assistant  Engineer,  25  May,  1864.  Honorably  discharged  19  May  1866. 
Acting  Second  Assistant  Enggineer,  23  September,  1866.  Resigned  6  Septem- 
ber, 1867. 
Howe,  James. 

Carpenter,  8  July,  1799.     Discharged  6  July,  1801,  under  Peace  Establishment 
Act. 
Howe,  Joseph  H. 

Acting  Gunner,  1  August,  1864.     Appointment  revoked  10  May,  1865. 
Howell,  Charles  P. 

Cadet  Engineer,  7  October,  1867.     Graduated  8  June,  1868.     Second  Assistant 
Engineer,  15  August,  1870.     Passed  Assistant  Engineer,  4  December,  1876. 
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Howell,  DaTid  IV. 

Acting  Third  Assistant  Engineer,  17  October,  1861.     Dismissed  20  August,  1863. 
Howell,  Edward  A. 

Acting  Master,  9  January,  1862.     Honorably  discharged  30  November,  1865. 
Howell,  Edward  F. 

Midshipman,  (acting  as  Lieutenant,)  17  December,  ISIO.  Killed  in  action  1.5 
January   1815. 

Howell,  Oeorge  H. 

Assistant  Surgeon,  8  November,  1847.     Passed  Assistant  Surgeon,  23  April,  1854. 
Died  7  October,  1859. 
Howell,  Jolin 

Third  Assistant  Engineer,  24  December,  1853.     Resigned  3  May,  1856. 
Howell,  Jolin  Adams. 

Acting  Midshipman,  27  September,  1&54.     Midshipman,  11  June,  1858.     Passed 
Midshipman,  28  January,  1861.     Master,  28  February,  1861.     Lieutenant,  18 
April,  1861.    Lieutenant-Commander,  3  March,  1865.     Commander,  6 'March, 
1872. 
Howell,  John  C. 

Midshipman,  9  June,  1836.  Passed  Midshipman,  1  July,  1842.  Master,  21  Feb- 
ruary, 1849.  Lieutenant,  3  August,  1849.  Commander,  16  July,  1862.  Cap- 
tain, 35  July,  1866.  Commodore,  29  January,  1872.  Chief,  Bureau  Yards  and 
Docks,  23  September,  1874.     Rear-Admiral,  25  April,  1877. 

Howell,  John  F. 

Midshipman,  1  February,  1814.  Last  appearance  on  Records  of  Navy  Depart- 
ment, 6  February,  1821.    Dead. 

Howell^  J.  Russell. 

Mate,  "7  February,  1862.    Resigned  18  March,  1863. 

Howell,  R.  S. 

Mate,  3  October,  1863.  Acting  Ensign,  19  May,  1864.  Honorably  discharged  4 
November,  1865. 

Howell,  Samuel  H. 

Acting  Ensign,  4  October,  1864.     Honorably  discharged  23  January,  1868. 

Howell. 

Surgeon,  date  not  known.    Discharged  4  June,  1801,  under  Peace  Establishment 

Act. 
Howell,  William. 

Assistant  Surgeon,  30  July,  1861.     Died  26  July,  1862. 
Howells,  William  M. 

Sailmaker,  13  j'une,  1861. 

Howes,  I>.  H. 

Acting  Ensign,  29  November,  1864.     Honorably  discharged  30  June,  1865. 

Howes,  Frederick:  Aloa. 

Midshipman,  24  September,  1863.  Graduated  June,  1867.  Ensign,  18  December, 
1868.     Master,  21  March,  1870.     Resigned  8  December,  1873. 

Howes,  George  F.  „         ,.,     t    -u        ^  ,-,n  t  lom 

Acting  Ensign,  24  February,  1863.     Honorably  discharged  29  January,  1869. 

^*Artfng^n*^gn,  3  September,  1864.  Acting  Master,  5  October,  1865.  Honorably 
discharged  1  October,  1866. 

^"Tcnns  MMshipmaJ'ae  September,  1854.  Midshipman,  11  June,  1858  Passed 
mdshXan,  9  February,  1861.  Master,  2  March,  1861.  Lieutenant,  19  April, 
186l!     Lieutenant-Commander,  3  March,  1865.     Commander,  19  August,  1873. 

"^^Miite*!"!  0*to"r,^T861.  Acting  Ensign,  11  May,  1865.  Resigned  7  February, 
1866. 
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Howison,  Niel  M. 

Midshipman,  1  February,  1823.    Passed  Midshipman,  23  March,  1829.     Lieuten- 
ant, 13  July,  1833.     Died  33  February,  1848. 

Howlaud,  CalTin. 

Acting  Third  Assistant  Engineer,  16  October,  1861.    Resigned  36  November,  1863. 

Ilowland,  Cliarles  H. 

Mate,  31  March,  1862.     Resigned  13  October,  1863. 

Ilowland,  Elijah  K. 

Mate,  38  August,  1863.    Acting  Ensign,  1  September,  1864.    Honorably  discharged 
14  August,  1865. 
Howland,  E.  S.  D. 

Mate,  8  May,  1863.    Resigned  (Sick,)  10  October,  1864. 

Howland,  Joseph. 

Acting  Master,  23  December,  1861.     Resigned  21  May,  1863. 

Howland,  Samuel  C 

Mate,  25  January,  1863.     Resigned  36  June,  1863. 
Ilowland,  Walter  S. 

Mate,  3  October,  1863.    Acting  Ensign,  9  April,  1865.     Honorably  discharged  12 
August,  1865. 

Ilowland,  Warren. 

Acting  Third  Assistant  Engineer,  9  April,  1863.     Honorably  discharged  31  Octo- 
ber, 1865. 
Ilowland,  William  H. 

Mate,  3  September,  1864.    Honorably  discharged  1  September,  1867. 

Howortb,  Oeorge. 

Mate.    Resigned  11  November,  1862.    Acting  Ensign,  13  December,  1863.    Acting 
Master,  13  August,  1864.     Honorably  discharged  30  September,  1865.     Acting 
Master,  23  August,  1867.     Died  at  Naval  Hospital,  New  York,  29  March,  1868. 
Howorth,  William  li. 

Mate,  29  April,  1863.    Acting  Master,  gallant  service  in  assisting  to  destroy  Ram 
Albemarle,  27  October,  1864.     Honorably  discharged  30  October,  1865.     Acting 
Master,  17  May,  1866.     Ensign,  13  March,  1868.     Resigned  4  April,  1869. 
Uoxie,  Allen. 

Acting  Master,  11  February,  1862.    Resigned  15  February,  1865. 
Hoxie,  William  II. 

Mate,  6  February,  1863.    Resigned  19  July,  1862. 
Moxsey,  Thomat^  I>. 

Assistant  Pa)  master,  1  September,  1876. 
Hoy,  James,  Jr. 

Assistant  Paymaster,  11  October,  1861.     Paymaster,  18  October,  1864. 
Hoyt,  Ataira  B. 

Acting  Assistant  Surgeon,  21  October,  1861.     Resigned  10  September,  1862. 
Hoyt,  Alfred. 

Acting  Third  Assistant  Engineer,  10  December,  1863.     Acting  Second  Assistant 
Engineer,  26  July,  1864.    Honorably  discharged  23  October,  1865. 
Hoyt,  £ben. 

Acting  Master,  20  January,  1862.    Acting  Volunteer  Lieutenant,  recommendation 
of  Commanding  Officer,  33  May,  1864.     Honorably  discharged  23  January,  1866. 
Hoyt,  Eben,  Jr. 

Thii'd  Assistant  Engineer,  31  May,  1857.     Second  Assistant  Engineer,  3  August, 
1859.    First  Assistant  Engineer,  1  July,  1861.     Chief  Engineer,  10  November, 
1863.    Killed  19  October,  1867. 
Hozager,  S.  J. 

Mate,  37  November,  1861.    Dismissed  11  September,  1862. 
Hozier,  Enos. 

Acting  First  Assistant  Engineer,  1  October,  1863.     Honorably  discharged  15  De- 
cember, 1866. 


GENERAL   NA.VY  REGISTER.  365 

Hnbbard,  Austin  T. 

Acting  Assistant  Paymastei-,  IG  December,  1804.     Assistant  Paymaster  31  Feb- 
ruary, 1867.    Died,  Exeter,  N.  H.,  12  June,  1868.  .^^J^ld 
Hubbard,  Charles  T. 

Assistant  Surgeon,  33  Obtober  1861.     Resigned  5  September,  1865. 
Hubbard,  Daniel  B. 

Acting  Ensign,  13  July,  1864.    Honorably  discharged  15  March,  1866. 
Hubbard,  Edward  H. 

Midshipman,  4  March,  1823.     Resigned  8  May,  1833. 
Mubbard,  Edward  B. 

Acting  Third  Assistant  Engineer,  9  January,  1864.    Acting  Second  Assistant  Engi- 
neer, 31  March,  1865.     Honorably  discharged  13  December,  1865. 
Hubbard,  Elisba. 

Mate,  30  July,  1863.     Resigned  30  April,  1865. 
Hubbard,  John. 

Midshipman,  37  July,  1866.     Graduated  7  June,  1870.     Ensign,   13  July,  1871. 
Master,  15  September,  1873.     Lieutenant,  38  December,  1878. 
Hubbard,  Jonathan. 

Gunner,  10  July,  1833.     Died  39  January,  1824. 
Hubbard,  Joseph  S. 

Professor,  7  May,  1845.     Died  16  August,  1863. 
Hubbard,  liCwis  H. 

Mate,  30  November,  1867.    Mustered  out  30  November,  1S68. 
Hubbard,  Blchard. 

Midshipman,  1  January,  1813.     Resigned  23  January,  1814. 
Hubbard^  Socrates. 

Midshipman,  21  December,  1861.  Graduated  September,  1865.  Ensign,  1  Decem- 
ber, 1866.  Master,  12  March,  1868.  Lieutenant,  26  March,  1869.  Lieutenant- 
Commander,  37  October,  1879. 

Hubbell,  Charles  F. 

Mate,  5  March,  1862.     Deserted  38  April,  1862. 

Hnbbell,  E.  £<. 

Mate,  13  December,  1861.     Resigned  24  October,  1863. 

Hubbell,  Bobert  K. 

Acting  Ensign,  1  October,  1862.     Dismissed  23  April,  1864. 

Hubbs,  William  H. 

Actincr  Master,  4  November,  1861.     Honorably  discharged  10  December,  1865. 

Hubley,  George, 

Midshipman,  15  November,  1810.  Last  appearance  on  Records  of  Navy  Depart- 
ment, 37  June,  1811.     Entered  Army. 

Hublitz,  Phillip. 

Acting  Third  Assistant  Engineer,    17  February,  1863.     Honorably  discharged  3 
August,  1865. 
Hnekins,  Peter. 

(See  Peter  Euckins  Smith.) 
Hudson,  Adrian. 

Assistant  Surgeon,  30  July,  1861.  Passed  Assistant  Surgeon,  22  June,  1864.  Sur- 
geon, 17  August,  1865.     Medical  Inspector,  10  June,  1880. 

Hudson,  Edward, 

Assistant  Surgeon,  14  September,  1843.     Surgeon,  29  July,  1858.     Died  33  Jan- 
uary, 1859. 
Hudson,  Frederick  X. 

Midshipman,  5  July,  1799.  Discharged  13  October,  1801,  under  Peace  Establish- 
ment Act. 
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I{n«1<;on,  George,  Jr. 

Acting  Assistiint  Paymaster,  24  December,  1803.     Honorably  discharged  10  No- 
vember, 1805. 
Hnd^iion,  Harry  A- 

Mate,  26  December,  1803.     Resigned  2  June,  1803. 

Hnilson,  Jolin  O. 

Acting  Ensign  and  Pilot,  1  October,  1804.     Acting  Master  and  Pilot,  1  October, 
1804.     Honorably  discharged  10  March,  1800. 
Hudson,  Joliu  Morely. 

Acting  Master,  28  March,  1802.    Dismissed  7  .Tune,  1868.    Acting  Ensign,  10  May, 
1804.    Honorably  discharged  15  September,  1805. 
Hndson,  Robert. 

Chaplain,  29  April,  1874. 
Hudson,  Stephen  R. 

Acting  Master,  15  November,  1861.     Dismissed  28  June,  1862. 
Hudson,  William  H. 

Midshipman,  16  July,  1838.     Passed  Midshipman,  20  May,  1844.    Jlesigned  22 
April,  1852. 
Hudson,  William  Li. 

Midshipman,  1  January,  1816.     Lieutenant,  28  April,  1826.     Commander,  3  No- 
vember, 1843.     Captain,  14  September,  1855.     Died  15  October,  1863. 
Hnestis,  James  F. 

Assistant  Surgeon,  30  September,  1850.     Resigned  9  June,  1857. 
Huey,  Samuel  B. 

Acting  Assistant  Paymaster,  25  February,  1864.     Resigned  13  January,  1866. 
Huff,  James. 

Acting  Third  Assistant  Engineer,  9  June,  1803.     Dismissed  8  July,  1803. 
Huff,  John. 

Acting  Second  Assistant  Engineer,  1  October,  1803.     Died  from  wounds  received 
in  action,  7  April,  1803. 
Hugenin,  Robert,  Jr. 

Midshipman,  13  February,  1851.     Resigned  12  June,  1853. 
Huger,  Francis. 

Midshipman,  1  June,  1826.     Passed   Midshipman,  28  April,  1833.     Lieutenant,  8 
March,  1837.     Died  0  January,  1849. 
Huger,  Thomas  B. 

Midshipman,  5  March,  1835.     Passed  Midshipman,  33  June,   1844.     Master,  16 
July,  1847.     Lieutenant,  34  February,  1848.     Resigned  11  January,  1801. 
Hugg,  Joseph. 

Assistant  Surgeon,  5  September,  1861.     Passed  Assistant  Surgeon,  8  May,  1805. 
Surgeon,  23  December,  1871. 
Hugg,  Marion. 

Acting  Ensign,  7  October,  1864.     Honorably  discharged  29  July,  1805. 
Hnggins,  Charles. 

Acting  Master,  14  August,  1801.     Honorably  discharged  24  April,  1800.     Acting 
Master,  30  July,  1867.    Mustered  out  18  August,  1868. 
Huggins,  E.  Clarence. 

Mate,  35  March,  1863.     Acting  Ensign,  18  January,  1864.     Honorably  discharged 
.      15  Novembei,  1868. 
Hughes,  Aaron  K. 

Midshipman,  20  October,  1838.    Passed  Midshipman,  20  May,  1844.     Master,]!) 
December,  1853.     Lieutenant,   18   October,  1853.     Lieutenant-Commander,  10 
July,  1863.     Commander,  16  November,  1863.     Retired  list,  24   October,  1864. 
Captain,  Active  list,  10  February,  1869.     Commodore,  4  February,  18To. 
Hughes,  Daniel. 

Assistant  Sm-geon,  5  March,  1799.     Surgeon,  20  December,  1799.     Resigned  15 
May,  1800. 
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Hnglies,  iEdward. 

Acting  Boatswain,  11  August,  1864.     Aiapoiutmeut  revoked  13  Marcli,  1866. 
Hiiglies,  Edward. 

Boatswain,  35  February,  1874. 
Hnglses,  Edward  M. 

Midshipman,  36  July,  1866.     Graduated  7  June,  ISTO.     Ensign,  13  July,  1871. 
Master,  13  December,  1873.     Lieutenant,  16  December,  1879. 
Hnghes,  Oeorge. 

Pui'ser,  13  October,  1798.     Last  appearance  on  Records  of  Navy  Department,  5 
November,  1798. 
Hnghes,  George  "W. 

Acting  Tliii'd  Assistant  Engineer,  14  November,  1864.    Honorably  discharged  38 
August.  1865. 
Snglies,  James. 

Boatsvfain,  18  September,  1809.     Last  appearance  on  Records  of  Navy  Depart- 
ment, 1815.     Schooner  "Ifautilus." 

Hnglies,  James. 

Acting  TMrd  Assistant  Engineer,  13  May,  1864.     Dismissed  13  August,  1864. 

Hngtaes,  James  F. 

Mate,  5  November,  1863.    Acting  Ensign,  3  June,  1864.    Appointment  revoked  o 
August,  1864. 

Hughes,  John  A. 

Acting  Third  Assistant  Engineer,  17  August,  1864.     Appointment  revoked  4 
January,  1865. 

Hnglies,  John  T. 

Mate,  23  October,  1861.     Acting  Ensign,  9  December,  1863.     Lost  on  ".Bam- 
h-idge,"  31  October,  1863. 

anghes,  Othello  D.  .„,.... 

Acting  Third  Assistant  Engineer,  20  October,  1863.     Acting  Second  Assistant 
Engineer,  15  December,  1864.    Dismissed  10  October,  1865. 

Hughes,  Patrick  J. 

Acting  Third  Assistant  Engineer,  33  October,  1863.    Resigned  13  June,  1865. 

Hughes,  Richard  M. 

Cadet  Midshipman,  25  September,  1874.     Graduated  4  June,  1880. 

Hughes,  Thomas  W. 

Gunner,  8  June,  1798.     Midshipman,  21  April,  1800.     Master,  13  April,  1801.     Re- 
signed 9  May,  1801. 

^Micfshipman,  24  September,  1870.     Graduated  21  June,  1875.    Ensign,  18  July, 
1876. 

""IS  Th*"*A  ™stSt  Engineer,  24  December,  1863.  Honorably  discharged  10 
Aufust  1865  Acting  Third  Assistant  Engineer,  14  March,  1866.  Mustered 
out°19  February,  1868. 

""aS  SiS*AsSst^n't  Engineer,  4  December,  1863.     Honorably  discharged  19 

August,  1865. 
Hughes,  William  W. 

flate,  16  December,  1861.     Resigned  14  August,  1862. 

""Mate,?S"o^r,  1863.     Honorably  discharged  24  October,  1865. 
""SS'mS:  S^iarch,  1841.     Drowned  in  November,  1846. 
^'"\f:Je^aMlvch,lS05.    Discharged  31  April,  1803. 
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Hulbiird,  John. 

Master,  11   February,  1809.     Last  appearance  ou  Records  of  Navy  Department,  3 
January,  1816. 
Hnlbnrt,  James  £. 

Mate,  13  June,  1863.     Acting  Ensign,  19  July,  1864.     Honorably  discharged  30 
July,  1865. 
Hule,  P.  M. 

Midshipman,  1  January,  1835.     Died  4  June,  1826. 
Hilling,  Edward  J. 

Acting  Assistant  Paymaster,  13  May,  1864.     Honorably  discharged  11  November, 
1865. 

Hnll,  Cbarles  F. 

Mate,  3  February,  1864.     Acting  Ensign,  33  August,  1864.    Honorably  discharged 
17  July,  1865. 
Hull,  David. 

Mate,  14  July,  1863.     Died  in  prison,  Texas. 
Hull,  Frederick  B. 

Midshipman,  30  September,  1865.    Graduated  5  June,  1869.    Resigned  1  February, 
1872. 
Hnll,  Isaac. 

Lieutenant,  9  March,  1798.     Commander,  18  May,  1804.     Captain,  33  April,  1806. 
Died  13  February,  1843. 
Hnll,  James  Cooper. 

Midshipman,  34  July,  1863.     Graduated  June,  1868.     Lost  in  the  "  Oneida,'"  24 
January,  1870. 
Hnll,  Jameson  Cox. 

Third  Assistant  Engineer,  16  February,  1852.     Second  Assistant  Engineer,  37 
July,  1855.    Resigned  33  September,  1856.    Re-instated  as  Second  Assistant 
Engineer,  30  April,  1861.     First  Assistant  Engineer,  23  June,  1863.    Resigned 
15  January,  1866. 
Hnll,  Joseph  B. 

Midshipman,  9  November,  1813.     Lieutenant,  13  January,  1835.     Commander,  8 
September,  1841.    Captain  14  September,  1855.     Retired  list,  31  December, 
1861.     Commodore  on  Retired  list,  16  July,  1863. 
Hull,  Watson  H. 

Assistant  Surgeon,  16  September,  1861.     Resigned  13  July,  1864. 
Hull,  William. 

Acting  Ensign,  13  December,  1862.    Acting  Master,  19  October,  1864.    Honorably 
discharged  13  September,  1805. 

Hulse,  Isaac. 

Surgeon's  Mate,  36  May,  1834.     Surgeon,  6  May,  1825.     Died  9  August,  1856. 

Hnlse,  Nathaniel  S. 

Mate,  16  February,  1863.     Resigned  8  July,  1863. 
Hnlse,  Theodore  D. 

Acting  Third  Assistant  Engineer,  21  December,  1861.      Acting  Second  Assistant 
Engineer,  30  October,  1863.     Appointment  revoked  (Sick,)  23  April,  1864. 
Hume,  James  H. 

Acting  Third  Assistant  Engineer,  9  October,  1863.       Honorably  discharged  6 
November,  1865. 
Humphrey,  Alvin  H. 

Acting  Assistant  Paymaster,  9  January,  1865.     Mustered  out  10  October,  1865. 
Humphre}',  F.  M. 

Midshipman,  3  March,  1839.     Resigned  14  May,  1846. 
Humphrey,  Joseph  F. 

Acting  Third  Assistant  Engineer,  8  May,  1863.     Honorably  discharged  18  No- 
vember, 1805. 
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Bnmplircys,  A.  T. 

Cliiiplain,  date  not  known.    Pui-ser,  22  July,  1815.     Died  6  February,  1826. 
Humphreys,  Charles  F. 

Carpenter,  17  September,  1869 
Iliitiiipltreys,  Horace. 

Jlidshipman,  1  September,  1811.    Appointment  revoked  24  September,  1812. 
Humphreys,  Johu. 

Acting  Volunteer  Lieutenant,  12  August,  1861.    Resigned  18  November,  1861. 
Humphreys,  Joshua. 

Naval  Constructor,  date  not  known.    Last  appearance  on  Records  of  Navy  Depart- 
ment, 26  October,  1801 
Muuiphreys,  Joshua. 

Midshipman,  2  February,  1829.    Passed  Midshipman,  3  July,  1835.     Lieutenant, 
25  February,  1841.    Died  37  June,  1853. 
Humphireys,  Julius. 

jMidshipman,  16  January,  1809.    Last  appearance  on  Records  of  Navy  Department, 
1815.    Wilmington,  North  Carolina. 
Hnmplireys,  P.  W. 

Midshipman,  3  February,  1839.    Resigned  7  June,  1836. 
Hnmphreys,  Samuel. 

Naval  Constructor,  17  April,  1813.    Chief  Naval  Constructor,  25  November,  1836. 
Died  16  August,  1846. 

Hnuiphreys^  Samuel. 

Carpenter,  16  December,  1815.    Resigned  9  May,  1823. 

Hnmphreys,  Sterne. 

Midshipman,  1  January,  1818.     Lieutenant,  3  March,  1827.    Resigned  1  October, 
1834. 
Hnmstone,  Edirin. 

Acting  Third  Assistant  Engineer,  2  June,  1864.    Honorably  discharged  16  August, 
1865.    Acting  Third  Assistant  Engineer,  12  July,  1866.    Mustered  out  23  July, 
1867. 
Hunker,  Jacob  J. 

Midshipman,  30  July,  1866.     Graduated  7  June,  1870.    Ensign,  30  July,  1873. 
Master,  14  January,  1875. 
Hunker,  Jobn  Jacob. 

Midshipman,  18  April,  1862.     Graduated  June,  1866.     Ensign,  12  March,  1868. 
Master,  26  March,  1869.     Lieutenant,  21  March,  1870. 

Hnnnewell,  li.  J. 

Midshipman,  6  June,  1803.    Resigned  29  July,  1805. 

Hnnsicker,  Josepli  li. 

Midshipman,  25  June,  1867.     Graduated  6  June,  1871.    Ensign,  14  July,  1873. 
Master,  13  March,  1875. 

Hnnstable,  Henry. 

Mate,  1  January,  1864.     Appointment  revoked  6  October,  1864. 

Hnnt,  Abram  H. 

Acting  Assistant  Surgeon,  28  February,  1865.    Honorably  discharged  18  August 

1865. 
Hunt,  Andrew  M. 

Cadet  Engineer,  15  September,  1875.     Graduated  10  June,  1879. 

Hunt,  Charles  Sedgwick. 

Third  Assistant  Engineer,  23  July,  1862.     Resigned  9  June,  1863. 

Hunt,  Clement  S. 

Purser,  25  April,  1813.     Died  4  April,  1837. 

Acting  Third  Assistant  Engineer,  29  August,  1863.    Honorably  discharged  10 
November,  1865. 
24 
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Hunt,  Daniel. 

Midsliipmau,  2  February,  1829.     Last  appearance  on  Records  of  Navy  Depart- 
ment, IS  November,  1831.     Dead. 
Hunt,  George  P. 

Third  Assistant  Engineer,  1  July,  1881.    Second  Assistant  Engineer,  18  December, 
1862.    First  Assistant  Engineer,  30  January,  1865.    Chief  Engineer,  4  July,  1880. 
Hunt,  Henry. 

Assistant  Surgeon,  2  April,  1811.     Resigned  31  August,  1813. 
Hunt,  Henry. 

First  Assistant  Engineer,  17  January,  1842.     Chief  Engineer,  14  May,  1847.     Died 
10  April,  1861. 
Hunt,  Henry. 

Gunner,  5  July,  1819.     Last  appearance  on  Records  of  Navy  Department,  14  Sep- 
tember, 1819. 
Hunt,   Henry  J. 

Jlidshipmauj  23  June,  1870.     Graduated  21  June,  1875.     Ensign,  30  September, 
1876. 
Hunt,  James  P. 

Midshipman,  20  June,  1798.     Resigned  10  December,  1800. 
Hunt,  John  H. 

Third  Assistant  Engineer,  1  July,  1861.     Second  Assistant  Engineer,  18  December 
1862.     First  Assistant  Engineer,  30  January,  1865.     Died  21  November,  1868. 
Hunt,  John  91. 

Midshipman,  30  November,  1814.    Resigned  29  January,  1819. 
Hunt,  John  W.,  Jr. 

Midshipman,  1  May,  1832.     Resigned  25  January,  1828. 
Hunt,  Joseph. 

Acting  Third  Assistant  Engineer,  12  December,  1864.     Resigned  27  June,  1865. 
Hunt,  Liewis. 

Midshipman,  2  March,  1808.     Resigned  20  September,  1808. 
Hunt,  Montgomery. 

Midshipman,  17  January,  1832.     Passed  Midshipman,  23  June,  1838.     Lieutenant. 
9  December,  1842.     Lost  in  ''Albany,"    28  September,  1854. 
Hunt,  IVathaniel. 

Gunner,  15  January,  1800.     Last  appearance  on  Records  of  Navy  Department. 
Hunt,  Ridgely. 

Midshipman,  21  September,  1870.     Graduated  31  June,  1875.     Ensign,  35  Novem- 
ber, 1877. 
Hunt,  Synimes  H. 

Acting  Jlidshipman,  23  November,  1859.    Ensign,  16  December,  1863.     Lieuten- 
ant, 33  February,  1864.     Resigned  11  December,  1865. 
Hunt,  Theodore. 

Midshipman,  3  September,  1798.     Lieutenant,  4  April,  1802.     Resigned  11  May 
1811. 
Hunt,  Thomas. 

Midshipman,  14  April,  1800.    Resigned  26  August,  1807. 
Hunt,  Thomas  H. 

Mate.    Appointment  revoked  8  October,  1866. 
Hunt,  Timothy  A. 

Midshipman,  1  March,  1835.     Passed  Midshipman,  4  June,  1831.     Lieutenant,  17 
December,  1836.    Commander,  14  September,  1855.     Captain,  16  July,  1862. 
Commodore,  S  January,  1863.    Retired  list,  23  July,  1877. 
Hunt,  William  E. 

Midshipman,  28  October,  1823.  Passed  Midshipman,  23  March,  1829.  Lieutenant, 
21  June,  1832.  ReseiTed  list,  13  September,  1855.  Commissioned  a  Com- 
mander on  Active  list,  firom  23  August,  1855.  Lost  in  Sloop  of  War  "Levant,'''' 
18  Setepmber,  1860. 
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llHut,  Willinm  F. 

Jlate,  16  November,  1861.     Acting  Master,  3  July,  1862.     Honorably  discharged  0 
February,  1866. 
Hunt,  William  H. 

Mate,  25  October,  1862.     Resigned  19  February,  1864. 
Hnnt,  TTilliam  ]V. 

Third  Assistant  Engineer,  24  December,  1853.    Second  Assistant  Engineer,  9  May, 
1857.     First  Assistant  Engineer,  2  August,  1859.     Chief  Engineer,  19  February, 
1863.    Retired  list,  8  February,  1871. 
Hunt,  Wilson. 

Midshipman,  20  February,  1840.     Resigned  5  September,  1840. 

Hunter,  A.  E. 

Acting  Master,  26  August,  1861.     Honorably  discharged  26  February,  1866. 

Hunter,  Andrew. 

Chaplain,  5  March,  1811.     Died  24  February,  1823. 

Hunter,  Baldwin  M. 

Midshipman,  17  December,  1831.     Resigned  20  August,  1835. 

Hunter,  B.  F.  B. 

Midshipman,  20  August,  1835.  Passed  Midshipman,  22  June,  1841.  Master,  7 
July,  1847.     Lieutenant,  28  November,  1847.     Resigned  17  January,  1850. 

Hunter,  Bnsbrod  W. 

Midshipman,  1  November,  1827.  Passed  Midshipman,  10  June,  1838.  Lieuten- 
ant, 28  February,  1838.  Reserved  list,  13  September,  1855.  Resigned  23  April, 
1861. 

Hunter,  Charles. 

Midshipman,  25  April,  1831.  Passed  Midshipman,  15  June,  1837.  Lieutenant,  8 
September,  1841.  Reserved  list.  Commander,  9  June,  1863.  Retired  list,  21 
June,  1866.     Captain,  Retired  list.    Died  22  November,  1873. 

Hunter,  Charles. 

Acting  Ensign,  .  October,  1862.     Resigned  6  May,  1863. 

Hunter,  Charles  C. 

Midshipman,  i  July,  1842.  Passed  Midshipman,  5  August,  1848.  Dismissed  9 
September,  ±848.    Restored  as  Passed  Midshipman.    Died  in  May,  1853. 

Hunter,  Charles  O. 

Midshipman,  .6  November,  1824.  Passed  Midshipman,  20  February,  1830. 
Lieutenant,  34  June,  1834.    Dismissed  29  January,  1855. 

Hunter,  David. 

Midshipman,  18  June,  1812.     Resigned  20  July,  1818. 

Hunter,  George  W. 

Midshipman,  1  February,  1814.  Last  appearance  on  Records  of  Navy  Depart- 
ment, 1815.    Frigate  "  Ghierriere." 

Hunter,  Godfrey  M.  ^„„r     t. 

Acting  Midshipman,  9o  September,  1861.  Graduated  24  September,  1865.  En  ■ 
sign,  1  3ecember,  1866.  Master,  12  March,  1868.  Lieutenant,  26  March,  1869. 
Died  36  September,  1873. 

Midshipman,  10  September,  1841.    Passed  Midshipman,  10  August,  1847.     Re- 
signed 21  April,  1854. 
Hunter,  Henry  Christie.  . 

Midshipman,  3  September,  1863.  Graduated  6  June,  1867.  Ensjgn,  18  Decem- 
ber, 18B8.     Master,  21  March,  1870.     Lieutenant,  21  March,  1871. 

Hunter,  Henry  D.  „    .       ,  .„  t  .qopt 

Midshipman,  30  November,  1814.     Resigned  12  January,  1825. 

"SidsMpman,  19  November,  1841.    Passed  Midshipman,  10  August,  1847.    Died 
34  September,  1854. 
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Hunter,  James. 

Mate,  5  March,  1863.     Acting  Ensign,  1  December,  1863.     Honorably  discharged 
8  November,  1865. 
Hunter,  Jolin. 

Boatswain,  8  February,  1843.     Resigned  9  March,  1844. 
Hunter,  John. 

Boatswain,  11  June,  1847.    Appointment  revoked  14  May,  1850. 
Hunter,  John. 

Acting  Boatswain.     Appointment  revoked  31  January,  1865. 
Hunter,  John  C 

Purser,  29  May,  1851.     Resigned  14  August,  1856. 
Hunter,  John  W. 

Midshipman,  10  May,  1820.     Resigned  18  November,  1835. 

Hunter,  iLewis  B. 

Assistant  Surgeon,  3  January,  1838.     Passed  Assistant  Surgeon,  3  March,  1835. 
Surgeon,  9  February,  1837.     Retired  list,  9  October,  1866.     Medical  Director, 
Retired  list,  3  March,  1871. 
Hunter,  M.  H. 

Midshipman,  18  June,  1812.     Resigned  1  October,  1832. 
Hunter,  Richard  S. 

Midshipman,  1   September,  1811.     Lieutenant,  5  March,  1817.     Died  28  March, 
1825. 
Hunter,  Robert. 

Mate,  9  January,  1863.     Acting  Ensign,  17  January,  1865.     Honorably  discharged 
2  July,  1868. 
Hunter,  Robert. 

Sailmaker,  12  July,  1845.     Died  13  January,  1866. 
Hunter,  Robert. 

Mate,  13  February,  1865.     Died  5  September,  1865. 
Hunter,  Samuel  V. 

Purser,  4  June,  1858.     Cashiered  11  January,  1859. 
Hunter,  Thomas  T. 

Midshipman,  1  July,  1838.    Passed  Midshipman,  14  June,  1834.     Lieutenant,  35 
February,  1841.     Commander,  33  Decernber,  1856.     Dismissed  28  April,  1861. 
Hunter,  William. 

Mate,  8  February,  1863.    Acting  Ensign,  8  April,  1863.     Discharged  1  September, 
1865. 
Hunter,  TVilliam. 

Gunner,  39  March,  1836.    Deserted  in  May,  1836. 
Hunter,  William  M. 

Midshipman,  16  January,   1809.     Lieutenant,  34   July,  1813.      Commander,  31 
March,  1826.    Captain,  9  February,  1837.    Died  5  March,  1849. 
Hunter^  William  R. 

Mate,  3  July,  1862.    Honorably  discharged  31  January,  1866. 
Hunter,  William  W. 

Midshipman,  1  May,  1833.     Passed  Midshipman,  34  May,  1828.     Lieutenant,  27 
May,  1830.    Commander,  6  January,  1853.     Resigned  29  April,  1861. 
Huntington,  Charles  T,. 

Acting  Midshipman,  29  September,  1858.  Acting  Master,  13  May,  1862.  Lieu- 
tenant, 1  August,  1862.  Lieutenant-Commander,  35  July,  1866.  Commander, 
14  April,  1875. 

Huntington,  Erastus. 

Midshipman,  1  February,  1837.     Appointment  revoked  3  Februaiy,  1833. 
Huntington,  George  W. 

Acting  Assistant  Paymaster,  30  October,  1868.  Honorably  discharged  33  Novem- 
ber, 1865. 
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Huntington,  Josbua. 

Assistant  Surgeon,  20  June,  1838.     Resigned  19  April,  1847. 
Hunlinglon,  Robert  Palmer, 

Acting  Midshipman,  34  September,  1858.    Acting  Ensign,  9  October,  1863.    Re- 
signed 30  January,  1865. 
nantington,  Septimus. 

Midshipman,  15  November,  1799.     Resigned  27  September,  1800 
Huntington,  Tbomas  B. 

Acting  Ensign,  30  July,  1864.     Honorably  discharged  10  July,  1865. 
Huntley,  Jobn  C. 

Third  Assistant  Engineer,  12  August,  1861.    Died  20  October,  1863. 
Huntley,  William. 

Acting  First  Assistant  Engineer,  14  February,  1868.    Honorably  discharged  28 
October,  1865. 
Huntress,  Josiab. 

Mate,  29  April,  1862.     Dismissed  18  October,  1862. 
Huntress,  Josiab. 

Mate,  23  April,  1863.     Dismissed  24  June,  1863. 
Huntress,  Robert. 

Guimer,  1  September,  1803.    Resigned  31  July,  1809. 
Hnntt,  J.  G.  T. 

Assistant  Surgeon,  19  April,  1804.  Surgeon,  27  November,  1804.  Resigned  10 
December,  1823. 

Hurd,  Cbarles  H. 

Acting  Ensign,  16  July,  1863.    Died  at  New  Orleans,  La.,  23  January,  1865. 
Hurd,  Edward  li. 

Acting  Ensign,  4  June,  1864.     Honorably  discharged  28  October,  1865. 
Hurd,  Eugene  A. 

Acting  Third  Assistant  Engineer,  4  January,  1862.     Dismissed  6  October,  1862. 
Hurd,  Freeman  A. 

Acting  Third  Assistant  Engineer,  16  October,  1863.    Discharged  1865. 

Hurdj  James  H. 

Mate,  1  October,  1863.     Resigned  24  February,  1864. 

Hurd,  James  M. 

Mate,  8  September,  1863.     Resigned  24  February,  1864. 

Hnrd,  Josepb  H. 

Mate,  81  March,  1863.    Resigned  30  May,  1864. 

Hurd^  J    S. 

Acting  Volunteer  Lieutenant,  1  October,  1862.    Resigned  13  April,  1864. 

Hnrd,  I^ucius  H. 

Assistant  Paymaster,  21  March,  1870.     Resigned  20  September,  1873. 

Hurd,  Pierson. 

Midshipman,  1  December,  1828.     Resigned  29  May,  1839. 

Hnrd,  William  li. 

Acting  Ensign,  28  January,  1863.     Drowned  31  July,  1863. 

Hurlbert,  James  S. 

Mate,  33  June,  1863     Promoted  Acting  Ensign,  5  October,  1863.     Resigned  30 

May,  1865. 
Hurlbut,  S.  Dennison. 

Acting  Assistant  Paymaster,  6  April,  1865.  Mustered  out  9  October,  1865. 
Assistant  Paymaster,  3  March,  1867.  Passed  Assistant  Paymaster,  13  February, 
1870. 

Hurley^  Henry. 

Actino-  Master,  17  December,  1861.    Died  17  September,  1862. 


374  GENERAL  NAVY  REGISTER. 

Hnrley,  Robert  E. 

Acting  Third  Assistant  Engineer,  11  May,  1864.     Acting  Second  Assistant  Engi- 
neer, 15  March,  1865.     Honorably  discharged  18  August,  1865. 
Huron,  Thomas  O. 

Acting  Ensign,  1  October,  1863.     Honorably  discharged  20  September,  1865. 
Hnrst,  George. 

Midshipman,  1  January,  1835.     Passed  Midshipman,  4  .Tune,  1831.     Lieutenant,  9 
February,  1837.     Reserved  list,  13  September,  1855.     Died  9  July,  1860. 
Hurst,  William  I>. 

Midshipman,  3  February,  1839.     Passed  Midshipman,  15  June,  1837.     Lieutenant, 
8  September,  1841.    Died  7  August,  1855. 
Husbantis,  J.  I>.,  Jr. 

Acting  Assistant  Paymaster,  31  July,  1863.     Resigned  14  September,  1863. 
Hnse,  H.  Mcli.  P. 

Cadet  Midshipman,  30  September,  1874.     Graduated  4  June,  1880. 
Hnse,  Samuel. 

Acting  Master,  3  September,  1861.  Acting  Volunteer  Lieutenant,  "^  May,  1863. 
Acting  Volunteer  Lieutenant-Commander,  31  May,  1865.  Honorably  dis3harged 
81  March,  1866. 

Hussey,  A.  S. 

Acting  Master,  1  April,  1862.     Honorably  discharged  21  October,  1866. 
Hnssey,  Edward  B. 

Acting  Master,  18  January,  1862.     Honorably  dischai-ged  15  February,  1868. 
Hustace,  Richard. 

Acting  Master,  24  March,  1863.     Honorably  discharged  4  February,  1866. 
Hustead,  J.  W. 

Assistant  Surgeon,  34  July,  1813.     Died  23  May,  1814. 
Huston,  Joseph  T. 

Professor,  7  September,  1836.     Dropped  4  September,  1848. 
Huston,  llatthew. 

Acting  Ensign,  10  March,  1863.     Honorably  discharged  38  October,  1865. 
Huston,  Robert  M. 

Second  Assistant  Engineer,  4  October,  1873.     Resigned  15  May,  1874. 
Hutch  ins,  Alexander. 

Assistant  Surgeon,  30  July,  1861.     Resigned  34  June,  1863. 
Hutchins,  Cliarles  Thomas. 

Midshipman,  3  January,  1863.    Graduated  June,  1866.     Ensign,  13  March  1868 
Master,  36  March,  1869.     Lieutenant,  21  March,  1870.  ' 

Hutchins,  Edward  R. 

Acting  Assistant  Sm-geon,  19  December,  1863.    Honorably  discharged  1  December 
1865.  ^  ' 

Hutchins,  Hamilton. 

Midshipman,  31  June,  1870.     Graduated  1  June,  1874.     Ensign,  17  July,  1875. 
Hutchins,  John  F. 

Mate,  6  November,  1865.     Honorably  discharged  10  May,  1867. 
Hutchins^  W.  H. 

Lieutenant,  3  July,  1 798.     Resigned  9  May,  1801. 
Hutchinson,  CalTin  J. 

Acting  Assistant  Paymaster,  34  October,  1863.     Mustered  out  15  April,  1866. 
Hutchinson,  Edward  H. 

Third  Assistant  Engineer,  3  October,  1861.     Appointment  revoked  36  Januarv 
1863.  •" 

Hutchinson,  Frederick  A. 

Acting  Second  Assistant  Engineer,  33  July,  1863.  Honorably  discharo-ed  4  No- 
vember, 1865.  ° 
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Hntctainson,  Henry  M. 

Acting  Third  Assistant  Engineer,  4  March,  1864.  Honorably  discharirecl  1  Sep- 
tember, 1863. 

flutchinson,  James. 

Gunner,  19  September,  1850. 
Hntchinsoii,  James  W. 

Third  Assistant  Engineer,  5  November,  1861.     Second  Assistant  Engineer,  25 
xVugust,  1863.     Resigned  6  April,  1865. 
Hnteiiinsoii,  J.  P.  O. 

Mate,  29  March,  1805.     Discharged  9  July,  1867. 
Hntchinson,  Thomas  C. 

Acting  Assistant  Paymaster,  29  May,  1863.  Honorably  discharged  29  December, 
1865. 

Hiitcliinson^  William   F. 

Acting  Assistant  Surgeon,  28  April,  1863.     Acting  Passed  Assistant  Surgeon,  4 
August,  1865.     Honorably  discharged  3  July,  1868. 
Hutchinson,  W.  T. 

Midshipman,  24  September,  1847.     Died  7  February,  1848. 
Hntter,  Edward  S. 

Midshipman,  34  February,  1832.      Passed  Midshipman,  23  June,  1838.    Resigned 
22  September,  1841. 
Hutter,  George  £. 

Midshipman,  21  June,  1870.     Graduated  1  June,  1874.     Ensign,  17  July,  1875. 
Hutton,  DaTid. 

Acting  Third  Assistant  Engineer,  29  August,  1861.    Resigned  30  December,  1862. 
Hntton^  John  H. 

Acting  Third  Assistant  Engineer,  29  July,  1863.  Acting  Second  Assistant  Engi- 
neer, 3  September,  1864.  Honorably  discharged  14  November,  1865.  Acting 
Second  Assistant  Engineer,  2  April,  1866.     Mustered  out  5  November,  1869. 

Hntton,  John  S. 

Master,  24  February,  1809.  Last  appearance  on  Records  of  Navy  Department, 
1815.     Lake  Ontario. 

Huxley,  John  H. 

Third  Assistant  Engineer,  19  July,  1861.     Second  Assistant  Engineer,  28  Decem- 
ber, 1862.     Resigned  16JJune,  1865. 
Hyde,  Frederick  Oriswold. 

Midshipman,  23  September,  1863.  Graduated  5  June,  1867.  Ensign,  18  Decem- 
ber, 1868.     Master,  31  March,  1870.     Lieutenant,  21  March,  1871. 

Hyde,  George  W. 

Acting  Master,  38  October,  1861.     Honorably  discharged  2  January,  1867. 

Hyde,  Henry  M. 

Acting  Assistant  Paymaster,  34  May,  1863.  Died,  Brooklyn,  N.  Y.,  15  February, 
1864. 

Hyde,  James  'S, 

Acting  Assistant  Surgeon,  14  July,  1863.  Assistant  Surgeon,  36  October,  1863. 
Passed  Assistant  Surgeon,  31  December,  1867.     Resigned  27  February,  1869. 

Hyde,  James  S, 

Mate,  18  December,  1861.    Dismissed  10  September,  1862. 

Hyde,  Marcus  D. 

Midshipman,  35  November,  1865.  Graduated  7  June,  1870.  Ensign,  13  July,  1871. 
Master,  7  July,  1874.     Resigned  35  November,  1877. 

Hyde,  William. 

Carpenter,  27  January,  1851.     Died  -i  March,  1865. 

Hyde,  Wiliiam  D. 

Acting  Third  Assistant  Engineer,  26  February,  1864.  Honorably  discharged  11 
January,  1866. 
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Hyland,  Martin.  . 

Acting  Third  Assistant  Engineer,  31  December,  1864.     Honorably  discharged  4 
October,  1865. 
Hyman,  John  M. 

Acting  Third  Assistant  Engineer,  1  July,  1863.     Acting  Second  Assistant  jingi- 
neer,  12  August,  1863.     Honorably  discharged  4  Novenaber,  1865. 

Hynard,  William  A. 

Mate,  30  August,  1864.    Resigned  30  May,  1865. 

Hynson,  Jolin  R. 

Midshipman,  5  March,  1829.     Passed  Midshipman,  2  July,  1845.     Drowned  8 
December,  1846. 

Syslop,  Jolm. 

Acting  Third  Assistant  Engineer,  21  October,   1862.     Honorably  discharged  2 
December,  1866. 

laschke,  Frederick  R. 

Mate,  21  January,  1864.  •  Acting  Ensign,  1  December,  1864.    Honorably  discharged 
19  August,  1866. 
Ide,  George  Elmore. 

Acting  Midshipman,  27  September,  1861.     Graduated  September,  1865.     Ensign,, 
1  December,  1866.     Master,  12  March,  1868.     Lieutenant,  26  March,  1869. 

Iglehart,  Osboru  S. 

Assistant  Sm-geon,  29  August,  1860.     Dismissed  28  January,  1862. 

Igo,  James. 

Acting  Ensign,  17  July,  1863.     Acting  Master,  25  May,  1865.     Honorably  dis- 
charged 20  December,  1865. 
Ilsley,  £dward  I>. 

Acting  Assistant  Paymaster,  18  August,  1863.    Resigned  27  July,  1864. 
Ilsley,  Frederick. 

Midshipman,  2  February,  1829.    Dropped. 
Ilsley,  Frederick- 
Acting  Ensign,  Coast  Survey  duty,  21  June,  11867.     Mustered  out  30  Novemberj 
1868. 
Imlay,  Frederick  C. 

Acting  Assistant  Paymaster,  6  December,  1862.    Mustered  out  19  December,  1867. 

Imlay,  John   H. 

Surgeon's  Mate,  16  November,  1824.     Resigned  5  September,  1831. 
Impey,  Robert  F. 

Acting  Midshipman,  21  September,  1861.     Graduated  September,  1865.     Ensign, 
1  December,  1806.     Master,  13  March,  1868.     Lieutenant,  26  March,  1869. 
Ince,  Horace  li. 

Acting  First  Assistant  Engineer,  1  October,  1863.     Honorably  discharged  30  No- 
vember, 1865. 
Inch,  Philip. 

Third  Assistant  Engineer,  21  November,  1857.     Second  Assistant  Engineer,  2 
August,  1859.     First  Assistant  Engineer,  1  July,  1861.     Chief  Engineer,  10  No- 
vember, 1863. 
Inch,  Richard. 

Third  Assistant  Engineer,  8  September,  1863.     Second  Assistant  Engineer,  15 
•  October,  1865.     Passed  Assistant  Engineer,  28  September,  1874. 
Inderwicke,  James. 

Surgeon,  24  July,  1813.     Last  appearance  on  Records  of  Navy  Department,  1815. 
Brig  "  JSpervier." 
Ingalls,  Emery  G. 

Acting  Third  Assistant  Engineer,  15  August,  1864.     Honorably  discharged  17 
July,  1865. 
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Ingallfg,  George  W. 

Mate.     Resigned  11  March,  1862. 
IngersoII,  baniel  S. 

Mate,  20  April,  1863.     Resigned  11  April,  1865. 
Ingersoll;  Harry. 

Midshipman,  28  February  1824.    Passed  Midshipman,  20  February,  1830.     Lieu- 
tenant, 8  April,  1834.     Resigned  18  April,  1850. 
Ingersoll.,  Jonatban. 

Midshipman,  4  March,  1823.     Passed  Midshipman,  23  May,  1829.     Lieutenant,  3 
March,  1831.     designed  25  August,  1838. 
IngersoII,  Boyal  R. 

Midshipman,  23     uly,  1864.     Graduated  June,  1868.     Ensign,   19  April,  1869. 
Master,  12  July,  1870.     Lieutenant,  13  April,  1872. 
Ingersoll,  William  A. 

Purser,  1  May,  1856.     Died  25  August,  1865. 
Ingli!a.m,  William. 

Mate,  3  March,  1862.     Dismissed  23  April,  1862. 
Inglehart^  Philip. 

Acting  Ensign,  9  April,  1863.     Dismissed  29  July,  1863. 
jinglis,  Andrew. 

Acting  Third  Assistant  Engineer,  23  February,  1864.     Honorably  discharged  21 
November,  1865. 
Inglis,  Robert  A. 

Acting  Third  Assistant  Engineer,  23  November,  1864.     Resigned  15  February, 
1866. 
Ingraliam,  I>.  O. 

Midshipman,  16  January,  1809.     Resigned  5  May,  1818. 

Ingrataam^  Duncan  X. 

Midshipman,  18  June,  1812.     Lieutenant,  13  January,  1825.     Commander,  8  Sep- 
tember, 1841.     Captain,  14  September,  1855.    Resigned  4  February,  1861. 
Ingrabam,  Edward. 

Boatswain,  1  November,  1826.     Dismissed  12  June,  1830. 

Ingraham,  James  A 

Mate,  11  May,  1864.     Died  on  "  VanderUU,'"  21  June,  1866. 

Ingraham,  James  I>. 

Acting  Master,  29  October,  1861.     Resigned  8  July,  1862. 

Ingraham,  John  I>. 

Acting  Master,  23  September,  1861.     Resigned  17  December,  1862. 

Ingraham,  Joseph 

Lieutenant,  14  June,  1799.     Last  appearance  on  Records  of  Navy  Department. 

Ingraham,  William. 

Midshipman,  20  July,  1799.     Discharged  12  October,  1801,  under  Peace  Establish- 
ment Act. 
Inman,  William. 

Midshipman,  1  January,  1812.  Lieutenant,  1  April,  1818.  Commander,  24 
May,  1838.  Captain,  2  June,  1850.  Reserved  list,  13  September,  1855.  Com- 
missioned Captain  on  Active  list  from  2  June,  1850.  Retired  list,  1  December, 
1861.     Commodore,  Retired  list,  i  April,  1867.    Died  23  October,  1874. 

Innes,  Robert. 

Midshipman,  28  August,  1800.     Drowned  m  1803. 

Innes,  William  J 

Mate,  9  March,  1870.     Resigned  18  August,  1870. 

Innis,  Peter 

Acting  Third  Assistant  Engineer,  21  October,  1863.    Dismissed  5  December,  1864. 
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Inskeeivi,  P.  H. 

Midshipman,  1  April,  1828.     Resigned  20  March,  1835. 

Itsslee,  Phineas  J. 

Acting  Third  Assistant  Engineer,  18  December,  ISfil.     Resigned  14  August,  1862. 

Ipsen,  Hans  J. 

Acting  Ensign,  39  July,  1863.     Acting  Master,  27  March,  1865.     Honorably  dis- 
charged 1  August,  1865. 
Ireland,  George  Cookman. 

Third  Assistant  Engineer,  16   September,  1862.     Second  Assistant  Engineer,  1 
March,  1864.     Resigned  10  November,  1865. 
Ireland,  John. 

Chaplain  IS  August,  1816.     Last  appearance  on  Records  of  Navy  Department, 
1838.     New  York  Navy  Yard. 
Irish,  Charles  H. 

Acting  Third  Assistant  Engineer,  17  September,  1863.     Dismissed  33  July,  1863. 
IrTin,  Roland  C. 

Acting  Midshipman,  39  September,  1860.     Acting  Ensign,  1  October,  1863.    Mas- 
ter, 10  May,  1866.     Resigned  25  September,  1866. 
Irrin,  Richard. 

Acting  First  Assistant  Engineer,  10  December,  1863     Resigned  13  April,  1864. 
Irvine,  Arthnr. 

Acting  Thiid  Assistant  Engineer,  32  October,  1863.    Appointment  revoked  (Sick,) 
27  June,  1864. 
Irvine,  John  C 

Midshipman,  26  September,  1864.    Graduated  June,  1868.    Ensign,  19  April,  1869. 
Master,  12  July,  1870.     Lieutenant,  3  June,  1873. 
Irvine,  Kenneth. 

Midshipman,  16  January,  1809.     Dismissed  29  April,  1809. 
Irvine,  Thomas. 

Midshipman,  30  September,  1841.     Dropped. 
Irving,  Edgar. 

Midshipman,  1  November,  1826.     Resigned  31  August,  1883. 
Irving,  Oscar. 

Midshipman,  1  January,  1817.     Resigned  11  October,  1834. 
Irving,  Philip  H. 

Mate,  20  October,  1863.    Discharged  21  June,  1864.     Mate,  30  July  1867     Mus- 
tered out  9  April,  1868. 
Irving,  Thomas. 

Mate,  gallan   conduct  at  Fort  Moultrie,  17  November,  1863.     Discharged  0  Jan- 
uary, 1865. 
Irving,  TVashington. 

Paymaster,  1  June,  1861.    Wholly  retired  11  February,  1870. 
Irving,  W-  F. 

Midshipman,  1  January,  1825.     Passed  Midshipman,  4  June,  1881.     Died  4  No- 
vember, 1833. 
Irvrin,  Andrew  N. 

Midshipman,  1  March,  1835.     Resigned  8  November,  1837 
Irwin,  David. 

Midshipman,  4  March,  1884.     Died  8  October,  1834. 
Irwin,  Jeremiah. 

Acting  Ensign,  1  October,  1863.    Acting  Master,  25  June,  1863.     Honorably  dis- 
charged 27  October,  1865. 
Irwin,  Jolin. 

Midshipman,  9  September,  1847.  Passed  Midshipman,  10  June,  1853.  Master,  15 
September,  1855.  Lieutenant,  16  September,  1S55.  Lieutenant-Commander,  16 
July,  1863.     Commander,  25  July,  1866.     Captain,  15  May,  1875. 
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Iririn,  JTohn  J. 

Mate,  23  July,  1863.     Acting  Ensign,  3  November,  1864.     Honorably  discharged 
13  December,  1865. 
Irwin,  John  W. 

Acting  Gunner,  28  August,  1863.     Appointment  revoked  14  June,  1865. 
Irwin,  ~\Villiani. 

Midshipman,  20  June,  1806.     Resigned  24  February,  1810. 
Irwin,  William  M. 

Midshipman,  29  June,  1867.     Graduated  6  June,  1871.     Ensign,  14  July,  1872. 
Master,  1  May,  1875. 
Isaacs,  Edward. 

Midshipman,  1  January,  1812.      Dismissed  23  September,  1813. 
Isaacs,  George  W. 

Midshipman,  1  January,  1812.  Lieutenant,  5  March,  1817.  Last  appearance  on 
Records  of  Navy  Department,  6  March,  1822.     Dead. 

Isaacs,  John  I*. 

Acting  Assistant  Paymaster,  23  December,  1861.     Resigned  9  May,  1868. 
Isbester,  Richard  Thornton. 

Cadet  Engineer,  Naval  Academy,  15  September,  1875.     Graduated  10  June,  1879. 
Isherwood,  Benjamiu  F. 

First  Assistant  Engineer,  23  May,  1844.  Appointment  revoked  22  January,  1846. 
Second  Assistant  Engineer,  22  January,  1846.  First  Assistant  Engineer,  10 
July,  1847.  Chief  Engineer,  81  October,  1848.  Engineer-in-Chief,  26  March, 
1861.     Successor  appointed  16  March,  1869. 

Israel,  Israel. 

Midshipman,  9  November,  1813.    Resigned  26  February,  1818. 

Israel,  Joseph. 

Midshipman,  15  January,  1801.    Died  with  honor  in  the  service  4  September,  1804. 

Irers,  Henry  King.' 

Cadet  Engineer,  Naval  Academy,  1  October,  1874.     Graduated  10  June,  1879. 

iTcrson,  Andrew  J. 

Mate  19  March,  1863.     Acting  Ensign,  6  October,  1864.     Honorably  discharged  8 
December,  1866.     Ensign,  12  March,  1868.     Master,  18  December,  1868.     Lieu- 
tenant, 21  March,  1870. 
ITCS,  Baiford  W. 

Midshipman,  7  April,  1847.     Died  25  March,  1850. 
Itcs,  Thomas  Boynton. 

Acting  Master,  3  September,  1862.  Acting  Volunteer  Lieutenant,  officient  and 
gallant  conduct,  26  May,  1863.  Acting  Volunteer  Lieutenant-Commander,  7 
November,  1864.     Died  at  Havre,  France,  17  November,  1865. 

iTes,  Wilbnr. 

Acting  Assistant  Paymaster,  16  October,  1863.     Honorably  discharged  3  January, 

1866. 

^*Midshipman,  2  October,  1850.     Passed  Midshipman,  20  June,  1856.     Resigned  29 
May,  1857. 

'*'*M?dsSpmIn,*i  January,  1818.     Lieutenant,  3  March,  1827.     Resigned  4  May, 
1833. 

''*'*M*dsS^r.?3  October,  1799.     Lieutenant,  37  January,  1807.     Resigned  28  April, 
1810. 

'^^nvMrlc^Wuman  7  November,  1834.    Passed  Midshipman,  16  July,  1840.    Lieuten- 
ant, 31  October,  1846.    Resigned  4  August,  1847. 
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Jack,  Charles  E. 

Acting  Master,  16  December,  1861.     Honorably  discliarged  1  January,  1866 

Jackaway,  Joseph  A. 

Mate,  21  October,  1861.     Acting  Master,  15   May,  1862.     Honorably  discharged 
20  September,  1865. 
Jackson,  A.  M.  D. 

Purser,  23  May,  1832.     Died  31  October,  1840. 
Jackson,  Albert. 

Third  Assistant  Engineer,  18  May,  1861.     Second  Assistant  Engineer,  15  April, 
1864.    Resigned  23  September,  1865. 
Jackson,  Albert  H. 

Mate,  8  August,  1864.     Dismissed  31  April,  1865. 
Jackson,  Alonzo  C. 

Midshipman,  28  February,  1841.     Passed  Midshipman,  10  August,  1847.     Died  31 
March,  1853. 
Jackson,  Andrew. 

Mate,  4  October,  1861.     Acting  Ensign,  24  June,  1862.     Honorably  discharged  6 
December,  1867. 
Jackson,  Calvin  C 

Purser,  17  July,  1857.     Pay  Inspector,  3  March,  1871.     Pay  Director,  24  October, 
1871.     Retired  list,  27  August,  1876. 
Jackson,  Charles  H. 

Midshipman,  8  March,  1818.     Lieutenant,  3  March,  1827.     Commander,  14  Sep- 
tember, 1848.     Reserved  list,  13  September,  1855.     Commodore,  Retired  list,  4 
April,  1867.     Died  3  August,  1878. 
Jackson,  David  W. 

Mate,  23  October,  1861.     Acting  Ensign,  1  October  1862.     Resigned  27  April, 
1863. 
Jackson,  E.  B. 

Acting  Assistant  Surgeon,  18  December,  1861.     Resigned  9  February,  1863. 
Jackson,  Edwin  F. 

Acting  Third  Assistant  Engineer,  6  May,  1863.     Dismissed  14  July,  1863. 
Jackson,  George. 

Gunner,   2   February,  1810.    Last   appearance  on  Records  of  Navy  Department, 
1825. 
Jackson,  George. 

Gunner,  14  December,  1825.     Died  in  November,  1831. 
Jackson,  Henry. 

Acting  Ensign,  15  May,  1863.     Killed  at  Calcasieu,  La.,  6  May,  1864. 
Jackson,  James  M. 

Acting  Ensign,  28  Januaiy,  1865.     Honorably  discharged  3  April,  1867. 
Jackson,  John. 

Midshipman,  12  December,  1812.     Dismissed  5  January,  1814. 
Jackson,  John  H. 

Mate,  16  May,  1864.     Honorably  discharged  18  September,  1865. 
Jackson,  Joseph  U. 

Mate,  8  March,  1862.     Acting  Ensign,   24   September,   1862.     Resigned    (Sick,) 
30  September,  1864 

Jackson,  iLothrop. 

Mate,  3  March,  1865.     Deserted,  1867. 
Jackson,  Slarcellus. 

Mate,  9  October,  1862.    Acting  Ensign,  27  November,  1863.    Honorably  discharged 
8  November,  1865.  J  & 

Jackson,  Morton. 

Midshipman,  1  January,  1808.    Died  1  July,  1809. 
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Jackson,  Samuel. 

Surgeon's  Mate,  10  July,  1812.     Surgeon,  27  March,  1818.     Died  16  March,  1859. 
Jackson,  Samuel. 

Assistant  Surgeon,  20  June,  1838.    Passed  Assistant  Surgeon,  23  November,  1843. 
Surgeon,   3  September,  1853.     Medical  Director,  3  March,  1871.    Retired  list,  1 
April,  1879. 
Jackson^  Tlionias. 

Boatswain,  33  September,  1813.     Dismissed  3  January,  1814. 
Jackson,  Thomas  A. 

Third  Assistant  Engineer,  31  October,  1848.    Second  Assistant  Engineer,  1  Octo- 
ber, 1853.     First  Assistant  Engineer,  26  June,  1856.     Name  stricken  from  the 
rolls  6  May,  1861. 
Jackson,  TV.  H. 

Acting  Second  Assistant  Engineer,  5  June,  1863.     Resigned  31  September,  1863. 
Jackson,  William  O. 

Chaplain,  19  October,  1843.     Resigned  27  July,  1850. 
Jackson,  William  H. 

Acting  Third  Assistant  Engineer,  24  March,  1865.     Resigned  16  June,  1865. 
Jackson,  William  H.  H. 

Mate,  18  April,  1863.     Resigned  23  August,  1863. 
Jacob,  Edwin  Samuel. 

Midshipman,  15  October,  1862.  Graduated  June,  1867.  Ensign,  18  December, 
1868.     Master,  31  March,  1870.     Lieutenant,  21  March,  1871. 

Jacob,  liouis. 

Acting  Third  Assistant  Engineer,  18  February,  1865.  Honorably  discharged  19 
February,  1868. 

Jacobs,  Bcla. 

Carpenter,  23  April,  1799.  Died  23  July,  1799. 
Jacobs,  Benjamin  F. 

Mate,  21  March,  i862.  Resigned  26  May,  1864. 
Jacobs,  Edward. 

Midshipman,  30  November,  1814.     Resigned  34  October,  1815. 

Jacobs,  J.  M. 

Midshipman,  18  June,  1812.    Resigned  30  April,  1814. 

Jacobs,  IVatbaniel  P. 

Mate,  10  December,  1863.     Dismissed  20  May,  1865. 

Jacobs,  Wilson,  Jr. 

Midshipman,  7  October,  1798.     Resigned  10  April,  1800. 

Jacobs,  Wilson. 

Lieutenant,  27  October,  1798.     Discharged  30  April,  1801,  under  Peace  Establish- 
ment Act. 
Jacobson,  Frederick  I>. 

Acting  Ensign,  25  April,  1864.    Honorably  discharged  19  July,  1865. 

Jacoby,  Henry  M . 

Midshipman,  27  July,  1866.  Graduated  7  June,  1870.  Ensign,  13  July,  1871. 
Master,  8  April,  1874.     Lieutenant,  11  July,  1880. 

Jacoby,  James  H. 

Mate,  18  December,  1863.     Honorably  discharged  11  November,  1865. 

Jacques,  Gerstaom  B. 

Surgeon's  Mate,  31  May,  1800.  Discharged  4  August,  1801,  under  Peace  Establish- 
ment Act.  Re-appointed  Surgeon's  Mate,  18  February,  1803.  Surgeon,  27 
November,  1804.     Struck  off  35  April,  1808. 

James,  Benjamin. 

Acting  Third  Assistant  Engineer,  10  September,  1861.  Acting  Second  Assistant 
Engineer,  31  January,  1864.    Honorably  discharged  19  January,  1868. 
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Gunner,  10  June,  1837.     Died  14  April.  1851. 
ilames,  Daniel. 

Carpenter,  8  February,  1848.     Died  5  June,  1853. 

James,  Franklin. 

Mate.     Resigned  26  Marcli,  1864. 

Acting  Third  Assistant  Engineer,  30  December,  1864.  Honorably  discharged  1 
November,  1865. 

James,  Hiram  H. 

Acting  Assistant  Surgeon,  28  April,  1863.    Appointment  revoked  15  December, 
1863. 
James,  Milton. 

Acting  Assistant  Surgeon,  33  November,  1863.  Honorably  discharged  30  Novem- 
ber, 1865. 

Midshipman,  27  June,  1868.     Graduated  1  June,  1873.     Resigned  30  May,  1874. 

Jameson,  J'acob. 

Assistant  Surgeon,  3  January,  1838.     Died  10  January,  1830. 

Jameson,  William. 

Midshipman,  1  September,  1811.  Lieutenant,  5  March,  1817.  Commander,  9 
February,  1837.  Captain,  4  June,  1844.  Reserved  list,  13  September,  1855. 
Commodore,  Retired  list,  4  April,  1867.     Died  6  October,  1873. 

Jameson,  William. 

Acting  Ensign,  26  September,  1863.     Honorably  discharged  38  October,  1865. 

Jameson,  William  H. 

Midshipman,  14  March,  1838.     Passed  Midshipman,  30  May,  1844.     Died  8  De- 
cember, 1845. 
Jamleson,  J'oseph. 

Acting  Third  Assistant  Engineer,  15  April,  1863.     Acting  Second  Assistant  Engi- 
neer, 31  August,  1864.     Resigned  15  June,  1865. 
Jamieson,  William  C 

Mate,  13  February,  1864.    Honorably  discharged  3  October,  1865. 
Jamison,  John  C 

Mate,  9  February,  1870.     Appointment  revoked  14  January,  1871. 
Jamison,  James. 

Acting  Third  Assistant  Engineer,  9  October,  1861.     Appointment  revoked  (Sick,) 
17  November,  1863. 
Jamison,  Thomas  W. 

Acting  Assistant  Surgeon,  19  February,  1863.     Dismissed  1  August,  1864. 
Jandon,  Charles  B. 

Surgeon's  Mate,  13  July,  1824.     Resigned  4  May,  1836. 
JauTin,  £dward. 

Acting  Ensign,  35  September,  1863.     Honorably  discharged  38  October,  1865. 
Jaqnes,  Samuel  C. 

Acting  Ensign,  30  December,  1863.     Resigned  8  December,  1863. 
Jaqnes,  William  Henry. 

Midshipman,  30  September,  1863<    Graduated  June,  1867.     Ensign,  18  December, 
1868.     Master,  31  March,  1870.     Lieutenant,  31  March,  1871. 
Jarboe,  Charles  W. 

Midshipman,  20  September,  1864.    Graduated  June,  1868.    Ensign,  19  April,  1869. 
Master,  13  July,  1870.     Lieutenant,  11  September,  1873.     Died  17  March,  1880. 
Jarboe,  Walter  S. 

Acting  Third  Assistant  Engineer,  37  June,  1864.  Honorably  discharged  3  July, 
1869. 
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Jardine,  Angnstns  E. 

Midshipman,  21  September,  1870.     Graduated  20  June,  1876. 
Jarrett,  Frederick. 

Midshipmau,  8  March,  1814.     Lieutenant,  13  January,  1835.     Died  17  Julyjl825. 
JarTls,  George  W. 

Carpenter,  13  October,  1859.     Appointment  revoked  28  December,  1859. 
Jarvis,  James. 

Mate,  9  January,  1864.     Deserted  20  August,  1864. 
Jarvis,  James  C 

Midshipman,  23  March,  1799.  Last  appearance  on  Records  of  Navy  Department, 
29  March,  1799. 

Jarris,  Jobn. 

Carpenter,  21  November,  1850.     Lost  in  the  "  Levant."     Last  intelligence  from  the 
Ship,  18  September,  1860. 
JarTis,  Jolin  A. 

Midshipman,  3  December,  1880.     Died  in  1884. 
JarTis,  Josepb  Bo 

Midshipman,  18  June,  1812.     Lieutenant,  28  March,  1820.     Commander,  8  Sep- 
tember, 1841.    Captain,  24  May,  1855.    Reserved  list,  13  September,  1855.    Com- 
modore on  Retired  list,  16  July,  1862.     Died  12  August,  18Uy. 
Jarrls,  Joseph  W. 

Midshipman,  1  January,  1825.     Passed  Midshipman,  4  June,  1831.     Lieutenant,  9 
February,  1837.     Died  18  September,  1«42. 
JarTis,  Philip. 

Lieutenant,  1  November,  1798.     Left  the  service,  10  September,  1799. 
Jar-vis,  William  B. 

Acting  Gunner,  10  August,  1864.     Honorably  discharged  26  October,  1865. 

Jasper,  Bobert  T. 

Midshipman,  21   July,  1864.      Graduated  June,  l^^fiS.      Ensign,  19  April,  1869. 

Master,  12  July,  1870.     Lieutenant,  27  October,  1872. 
Jasper,  William. 

Midshipman,  1  January,  1808.     Last  appearance  on  Records  of  Navy  Department, 

1815.    "Wilmington,  N.  C. 

Jay,  Sloses. 

Carpenter,  1  October,  1800.     Last  appearance  on  Records  of  Navy  Department. 

Jayne.  William. 

Acting  Third  Assistant  Engineer,  24  November,  1863.  Honorably  discharged  20 
August,  1865. 

Jefferies,  John  T. 

Mate,  17  September,  1864.     Resigned  8  May,  1865. 

Jeffers,  John  T. 

Mate,  26  June,  1864.    Discharged. 

Jeffers,  Samnel. 

Master,  8  May,  1812.     Resigned  31  December,  1814. 

Jeffers,  William  N. 

Midshipman,  25  September,  1840.  Passed  Midshipman,  11  July,  1846.  Master, 
12  June,  1854.  Lieutenant,  30  January,  1855.  Lieutenant-Commander,  16  July, 
1862.  Commander,  3  March,  1865.  Captain,  13  July,  1870.  Commodore,  26 
February,  1878. 

Jefferson,  Thomas  B.  .,  ,„„ 

Acting  Third  Assistant  Engineer,  18  November,  1863.  Resigned  27  April,  1865. 
Acting  Third  Assistant  Engineer,  81  July,  1866.     Deserted  22  August,  1866. 

Jeffrey,  Bichard  W.  „  „.  ^.x        ,. 

Assistant  Surgeon,  17  October,  1839.  Passed  Assistant  Surgeon,  25  November, 
1844.    Dismissed  28  September,  1861. 

Jeffries,  Alfred. 

Cadet  Midshipman,  9  June,  1873.     Graduated  18  JunCj  J8'?9. 
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Jelley,  William  E. 

Mate,  17  March,  1864.    Honorably  discliarged  1  November,  1865. 
Jemesson,  Skeff. 

Midshipman,  18  June,  1813.     Died  11  November,  1823. 
Jenkins,  A.  H. 

Midshipman,  35  November,  1834.     Passed  Midshipman,  16  Jmy,  1840.     Resigned 
13  March,  1844. 

Jenkins,  Charles. 

Acting  Second  Assistant  Engineer,  4  June,  1864.     Resigned  (Sick,)  14  February, 
186.J. 
Jenkins,  Edmund. 

Midshipman,  3  February,  1839.     Passed  Midshipman,  3  July,  1835.     Lieutenant, 

8  September,  1841.    Died  36  September,  1850 
Jenkins,  Erans. 

Boatswain,  13  May,  1810.    Last  appearance  on  Records  of  Navy  Department,  1815. 
Norfolk. 
Jenkins,  George  "W. 

Acting  Master,  39  May,  1863.    Honorably  discharged  13  September,  1865. 
Jenkins,  Howard. 

Acting  Assistant  Paymaster,  24  September,  1863.     Mustered  out  15  November, 
1865. 
Jenkins,  John  I>. 

Master,  86  May,  1813.     Last  appearance  on  Records  of  Navy  Department,  1815. 
New  York. 
Jenkins,  John  T. 

Midshipman,  4  March,  1838.    Passed  Midshipman,  33  March,  1839.     Lieutenant, 
30  December,  1833.    Died  6  February,  1836. 
Jenkins,  Joseph  H. 

Acting  Assistant  Paymaster,  11  September,  1863.     Resigned  31  April,  1865. 
Jenkins,  J.  W.  AI. 

Midshipman,  1  August,  1836.     Resigned  33  January,  1838. 
Jenkins,  Stephen. 

Midshipman,  30  September,  1871.     Graduated  20  June,   1876.     Ensign,  9  May, 
1878.     Resigned  1  Jauuaiy,  1880. 
Jenkins,  Thornton  A. 

Midshipman,  1  November,  1838.    Passed  Midshipman,  14  June,  1834.    Lieutenant, 

9  December,  1839.  Commander,  14  September,  1855.  Captain,  16  July,  1863. 
Commodore,  35  July,  1866.  Rear-Admiral,  15  August,  1870.  Retired  list,  11 
December,  1878. 

Jenkins,  William  I>. 

Carpenter,  24  March,  1840.     Retired  list,  14  November,  1870. 
Jenkins,  W.  H. 

Midshipman,  18  June,  1813.     Resigned  38  January,  1815. 
Jenkins,  W.  H. 

Midshipman,  18  June,  1812.     Died  in  August,  1820. 
Jenkins,  William  J. 

Midshipman,  1  March.,  1835.    Dismissed  36  October,  1831. 
Jenks,  Alonzo  A. 

Acting  Third  Assistant  Engineer,  5  November,  1862.     Acting  Second  Assistant 
Engineer,  10  December,  1863.     Resigned  5  June,  1865. 
Jenks,  F.  M. 

Acting  Second  Assistant  Engineer,  3  July,  1863.     Resigned  18  June,  1864. 
Jenks,  Hollis  B. 

Acting  Master,  11  December,  1861.     Dismissed  30  April,  1862. 
Jenks,  John  H. 

Mate,  21  March,  1862.     Acting  Ensign,  9  June,  1863.     Resigned  5  May,  1865. 
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Jenks,  JVormau  F. 

Mate,  29  December,  1863.    Appointmeut  revoked  25  June,  1864. 
Jenks,  Thomas  U.,  Jr. 

Mate,  15  July,  1863.     Honorably  discharged  17  January,  1869. 
Jenks,  Thomas  M. 

Acting  Third  Assistant  Engineer,  29  August,  1863.  Appointment  revoked  (Sick,) 
10  April,  1865. 

Jenks,  W.  C. 

Lieutenanf,  3  October,  1799.    Dismissed  28  May,  1804. 
Jeniiey,  Ansel. 

Midshipman,  16  January,  1809.    Last  appearance  on  Records  of  Navy  Department, 
14  May,  1809.     Dead. 
JTenney,  Jonathan. 

Acting  Ensign,  1  June,  1864.    Honorably  discharged  25  September,  1866. 
Jenney,  Simpson. 

Acting  Ensign,  18  December,  1863.     Honorably  discharged  34  October,  1865. 
Jenney,  William. 

Mate,  19  November,  1861.  Acting  Ensign,  27  November,  1863.  Honorably  dis- 
charged 11  January,  1866.     Mate,  6  December,  1869. 

Jennings,  Anthony  T. 

Mate,  13  January,  1865.     Honorably  discharged  15  November,  1868. 

Jennings,  Daniel. 

Purser,  20  June,  1799.     Died  13  November,  1800. 

Jennings,  Horner. 

Midshipman,  24  February,  1799.    Resigned  5  February,  1801. 

Jennings,  John. 

Purser,  6  August,  1799.     Resigned  20  August,  1799. 

Jennings,  liewis. 

Acting  Ensign,  7  September,  1864.     Honorably  discharged  28  August,  1865. 

Jennings,  K^athaniel. 

Master,  30  March,  1812.  Last  appearance  on  Records  of  Navy  Department,  1815. 
New  York  Navy  Yard. 

Jennings,  Thomas  S. 

Acting  Second  Assistant  Engineer,  25  July,  1863.    Resigned  3  May,  1864.    Acting 
Second  Assistant  Engineer,  20  October,  1864.     Honorably  discharged  24  Sep- 
tember, 1865. 
Jennings,  William. 

Acting  Ensign,  23  October,  1862.  Acting  Master,  28  March,  1865.  Honorably 
discharged  30  August,  1865. 

Jennings,  William. 

Acting  Third  Assistant  Engineer,  3  October,  1864.   ^Resigned  (Sick,)  16  January, 
1865. 
Jennings,  William  S. 

Mate,  24  January,  1863.  Acting  Ensign,  17  November,  1863.  Honorably  dis- 
charged 23  February,  1869.  Mate,  26  November,  1869.  Resigned  30  June, 
1873? 

Jepson,  U.  !E. 

Mate,  8  August,  1866.     Resigned  34  September,  1869. 

Jeriiegan,  Thomas. 

Acting  Assistant  Paymaster,  1  May,  1863.     Mustered  out  16  November,  1865. 

Jerrald,  Samuel  G.  „    .     ^      .„„„ 

Midshipman,  3  July,  1799.     Resigned  3  September,  1800. 

Jerrauld,  S.  G. 

Master,  14  March,  1809.     Died  4  May,  1812. 

25 
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Jei'vey,  Thomas  H. 

Master,  18  January,  1809.     Resigned  26  January,  1809. 

Jervey,  Thomas  H. 

Master,  5  January,  1813.     Left  the  Service  23  August,  1813. 

Jessni'im,  Samuel. 

Mate,  8  September,  1863.     Dismissed  22  February,  1864. 

Acting  Third  Assistant  Engineer,  8  July,  18C3.  Honorably  discharged  36  August, 
1865. 

Jewell,  Henry  C. 

Third  Assistant  Engineer,  16  February,  1852.     Resigned  11  January,  1854. 

Jewell,  Theodore  F. 

Acting  Midshipman,  39  Noyeinber,  1861.  Graduated,  November,  1864.  Ensign, 
1  November,  1866.  Master,  1  December,  1866.  Lieutenant,  13  March,  1868. 
Lieutenant-Commander,  26  March,  1869. 

Jewett,  Amos  M. 

Acting  Ensign,  Coast  Survey  Duty,  9  July,  1867.     Discharged  1   November,  1867. 

Jewett,  Charles. 

Lieutenant,  80  October,  1799.     Discharged  8  June,  1801,  under  Peace  Establisli- 

ment  Act. 
Jewett,  DaTld. 

Commander,  6  April,  1799.    Discharged  3  June,  1801,  under  Peace  Establishment 

Act. 

Jewett,  Oeorge. 

Midshipman,  31  October,  1799.    Discharged  10  July,  1801,  under  Peace  Establish- 
ment Act. 
Jewett,  Henry  C. 

Acting  Third  Assistant  Engineer,  28  January,  1864.    Appointment  revoked  (Sick,) 
9  November,  1865. 
Jimmeson,  Jacob. 

Assistant  Surgeon,  3  January,  1828.     Died  10  July,  1830. 

Jobson,  Francis  O. 

Mate,  19  July,  1802.     Resigned  26  July,  1862.     Acting  Ensign,  34  January,  1868. 
Honorably  discharged  3  December,  1865. 
Jocelyn,  Ammariah. 

Captain,  (to  command  a  Galley,)  23  January,  1800.      Last  apijearance  on  Records 
of  Navy  Department,  15  June,  1800. 
Johns,  Walter  S. 

Mate,  24  July,  1862.     Resigned  16  September,  1864. 
Johnson,  A.  91. 

Acting  Assistant  Surgeon,  1861.     Resigned  13  December,  1863. 
Johnson,  Amos. 

Acting  Master,  17  October,  1861.     Acting  Volunteer  Lieutenant,  31  January,  1863. 
Honorably  discharged  14  September,  1865. 

Johnson,  Andrew  W. 

Midshipman,  19  October,  1841.    Passed  Midshipman,  10  August,  1847.     Master, 
14  September,  1855.     Lieutenant,  15  September,  1855.     Lieutenant-Commander, 
16  July,  1863.    Commander,  25  July,  1866.     Captain,  5  April,  1874. 
Johnson,  Artemas. 

Surgeon's  Mate,  10  December,  1814.     Resigned  13  June,  1815. 
Johnson,  Carroll  W. 

JIate,  9  December,  1«G3.     Acting  Ensign,  7  March,  1864.     Honorably  discharged 
8  December,  1865. 
Johnson,  Charles  C 

Mate,  1  October,  1862.    Resigned  21  August,  1863.    Mate,  37  April,  1864.    Actmg 
Ensign,  14  February,  1865.    Honovably  discharged  34  November,  1865. 
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Jolinsou,  Daniel. 

Acting  Third  Assistant  Engineer,  28  December,  1861.    Acting  Second  Assistant 
Engineer,  31  October,  1863.     Honorably  discharged  24  November,  1869. 
Jolinson,  Edward  C. 

Third  Assistant  Engineer,  18  November,  1862.     Resigned  3  September,  1862. 
Joliiisoii,  Edward  S. 

Midshipman,  80  November,  1814.     Lieutenant,  13  January,  1825.     Commander,  8 
September,  1841.    Died  23  June,  1843. 
Johnson,  Elias  M. 

Acting  Assistant  Paymaster,  18  April,  1864.    Honorably  discharged  7  August, 
1866. 
Johnson,  Fayette. 

Midshipman,  18  May,  1809.     Resigned  23  September,  1810. 
Johnson,  Frederick  H. 

Mate,  21  November,  1863.    Honorably  discharged  6  October,  1866. 
Johnson,  George  A. 

Mate  11  February,   1863.     Acting  Ensign,  10   December,  1864.    Honorably  dis- 
charged 13  November,  1865. 
Johnson,  Oeorge  R. 

Third  Assistant  Engineer,  16  February,  1852.     Second  Assistant  Engineer,  27  July, 
1855.     First  Assistant  Engineer,  21  July,  1858.     Chief  Engineer,  31  July,  1861. 
Johnson,  Gorhain  IS. 

Mate,  5  August,  1863.  Acting  Ensign,  16  November,  1864.  Honorably  discharged 
28  August,  1865. 

Johnson,  Henry. 

Acting  Assistant  Surgeon,  26  March,  1863.     Resigned  28  April,  1865. 

Johnson,  Henry  A. 

Cadet  Midshipman,  5  June,  1873.     Graduated  18  June,  1879. 

Johnson,  Henry  J. 

Acting  Third  Assistant  Engineer,  15  April,  1863.     Acting  Second  Assistant  En- 
gineer, 10  January,  1865.     Honorably  discharged  24  December,  1865. 
Johnson,  Henry  I^. 

Acting  Midshipman,  30  September,  1859.  Ensign,  28  Aj^ril,  1863.  Lieutenant, 
22  February,  1864.  Lieutenant-Commander,  25  July,  1866.  Commander,  35 
November,  1876. 

Johnson,  Isaac. 

Acting  Third  Assistant  Engineer,  39  August,  1861.  Acting  Second  Assistant  En- 
gineer, 15  October,  1862.     Resigned  30  December,  1864. 

Johnson,  Isaiah. 

Mate,  22  April,  1863.     Resigned  (Sick,)  33  August,  1863. 

Johnson,  James  IS. 

Actin"-  Tiiird  Assistant  Engineer,  21  April,  1864.  Honorably  discharged  31  Oc- 
tober, 1865. 

Johnson,  James  S. 

Acting  Ensign,  17  June,  1864.     Honorably  discharged  14  July,  1865. 

Johnson,  Jerome  B. 

Mate,  20  December,  1861.     Dismissed  13  February,  1863. 

Johnson,  John. 

Actino-  Third  Assistant  Engineer,  33  August,  1862.  Acting  Second  Assistant  Eii- 
giueer,  29  May,  1868.     Appointment  revoked  (Sick,)  31  March,  1864. 

Johnson,  John. 

Third  Assistant  Engineer,  31  May,  1857.  Second  Assistant  Engineer,  3  August, 
1859.  First  Assistant  Engineer,  1  July,  1861.  Chief  Engineer,  10  November, 
1863.    Retired  10  June,  1870. 

Johnson,  John,  .^.  .,  ,,  .         .  iq-,q 

Gunner,  6  May,  1813.     Died  11  August,  1818. 
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Johnson,  John, 

Parser,  28,  August,  1850.     Dismissed  20  April,  1861. 
Johnson,  John. 

Boatswain,  13  March,  1866.     Appointment  cancelled,  11  September,  1867. 

Johnson,  John  H. 

Midshipman,  19  October,  1841.     Resigned  29  January,  1846. 
Johnson,  John  ]V. 

Acting  Third  Assistant  Engineer,  22  March,  1864.    Honorably  discharged  9  Octo- 
ber, 1865. 
Johnson,  John  O. 

Mate,   4  October,  1861.     Acting  Ensign,  13  September,  1862.     Acting  IMnster, 
gallant  conduct  in  action,  1  June,  1863.     Honorably  discharged  15  September, 
1865. 
Johnson,  Joseph  S. 

Acting  Ensign,  26  September,  1863.     Lost  on  "  Patapsco." 
Johnson,  Joshna. 

Master,  6  August,  1799.     Discharged  9  June,  1801,  under  Peace  Establishment 
Act. 

Johnson,  J.  Smith. 

Midshipman,  1  December,  1809.     Dismissed  17  September,  1813. 

Johnson,  liOuis  D. 

Acting  Carpenter,  1  October,  1862.     Resigned  29  August,  1863. 

Johnson,  Miller  II. 

Acting  Master,  22  October,  1861.     Died  8  July,  1864. 
Johnson,  Mortimer  T,. 

Acting  Midshipman.  3  December,  1859.    Ensign,  16  September,  1863.    Lieutenant, 
23   February,  1864.     Lieutenant-Commander,  35  July,  1866.     Commander,  26 
April,  1878." 
Johnson,  Nathaniel  F. 

Acting  Second  Assistant  Engineer,  28  November,  1864.     Honorably  discharged 
3  December,  1865. 
Johnson,  Peter. 

Boatswain,  23  November,  1871. 
Johnson  J  Peter. 

Midshipman,  3  February,  1829.     Dismissed  26  July,  1830. 
Johnson,  Philip  C,  Jr. 

Midshipman,  31  August,  1846.    Passed  Midshipman,  8  June,  1852.     Master,  15 
September,  1855.      Lieutenant,  16  September,  1855.     Lieutenant-Commander, 
16  July,  1862.     Commander,  25  July,  1866.     Captain,  14  June,  1874. 
Johnson,  Pnrley  H. 

Acting  Assistant  Surgeon,  11  February,  1865.     Honorably  discharged   26  June, 
1866. 
Johnson,  IS.  H. 

Acting  Assistant  Surgeon,  9  November,  1861.     Resigned  4  December,  1861. 
Johnson,  Richmond. 

Surgeon's  Mate,  3  April,  1811.     Surgeon,  1  March.  1815.     Resigned  12  February, 
1817. 
Johnson,  Robert. 

Master,  10  May,  1813.     Last  appearance  on  Records  of  Navv  Department,  1815. 
Norfolk. 
Johnson,  Robert  E. 

Midshipman,  1  October,  1827.    Passed  Midshipman,  10  June,  1833.     Lieutenant, 
13  February,  1839.     Died  4  February,  1855. 
Johnson,  Samiael. 

Acting  Third  Assistant  Engineer,  29  April,  1864.     Resigned  10  August,  1865. 
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Johnson,  Samuel. 

Gunner,  date  not  known.    Discharged  1  May,  1801,  under  Peace  Establishment  Act. 
Johnson,  Samuel. 

Gunner,  9  March,  1802.     Dismissed  M  June,  1803. 

Johnson,  Samuel  C. 

Acting  Assistant  Surgeon,  9  August,  1864.     Honorably  discharged  6  Novembei-, 
1865. 

Johnson,  Samuel  H. 

Mate,  31  October,  1861.     Appointment  revoked  23  December,  1865. 
Johnson,  Seth. 

Midshipman,  16  January,  1809.     Dismissed  18  November.  1S09. 
Johnson,  Smith  J. 

Midshipman,  1  December,  1809.     Dismissed  33  September,  1813. 
Johnson,  Spencer  H. 

Mate,  1  October,  1863.     Acting  Ensign,  9  November,  1863.     Honorably  discharged 
28  November,  1865. 

Johnson,  Thomas. 

Carpenter,  10  June,  1844.  Resigned  17  March,  1848. 
Johnson,  Thomas. 

Purser,  23  March,  1800.  Resigned  9  December,  180C. 
Johnson,  Thomas  W. 

Acting  Master,  9  October,  1861.     Appointment  revoked  25  February,  1863. 
Johnson,  W.  H.  B. 

Midshipman,  16  February,  1832.     Resigned  29  December,  1836. 
Johnson,  William. 

Acting  Third  Assistant  Engineer,  4  February,  1863.     Honorably  discharged  20 
July,  1866. 
Johnson,  William. 

Surgeon's  Mate,  16  August,  1826.     Surgeon,  4  April,  1831.     Retired  list,  4  January, 
1866.     Medical  Director,  3  March,  1S71.     Died  7  April,  1870. 
Johnson,  William,  Jr. 

Assistant  Surgeon,  3  September,  1855.     Surgeon,  10  August,  1861.     Dismissed  19 
February,  1870. 
Johnson,  William. 

Master,  11  February,  1811.     Resigned  17  February,  1818. 

Johnson,  William. 

Gunner,  4  July,  1817.    Last  appearance  on  Records  of  Navy  Department,  17  March, 
1821.    Dead. 
Johnson,  William. 

Master,  6  June,  1815.     Died  27  April,  1831. 

Johnson,  William. 

Gunner,  16   January,  1803.     Last   appearance   on  Records  of  Navy  Department. 
Resigned. 
Johnson,  William  H 

Acting  Second  Assistant  Engineer,  5  June,  1863.    Honorably  discharged  5  Novem- 
ber, 1865. 
Johnson,  William  H. 

Assistant  Sui'geon,  22  June,  1862.     Resigned  23  July,  1868. 

Johnson,  William  H. 

Acting  Second  Assistant  Engineer,  13  September,  1864.     Honorably   discharged 
1  December,  1865. 
Johnson,  William  W. 

Acting  Thii-d  Assistant  Engineer,  3  August,  1863.    Honorably  discharged  5  July, 
1865. 


390  GENERAL  NAVY   REGISTER. 

Jolinson,  Wilson  11. 

Acting  Second  Assistant  Engineer,   6  January,  1865.      Honorably   discharged   5 
November,  1865. 
Joliisstoii,  Alexander  M. 

Acting  Assistant  Surgeon,  1803.     Resigned  13  December,  18G3. 

Joliiiston,  Benjamin  Tu. 

Acting  Master,  9  September,  1861.     Resigned  33  April,  1863. 

Jolinston,  Charles. 

Boatswain,  31  May,  1839.     Retired  list,  34  March,  :8G9.     Died  14  March,  1874. 

Johnston,  £lliot. 

Midshipman,  17  September,  1841.     Resigned  16  August,  1849. 

Johnston,  Frederick  A. 

Mate,  31  November,  1863.     Honorably  discharged  6  October,  18GG. 

Johnston,  Harry  H. 

Acting  Ensign,  13  August,  1868.     Resigned  37  April,  1864.     Mate,  37  September, 
1867.     Resigned  30  May,  1869.     Mate,  4  November,  1869:     Died  38  October, 
1874. 
Johnston,  James  D. 

Midshipman,  30  June,  1833.     Passed  Midshipman,  33  June,  1838.     Lieutenant,  34 
June,  1843.     Resigned,  10  April,  1861. 

Johnston,  James  Li. 

Midshipman,  37  September,  1841.     Dismissed  13  June,  1848. 

Johnston,  James  Ji. 

Mate,  6  September,  1861.    Resigned  4  August,  1863. 

Johnston,  John. 

Purser,  38  August,  1850.    Dismissed  30  April,  1861. 
Johnston,  John. 

Acting  First  Assistant  Engineer,  5  June,  1863.     Honorably  discharged  5  Septem- 
ber, 1865. 
Johnston,  John  E. 

Acting  Master,  3  December,  1861.     Dismissed  38  February,  1863. 
Johnston,  John  E. 

Mate,  19  December,  1864.     Honorably  discharged  4  December,  1867. 
Johnston,  John  E. 

Midshipman,  9  August,  1848.     Passed  Midshipman,  15  June,  1854.     Resigned  33 
March,  1855. 
Johnston,  John  T. 

Acting  Volunteer  Lieutenant,  1  August,  1863.     Resigned  33  June,  1864. 
Johnston,  Joseph  S. 

Acting  Sailmaker,  19  June,  1861 .    Died  37  June,  1861. 
Johnson,  Oscar  F. 

Midshipman,  14  August,  1846.    Passed  Midshipman,  8  June,  1853.     Master,  3  5 
September.  1855.     Lieutenant,  16  September,  1855.    Dismissed  33  Ajjril,  1861. 
Johnston,  Stephen. 

Midshipman,  38  June,  1823.     Passed  Midshipman,  33  March,  1839.     Lieutenant,  ,■! 
March,  1831.     Died  3  April,  1848. 
Johnston,  William. 

Acting   First  Assistant  Engineer,  36  August,  1863.     Honorably  discharged   38 
August,  1865. 

Johnston,  Zachariah  F. 

Midshipman,   1   January,  1818.      Lieutenant,   3  March,  1827.      Commander,  27 
February,  1847.     Dropped  13   September,  1855.     Commissioned  Captam    Dn 
Active  list,  14  September,  1855.     Died  17  March,  1859. 
Johnstone,  John  A. 

Acting  Master,  4  December,  1861.     Acting  Volunteer  Lieutenant,  13  November 
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1S63.      Acting  Volunteer  Lieutenant-Commander,  19  May,  1865.     Honorabk 
discharged  9  December,  1865. 
Joins,  Jolin. 

Sailmaker,  26  September,  1837.     Retired  list,  26  May,  1865.     Died  36  September, 

1S77. 

Jones,  Albert  K. 

Mate,  4  November,  1861.    Acting  Ensign,  4  September,  1862.      Acting  Master, 
favorable   report  of  Commanding    Officer,   2   March,   1861.      Honorably   dis- 
charged 13  October,   1865.     Acting  Master,  38  April,  1866.     Mustered  out  17 
JuVy,  1868. 
Jones,  Alonzo. 

Carpenter,  18  November,  1831.     Died  17  January,  1843. 
Jones,  Benjamin  F. 

Mate,  25  January,  1863.     Acting  Master,  3  February,  1863.     Dismissed  7  June. 
1863.  ' 

Jones,  Benjamin  Ii. 

Midshipman,  24  Januaiy,  1815.     Resigned  2  May,  1815. 
Jones,  Bennet. 

Acting  Third  Assistant  Engineer,  8  December,  1863.    Honorably  discharged  10 
May,  1868. 
Jones,  Cadwallader. 

Midshipman,  20  June,  1806.     Resigned  4  August,  1807. 
Jones,  Catesby  Ap  R. 

Midshipman,  18  June,  1836.    Passed  Midshipman,  1  July,  1843.     Master,  14  Sep- 
tember, 1848.     Lieutenant,  13  May,  1849.     Resigned  17  April,  1861. 
Jones,  Care. 

Chaplain,  26  May,  1824.     Died  29  January,  1839. 
Jones,  Charles. 

Midshipman,  6  July,  1803.     Last  appearance  on  Records  of  Navy  Department, 
1815.    Norfolk. 

Jones,  Charles  A. 

Mate,  5  June,  1863.     Appointment  revoked  (Sick,)  16  February,  1863. 
Jones,  Charles  B. 

Mate,  37  November,  1863.     Honorably  discharged  20  July,  1865. 
Jones,  Charles  C. 

Mate,  16  December,  1863.     Appointment  revoked  (Sick,)  34  July,  1863.     Mate, 
3  September,  1863.     Resigned  (Sick,)  3  December,  1864. 
Jones,  Charles  J>. 

Acting  Midshipman,  23  November,  1859.     Ensign,  25  November,  1863.     Lieu- 
tenant, 32  February,  1864.     Died  19  December,  1865. 
Jones,  Charles  H. 

Sailmaker,  7  January,  1875. 
Jones,  Charles  B. 

Acting  Third  Assistant  Engineer,  34  January,  1863.     Acting  Second  Assistant 
Engineer,  13  May,  1864.     Honorably  discharged  19  October,  1865. 

Jones,  Charles  W. 

Acting  Ensign  and  Pilot,  3  May,  1864.    Honorably  discharged  30  September, 
1865. 
Jones,  Charles  W. 

Midshipman,  6  Januarj^,  1800.     Discharged  13  August,  1801,  under  Peace  Estab- 
lishment Act. 

Jones,  C.  M. 

Acting  Ensign,  39  December,  1864.     Honorably  discharged  14  September,  1865. 

Jones,  Copeland  P. 

Midshipman,  21  Septeml^er,  1841.     Resigned  16  May,  1848. 
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Jones,  Daniel. 

Carpenter,  9  December,  1847.     Retired  list,  27  July,  1869.     Died  5  June,  1877. 

Jones,  Daniel. 

Master,  8  May,  1812.     Died  31  May,  1826. 

Jones,  Daniel. 

Mate,  23  April,  1863.     Dismissed  19  March,  1864. 

Jones,  Daniel  W. 

Acting  Assistant  Surgeon,  25  September,  1863.     Appointment  revoked  15  Febru- 
ary, 1865. 

Jones,  David. 

Third  Assistant  Engineer,  25  March,  1862.     Second  Assistant  Engineer,  1  Novem- 
ber, 1863.     First  Assistant  Engineer,  1  January,  1868. 

Jones,  Edward. 

Master,  26  January,  1809.     Last  appearance  on  Records  of  Navy    Department,, 
1815.    Charleston,  S.  C. 
Jones,  £dward. 

Acting  Master,  3  October,  1861.     Resigned  5  May,  1864. 

Jones,  Edward. 

Mate,  31  October,  1861.     Dismissed  16  May,  1863. 

Jones,  Edward  C. 

Acting   Second    Assistant    Engineer,   25   March,   1864.     Honorably  discharged 
7  November,  1865. 
Jones,  Edward  T. 

Acting  Master,  13  November,  1861.     Dismissed  14  July,  1862. 
Jones,  Enocb. 

Surgeon's  Mate,  10  December,  1814.     Resigned  2  March,  1815. 
Jones,  Enoeli  A. 

Midshipman,  16  January,  1809.     Lieutenant,  5  May,  1817.     Resigned  26  April, 
1827. 

Jones,  George. 

Chaplain,  20  April,  1833.     Died  22  January,  1870. 

Jones,  Oeorge  E. 

Acting  Assistant  Surgeon,  29  May,  1868.     Resigned  4  April,  18*14. 
Jones,  Henry. 

Acting  Third  Assistant  Engineer,  30  September,  1868.     Actiiif,  Second  Assistant 
Engineer,  9  September,  1 864.     Honorably  discharged  7  September,  1865. 
Jones,  Henr.v  D. 

Mate,  6  February,  1868.     Resigned  24  November,  1863. 
Jones,  Hiram  H. 

Acting  Assistant  Surgeon,  15  January,  1864.     Resigned  1  July,  1864. 
Jones,  Horace  Eugene. 

Midshipman,  30  September,  1868.        Graduated  June,  1867.     Ensign,  18  Decem- 
ber, 1868.     Master,  21  March,  1870. 
Jones,  H.  LieRoy. 

Acting  Assistant  Paymaster,  2  August,  1861.     Honorably  discharged  13  July,  1867. 
Jones,  Hngli. 

Mate,  21  November,  1862.     Acting  Ensign,  21  May,  1863.     Honorably  discharged 
4  May,  1867. 
Jones,  Jacob. 

Midshipman,  10   April,    1799.     Lieutenant,   22  February,  1801.     Commander,  20 
April,  1810.     Captain,  3  March,  lal8.     Died  3  August,  1850. 
Jones,  J.  Alexander. 

JIate,  6  November,  1863.     Acting  Ensign,  17  July,  1864.     Honorably  discharged 
15  November,  1865. 
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Jones,  James. 

Carpenter,  13  January,  1833.     Resigned  13  October,  1833. 
Jones,  John. 

Mate,  34  December,  1863.     Disrated  11  May,  1866. 
Jones,  John  C 

Midshipman,  13  May,  1818.     Resigned  6  November,  1833. 
Jones,  John  C 

Acting  Third  Assistant  Engineer,  13  December,  1863.    Acting  Second  Assistant 
Engineer,  8  July,  1864.     Honorably  discharged  1  December,  1865. 
Jones,  John  H. 

Acting  Third  Assistant  Engineer,  28  May,  1863.     Acting  Second  Assistant  En- 
gineer, 9  June,  1864.     Died  3  October,  1864. 
Jones,  John  M. 

Lieutenant,  13  June,  1799.     Resigned  11  June,  1801. 
Jones,  John  J. 

Purser,  21  November,  1849.     Dismissed  30  September,  1858. 
Jones,  John  P. 

Mate,  7  August,  1861.     Acting  Ensign,  8  March,  1861.     Honorably  discharged  33 
July,  1867. 
Jones,  John  \W. 

Mate,  13  December,  1861.     Resigned  13  November,  1863. 
Jones,  Joseph  E. 

Acting  Master,  9  October,  1861.  Ensign,  13  March,  1868.  Master,  18  December, 
1868.     Lieutenant,  21  March,  1870. 

Jones,  Joseph  £. 

Mate,  36  November,  1861.  Acting  Ensign,  35  September,  1863.  Honorably  dis- 
charged 30  November,  1868. 

Jones,  J.  Pembroke. 

Midshipman,  19  October,  1841.  Passed  Midshipman,  10  August,  1847.  Master, 
1  March,  1855.     Lieutenant,  14  September,  1855.     Dismissed  39  April,  1861. 

Jones,  Kinsey. 

Midshipman,  1  January,  1833.  Last  appearance  on  Records  of  Navy  Department, 
39  July,  1835.     Drowned. 

Jones,  Liewis  B. 

Acting  Third  Assistant  Engineer,  5  June,  1863.    Honorably  discharged  19  Octo- 
ber, 1865. 
Jones,  Meredith  D. 

Assistant  Surgeon,  17  May,  1871.     Passed  Assistant  Surgeon,  6  February,  1875. 

Jones,  Meriwether  P. 

Midshipman,  9  September,  1841.  Passed  Midshipman,  10  August,  1847.  Master, 
14  September,  1855.  Lieutenant,  15  September,  1855.  Lieutenant-Commander, 
16  July,  18G3.    Died  11  April,  1866. 

Jones,  Michael  G. 

Mate,  7  May,  1864.     Honorably  discharged  36  July,  1865. 

Jones,  Owen. 

Third  Assistant  Engineer,  19  February,  1863.  Second  Assistant  Engineer,  20 
June,  1864.     Resigned  33  December,  1866. 

Jones,  P.  A.  J.  P. 

Midshipman,  16  January,  1809.  Lieutenant,  24  July,  1813.  Cashiered  18  August, 
1820. 

Jones,  B.  B. 

Midshipman,  39  March,  1803.     Resigned  6  February,  1808. 

Jones,  Richard  A. 

Midshipman,  18  Jime,  1813.  Lieutenant,  36  April,  1830.  Commander,  29  March, 
1844.    Died  17  April,  1846. 
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Jones,  Richard  K. 

Midshipman,  16  January,  ISOO.     r.csigncd  30  January,  1810. 

Jones,  Robert. 

JlidsMpman,  4  March,  1823.     Dismissed  8  June,  1831. 
Jones,  Robert  Clarendon. 

Master,  4  March,  1823.  Master,  not  in  line  of  promotion,  7  June,  1844.  Reserved 
list,  14  September,  1855. 

Jones,  Robert  J. 

Acting  Tihird  Assistant  Engineer,  14  September,  1864.     Honorably  dischai'ged  23 
iNTovember,  1865. 
Jones,  Robert  Li.  M. 

Mate,  ;i  April,  1§63.     Acting  Ensign,  27  March,  1865.     Honorably  discharged  24 
October,  1867. 
Jones,  Robert  W. 

Midshipman,  1  January,  1818.     Lieutenant,  3  March,  1827.     Died  19  May,  1837. 

Jones,  Samuel  J. 

Assistant  Surgeon,  19  December,  1860.     Surg 'on,  23  September,  1863.     Resigned 
1  March,  1868. 
Jones.  San  ford  IV. 

Mate,  1  October,  1862.     Resigned  14  April,  1863. 
Jones,  Stephen. 

Gunner,  3  April,  1826.     Died  8  February,  1834. 
Jones,  Stephen. 

Gunner,  6  May,  1813.     Last  appearance  on  Records  of  Navy  Department  till  1826. 
Jones,  Stephen. 

Mate,  5  November,  1862.     Acting  Ensign,  14    February,  1865.     Honorably  dis- 
charged 10  January,  1869. 
Jones,  Theodore  W. 

Mate,  23  January,  1862.     Mustered  out  6  Februa'-y,  1869. 
Jones,  T.  O. 

Acting  Third  Assistant  Engineer,  20  Ju:.c,  1863.     Resigned  22  May,  1885. 
Jones,  Thomas. 

Midshipman,  10  July,  1799.     Lost  in  the  "  Insurgent." 
Jones,  Thomas. 

Sailmaker,  20  November,  1799.     Discharged  25  May,  1801. 
Jones,  Thomas  A.  C 

Midshipman,  22  November,  1805.  Lieutenant,  24  May,  1812.  Commander,  28 
March,  1820.  Captain,  11  March,  1829.  Reserved  list,  13  September,  1855. 
Died  30  May,  1858. 

Jones,  Thomas  C 

Mate.     Resigned  12  February,  1863. 
Jones,  Thomas  J. 

Third  Assistant  Engineer,  26  June,  1856.     Second  Assistant  Engineer,  21   July, 
1858.     First  Assistant  Engineer,  3  August,  1859.     Chief  Engineer,  19  January, 
1863.    Dismissed  19  October,  1875. 
Jones,  Thomas  P. 

Mate,  20  November,  1861.     Honorably  discharged  22  January,  1866. 
Jones,  Truman  M. 

Third  Assistant  Engineer,  8  October,  1861.     Second  Assistant  Engineer,  3  August, 
1863.     First  Assistant  Engineer,  11  October,  1806.     Died  22  November,  1873. 
Jones,  Victor  W. 

Mate,  23  January,  1863.     Acting  Ensign,  5  September,  1863.     Honorably  dis- 
charged 10  November,  1868. 
Jones,  Walter  F. 

Midshipman,  11  June,  1814.    Resigned  3  November,  1831. 
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Jones,  Walter  F. 

Midshipman,  20  September,  1841.    Passed  Midshipmau,  10  August,  1847.     Died 
20  August,  1855. 
Jones,  Williaiu. 

Acting  Master  and  Pilot,  24  October,  1863.     Resigned  20  Decemljer,  1864. 
Jones,  William. 

Boatswain,  31  July,  1866. 
Jones,   William. 

Boatswain,  26  July,  1852.     Lost  in  Sloop  of  War  "ATbaiuj,''  September,  1854. 
Jones,  William  A. 

Acting  Master,  2  November,  1861.     Mustered  out  24  December,  1861. 
Jones,  William  A. 

Midshipman,  18  July,  1831.     Passed  Midshipman,  15  June,  1837.     Lieutenant,  8 
September,  1841.     Resigned  13  May,  1845 
Jones,  William  E. 

Acting  Ensign,  24  June,  1864.     Honorably  discharged,  3  July,  1865. 

Jones,  William  G. 

Acting  Ensign,  14  Januaiy,  1864.     Dismissed  13  February,  18C5. 

ones,  William  H. 

Acting  Assistant  Surgeon,  6  April,  1863.     Assistant  Surgeon,  12  August,  1863. 
Passed  Assistant  Surgeon,  26  December,  1866.     Surgeon,  5  July,  1873. 

Jones,  William  P. 

Midshipman,   1   January,   1827.    Passed  Midshipman,  10  June,  1833.     Died  15 
July,  1834. 
Jones,  William  P- 

Surgeon's  Mate,  10  December,  1814.     Last  appearance  on  Record  of  Navy  Depa 
ment,  1818.     Furloughed. 
Jordan,  Charles  E. 

Mate,  23  August,  1864.    Appointment  revoked  28  December,  1864. 

Jordan,  Charles  W. 

Third  Assistant  Engineer,  4  April,  1861.    Name  stricken  from  the  Rolls  of  the 
Navy,  6  May,  1861. 
Jordan,  Christopher. 

Carpenter,  24  April,  1838.    Retired  list,  25  September,  1866. 

Jordan,  Cris.  P. 

Boatswain,  29  September,  1813.     Resigned  7  March,  1815. 

Jordan,  Frank. 

Mate,  27  October,  1862.     Acting  Ensign,  10  August,  1864.     Honorably  discharged 

23  May,  1866. 
Jordan,  Frank  A. 

Acting  Assistant  Surgeon,  7  March.  1864.     Honorably  discharged   26  October, 
18S5. 
Jordan,  George  Ij. 

Mate,  3  February,  1864.     Acting  Ensign,  80  March,  1864.     Honorably  discharged 

24  October,  1865. 

Jordan,  James. 

Acting  Ensign,  22  September,  1864.     Resigned  24  March,  1866. 

Jordan,  John. 

Acting  Third  Assistant  Engineer,  28  December,  1861.     Acting  Second  Assistant 
Eno-ineer,  2  January,  1864.     Honorably  discharged  1  September,  1865. 

Jordan,  John  W. 

Cadet  Midshipman,  5  June,  1873.     Graduated  18  June,  1879.     Ensign,  11  October, 

1880. 
Jordan,  John  P. 

Mate,  23  August,  1864.     Dismissed  7  January,  1865. 
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Jordan,  John  W. 

Assistant  Paymaster,  21  March,  1870.     Passed  Assistant  Paymaster,  37  September, 
1877. 
Jordan,  Joseph. 

Acting  Third  Assistant  Engineer,   17   May,   1864.      Honorably   discharged   18 
August,  1865. 

Jordan,  Marshall  P. 

Third  Assistant  Engineer,  24  December,   1853.     Second   Assistant   Engineer,  9 
May,  1857.     Dismissed  20  May,  1861. 
Jordan,  Meletiah. 

Acting  Master,  26  February,  1862.     Honorably  discharged  20  August,  1865. 
Jordan,  Sainiiel. 

Acting  Assistant  Paymaster,  14  February,  1862.     Mustered  out  1865. 
Jordan,  Scott  J>. 

Acting  Ensign,  23  April,  1863.     Honorably  discharged  22  November,  1865. 
Jordan,  Siinon. 

Boatswain,  9  October,  1819.     Died  10  June,  1830. 
Jordan,  William. 

Carpenter,  21  March,  1837.    Died  5  June,  1845. 
Jorgenson,  I<oais. 

Acting  Assistant  Paymaster,  21  February,  1863.     Honorably  discharged  36  jun^ 
1865. 
Joseph,  Peter. 

Gunner,  18  September,  1809.     Dismissed  24  April,  1813. 
Joseph,  William  H. 

Mate,  26  May,  1864.     Honorably  discharged  17  July,  1865. 
Joslin,  George  T. 

Mate,  26  March,  1863.     Acting  Ensign,  18  April,  1864.     Resigned  28  April,  1865. 
Josselyn,  Francis. 

Acting  Master,  29  April,  1862.     Acting  Volunteer  Lieutenant,  15  March,  1865. 
Honorably  discharged  13  June,  1868. 
Jouett,  James  E. 

Midshipman,  10  September,  1841.     Passed  Midshipman,  10  August,  1847.     Master, 
14  September,  1855.    Lieutenant,  15  September,  1855.     Lieutenant-Commander, 
16  July,  1862.     Commander,  25  July,  1866.     Captain,  6  January,  1874. 
Jonett,  Liandon  P. 

Midshipman,  31   July,  1866.     Graduated  7  June,  1870.     Ensign,   l3  July,  1871. 
Master,  1  December,  1874. 

Joy,  Stephen  D. 

Acting  Master,  27  December,  1861.     Appointment  revoked  5  December,  1863. 
Joyce,  Charles  R. 

Acting  Third  Assistant  Engineer,  1861.     Appointment  revoked  (Sick,)  3    June 
1863. 
Joyce,  I^emnel  B. 

Acting  Third  Assistant  Engineer,  15  September,  1864.     Honorably  discharged  21 
September,  18C5. 
Joyce,  Xoah  D. 

Acting  Ensign,  27  January,  1S65.     Honorably  discharged  14  August,  1867. 
Joyiier,  Francis  E. 

Midshipman,  1  April,  1828.     Resigned  27  May,  1833. 

Jnbe,  William  O. 

Acting  Assistant  Paymaster,  10  October,  1863.     Honorably  discharged  1  January, 
1866. 
Judd,  Charles  H. 

Midshipman,  23  September,  1862.     Graduated  12  .June,  1866.     Ensign,  12  March. 
18(JS.     Master,  26  March,  1869.     Lieutenant,  21  March,  1870. 
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Jndd,  John  C. 

Acting  Third  Assistant  Engineer,  4  September,  18C3.    Dismissed  9  October,  1863. 
Jndklns,  E.  1>. 

Acting  Assistant  Surgeon,  21  October,  1861.    Appointment  revoked  5  March,  1862. 
Jndson,  Adoniram  B. 

Assistant  Surgeon,  30  July,  1861.     Surgeon,  26  December,  1866.     Resigned  11 
May,  1868. 
Jiidson,  !E.  J,  C 

Midshipman,  10  February,  1838.     Resigned  8  June,  1842. 
Judson,  iElnatlian. 

Surgeon,  37  March,  1818.     Died  8  May,  1829. 
Jadson,  Herbert  H. 

Mate,  7  June,  1862.    Died  on  "  Hartford,'''  22  January,  1863. 
Jump,  Jievi  JL. 

Acting  Master,  29  May,  1862.    Dismissed  10  September,  1862.     Acting  Master  and 
Pilot,  1  January,  1865.     Appointment  revoked  10  August,  1865. 

Jnnklu,  DaTid  X. 

Chaplain,  3  November,  1859.     Resigned  31  October,  1804. 

Jnnkin,  William  M. 

Acting  Assistant  Paymaster,  27  April,  1863.     Died  28  September,  1863. 

Jnnkins,  IVathan  H. 

Cai-penter,  20  February,  1872. 

Justice,  John. 

Carpenter,  17  January,  1826.     Resigned  6  July,  1826. 

Jnstin,  Joshua  IT. 

Midshipman,  30  November,  1814.     Died  8  April,  1829. 

J£afer,  John  C. 

Third  Assistant  Engineer,  16  January,  1863.     Second  Assistant  Engineer,  28  May, 
1864.     First  Assistant  Engineer,  36  October,  1872. 

Kafer,  Peter  M. 

Acting  Third  Assistant  Engineer,  21  May,  1864.     Honorably  discharged  21  Octo- 
ber, 1865. 

Kaiser,  Julius  A.  „,..„. 

Third  Assistant  Engineer,  8  September,  1863.     Second  Assistant  Engineer,  35 
July,  1866.     Retii-ed  list,  8  July,  1873. 

Kalinski,  Archilles. 

Mate,  16  August,  1864.     Acting  Ensign,  8  May,  1865.    Honorably  discharged  26 
October,  1866. 

Kane,  Aloysius  J. 

Mate,  22  December,  1863.    Acting  Ensign,  20  September,  1864.    Resigned  1  March, 

1871. 
Kane,  Elisha  K. 

Assistant  Surgeon,  31  July,  1843.    Died  16  February,  1857. 

Acting  Master  and  Pilot,  1  October,  1864.    Honorably  discharged  8  January, 
1866. 

'  Mate,  35  March,  1864.     Acting  Ensign,  16  March,  1865.     Honorably  discharged 
28  May,  1868. 

^'*M:ato"*8'*A"*ust,  1861.    Acting  Ensign,  28  October,  1863.    Honorably  discharged 
August,  31  1865.     Chaplain,  6  June,  1868. 

'^^MTdshipman.  9'juue,  1811.     Last  appearance  on  Records  of  Navy  Department, 
1814. 
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Kane,  liOiiis  J. 

Mate.     Resigned  8  April,  1862. 
Kane,  Samuel  N. 

Midshipman,  20  September,  1862.  Graduated  June,  1866.  Ensign,  12  March, 
1868.     Resigned  30  November,  1868. 

Kane,  Theodore  F. 

Acting  Midshipman,  27  September,  1855.      Midshipman,  9  June,  1859.      Lieu- 
tenant, 31  August,  1861.     Lieutenant-Commander,  22  September,  1865.     Com- 
mander, 28  December,  1872. 
Kaney,  Owen. 

Acting  Third  Assistant  Engineer,  3  October,  1863.     Honorably  discharged  27 
July,  1865. 
Karlowski,  M.  H. 

Acting  Ensign,  18  May,  1863.     Dismissed  17  September,  1864. 
Katz,  JGdward  91. 

Midshipman,  8  June,  1872.     Graduated  20  June,  1876.     Ensign,  2  February,  1878. 
Kaufman,  Winfleld  S. 

Acting  Third  Assistant  Engineer,  3  February,  1865.     Honorably  discharged  37 
August,  1869. 
Kantz,  Albert. 

Acting  Midshipman,  28  September,  1854.  Midshipman,  11  June,  1858.  Passed 
Midshipman,  28  January,  1861.  Master,  28  February,  1861.  Lieutenant,  21 
April,  1861.  Lieutenant-Commander,  31  May,  1865.  Commander,  3  September, 
1872. 

KaTanangb,  Benjamin. 

Third  Assistant  Engineer,  3  May,  1859.     Resigned  21  December,  1861.     Accept- 
ance of  resignation  cancelled,  15  April,  1863.     Retired  list,  3  April,  1866. 
Kavanaugli,  John  T. 

Mate,  14  November,  1862.     Acting  Ensign,  1   July,  1864.     Honorably  discharged 
28  December,  1865. 
Kay,  Samuel  W. 

Acting  Assistant  Paymaster,  11  July,  1864.     Honorably  discharged  29  September, 
1865. 
Kean,  William. 

Midshipman,  4  January,  1800.  Discharged  13  October,  1801,  unc'er  Peace  Estab- 
lishment Act. 

Kearney,  Archibald  K. 

Midshipman,  2  May,  1800.     Lieutenant,  21  February,  1807.     Resigned  5  July, 
1808. 
Kearney,  James  A. 

Mate,  1  October,  1863.  Acting  Ensign,  30  January,  1863.  Resigned  24  August, 
1863. 

Kearney,  John  A. 

Surgeon's  Mate,  3  March,  1809.     Surgeon,  24  July,  1813.     Died  37  August,  1847. 
Kearney,  Liawrence. 

Midshipman,  34  July,  1807.     Lieutenant,  6  March,  1813.     Commander,  3  March, 
1825.     Captain,  20  December,  1833.       Retired  list,  14  November,  1861.     Com- 
modore, Retired  list,  4  April,  1867.     Died  29  November,  1868. 
Kearney,  Robert  S. 

Surgeon's  Mate,  16  January,  1808.     Surgeon,  28  July,  1810.     Died  37  June,  1826. 
Kearns,  !Edward. 

Mate,  23  November,  1864.     Honorably  discharged  28  January,  1867. 
Kearns,  James  H. 

Mate,  15  October,  1861.  Acting  Ensign,  6  August,  1862.  Honorably  discharged 
28  October,  1865.  J-  fe 
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Kearny,  £diiiiin«l. 

Acting  Midshipman,  4  October,  1851.     Dismissed  21  April,  1855. 
Kearny,  €<eorge  H. 

Acting  Third  Assistant  Engineer,   10   October,  186(3.     Third  Assistant  Engineer, 
3  June,   1868.     Second   Assistant   Engineer,  2   June,  1869.     Passed   Assistant 
Engiuser,  1  January,  1876. 
Kearny,  Robert  S. 

Assistant  Surgeon,  16  January,  1808.     Surgeon,  28  July,  1810.     Died  7  June,  1826. 
Kearon,  Jolin  W. 

Acting  Third  Assistant  Engineer,  27  March,  1865.  Honorably  discharged  27 
August,  1868. 

Keasby,  Jobn  R. 

Midshipman,  4  November,  1814.     Died  3  March,  1818. 
Keate,  Edward  J. 

Mate,  23  April,  1863.     Resigned  30  November,  1863. 
Keating,  John. 

Boatswain,  20  June,  1873. 
Keele,  Henry. 

Master,  13  February,  1812.     Discharged  12  May,  1815. 
Keeler,  John  I>. 

Midshipman,  23  July,  1866.    Graduated  7  June,  1870.    Ensign,  13   July,  1871. 
Master,  6  January,  1874.     Lieutenant,  22  January,  1880. 
Keeler,  William  F, 

Acting  Assistant  Paymaster,  17  December,  1861.     Honorably  discharged  25  April, 
1866. 
Keeler,  William  J. 

Civil  Engineer,  17  March,  1863.     Services  no  longer  required  from  5  September, 
1864. 
Keeling,  Henry. 

Gunner,  25  August,  1829.     Appointment  revoked  22  March,  1845. 

Keen,  Ansel. 

Boatswain,  7  June,  1867.     Dismissed  12  December,  1876. 

Keen,  George  J>. 

Mate,  11  April,  1865.     Honorably  discharged  3  January,  1866. 

Keen,  Josiah  £. 

Carpenter,  9  March,  1878. 
Keen,  ^Lawrence. 

Midshipman,  9  December,  1800.     Last  appearance  on  Records   of  Navy  Depart- 
ment.   Dead. 
Keen,  Willard  S. 

Mate,  13  December,  1861.     Acting  Ensign,  20  July,  1863.     Honorably  discharged 
13  May,  1865. 
Keenan,  Francis. 

Mate,  28  July,  1863.    Resigned  21  June,  1864. 

Keenan,   fVilliam. 

Midshipman,  18  May,  1809.     Appointment  revoked  6  December,  1809. 

Keene,  Henry  C.  ^^        , 

Acting  Master,  21  September,  1861.  Acting  Volunteer  Lieutenant,  17  December, 
1862.  Resigned  8  September,  1863.  Acting  Volunteer  Lieutenant,  27  April, 
1864  Honorably  discharged  25  April,  1865.  Re-appointed  10  June,  1865. 
Lieutenant,  20  March,  1871.    Retired  list,  by  special  Act  of  Congress. 

K.eene    Henry  T. 

Mate'  6  Februai^,  1862.  Acting  Ensign,  3  April,  1868.  Acting  Master,  6  March, 
1864.     Honorably  discharged  5  January,  1866. 

Keene,  J"esse. 

Midshipman,  19  March,  1805.     Resigned  7  April,  1807. 
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£.eene,  liawrence. 

Midshipman,  3  March,  1803.     Resigned  37  February,  1809. 
fi.eene,  lieander  M. 

Acting  Ensign,  6  October,  1864.     Resigned  13  May,  1865. 
Keene,  iLewis. 

Midshipman,  1  January,  1812.     Last  appearance  on  Records  of  Navy  Department, 
1815.    Brig  "Enterprise." 
Keener,  Charles  H. 

Acting  Third  Assistant  Engineer,  3  March,  1864.    Honorably  discharged  1  August, 

Keer,  sohn. 

Midshipman,  28  June,  1804.    Drowned  18  May,  1811. 
KefMss,  Jacob. 

Acting  Third  Assistant  Engineer,  3  July,  1863.     Resigned  3  June,  1864. 
Kegel,  George. 

Acting  Third  Assistant  Engineer,   9  January,  1865.     Honorably  discharged  21 
September,  1865. 
Keith,  Albert  M. 

Acting  Master,  27  March,  1863.     Honorably  discharged  36  December,  1865. 
Keith,  Charles  F. 

Acting  Ensign,  15  September,  1363.     Acting  Master,   1   April,  1864.     Honorably 
discharged  26  October,  1865. 
Keith,  £dwin  H. 

Acting  Third  Assistant  Engineer,  9  September,  1863.     Acting  Second  Assistant 
Engineer,  6  June,  1864.     Honorably  discharged  30  January,  1866. 
Keith,  Iiewis  G. 

Midshipman,  1  July,  1825.     Passed  Midshipm.an,  4  June,  1881.     Lieutenant,  17 
March,  1836.    Died  1  May,  1846. 
Keith,  MelTille  C. 

Acting  Ensign,  3  December,  1863.     Resigjvd  3  May,  1865. 
Keith,  Rnel. 

Professor,  8  July,  1845.     Resigned  11  July.  1856. 
Keith,  Theodore  S. 

Acting  Assistant  Surgeon,  13  January,  1863.     Acting  Passed  Assistant  Surgeon, 
6  April,  1866.    Honorably  discharged  3  July,  1868. 
Keith,  Wllliain. 

Master,  25  May,   1798.     Last  appearance  on  Records  of  Navy  Department,  27 
June,  1798.    Dead. 
Keith,  William. 

Boatswain,  21  February,  1814.     Last  appearance  on  Records  of  Navy  Department, 
9  February,  1816. 
Keith,  William. 

Boatswain,  5  October,  1813.     Dismissed  30  February,  1813. 
Kelborn,  John. 

Midshipman,  16  December,  1813.     Resigned  21  June,  1815. 
Keleher,  James  T. 

Third  Assistant  Engineer,  17  February,  1860.  Second  Assistant  Engineer,  17 
December,  1862.  Appointment  revoked  10  December,  1865.  Resignation 
accepted  17  March,  1868. 

Kell,  John. 

Midshipman,  9  September,  1841.  Passed  Midshipman,  10  August,  1847.  Master, 
14  September,  1855.     Lieutenant,  15  September,  1855.     Resigned  23  January, 

Kelleher,  Jeremiah  J. 

Mate,  29  January,  1863.  Acting  Ensign,  4  January,  1865.  Honorably  discharged 
22  October,  1868. 
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Tleller,  Ocorge  W. 

Acting  Third  Assistant  Engineer,  1 G  January,  1 804.    Died  on  TJ.  S.  Steamer  "  Don.'' 
30  October,.  1867. 
Keller,  Jerry. 

Mate,  5  February,  1864.     Appointment  revoked  (Siclc,)  2G  October,  1864. 
Kelley,  Edward. 

Acting  Tliird    Assistant  Engineer,    4    January,   1865.      Honorably   discharged 
5  April,  1866. 
Kelley,  James  D.  J.eAn..eCdU 

Midshipman,  5  October,  1864.  Graduated  3  June,  1868.  Ensign,  19  April,  1809. 
Master,  13  July,  1870.     Lieutenant,  13  August,  1873. 

Kelley,  James  P. 

Acting  Assistant  Paymaster,  4  December,  1862.    Mustered  out  30  December,  1 805. 

Kelley,  James  IV. 

Acting  Assistant  Paymaster,  30  Jtily,  1863.     Honorably  discharged  16  December, 
1865. 
Kelley,  Jobn  A. 

Acting  Ensign,  6  December,  1864.     Resigned  8  May,  1865. 

Kelley,  teTi  B. 

Acting  Ensign,  23  February,  1865.     Honorably  discharged  16  September,  1865. 

Kelley,  Robert  li. 

Acting  Master,  32  January,  1862.  Killed  in  action  at  Port  Hudson,  14  March, 
1868. 

Kelley,  Thomas  J. 

Acting  Ensign,  31  January,  1865.  Honorably  discharged  13  November,  1805. 
Acting  Ensign,  19  March,  1866.     Died  on  "  TTflJcAiwefJ,"  13  August,  1866. 

Kellog,  Frederiek. 

Midshipman,  33  February,  1841.     Resigned  18  October,  1847. 

Kellogg,  Augustus  O. 

Acting  Midshipman,  31  September,  1860.  Ensign,  38  May,  1863.  Master,  10  No- 
vember, 1865.  Lieutenant,  10  November,  1866.  Lieutenant-Commander,  13 
March,  1868.     Commander,  11  July,  1880. 

Kellogg,  Edward  'S, 

Acting  Midshipman,  24  September,  1858.  Ensign,  8  September,  1863.  Lieuten- 
ant, 22  February,  1864.  Lieutenant-Commander,  25  July,  1866.  Died  6  Octo- 
ber,' 1874. 

Kelloggj  George  C. 

Mate,  5  August,  1863.    Appointment  revoked  33  February,  1864. 

Kellogg,  John. 

Acting  Master,  3  October,  1861.    Honorably  discharged  30  October,  1865. 

Kellogg,  Mortimer.  ^     . 

Third  Assistant  Engineer,  16  February,  1852.  Second  Assistant  Engmeer,  27 
July,  1855.  First  Assistant  Engineer,  3  August,  1859.  Chief  Engineer,  8  No- 
vember, 1861.    Died  16  November,  1870. 

*A?sfs?Int*Surgeon?6  September,  1837.     Passed  Assistant  Surgeon,  14  March,  1843. 
Surgeon,  26  August,  1848.     Died  7  January,  1867. 

''*'*M?^ship^n,*"7^September,  1865.  Graduated  4  June,  1869.  Ensign,  12  July, 
1870.    Master,  3  September,  1872.     Lieutenant,  39  September,  1875. 

^®  Mate^^  December,  1861.  Acting  Ensign,  16  October,  1862.  Acting  Master, 
recommendation  of  Commanding  Officer,  18  March,  1864.  Acting  Volunteer 
iTpntenant  9  June,  1865.  Master,  12  March,  1868.  Lieutenant,  18  December, 
1868     Lieutenant-Commander,  3  March,  1870.     Dismissed  4  February,  1879. 
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Kelly,  Charles  V.,  Jr. 

Mate,  19  October,  1861.     Acting   Ensign,  20  Jtuy,   1803.     Honorably  discharged 

2  July,  1867. 
Kelly,  Daniel. 

Gunner,  39  March,  1830.     Died  9  June,  1841. 

Kelly,  Daniel. 

Gunner,  17  May,  1836.     Discharged  :i  November,  1838. 

Kelly,  Daniel  F. 

Acting  Third  Assistant  Engineer,  33  May,  1864.  Honorably  discharged  7  August, 
1805. 

Kelly,  Jobn. 

Midshipman,  1  February,  1814.  Lieutenant,  13  January,  1835.  Commander,  8 
September,  1841.  Captain,  14  September,  1855.  Commodore  on  Retircdlist, 
16  July,  1862.     Died  6  February,  1863. 

Kelly,  John  A. 

Acting  First  Assistant  Engineer,  28  November,  1863.  Resigned  (Sick,)  14  March, 
1865. 

Kelly,  John  M. 

Acting  Ensign,  13  March,  1863.     Honorably  discharged  4  March,  1860. 

Kelly,  John  P. 

Third  Assistant  Engineer,  24  August,  1861.  Second  Assistant  Engineer,  21  April, 
1863.     First  Assistant  Engineer,  11  October,  1866. 

Kelly,  John  W. 

Acting  Midshipman,  31  January,  1853.  Midshipman,  10  June,  1857.  Passed 
Midshipman,  25  June,  1860.  Master,  24  October,  1860.  Lieutenant,  18  April, 
1861.     Lost  on  "  Tecumseh,''  5  August,  1864. 

Kelly,  Joseph. 

Boatswain,  15  November,  1810.     Dismissed  9  March,  1811. 

Kelly,  Martin. 

Mate,  11  June,  1863.     Resigned  30  May,  1864. 

Kelly,  Michael. 

Acting  First  Assistant  Engineer,  1  October,  1863.     Resigned  8  December,  1863. 

Kelly,  M.  J. 

Acting  Ensign,  2  May,  1864.     Honorably  discharged,  31  June,  1865. 

Kelly,  Thaddeiis  W. 

Sailmakcr,  2  August,  1844.     Appointment  revoked  29  May,  1846. 

Kelly,  William,  Jr. 

Acting  Ensign,  13  June,  1864.     Honorably  discharged  23  August,  1865. 

Kelly,  William  H. 

Third  Assistant  Engineer,  16  January,  1863.  Second  Assistant  Engineer,  28 
May,  1864.     Cashiered  from  the  service,  20  November,  1866. 

Kelly,  William  W.  J. 

Purser,  1  April,  1852.     Resigned  21  January,  1861. 
Kelsey,  A.  Warren. 

Acting  Assistant  Paymaster,  19  October,  1861.     Appointment  revoked  (Sick,)  28 
October,  1863. 
Kelsey,  John  W. 

Acting  Second  Assistant  Engineer,  12  December,  1861.     Acting  First  Assistant 
Engineer,  15  February,  1864.     Honorably  discharged  10  October,  1865. 
Kelso,  Joseph  K. 

Mate,  8  September,  1864.     Resigned  14  April,  1865. 

Kelveu,  James. 

Acting    Second  Assistant  Engineer,    18   January,   1864.     Dismissed  13   August, 
1865. 
Kemble,  Arthur. 

Acting   Assistant  Surgeon,  13  August,  1861.     Resigned  16  May,  1862. 
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Kemblf,  CdiiiuiKl. 

ilate,  1801.     Acting  Master,  2(1   May,  1S(J2.      Honorably  discharged   20  August, 
ISGo. 

Kenible,  Fraiik. 

Mate.     Bismissed  13  August,  1863.     Mate,  20  October,  1863.     Acting  Ensign,  1 
June,  1864.     Honorably  discharged  20  October,  1805. 
Kenible,  Peter. 

Midshipman,  19  December,  1840.     Resigned  24  June,  1845. 
JKeiiip,  Jacob. 

Mate,  27  June,  1860.     Appointment  revoked  27  July,  1866. 
Kemp,  William  T. 

Acting  Assistant  Surgeon,  8  May,   1863.     Assistant  Surgeon,  5  September,  1863. 
Died  31  March,  1864. 

Kemper,  S.  M. 

Master,  30  October,  1812.     Cashiered  30  December,  1819. 
Kempff,  liOiiis. 

Acting  Midshipman,  25  September,  1857.    Graduated  1862.    Lieutenant,  1  August, 
1862.     Lieutenant-Commander,  25  July,  1860.     Commander,  9  March,  1870. 
Keinptoii,  Abner  W. 

Acting  Master,  39  October,  1801.     Honorably  discharged  23  March,  1866. 
Kempton,  Francis. 

Acting  Ensign,  17  December,  1862.     Honorably  discharged  14  December,  1865. 
Keniptou,  Silas  W. 

Mate,  9  May,  1864.     Drowned  33  March,  1865. 
Kempton,  W.  li. 

Acting  Master,  31  March,  1862.     Honorably  discharged  28  October,  1865. 
Kempton,  Zaccbens. 

Acting  Master,  38  May,  1861.     Honorably  discharged  25  October,  1865. 

Kendall,  Andrew  J. 

Mate,  11  September,  1803.     Acting  Ensign,  17  December,  1864.    Honorably  dis- 
charged 20  October,  1865. 

Kendall,  George. 

Acting  Ensign,  6  October,  1802.     Resigned  23  September,  1863.     Acting  Ensign, 
14  October,  1863.    Resigned  30  December,  1804. 
Kendall,  lincian  H. 

Acting  Assistant  Surgeon,  21  June,  1802.     Acting  Passed  Assistant  Surgeon,  20 
May,  1865.     Honorably  discharged  34  September,  1866. 

Kendrick,  Charles  S. 

Acting  Master,  1  October,  1^02.     Died  13  August,  1863. 

Kendricken,  Paul. 

Acting  Third   Assistant  Engineer,  20  June,  1863.     Acting  Second  Assistant  En- 
gineer, 6  November,  1863.     Honorably  discharged  3  September,  1860. 

Keneally,  John  F. 

Acting  Third  Assistant  Engineer,  10  May,  1862.     Acting  Second  Assistant  En- 
gineer, 10  March,  1806.     Honorably  discharged  o  September,  1805. 

Kennard,  Joel  S. 

Midshipman,  10  March,  1887.      Passed  Midshipman,  29  June,  1843.     Master,  4 
January,  1850.     Lieutenant,  18  October,  1850.     Resigned  23  April,  1861. 

Kennedy,  A.  E. 

Assistant  Surgeon,  3  January,  1828.     Died  13  June,  1833. 

Kennedy,  Charles  H.  A.  H. 

Midshipman,  10  February,  1819.     Passed  Jlidshipman,  4  June,  1831.     Lieutenant, 
3  March,  1835.     Commander,  14  September,  1855.     Dismissed  14  June,  ISOl. 

Kennedy,  Charles  W. 

Midshipman,  35  September,  1801.     Graduated  33  November,  1864.     Ensign,  1 
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November,  1866.      Master,  1  December,  1866.      Lieutenant,  12  March,  1868' 
Lieutenant-Commander,  36  March,  1869. 
Kennedy,  Duncan. 

Midshipman,  20  July,  1864.     Graduated  2  June,  1868.     Ensign,  19  April,  1869. 
Master,  12  July,  1870.     Lieutenant,  18  June,  1872. 

Kennedy,  Kdmiund  C 

Midshipman,  17  Sei)tember,  1830.     Resigned  15  June,  1839. 

Kennedy,  Edmund  P. 

Midshipman,  33  Ncjvembor,  1805.    Lieutenant,  9  June,  1810.    Commander,  5  March, 
1817.    Captain,  24  April,  1828.     Died  28  March,  1844. 
Kennedy,  Francis  M. 

Acting  Third  Assistant  Engineer,  30  December,  1864.      Honorably  discharged 
24  October,  1869. 
Kennedy,  H.  H. 

Master,  26  June,  1812.     Resigned  24  May,  1813. 
Kennedy,  James  C. 

Acting  Third  Assistant  Engineer,  27  December,  1861.     Resigned  28  November, 
1862.    Acting  Second  Assistant  Engineer,  30  July,  1864.     Resigned  13  April, 
1865. 
Kennedy,  Joseph, 

Acting  Second  Assistant  Engineer,  4  April,  1864.     Honorably  discharged  3  Octo- 
ber, 1865. 
Kennedy,  Josiah  W. 

Acting  Carpenter,  3  October,  1863.     Honorably  discharged  30  October,  1865. 

Kennedy,  Michael. 

Acting  Third  Assistant  Engineer,  13  February,  1865.     Dismissed"!  August,  1865. 

Kennedy,  Stephen  D. 

Assistant  Surgeon,  9  May,  1861.     Surgeon,  5  January,  1866. 
Kennedy,  Stewart. 

Assistant  Surgeon,  1   October,  1855.     Surgeon,  1  August,  1861.     Died  8  March, 
1864. 
Kennedy,  Thomas. 

Mate,  26  November,  1862.     Honorably  discharged  27  December,  1865. 
Kennedy,  Thomas. 

Acting  Third  Assistant  Engineer,  5  December,  1864.     Honorably  discharged  23 
March,  1866. 
Kennett,  John  C. 

Midshipman,  2  October,  1861.     Graduated  22  November,  1864.    Ensign,  1  Novera 
ber,  1866.    Master,  1  December,  1866.    Lieutenant,  12  March,  1868.    Lieutenant- 
Commander,  26  March,  1869.     Resigned  31  December,  1880. 
Kenney,  Albert  B. 

Acting  Third  Assistant  Engineer,  6  March,  1862.     Acting  Second  Assistant  Engi- 
neer, 16  September,  1864. 
Kenney,  A.  J. 

Mate,  8  May,  1866.    Appointment  revoked  19  September,  1866.     Mate,  13  Octo- 
ber, 1869.     Resigned  10  April,  1873. 
Kenney,  Edward. 

Boatswain,  20  July,  1853. 
Kenney,  George  W. 

Acting  Carpenter,  8  June,  1863.     Honorably  discharged  6  June,  1866. 
Kenney,  I^ewis. 

Mate,  1863.     Acting  Ensign,  3  October,  1863.    Honorably  discharged  19  Decem- 
ber, 1868. 

Kenney,  Stephen  B. 

Acting  Assistant  Surgeon,  4  November,  1863.     Honorably  discharged  15  March, 
1866. 
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Kennison,  D.  K. 

Acting  Master  and  Pilot,  29  October,  1864.     Honorably  discharged  8  August  Uvr, 
Kennison,  William  "W.  ' 

Mate,  28  August,  1861.  Acting  Master,  1  February,  1863.  Acting  Volunteer 
Lieutenant,  gallant  conduct  in  action  between  "  Merrimae  "  and  "  Cumberland  " 
26  March,  1863.  Honorably  discharged  4  May,  1866.  Actinn-  Master  20 
August,  1866.     Mustered  out  16  November,  1868.  ° 

Kennon,  Beverly. 

Midshipman,  18  May,  1809.     Lieutenant,  24  July,  1813.     Commander  24  April 
1828.     Captain,  9  February,  1837.     Killed  by  accident  28  February,  ie44. 
Kennon,  BcTerly. 

Midshipman,  22  August,  1846.     Passed  Midshipman,  8  June,  1852.     Master,  15 
September,  1855.     Lieutenant,  16  September,  1855.     Resigned  23  April,  1861. 
Kennon,  George  T. 

Surgeon,  24  July,  1813.     Resigned  20  December,  1823. 
Kennon,  John  T. 

Surgeon,  24  July,  1813.     Resigned  20  December,  1823. 
Kennon,  Ricbard. 

Midshipman,  10  May,  1820.     Resigned  4  June,  1823. 
Kennon,  Richard. 

Surgeon's  Mate,  17  November,  1824.     Resigned  12  November,  1833. 
Kennon,  William  H. 

Purser,  5  June,  1844.     Dismissed  16  November,  1849. 
Kennon,  William  H. 

Midshipman,  1  January,  1817.     Lieutenant,  28  April,  1826.     Resigned  16  Decem- 
ber, 1840. 
Kenny,  Albert  S. 

Assistant  Paymaster,  19  March,  1862.     Paymaster,  9  March,  1865. 
Kenny,  John. 

Midshipman,  1  January,  1808.     Resigned  10  August,  1809. 
Kensil,  tewis  M. 

Acting  Second  Assistant  Engineer,  1861.     Dismissed  2.5  September,  1862. 
Kent,  James  W. 

Acting  Third  Assistant  Engineer,  22  September,  1864.     Resigned  15  May,  1865. 
Kent,  Joseph. 

Mate,  4  October,  1861.     Died  on  "  Pensacola,"  5  December,  1868. 

Kent,  tewls  A. 

Mate,  19  April,  1864.     Honorably  discharged  13  November,  1865. 

Kenworthy,  William  S. 

Acting  Third  Assistant  Engineer,  7  September,  1864.     Resigned  4  April,  1865. 

Kenyon,  Andrew  J. 

Third  Assistant  Engineer,  21   September,   1861.     Second  Assistant  Engineer,  30 
July,  1863.     First  Assistant  Engineer,  11  October,  1866. 

Kenyon,  Charles  W. 

Acting  Third  Assistant  Engineer,  gallantry,  25   October,  1862.     Honorably    dis- 
charged 26  September,  1865. 

Kenyon,  Henry. 

Lieutenant  3  August,  1798.     Discharged  8  July,  1801,  under  Peace  Establishment 

Act. 
Kenz,  Joseph. 

Surgeon's  Mate,  28  March,  1820.     Last  appearance  on  Records  of  Nav-  Depart- 
ment, 1834.     West  India  Station. 

Keosh,  Matthew. 

Midshipman,  6  December,  1814.     Lost  at  Sea  m  1831. 
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Keogh,  Patrick. 

Sailmaker,  27  November,  1807.     Last  appearance  on  Records  of  Navy  Department. 
Dead. 
Kepler,  George  W. 

Mate,  10  September,  1864.     Honorably  discharged  34  March,  1866. 

Kerley.  Bernard. 

Acting  Third  Assistant  Engineer,  7  March,  1863.     Honor.ibly  discharged  13  No- 
vember, 1865. 
Keriiaii,  William. 

Acting  Third  Assistant  Engineer,  31  March,  1864.     Honorably  discharged  4  Sep- 
tember, 1865. 
Kerns,  Liucien  B. 

Acting  First  Assistant  Engineer,  9  February,  1864.  Appointment  revoked  (Sick,) 
13  April.  1864. 

Merr,  Cdward  A. 

Midshipman,  1  June,  1831.    Died  in  November,  1834. 
Kerr,  Lieeds  C 

Assistant  Paymaster,  16  June,  1880. 
Kerr,  Thomas. 

Assistant  Gunner,  13  February,  1864.     Appointment  revoked  9  May,  1865. 
Kerr,  William  A. 

Acting  Midshipman,  30  September,  1854.     Midshipman,  11   June,  1858.     Passed 
Midshipman,  38  January,  1861.    Master,  28  February,  1861.    Resigned  34  April, 
1861. 
Kershner,  Edward. 

Assistant  Surgeon,  34  Januaiy,  1863.     Surgeon,  7  November,  1873. 
Kervan,  liawrence. 

Carpenter,  14  October,  1834.     Resigned  30  November,  1835. 

Ketler,  Philip. 

Acting  Third  Assistant  Engineer,  17  June,  1863.     Acting  Second  Assistant  En- 
gineer, 8  April,  1865.     Honorably  discharged  7  November,  1865. 
Key,  Oaniel  M. 

Midshipman,  38  November,  1833.     Died  23  June,  1836. 
Key,  Henry  H. 

Midshipman,  10  September,  1841.     Resigned  2  May,  1848. 
Key,  Francis  S. 

Midshipman,  15  May,  1823.     Resigned  2i  February,  1827. 
Key,  James. 

PuEser,  16  September,  1799.     Discharged  18  November,  1801,  under  Peace  Estab- 
lishment Act. 
Keyes,  William  E. 

Acting  Gunner,  5  February,  1863.     Honorably  discharged,  16  September,  1865. 
Keyser,  Edward  S. 

Acting  Ensign,  20  September,  1862.     Acting  Master,  favorable  report  of  Com- 
manding Officer,  19  February,  1864.     Acting  Volunteer  Lieutenant,  6  April, 
1865.     Master,  12  March,  1868.     Lieutenant,  18  December,  1868.     Lieutenant- 
Commander,  35  January,  1870. 
Keyser,  Henry. 

Acting  Master,  7  August,  1863.     Honorably  discharged  25  November,  1865. 
Keyser,  Henry  C 

Acting  Third  Assistant  Engineer,  16  February,  1865.     Honorably  discharged  26 
July,  18C5. 
Kid,  Charlton  B. 

Third  Assistant  Engineer,  21  May,  1857.  Second  Assistant  Engii;eer,  3  August 
1859.  First  Assistant  Engineer,  1  February,  1863.  Resigned  30  Decembsr, 
1867. 
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Kidd,  Elijah  M. 

Acting  Second  Assistant  Engineer,  22  September,  1863.     Honorably  discharged 
28  October,  1865. 
Kidd,  James  P. 

Midshipman,  31  September,  1821.     Resigned  21  October,  1834. 
Kidd,  John  M. 

Master,  17  June,  1817.     Last  appearance  on  Records  of  Navy  Department,  1822. 
Norfolk. 
Kidd,  Thomas. 

Acting  Third  Assistant  Engineer,  20  October,  1863.  Honorably  discharged  1 
October,  1865. 

Kiddall,  John. 

Master,  6  October,  1813.     Discharged  15  April,  1815. 
Kiddall,  John. 

Midshipman,  29  November,  1800.     Discharged  9  June,  1801,  under  Peace  Estab- 
lishment Act. 
Kidder,  Kenjamin  H. 

Assistant  Surgeon,  24  January,  1863.     Surgeon,  2  March,  1868. 
Kidder,  George  E. 

Mate,  22  October,  1863.  Acting  Ensign,  19  August,  1864.  Honorably  discharged 
3  December,  1865. 

Kidder,  George  W. 

Acting  Third  Assistant  Engineer,  6  December,  1862.     Acting  Second  Assistant 
Engineer,  26  .Tuly,  1864.     Honorably  discharged  4  January,  1868. 
Kidder,  Jerome  H. 

Acting  Assistant  Surgeon,  27  April,  1866.  Assistant  Surgeon,  18  June,  1866. 
Surgeon,  19  May,  1876. 

Kiely,  Thomas  J.  C. 

Acting  Assistant  Surgeon,   31   October,   1861.     Resigned  3  July,  1862. 

Kiersted,  Andrew  J. 

Third  Assistant  Engineer,  26  June,  1856.  First  Assistant  Engineer,  3  August, 
1859.     Chief  Engineer,  13  November,  1861. 

Kiersted,  Charles  D. 

Acting  Third  Assistant  Engineer,  39  August,  1861.  Acting  Second  Assistant 
Engineer,  15  February,  1862.     Dismissed  4  August,  1864. 

Kiersted,  Daxid  C. 

Mate,  30  September,  1862.  Acting  Ensign,  30  October,  1864.  Honorably  dis- 
charged 5  November,  1865. 

Kiersted,  George  W. 

Acting  Third  Assistant  Engineer,  31  May,  1863.  Acting  Second  Assistant  En- 
gineer, 13  February,  1865.     Honorably  discharged  8  September,  1866. 

Kihlborn,  John  W. 

Mate,  30  Januaiy,  1863.     Acting  Ensign,  38  July,  1864.     Resigned  10  May,  1865. 

Kilbnrn,  Willie. 

Midshipman,  5  December,  1865.  Graduated  4  .June,  1869.  Ensign,  13  July,  1871. 
Master,  18  December,  1874. 

Kilby,  James  A. 

Mate  11  June,  1863.  Resigned,  (Sick,)  7  November,  1863.  Mate,  7  December,  1863. 
Actin-J  Ensign,  10  January,  1864.     Appointment  revoked,  (Sick,)  18  July,  1864. 

Kilgore,  WillJani  F. 

Acting  Ensign,  3  December,  1864.     Honorably  discharged  3  April,  1868. 

Killin,  John  J. 

Boats-wain,  2"  October,  1877. 
Kilrositriolk,  Tbomas. 

Third  Assistant  Engineer,  33  March,  1848.  Second  Assistant  Engineer,  13  Sep- 
tember, 1849.  First  Assistant  Engineer,  36  February,  1851.  Resigned  33 
August,  1853. 


408  GENERAL  NAVY   REGISTER. 

Kllpatrick,  William  H. 

Third  Assistant  Engineer,  11  February,  1862.     Second  Assistant  Engineer,  15  Oc- 
tober, 1863.     Resigned  9  February,  1866. 
Kilty,  Augustus  H. 

Midshipman,  4  July,  1821.  Passed  Midshipman,  28  April,  1832.  Lieutenant, 
6  September,  1837.  Reserved  list,  13  September,  1855.  Commander,  Active 
list,  6  January,  1859.  Captain,  Active  list,  16  July,  1862.  Commodore,  25  July, 
1866.  Retired  list,  25  November,  1868.  Rear-Admiral,  13  July,  1870.  Died  10 
November,  1879. 
K-imball,  Ambrose. 

Acting  Third  Assistant  Engineer,  1  December,  1863.     Resigned  12  April,  1865. 
Kimball,  F.  W. 

Mate,  30  May,  1863.     Honorably  discharged  2  May,  1868. 
Kimball,  George. 

Acting  Master,  25  May,  1861.     Died  30  November,  1863. 
Kimball,  Henry  H. 

Third  Assistant  Engineer,  20  May,  1863.     Resigned  29  June,  1869. 
Kimball,  Hill  J. 

Acting  Assistant  Surgeon,  27  October,  1863.     Died  6  February,  1864. 
Kimball,  H.  S. 

Acting  Master,  5  July,  1862.     Resigned  2  March,  1863. 
Kimball,  Jacob. 

Acting  Master,  22  January,  1862.     Acting  Volunteer  Lieutenant,  8  April,  1865. 
Honorably  discharged  4   January,  1866.      Acting   Master,  16   October,   1866. 
Mustered  out  10  September,  1868. 
Kimball,  James  B. 

Third  Assistant  Engineer,  8  September,  1853.     Second  Assistant  Engineer,  26 
June,   1856.      First  Assistant    Engineer,   2    August,    1859.      Chief   Engineer, 
5  August,  1861.     Died  18  May,  1879. 
Kimball,  Thomas  \V. 

Mate,  31  October,  1861.    Acting  Ensign,  1  April,  1864.     Honorably  discharged 
20  December,  1867. 
Kimball,  William  W. . 

Midshipman,  31  July,  1865.     Graduated  4  June,  1869.     Ensign,  19  October,  1870. 
Master,  14  October,  1871.     Lieutenant,  18  December,  1874. 
Kimber,  George  W. 

Acting  Second  Assistant  Engineer,  1  October,  1862.    Acting  First  Assistant  Engi- 
neer, 6  December,  1862.     Resigned  (Sick,)  5  November,  1863. 
Kimberly,  Henry  J>. 

Acting  Assistant  Paymaster,  3  August,  1861.     Mustered  out  9  January,  1866. 
Kimberly,  I>ewis  A. 

Midshipman,  8  December,  1846.     Passed  ]^Iidshipman,  8  June,  1852.     Master,  15 
September,  1855.     Lieutenant,  16  September,  1855.     Lieutenant-Commander,  16 
July,  1862.     Commander,  25  July,  1866.     Captai-n,  3  October,  1874. 
Kimmell,  Harry. 

Cadet  Midshipman,  28  September,  1874.     Graduated  4  June,  1880. 
Rinclleberger,  David. 

Assistant  Surgeon,  20  May,  1859.     Surgeon,  14  August,  1802.     Medical  Inspector, 
13  August,  1876. 

King,  Allen  A. 

JIate,  6  October,  1864.     Honorably  discharged  30  September,  1865. 
King,  Amos. 

Surgeon's  Mate,  10  December,  1814.    Last  appearance  on  Records  of  Navy  Depart- 
ment for  1815.     New  York. 
King,  Charles. 

Mate,  1  October,  1862.     Acting  Ensign,  19  Februaiy,  1863.     Resigned  20  Apiiil, 
1865. 
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King,  Charles  Alfred. 

Cadet  Engineer,  Naval  Academy,  14  September,  1876.     Graduated  10  June,  1880. 
King,  DttTict  J, 

Mate,  1 1  JIuy,  1863.     Honorably  discharged  10  July,  1865. 

King,  I>aniel  t. 

Acting  First  Assistant  Engineer,  22  February,  1864.    Honorably  dischareed  14 
October,  1867. 

King,  Edward  M. 

Acting  Volunteer  Lieutenant,  31  October,  1863.     Honorably   discharged  18  July, 

King,  Ezeklel. 

Midshipman,  16  January,  1809.     Struck  off  26  August,  1809. 
King,  Frederick  T. 

Acting  Master,  14  August,  1861.     Honorably  discharged  29  December,  1865. 
King,  George  li. 

Acting  Third  Assistant  Engineer,  6  September,  1864.     Resigned  27  April,  1865. 
King,  George  S. 

Midshipman,  25  March,  1842.     Passed  Midshipman,  5  August,  1848.     Dropped  13 
September,  1855. 
King,  Glendy. 

Third  Assistant  Engineer,  2  August,  1855.     Second  Assistant  Engineer,  21  July, 
1858.     Resigned  7  September,  1858.     Second  Assistant  Engineer,  9  May,  1861. 
Declined.    Appointment  revoked  13  June,  1861. 
King,  James  W. 

Third  Assistant  Engineer,  2  September,  1844.     Second  Assistant  Engineer,   10 
July,  1847.     First  Assistant  Engineer,  13  September,  1849.     Chief  Engineer,  12 
November,  1852.     Engineer  in  Chief,  15  March,  1869.     Successor  appointed  20 
March,  1873. 
King,  John. 

Master,  16  April,  1800.     Last  appearance  on  Records  of  Navy  Department. 
King,  John 

Sailmaker,  27  August,  1853.     Dismissed  22  October,  1864. 
King,  John  A.  R. 

Acting  Third  Assistant  Engineer,  18  February,  1863.'    Acting  Second  Assistant 
Engineer,  7  April,  1864.     Honorably  discharged  22  March,  1868. 

King;  John  F. 

Acting  Third  Assistant  Engineer,  26  September,  1862.     Resigned  7  May,  1863. 

King,  John  H. 

Mate,  20  August,  1863.     Acting  Ensign,  5  October,  1864.     Honorably  discharged 
31  July,  1867. 
King,  John  M. 

Acting  Third  Assistant  Engineer,  6  May,  1863.     Appointment  revoked  (Sick,)  26 
February,  1864. 

King,  John  W. 

Acting  Ensign,  2  August,  1864.     Honorably  discharged  30  November,  1865. 

King,  li.  B. 

Acting  Ensign,  17  September,  1862.     Acting  Master,  7  November,  1863.     Honor- 
ably discharged  2  January,  1869. 

King,  Miles. 

Lieutenant,  13  July,  1799.     Discharged  11  May,  1801,  under  Peace  Establishment 

Act. 

King,  Robert  S. 

Gunner,  5  April,  1842.     Resigned  3  July,  1846.     Gunner,  6  April,  1859.     Lost  m 
the  "'Zemnt,"  18  September,  1860. 
King,  Stephen  G. 

Sailmaker,  27  March,  1857.     Died  18  January,  1860. 
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King,  SylTester  W. 

Acting  Third  Assistant  Engineer,  37  July,  1863.     Honorably  discharged  7  Octo- 
ber, 1865. 

King,  Thomas. 

Boatswain,  11  June,  1799.     Last  aijpearance  on  Records  of  Navy  Dei^artment. 

King,  Thomas. 

Acting  Third  Assistant  Engineer,  5  March,  1864.     Dismissed  23  April,  1864. 

King,  Thomas. 

Master's  Mate,  date  not  known.     Died  in  1831. 
King,  Thomas. 

Acting  Master,  35  February,  1863.     Resigned  8  February,  1864. 

King,  Thomas. 

Midshipman,  4  March,  1815.     Last  appearance  on  Records  of  Navy  Department, 
1821.     Dead. 
King,  Thomas  W. 

Acting  Second  Assistant  Engineer,  18  October,  1864.     Appointment  revoked  18 
January,  1866. 
King,  William. 

Acting  Third  Assistant  Engineer,  2  June,  1803.     Resigned  20  June,  1863. 
King,  William. 

Mate,  10  September,  1863.     Resigned  8  February,  1860. 
King,  William  C. 

Mate,  37  Mav,  1863.     Acting  Ensign,  30  December,  1864.     Honorably  discharged 
15  May,  1865. 
King,  William  Henry. 

Third  Assistant  Engineer,  6  February,  1851.     Second  Assistant  Engineer,  36  Feb- 
ruary, 1851.     First  Assistant  Engineer,  21  May,  1853.     Died  35  April,  1859. 
King,  William   Hervey. 

Third  Assistant  Engineer,  SO  May,  1857.     Second  Assistant  Engineer,  3  August, 
1859.     First  Assistant  Engineer,  3  December,  1861.    Chief  Engineer,  10  Novem- 
ber, 1863. 
King,  William  M. 

Assistant  Surgeon,  3   December,  1858.      Surgeon,  33  May,   18G3.      Medical  In- 
spector, 4  May,  1875.'    Died  14  March,  1880. 
King,  William  R. 

Cadet  Engineer,  Naval  Academy,  1   October,  1872.     Graduated  21  June,  1875. 
Assistant  Engineer,  1  July,  1877. 
Kingshiiry,  Charles  (-. 

Acting  Master,  15  April,  1863.     Acting  Volunteer  Lieutenant,  24  April,  1865. 
Honorably  discharged  3  January,  18G6. 
Kingshiirg,  George  li. 

Acting  Second  Assistant  Engineer,  14  August,  1862.     Resigned  8  July,  1863. 
Kingsley,  Jackson. 

Mate,  y  October,  1863.     Discharged  3  Octobci-,  1864. 
Kingsley,  John  F. 

Acting  Third  Assistant  Engineer,  34  May,  1864.     Honorably  discharsed  38  April, 
1869. 
Kingsley,  liOnis  A. 

Midshipman,  28  September,  1861.     Graduated  September,  1865.     Ensign,  1  De- 
cember, 1866.     Master,  13  March,  1868.     Lieutenant,  36  March,  1869. 
Kingston,  S.  B. 

Midshipman,  1  January,  1817.     Resigned  16  December,  1836. 
Kingston,  Kimon. 

IMostcr,  39  June.  1813.     Died  in  July,  1825. 
Kinkaid,  Tlioiuas  W^right. 

Cadet  Engineer,  Naval  Academy,  14  September,  1876.     Graduated  10  June,  1880. 
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Kinkead,  Joseph  B. 

Midshipman,  19  October,  1841.     Resigned  26  August,  1843. 
Kinlocli,  Thomas  li. 

Midshipman,   1   July,   1836.     Passed   Midshipman,   1   July,   1843.     Master,   2."i 
August,  1849.     Died  25  December,  1849. 
Kiniian,  Henry  R. 

Mate.     Dismissed  16  September,  1862.     Mate,  23  November,  1863.     Died  10  Janu- 
ary, 1863. 
Kinnear,  James. 

Acting  Carpenter,  5  June,  1861.     Resigned  3  October,  1861. 
Kiniiier,  James. 

Acting  Assistant  Surgeon,  35  July,  1863.     Honorably  discharged  3  April,  1866. 
Kinney,  'William  H. 

Acting  Assistant  Surgeon,  5  March,' 1864.     Resigned  7  September,  1865. 
Kinnicutte,  J.  C. 

Midshipman,  8  October,  1798.     Last  appearance  on  Records  of  Nayy  Department, 
35  March,  1800. 
Kinny,  Harlow. 

Acting  Carpenter,  1  October,  1862.     Honorably  discharged  27  September,  1865. 
Kip,  Isaac. 

Surgeon's  Mate,  13  March,  1805.     Dismissed  16  August,  1805. 
Kirby,  Absalom. 

Third  Assistant  Engineer,  3  October,  1861.  Second  Assistant  Engineer,  3  August, 
1863.  Retired  22  January,  1866.  Restored  to  Active  list  by  Act  of  Congress, 
3  March,  1873.     First  Assistant  Engineer,  11  October,  1^6. 

Kirby,  Benjamin. 

Master's  Mate,  1  February,  1816.  Last  appearance  on  Records  of  Navy  Depart- 
ment. 

Kirby,  Nicholas. 

Acting  Master,  29  October,  1861.  Acting  Volunteer  Lieutenant,  20  April,  1864. 
Honorably  discharged  14  November,  1865. 

Kirk,  James  A. 

Midshipman,  1  May,  1822.     Died  9  May,  1823. 

Kirk,  Mordecai  li. 

Mate,  4  March,  1864.     Honorably  discharged  25  October,  1865. 

Kirkby,  George. 

Acting  Ensign,  4  November,  1862.     Died  22  June,  1863. 

Kirkby,  William  J. 

Acting  Ensign,  22  December,  1863.    Honorably  discharged  21  November,  1865. 

Klrkendall,  Charles  H. 

Acting  Assistant  Paymaster,  25  September,  1861.    Mustered  out  15  November, 
1865. 
Kirkham,  Austin  P. 

Mate.     Resigned  13  April,  1863. 

Klrkland,  James. 

Acting  Carpenter,  1  October,  1863.     Dismissed  10  Jime,  1863. 

Klrkland,  William  A. 

Midshipman,   3    July,   1850.     Passed   Midshipman,   30   June,   1856.     Master,  32 
January  1858.     Lieutenant,  18  March,  1858.     Lieutenant-Commander,  16  July, 
1863.     Commander,  3  March,  1869.     Captain,  1  April,  1880. 
Kiskadden,  Harvey  J. 

Mate,  24  January,  1863.     Resigned  30  May,  1864. 

Kisner,  William. 

Mate,  33  June,  1863.  Acting  Ensign,  11  March,  1865.  Honorably  discharged  19 
November,  1865. 
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Kissam,  B.  P. 

Surgeon,  24  July,,  1813.     Died  0  October,  1828. 
Kissani,  Franklin. 

Acting  Third  Assistant  Engineer,  16  June,  1864.     Appointmen    revoked  12  May, 
1865. 
Ilissam,  J.  J.  Astor. 

Acting  Assistant  Paymaster,  18  September,  1863.     Resigned  33  July,  1863. 

Kissain,  Samuel  M. 

Surgeon,  34  July,  1818.     Died  August,  1832. 
Kitchen,  John  S. 

Assistant  Surgeon,  1  May,  1855.     Surgeon,  1  May,  1861.     Died  8  May,  1873; 

Kitchen,  Theodore  S. 

Acting  Assistant  Paymaster,  13  September,  1863.     Resigned  3  December,  1864. 

Kitching,  William  H.,  Jr. 

Mate,  38  July,  1863.     Resigned  33  April,  1865. 

Kittredge,  John  W. 

Acting  Volunteer  Lieutenant,  36  August,  1861.     Dismissed  37  October,  1863. 

Kitts,  John. 

Master,  15  May,  1813.     Died  6  August,  1819. 
Kleckner,  Charles  C 

Cadet  Engineer  Naval  Academy,  1   October,  1871.     Graduated  21  June,  1875. 
Assistant  Engineer,  1  July,  1877. 
Kloeppel,  Henry. 

Acting  Ensign,  9  Sej^tember,  1863.     Honorably  discharged  33  August,  1866. 
Klinehanse,  George  H. 

Mate,  33  February,  1864.     Appointment  revoked,  (Sick,)  11  August,  1864. 
Knapp,  Benjamin. 

Midshipman,  10  October,  1799.     Died  8  July,  1800. 
Knapp,  B.  F. 

Lieutenant,  10  October,  1799.     Discharged  6  July,  1801,  under  Peace  Establish- 
ment Act. 
Knapp,  Harry  S. 

Cadet  Midshipman,  36  June,  1874.     Graduated  4  June,  1880. 
Knapp,  John. 

Cai'penter,  30  June,  1839.     Last  appearance  on  records  of  Navy  Department. 
Deserted. 
Knapp,  John  J. 

Cadet  Midshipman,  9  June,  1874.     Graduated  4  June,  1880. 
Knapp,  Liyman  M. 

:Mate,  24  January,  1863.     Resigned  3  June,  1864. 
Knapp,  Myron  H. 

Third  Assistant  Engineer,  5   November,  1861.     Second  Assistant  Engineer,   2!) 
August,  1863.     Resigned  8  July,  1867. 
Knapp,  Kobert  A. 

:Midshipman,  7  December,  1837.     Passed  Midshipman,  39  June,  1843.     Cashiered 
17  May,  1845. 
Knapp,  Robert  A. 

Acting  Lieutenant,  37  July,  1861.     Resigned  18  November,  1801. 
Knapp,  Samnel. 

Boatsvi^ain,  date  not  known.     Last  appearance  on  Records  of  Navy  Department. 
Knapp,  William. 

Acting  Ensign,  37  August,  1863.     Acting  Master,  7  December,  1863.     Honorably 
Discharged  6  May,  1868. 
Knapp,  William,  Jr. 

Mate,  8  May,  1863.     Appointment  revoked,  (Sick,)  30  March,  1863. 
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Kneass,  Christian. 

Assistant  Surgeon,  16  May,  1804.     Resigned  24  AjDril,  1805. 
Kneeland,  ~\Vllliain. 

Acting  Gunner,  28  July,  1864.     Honorably  discliarged  28  October,  1865. 
Kneelauci,  William. 

Mate,  18  December,  1866.     Resigned  7  May,  1868. 
Huigbt,  Austin  M. 

Midshipman,  30  June,  1869.     Graduated  31   May,  1873.     Ensign,  16  Julv,  1874. 
Master,  27  October,  1879. 
Knight,  Carlos  W. 

Acting  Assistant  Surgeon,  18  March,  1864.     Honorably  discharged  IS  May,  1868. 

Knight,  Henry. 

Acting  Third  Assistant  Engineer,  6  July,  1863.    Honorably  discharged  11  August, 
1865. 
Knight,  James  D. 

Midshipman,  16  January,  1809.     Resigned  20  April,  1810. 

Knight,  James  I>. 

Midshipman,  30  November,  1814.     Lieutenant,  13  January,  1825.     Commander, 
8  September,  1841.     Died  19  July,  1851. 

Knight,  James  S. 

Assistant  Surgeon,  30  July,  1861.     Surgeon,  29  July,  1866. 

Knight,  John. 

Boatswain,  24  Februai^,  1835.     Dismissed  13  May,  1836. 

Knight,  Thomas. 

Acting  Third  Assistant  Engineer,  11  December,  1863.    Deserted  29  February,  1864. 

Knight,  William. 

Acting  Ensign,  12  December,  1863.     Honorably  discharged  3  November,  1865. 

Knight,  William. 

Carpenter,  17  July,  1839.     Resigned  22  April,  1861. 

Knight,  William. 

Master,  2  October,  1799.     Died  22  July,  1834. 

Knipe,  Thomas  J. 

Acting  Master,  8  January,  1862.     Resigned  28  August,  1862. 

Knowles,  Charles. 

Acting  Ensign,  17  December,  1862.     Died  in  Hospital,  New  1  ork,  9  April,  1866. 

Knowles,  Charles  R. 

Acting  Master  Admii-al  Lee's  Staff,  28  October,  1864.     Resigned  10  June,  1865. 

Knowles,  James  P. 

Mate,  24  February,  1863.     Resigned  28  March,  1864. 

Knowles,  OliTcr  P.  ^     ,       ,„„.     „         . ,    .:■•    ,         i 

Mate,  23  Januaiy,  1863.     Acting  Ensign,  24  October,  1864.     Honorably  discharged 

14  September,  1865. 

Knowles,  William  H.  ,    ,  ,  .      ,  ,„^. 

Mate,  2  December,  1863.     Appointment  revoked  4  April,  1864. 

"Acting  Ensign,  23*  July,  1862.     Acting  Master,  4  March,  1864.     Resigned  1  Octo- 
ber, 1864. 

Knowlton,  David  W.  -,  „  t  ,     ,qpk 

Acting  Ensign,  16  May,  1864.    Honorably  discharged  2  July,  1865. 

Hnowlton,  George  K. 

Mate,  16  October,  1862.     Dismissed  26  Januaij,  1864. 

^"TtodTs'sist"^  E^n^^neer,  18  November,  1862.     Resigned  17  March,  1865. 

'^"Thi"**As'sistan't*Engineer,  18  November,  1862.     Second  Assistant  Engineer,  23 
March,  1864.     Resigned  22  November,  1872. 
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KouTTlton,  William  H. 

Mate,  18  November,  1862.    Resigned  17  August,  1864. 
Knox,  Daniel  E. 

Mate,  33  September,  1864.     Aijpointment  revoked  8  September,  1866. 
Knox,  Harry. 

Midshipman,  3  March,   1863.     Graduated  6  June,  1867.     Ensign,  18  December, 
1868.     Master,  31  March,  1870.     Lieutenant,  31  March,  1871. 
Knox,  Henry  J. 

Midshipman,  30  April,  1798.     Lieutenant,  30  .June,  1799.     Last  appearance  on 
Records  of  Navy  Department,  24  August,  1830. 
Knox,  91.  D. 

Acting  Assistant  Surgeon,  11  September,  1861.     Appointment  revoked  3  Novem- 
ber, 1861. 
Knox,  Morrison  A. 

Acting  Ensign,  11  June,  1863.     Appointment  revoked  (Sick,)  26  July,  1864. 
Knox,  Robert. 

Sailing  Master,  30  July,  1813.     Reserved  list,  13  September,  185.5.     Died  34  Febru- 
ary, 1857. 
Knox,  Robert. 

Acting  Gunner,  33  November,  1864.     Honorably  discharged  14  July,  1866. 
Knox,  Samuel  R. 

Midshipman,  1  April,  1838.    Passed  Midshipman,   15  June,  1837.     Lieutenant, 
8  September,  1841.     Reserved  list,  13  September,  1855.     Captain  on  Reserved 
list,  4  April,  1867. 
Knox,  Simon  B. 

Third  Assistant  Engineer,  30  February,   1847.     Second   Assistant  Engineer,  2() 
February,  1851.     Died  19  September,  1855. 
Knox,  William  E. 

Mate,  18  February,  1862.     Dismissed  5  August,  1803. 
Koebl,  Cliarles  C. 

Acting  Third  Assistant  Engineer,  25  March,  1863.     Acting  Second  Assistant  En- 
gineer, 37  October,  1864.     Honorably  di.scharged  37  March,  1868. 
Koehl,  Edward  W. 

Third  Assistant  Engineer,  30  July,  isfil.     Second  Assistant  Engineer,  18  Decem- 
ber, 1862.     Dropped  9  January,  lyc.T. 
Koebl,  Edward  W. 

Acting  Second  Assistant  Engineer,  29  January,  1867.     Died  27  August,  IsfiT. 
Koebler,  Jobn  G. 

Mate,  15  October,  1861.     Acting  Ensign,  4  August,  1863.     Honorably  discharged 
13  May,  1867.     Mate,  20  April,  1870.     Appointment  revoked  16  July,  1870. 
Hollock,  Mattliew  H. 

Acting  Assistant  Surgeon,  19  December,  1803.     Deserted  7  February,  1864. 
Koones,  Albert  Ii. 

Acting  Third  Assistant  Engineer,  29  September,  1863.     Acting  Second  Assistant 
Engineer,  29  October,  1808.     Honorably  discharged  27  December,  l.'ir>5. 
Krecker,  Frederick. 

Acting  Assistant  Surgeon,  15  March,  1864.     Assistant  Surgeon,  1  April.  1804. 
Resigned  23  January,  1867. 
Kreps,  John. 

Midshipman,  10  January,  1809.     Resigned  15  May,  1809. 
Kriiii,  James. 

Cari^enter,  17  June,  1801.     Died  1  September,  1863. 
Kroehl,  Julius  H. 

Acting  Volunteer  Lieutenant,  4  December,  1862.     Appointment  revoked  8  August, 
1863 
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Mrnge,  A.  ©. 

Acting  Ensign,  30  November,  1803.     Honorably  discharged  28  December,  ISG.j. 

Kruse,  Christian. 

Mate,  19  July,  1864.  Acting  Ensign,  3  May,  18(J5.  Honorably  discharged  2:3 
July,  1865. 

Krnse,  Henry  G.  C. 

Acting  Ensign,  37  November,  1863.     Honorably  discharged  10  August,  1865. 
Kuhl,  Hngh. 

Mate,  10  December,  1863.  Acting  Ensign,  21  August,  1863.  Resigned  30  May, 
1864.    Mate,  29  November,  1869. 

Kulin,  Adam  S. 

Midshipman,  1  February,  1814.     Died  34  August,  1820. 
Knn-iiardt,  Charles  P. 

Midshipman,  31  July,  1866.     Graduated  7  June,  1870.     Resigned  32  March,  1S73. 
Kntz,  Greorge  F. 

Third  Assistant  Engineer,  36  June,  1856.     First  Assistant  Engineer,  3  August, 
1859.     Chief  Engineer,  10  November,  1861. 
Kyle,  John  M. 

Midshipman,  17  December,  1810.     Resigned  16  October,  1811. 

Kyle,  Robert  A. 

Acting  Third  Assistant  Engineer,  1  December,  1863.  Honorably  discharged  20 
July,  1865. 

I/abdon,  Charles. 

Mate,  8  May,  1862.     Appointment  revoked,  (Sick,)  27  February,  1863. 

!La  Blanc,  Thomas. 

Third  Assistant  Engineer,   1   February,   1863.     Second   Assistant  Engineer,   15 
October,  1863.    Resigned  38  September,  1867. 
Xiabree,  Benjamin. 

Acting  Second  Assistant  Engineer,  31  August,  18G3.  Honorably  discharged  4 
December,  1865. 

Iiacy,  Charles. 

Midshipman,  16  January,  1809.     Lieutenant,  5  March,  1817.     Died  18  June,  1834. 

liackey,  Oscar  H. 

Third  Assistant  Engineer,  31  July,  1858.  Second  Assistant  Engineer,  17  January, 
1861.  First  Assistant  Engineer,  17  March,  1863.  Chief  Engineer,  31  March, 
1870. 

!Ladd,  James  M. 

Midshipman,  3  March,  1839.  Passed  Midshipman,  3  July,  1845.  Died  36  Novem- 
ber, 1847. 

I^a  I>ieu,  Seth  1. 

Acting  Ensign,  7  November,  1863.    Honorably  discharged  34  August,  1865. 

!Laesch,  liCwls  C.  F. 

Third  Assistant  Engineer,  17  March,  1868.     Resigned  34  May,  1864. 

lia  Febra,  James  H.  ,       ,„„„ 

Acting  Third  Assistant  Engineer,  14  March,  1863.     Resigned  11  September,  1863. 

liaffiner.  Thomas. 

Gunner,  29  December,  1853.    Dismissed  36  June,  1855. 

liaforge,  W.  T. 

Acting  Gunner,  14  June,  1864.     Appointment  revoked  18  April,  1865. 

liagow,  John  BC. 

Midshipman,  31  March,  1848.     Resigned  19  October,  1853. 

liaba,  Thomas,  Jr. 

Mate.     Acting  Ensign,  18  February,  1863.     Dismissed  19  June,  1863. 


416  GENERAL   NAVY  REGISTER. 

liiiighton,  Alfred  S. 

Acting  Ensign,  19  December,  1863.     Killed  on  "  Geityshurff,"  16  January,  1865. 

Xaigliton,  IVilliani  F. 

Carpenter,  7  April,  1849.    Retired  list,  13  November,  1877.     Died  25  June,  1879. 

Xaighton,  William  M. 

Carpenter,  29  September,  1836.     Retired  list,  15  April,  1873.     Died  23  May,  1878. 

Xaine,  R.  TV. 

Mate,  13  September,  1865.     Acting  Ensign,  4  April,  186G.     Resigned  15  June, 
1868. 
Xaing,  Thomas. 

Midshipman,  3  March,  1800.    Discharged  7  July,  1801,  under  Peace  Establishment 
Act. 

liaird,  Charles. 

Midshipman,  39   September,  1869.     Graduated  21  June,  1875.     Ensign,  18  July, 
1876. 

liaird,  J.  Clarence. 

Mate,  23  June,  1863.     Resigned  28  December,  1863. 
liaird,  Robert  W. 

Acting  Ensign,  38  April,  1864.     Honorably  discharged  30  August,  1865. 

liake,  Peter. 

Mate,  18  December,  1868.      Acting  Ensign,   17  March,   1865.      Honorably   dis- 
chai-ged  26  November,  1865. 

Xiakcruian,  John. 

Mate,  21  February,  1863.     Died  at  Pensacola,  Florida,  15  September,  1863. 

JLakin,  Daniel  W. 

Mate,  35  October,  1862.     Acting  Ensign,  18  August,  1864.     Honorably  discharged 
25  September,  1865. 
lialor,  Charles  W. 

Mate,  7  February,  1863.     Acting  Ensign,  11  November,  1863.     Honorably  dis- 
charged 20  October,  1865. 

liamb,  George. 

Acting  Ensign,  14  May,  1863.    Honorably  discharged  14  September,  1865. 

liambert,  Daniel. 

Boatswain,  10  June,  1837.     Last  appearance  on  Records  of  Navy  Department. 
Xiambert,  I>.  R. 

Midshipman,  16  February,  1838.     Passed  Midshipman,  20  May,  1844.     Master,  29 
August,  1852.     Lieutenant,  9  June,  1853.     Died  37  May,  1859. 
Xiambert,  George  W. 

Acting  Third  Assistant  Engineer,  14  April,  1863.     Resigned  8  October,  1863. 
liambert,  Henry  S. 

Mate,  12  June,  1861.     Acting  Ensign,  25  September,  1863.     Acting  Master,  9  No- 
vember, 1864.     Honorably  discharged  26  October,  1865. 
liambert,  Thomas  R. 

Chaplain,  29  December,  1833.     Resigned  11  September,  1856. 
Xiambert,  William. 

Midshipman,  1  December,  1826.     Passed  Midshipman,  38  April,  1833.     Lieutenant, 
8  March,  1837.     Died  15  March,  1840. 
liamberton,  Benjamin  P. 

Acting  Midshipman,  21  September,  1860.     Graduated  33  November,  1804.     En- 
sign, 1  November,  1866.    Master,  1  December,  1866.    Lieutenant,  12  March,  1868. 
Lieutenant-Commander,  27  April,  1869. 
Xiambertson,  Garret  J. 

Acting  Third  Assistant  Engineer,  4  February,  1863.     Dismissed  15  March,  1864. 
Xamdin,  James  F. 

Third  Assistant  Engineer,  24  December,  1853.     Second  Assistant  Engineer,  9  May, 
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lb57.     Fii-st  Assistant  Engineer,  3  August,  1859.     Chief  Engineer,  8  December, 
1802.     Dismissed  5  March,  1807. 
I^amdin^  IVicIioIas  H. 

Third  Assistant  Engineer,  31  April,  1803.     Retired  22  June,  1809.     Restored  to 
Active  list  by  Act  of  Congress,  17  July,   1873.      Second  Assistant  Engineer, 
same  date.     Passed  Assistant  Engineer,  3  June,  18^9. 
liauicliii,  ^Villlaui  J. 

Third  Assistant  Engineer,  0  February,  1851.  Second  Assistant  Engineer,  1 
October,  1853.  First  Assistant  Engineer,  0  May,  1857.  Chief  Engineer,  1 
October,  1801.  o         . 

liamie,  W. 

Acting  Ensign  and  Pilot,  38  October,  1804.     Honorably  discharged  21  SejDtember, 
1805. 
lianion,  James. 

Acting  Gunner,  27  June,  1864.     Honorably  discharged  28  October,  1865. 
lianipliier,  Rlchniontl  H. 

Acting  Ensign,  14  July,  1864.     Honorably  discharged  9  December,  1868. 
Xampoi't,  George  H. 

Mate,  1  October,  1863.     Resigned  8  January,  1SG3. 
Xiamport,  Richard  T. 

Mate,  16  February,  1863.     Acting  Ensign,  14  June,  1604.     Honorably  discharged 
10  December,  1865. 
Iianison,  Charles  W. 

Acting  Master,  8  July,  1861.     Aijpointment  revoked  25  February,  1865. 
Xamson,  Roswell  II. 

Acting  Midshipman,  20  September,  1858.    Graduated,  1863.    Lieutenant,  1  August, 
1862.     Resigned  6  July,  1866. 
Xianahan,  David  J. 

Acting  Third  Assistant   Engineer,   8    September,  1803.      Honorably  discharged 
9  October,  1865. 
liaucashire,  Benjamin. 

Acting  Master  and  Pilot,  1  October,  1804.    Honorably  discharged  26  January, 
1866. 
Xancaster,  Silas  H. 

Acting  Third  Assistant  Engineer,  8  November,  1864.     Resigned  6  June,  1SC5. 
I^andergreeu,  Adolphus. 

Mate,  34  July,  1803.     Acting  Ensign,  8   December,  1864.     Honorably  discharged 
14  September,  1865 
I^andou,  George  W. 

Acting  Third  Assistant  Engineer,  28  March,  1864.     Resigned  12  May,  1865. 
£iandon,  William. 

Sailmaker,  4  December,  1815.     Last  appearance  on  Records  of  Navy  Department. 
Xiane,  Anthony  J. 

Acting  Third  Assistant  Engineer,  4  September,  1803.  Acting  Second  Assistant 
Engineer,  16  February,  1864.     Honorably  discharged  5  November,  1865. 

Xane,  Charles  M. 

Acting  Master  and  Pilot,  31  October,  1864.  Appointment  revoked  9  February, 
1805. 

Xane,  DaTid  M. 

Acting  Third  Assistant  Engineer,  24  Ajjril,  1862.    Acting  Second  Assistant  En- 
gineer, 39  January,  1863.     Resigned  13  February,  1864. 
Xane,  George  W. 

Mate,  23  November,  1861.    Honorably  discharged  3  October,  1865. 
Xane,  X.  Cooper. 

Assistant  Surgeon,  17  April,  1856.     Resigned  30  October,  1859 
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liane,  Moses  A. 

Gunner,  28  January,  1852. 
I^ane,  ]Vinian  E. 

Midsliipnian,  1  April,  1828.     Dismissed  11  July,  1835. 
liane,  Ji.  B. 

Midshipman,  18  June,  1832.     Resigned  27  February,  1833. 

Kiane,  Panels  Sf. 

Acting  Ensign,  3  August,  1864.     Honorably  discharged  21  July,  1865. 

Liane,  Simoon. 

Mate,  5  February,  1862.     Dismissed  29  June,  1863. 
Liane,  S.  Cnshing. 

Acting  Third  Assistant  Engineer,   19  April,  1862.     Third   Assistant  Engir»er,  8 
December,  1862.     Dropped  8  April,  1865. 
Iiane,  William  IV. 

Acting  Assistant  Surgeon,  21  October,  1861.     Appointment  revoked  21  February,. 
186'2. 
Liane,  Webster. 

Third  Assistant  Engineer,  23  May,  1861.     Second  Assistant  Engineer,  3  August, 
1863.     Resigned  22  March,  1867. 
Lianfare,  Robert  O. 

Mate,  8  May,  1862.    Acting  Ensign,  24  August,  1864.     Honorably  discharged  12 
December,  1865. 
Liang,  Hugh. 

Acting  Third  Assistant  Engineer,  20  November,  1862.     Resigned  27  December, 
1862. 
Liang,  Bictaard. 

Boatswain,  date  not  known.     Last  appearance  on  Records  of  Navy  Department. 
Liangdon,  H.  S. 

Midshipman,  18  June,  1812.    Killed  in  action,  28  June,  1814. 
Liangdon,  Joshua  B. 

Purser,  5  December,  1809.    Died  3  July,  1810. 
Lianger,  Philip  Joseph. 

Third  Assistant  Engineer,   18   November,   1862.      Second   Assistant    Engineer, 
23  March,  1864.     Resigned  28  April,  1870. 
Lianghorne,  John  L>. 

Midshipman,  6  July,  1842.     Passed  Midshipman,  5  August,  1848.    Resigned  31 
November,  1853. 
Lianglands,  Bobert  II. 

Acting  Ensign,  23  October,  1863.     Honorably  discharged  30  September,  1865. 
Liangley,  Charles  F. 

Acting  Ensign,  14  April,  1863.     Acting  Master,  recommendation  of  Captain  J.  L. 
"Worden,  19  November,  1863.     Honorably  discharged  14  September,  1865. 
I^angley,  Freeman. 

Mate,  8  May,  1863.     Resigned  19  April,  1864. 
Liangley,  John  W. 

Acting  Assistant  Surgeon,  3  September,  1862.     Resigned  1  September,  1864. 
L^anglira,  Edward. 

Acting  Third    Assistant   Engineer,   20  .January,   1865.      Honorably    discharged 
28  October,  1865. 

LiSnglois,  August. 

Acting  Assistant  Surgeon,  30  January,  1863.     Honorably  discharged  6  August, 
1866. 
Liangstaff,  James. 

Mate,  4  February,  1862.     Dismissed  14  April,  1862. 
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liangthorne,  Amos  R. 

Acting  Master,  16  December,  1861.    Acting  Volunteer  Lieutenant,  29  January, 
1863.    Honorably  discharged  6  March,  1866. 
liangton,  John  B.  F. 

Boatswain,  25  November,  1861. 
liangton,  Thomas. 

Mate,  16  June,  1862.    Dismissed  5  May,  1863. 
liangworthy,  Andrew  B. 

Mate,  7  August,  1861.    Resigned  13  June,  1863.     Mate,  23  December,  1864.    Hon- 
orably discharged  17  June,  1867. 
lianier,  Edmund. 

Midshipman,  9  July,  1831.     Passed  Midshipman,  15  June,  1837.     Lieutenant, 
8  September,  1841.     Commander,  29  April,  1861.     Retired  list,  23  July,  1864. 
Captain  on  Retired  list,  4  April,  1867.     Died  24  February,  1872. 
Lianihan,  James. 

Acting  Third  Assistant  Engineer,  14  April,  1864.     Appointment  revoked  (Sick,) 
26  May,  1864. 
lianman,  Joseph. 

Midshipman,  1  January,  1825.     Passed  Midshipman,  4  June,  1831.     Lieutenant, 
3  March,  1835.    Commander,  14  September,  1855.    Captain,  16  July,  1862.    Com- 
modore, 29  August,  1862.      Rear-Admiral,  8  December,  1867.      Retired  list, 
18  July,   1872.     Died  13  March,  1874. 
£ianman,  R.  IT. 

Mate,  22  September,  1864.     Appointment  revoked  19  April,  1866. 
Lianman,  William. 

Acting  Second  Assistant  Engineer,  1  September,  1863.     Honorably  discharged 
8  September,  1865. 
Lianning,  James. 

Acting  Volunteer  Lieutenant,  1  October,  1862.     Resigned  13  February,  1865. 

Liansdale,  Philip. 

Assistant  Surgeon,  5  March,  1847.    Surgeon,  20  January,  1861.    Medical  Inspector, 
3  March,  1871.    Medical  Director,  8  June,  1873.     Retired  list,  30  April,  1879. 
Liandsdale,  Philip  T. 

Cadet  Midshipman,  6  June,  1873.     Graduated  18  June,  1879. 
liansing,  Edward  A. 

Midshipman,  18  June,  1812.     Died  15  August,  1821. 

Iiansing,  Oeorge. 

Midshipman,  1  November,  1828.     Resigned  1  February,  1833. 

liantz,  Daniel. 

Acting  Second  Assistant  Engineer,  39  April,  1863.     Appointment  revoked  20  Oc 
tober,  1863. 
liapham,  Henry  K. 

Acting  Master,  3  October,  1861.     Honorably  discharged  17  November,  1867. 

liapoint,  Alfred 

Acting  First  Assistant  Engineer,  20  June,  1862.     Honorably  discharged  8  April, 
1866.     Acting  First  Assistant  Engineer,   13  April,  1866.     Resigned  24  April, 
1867 
lardner,  James  B. 

Midshipman,  4  December,  1822.     Died  8  April,  1829. 

liardner,  James  t. 

Midshipman,  10  May,  1820.  Lieutenant,  17  May,  1828.  Commander,  21  Novem- 
ber, 1851.  Captain,  19  May,  1861.  Commodore,  16  July,  1862.  Retired  list, 
20  November,  1864.     Rear-Admiral  on  Retired  list,  25  July,  1866. 

liardner,  John. 

Actinn- Third  Assistant  Engineer,  27  May,  1861.  Acting  Second  Assistant  En- 
gineer, 20  September,  1863.     Honorably  discharged  24  September,  1865.  ^ 
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Liardner,  lijiiford. 

Acting  Assistitnt  Paymaster,  5  December,  1803.     Resigned  33  December,  1864. 

Iiai'kin,  Jolin. 

Midsliipman,  18  June,  1813.     Resigned  C  January,  1814. 

liarkin,  Joshna  W, 

Midshipman,  1  December,  1834.     Died  30  May,  1839. 
Liarkin,  8aninel. 

Midshipman,  1  April,  1838.    Passed  Midshipman,  14  June,  1834.     Lieutenant, 
1  July,  1840.     Commander,  14  September,  1855.     Died  22  December,  1856. 

Liarkins,  Jolin  S. 

Acting  Third  Assistant  Engineer,  36   September,  1864.     Honorably  discharged 
7  July,  1S66. 
liarmand,  TVilliani. 

Gunner,  30  November,  1799.    Last  appearance  on  Records  of  Navy  Department. 

liarsen,  JViles. 

Acting  Ensign,  28  April,  1863.     Honorably  discharged  5  October,  1865. 

liasher,  Oliver. 

Mate,  23  December,  1863.     Acting  Ensign  and  Pilot,  30  April,  1864.     Appoint- 
ment revoked  4  April,  1865. 
liasher,  Oren  !E. 

Midshipman  39  September,  1868.     Graduated  1  June,  1872.     Ensign,  15  July,  1873. 
Master,  1  July,  1878. 
liassalle,  S.  IS. 

Midshipman,  4  November,  1814.     Resigned  6  October,  1823. 

Liatch,  Edward  H. 

Third  Assistant  Engineer,  20  September,  1858.     Second  Assistant  Engineer,  8  Oc- 
tober,   1861.      First   Assistant  Engineer,  17  March,    1863.      Chief  Engineer, 
21  March,  1870.     Retired  list,  22  November,  1878. 
Liatliam,  Franklin  J. 

Acting  Ensign,  13  November,  1863.     Honorably  discharged  19  January  1866. 
Liatliam,  George  W. 

Chaplain,  14  April,  1845.     Died  23  January,  1847. 
liathani,  George  1\. 

Acting   Third  Assistant  Engineer,  34  December,  1863.      Honorably  discharged 
28  October,  1865. 
liathani,  William  it. 

Acting  Master,  25  May,  1861.     Acting  Volunteer  Lieutenant,  19  July,  1864.     Re- 
signed, 22  March,  1865. 
Liathrop,  Alfred  G. 

Acting  Assistant  Paymaster,  4  February,   1864.      Mustered   out  23    November 
1865. 
!Lattarop,  Jolin. 

Acting  Third  Assistant  Engineer,  11  February,  1865.     Resigned  6  July,  1865. 
Iiatliroc>,  Siimner  T*. 

Acting  Master,  29  October,  1861.     Died  l.j  June,  1863. 
liatlirope,  John. P. 

Chaplain,  2  October,  1848.     Died  29  December,  1843. 
Ijatimer,  Arthur. 

Midshipman,  1  January,  1812.     Died  8  September,  1815. 

liatiuier,  Charles. 

Midshipman,   9  September,  1841.      Passed  Midshipman,  10  August,   1847.     Re- 
signed 3  December,  1854. 
I<atiiner,  John.    ' 

Lieutenant,  14  July,  1799.     Last  appearance  on  Records  of  Navy  Departniei  t 
18  August,  1800. 
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L.atimer,  Roe. 

Midshipman,  5  October,  1798.     Resigned  1  August,  1799. 
liatiiner,  Samiiel  C. 

Tliird  Assistant  Engineer,  1  December,  1854.     Died  34  August,  1855. 
liatlnier,  William  A.  R. 

Third  Assistant  Engineer,  11  January,  1849.  Second  Assistant  Engineer,  36  Feb- 
io^7'  ^^^'^■'  ^^s^g^ed  31  May,  1858.  Second  Assistant  Engineer,  21  October, 
18bl.  Resigned  26  August,  1862.  Acting  First  Assistant  Engineer,  26  August, 
1862.  Acting  Chief  Engineer,  7  July,  1863.  Honorably  discharged  28  Sep- 
tember, 1867.  J  a  f 

l.atinier,  William  K. 

Midshipman,  15  November,  1809.     Lieutenant,  4  February,  1815.     Commander 
2  March,  1833.     Captain,  17  July,  1843.     Reserved  list,  13  September,  1855. 
Commodore  on  Retired  list,  16  July,  1863.     Died  15  March,  1873. 
Liaton,  James  R. 

Acting  Assistant  Surgeon,  11  November,  1861.     Resigned  24  October,  1863. 
ILatson,  John  R. 

Acting  Assistant  Surgeon,  3  November,  1864.  Honorably  discharged  9  October, 
1865. 

liatta,  Samnel  W. 

Assistant  Surgeon,  34  March,  1868.     Resigned  4  November,  1873.     Acting  Assist- 
ant Surgeon,  6  December,  1876.     Honorably  discharged  30  June,  1879. 
Lianb,  Edwin. 

Midshipman,  i  December,  1828.     Lost  in  the  "-Jlornet,"  10  September,  1839. 
L.anb,  Henry. 

Midshipman,  16  January,  1809.     Killed  in  action  10  September,  1813. 
lianber,  liewls. 

Acting  Assistant  Surgeon,  12  August,  1861.    Dismissed  19  April,  1862. 
Xiangblin,  John  J. 

Midshipman,  1  May,  1847.    Resigned  22  September,  1852. 
Liangbton,  William. 

Midshipman,  25  August,  1809.  Lieutenant,  9  December,  1814.  Died  22  July, 
1825. 

lianrens,  Jobn. 

Midshipman,  13  November,  1841.     Resigned  27  July,  1846. 
Lianterbacb,  Robert. 

Acting  Assistant  Surgeon,  6  May,  1865.     Honorably  discharged  27  August,  1866. 
i:<a  Tallette,  Elie  A.  F. 

Sailing  Master,  25  June,  1812.  Lieutenant,  9  December,  1814.  Commander, 
3  March,  1831.  Captain,  23  February,  1840.  Kear-Admiral,  Retired  list, 
16  July,  1862.    Died  18  November,  1862. 

liavallette,  S.  I>. 

Midshipman,  8  December,  1835.    Died  14  Pebrviary,  1845. 

r<averty,  Robert. 

Acting  Third  Assistant  Engineer,   14   February,   1863.     Appointment   revoked 
30  June,  1864. 
IiaTery,  Ricbard. 

Acting  First  Assistant  Engineer,  1861.     Resigned  24  May,  1863. 

Liavery,  Tbomas  J. 

Acting  Second  Assistant  Engineer,  17  March,  1864.     Resigned  33  February,  1865. 
lavery,  William. 

Boatswain,  3  December,  1857.    Died  31  December,  1861. 
liaw,  Benjamin. 

Master,  23  June,  1813.     Died  17  August,  1812. 

I<aw,  George  E. 

Acting  Midshipman,  4  October,  1851.     Midshipman,  9  June,  1855.    Passed  Mid- 
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shipman,   15  April,   1858.     Master,   5  November,   1858.     Lieutenant,  19  July, 
1860.    Resigned  18  December,  1860.     Lieutenant,  31  April,  1861.     Dismissed 
37  November,  1861. 
ILaw,  Homer  !L. 

Assistant  Surgeon,  9  July,  1870. 
!Law,  liyman  R. 

Midshipman,  5  February,  1838.     Retired  list.     Died  11  January,  1869. 
Xiaw,  Richard. 

Commander,  16  December,  1799.     Discharged  3  April,  1801,  under  Peace  Estab- 
lishment Act. 
Iiow,  Richard. 

Acting  Third  Assistant  Engineer,   3   December,   1864.      Honorably  discharged 
9  December,  1865. 
!Law,  Richard  li. 

Midshipman,  17  February,  1841.     Passed  Midshipman,  10  August,  1847.     Master^ 
1   March,   1855.      Lieutenant,   14    September,   1855.      Lieutenant-Commander 
16  July,  1863.     Commander,  36  September,  1866.     Captain,  11  December,  1877] 
liaw,  William  Francis. 

Third  Assistant  Engineer,  16  November,  1861.     Died  34  September,  1863. 
Liawarson,  Jame^. 

Master,  3  July,  1813.     Discharged  33  March,  1813. 
liawler,  James. 

Mate,  4  March,  1864.     Resigned  35  January,  1865. 
liawless,  R.  T. 

Mate,  3  February,  1870.     Resigned  31  July,  1873. 
Xiairrasoii,  Samuel  €. 

Assistant  Surgeon,  8  February,  1833.     Surgeon,  9  December,  1839.     Died  14  July, 
1849. 
Liawrence,  Alexander  W. 

Professor,  39  July,  1853.     Dismissed  33  April,  1861. 
!Lawrence,  Alvin. 

Acting  Third  A  ss    *ant  Engineer,  10  January,  1864.    Honorably  discharged  17  Sep- 
tember, 1865. 

Lrawrence,  Charnes. 

Acting  Master,  18  February,  1864.     Resigned  13  Juno,  1864. 
Liawrence,  Charles. 

Sailmaker,  31  August,  1861.     Resigned  18  February,  1864. 
liawrence,  Charles  H. 

Acting  Third  Assistant  Engineer,  34  December,  1803.      Honorably  discharo'ed 
13  June,  1865. 
liawrence.  Christian  S. 

Mate,  4  April,  1863.     Acting  Ensign,  20  December,  1803.     Honorably  discharged 
3  November,  1865.    Acting  Ensign,  6  December,  1806.     Mustered  out  34  Autrust, 
1868. 
liawrence,  C  K. 

Master,  6  Octobei^l814.     Resigned  37  February,  1815. 
liawrence,  Uarid  B. 

Mate,  1  October,  1863.     Dismissed  24  December,  1803. 
Liawrence,  Oeorge. 

Assistant  Paymaster,  31  August,  1801.     Paymaster,  6  February,  1863.     Resigned 
7  October,  1864. 

Lawrence,  George  M. 

Acting  Ensign  and  Pilot,  18  June,  1864.     Resigned  2  August,  1804. 
liawrence,  George  W. 

Acting  Third  Assistant  Engineer,  5  January,  1804.     Resigned  39  April,  1864. 
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liawrence,  Henry  R. 

Third  Assistant  Engineer,  21   September,   1861.     Resigned  9  November,  1861. 
Tliird  Assistant  Engineer,  28  October,  1863.    Resigned  March,  1863. 
!Lawi'Ciioe,  James. 

Midshipman,  4  September,  1798.  Lieutenant,  6  April,  1802.  Commander,  3  Novem- 
ber, 1810.  Captain,  4  March,  1813.  Died  5  June,  1813,  of  wounds  received  in 
action. 

liawrence,  John  B. 

Mate,  21  December,  1863.    Acting  Boatswain,  7  June,  1864.    Acting  Ensign, 
13  December,  1864.    Honorably  discharged  5  November,  1865. 
liawrence,  John  C  E. 

Third  Assistant  Engineer,  38  October,  1850.     Second  Assistant  Engineer,  36  Feb- 
ruary, 1851.     Resigned  2  June,  1856. 
Xiawrence,  John  ]>. 

Mate,  11  July,  1863.     Appointment  revoked  1  April,  1864. 
liawrence,  J.  P.  Stewart. 

Assistant  Engineer,  23  March,  1875. 
Xiawrence,  N.  C. 

Midshipman,   1   May,   1833.    Passed   Midshipman,  24   May,   1838.    Lieutenant, 
3  March,  1831.    Died  12  July,  1837. 
Xiawrence,  Thomas  H. 

Mate.     Resigned  23  May,   1862.    Mate,   21  July,  1864.    Dismissed  38  January, 
1865. 
Xiawrence,  Walter, 

Midshipman,  7  July,  1800.  Discharged  30  April,  1801,  under  Peace  Establish- 
ment Act. 

Xawrence,  Walter. 

Mate,  17  September,  1864.     Honorably  discharged  5  July,  1865. 

Xawrence,  William  J.  IS. 

Mate,  33  January,  1863.     Resigned  5  May,  1863. 
Xawbach,  Alfred  S. 

Acting  Assistant  Surgeon,  27  October,  1863.    Died  31  April,  1865. 
Xawrle,  Cranstoun. 

Midshipman,  1  November,  1836.     Resigned  4  April,  1883. 

Xaws,  Alexander. 

Midshipman,  35  August,  1802.     Lieutenant,  8  January,  1807.     Resigned  13  April, 
1807. 
Xaws,  Alexander. 

Midshipman,  15  May,  1800.  Discharged  13  August,  1801,  under  Peace  Establish- 
ment Act. 

Xaws,  Charles  A. 

Acting  Third  Assistant  Engineer,  33  November,  1863.  Acting  Second  Assistant 
Engineer,  1  February,  1865.     Honorably  discharged  37  October,  1865. 

Xaws,  Elijah. 

Third  Assistant  Engineer,  19  March,  1858.  Second  Assistant  Engineer,  1  Decem- 
ber, 1860.  Dismissed  37  May,  1SG3.  Appointed  Second  Assistant  Engineer, 
31  March,  1864,  from  1  December,  1860.  First  Assistant  Engineer,  25  July, 
1866.     Ch'ief  Engineer,  23  June,  1870. 

Xaws,  James.  -,    .  -.^     , 

Assistant  Surgeon,  39  June,  1855.     Surgeon,  1  August,  1861.    Resigned  24  March, 

1866. 

Xawson,  £lias. 

Acting  Ensign,  10  November,  1864.    Honorably  discharged  17  July,  1865. 

Xawson,  Fredericls  B. 

Acting  Assistant  Surgeon,  16  September,  1862.    Resigned  25  October,  1865. 
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liawson,  R.  H.  £1. 

Midshipman,  4  October,  1798.     Lieutenant,  16  January,  1800.     Resigned  8  March, 
1804. 
Liawson,  Thomas. 

Assistant  Surgeon,  1  March,  1809.     Resigned  12  January,  1811. 
Ijawton,  Andrew. 

Third  Assistant  Engineer,  34  June,  1850.     Second  Assistant  Engineer,  36  Febru- 
ary, 1851.    First  Assistant  Engineer,  31  May,  1853.     Chief  Engineer,  33  April, 

1859.  Died  17  March,  1871. 
Xiawtoii,  Benjamin. 

Mate.     Resigned  33  March,  1864. 
I^awton,  Elbridge. 

Third  Assistant  Engineer,  23  March,  1848.     Second  Assistant  Engineer,  13  Sep- 
tember, 1849.     First  Assistant  Engineer,  36  February,  1851.     Chief  Engineer, 
36  June,  1856. 
Iiawton,  E.  li 

Surgeon,  24  July,  1813.     Last  appearance  on  Records  of  Navy  Department,  1819. 
Furloughed. 
liawton,  IVelson  H. 

Third  Assistant  Engineer,  17  March,  1863.     Resigned  35  April,  1865. 
Iiawton,  Theodore  £. 

Acting  Ensign,  17  May,  1864.     Honorably  discharged  21  October,  1865. 
Iiawton,  William. 

Master,  10  September,  1812.     Discharged  in  1815. 
lawyer,  Aug.  F. 

Assistant  Surgeon,  20  June,  1838.     Resigned  31  August,  1847. 
liay,  John  Li. 

Second  Assistant  Engineer,  8  July,  1861.     First  Assistant  Engineer,  15  October, 
1863.     Resigned  22  May,  1865. 
liaycock,  Thomas  F. 

Mate,  26  January,  1863.     Acting  Ensign,  7  April,  1864.     Acting  Master,  20  Marchj 
1865.     Honorably  discharged  3  December,  1865. 
liayton,  Joseph  K. 

Acting  Assistant  Surgeou,  38  January,  1864.     Honorably  discharged  11  September, 
1865. 
!Lea,  Fdward. 

Acting  Midshipman,  3  October,  1851.     Midshipman,  9  June,  1855.     Passed  Mid- 
shipman, 15  April,  1858.     Master,  4  November,  1858.     Lieutenant,  32  November, 

1860.  Lieutenant-Commander,  16  July,  1863.     Killed  in  battle  1  January,  1863. 
I<each,  Abraham. 

Mate,  23  October,  1863.     Acting  Ensign,  9  March,  1865.     Honorably  discharged 
36  August,  1865. 
ILeach,  Boynton. 

Midshipman,  30  July,  18C6.     Graduated  7  June,  1870.     Ensien,   13  July    1871 
Master,  8  November,  1874. 
I^each,  Frank. 

Acting  Third  Assistant  Engineer,  3  August,  1864.     Honorably  discharged  12  Oc- 
tober, 1865. 

liCach,  Franklin  H. 

Mate,  12  December,  1801.     Acting  Ensign,  13  October,  1864.     Dismissed  14  April 
1865.  ^ 

!Leaeh,  George  H. 

Boatswain,  17  July,  1854.     Deserted  15  January,  1857. 
lieach,  Phlneas. 

Acting  Master,  16  November,  1861.     Honorably  discharged  4  March,  1860. 
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I<eaoh,  Rowland. 

Carpenter,  22  October,  1855.  Lost  in  the  "  Albany:'  Last  intellicrence,  28  Sep- 
tember, 1854.  <=         .  1 

I^eacta,  Thomas  W. 

Assistant  Surgeon,  29  July,  1858.  Surgeon,  23  May,  1863.  Medical  Inspector 
5  April,  1875.  &       .  j .  1  r 

liCacock,  Richard  W. 

Assistant  Surgeon,  9  February,  1837.     Passed  Assistant  Surgeon,  6  June,  1842 
Died  31  March,  1853. 
liCacraft,  J.  R. 

Master,  5  May,  1812.    Discharged  1  June,  1815. 
Iieaman,  Charles  H. 

Mate,  29  November,  1868.     Honorably  discharged  5  November,  18C5. 
Iieaman,  John  A. 

Mate,  11  June,  1863.     Appointment  revoked  33  December,  1864. 
Iieaman,  Edward. 

Acting  Assistant  Surgeon,  1  October,  1862.  Appointment  revoked  25  November. 
1863. 

liCar,  John. 

Mate,  26  February,  1861.     Acting  Master,  36  Februai-y,   1862.     Honorably  dis- 
charged, 34  February,  1864. 
liCary,  Basil  W. 

Acting  Master,  7  December,  1861.     Honorably  discharged  31  January,  1866. 
liCary,  Richard  P. 

Acting  Midshipman,  20  September,   1860.      Ensign,   1   October,   1863.      Master, 
10  May,   1866.      Lieutenant,   21    February,   1867.      Lieutenant-Commander,  13 
March,  1868.     Wholly  retired  2  March,  1874.     Retired  from  2  March,  1874. 
IieaTitt,  Alexander. 

Mate,  16  July,  1868.     Resigned  31  August,  1863. 
IieaTitt,  Almond  O. 

Assistant  Surgeon,  19  July,  1861.     Retired  list,  24  June,  1862. 
IieaTitt,  Edward  I>. 

Third  Assistant  Engineer,  34  August,  1861.  Second  Assistant  Engineer,  31  April, 
1863.    Resigned  35  May,  1867. 

IieaTitt,  William  A. 

Acting  Third  Assistant  Engineer,  38  April,  1862.  Acting  Second  Assistant  Engi- 
neer, 33  September,  1863.  Acting  First  Assistant  Engineer,  10  January,  1865. 
Honorably  discharged  21  November,  1865. 

IieaTitt,  W.  W. 

Assistant  Surgeon,  10  June,  1861.     Resigned  33  July,  1863. 

IieaTitt,  William  H 

Mate,  6  July,  1863.     Ajjpointment  revoked  33  November,  1865. 

lieajcraft,  J.  R. 

Midshipman,  11  May,  1802.     Dismissed  14  March,  1810. 

lie  Baron  Fred.  li. 

Mate,  14  February,  1863.     Appointment  revoked  (Sick,)  28  July,  1868. 

lie  Barron,  Francis. 

Assistant  Surgeon,  31  January,  1800.  Last  appearance  on  Records  of  Navy  De- 
ment. 

lie  ChcTaler,  O. 

Surgeon's  Mate,  10  December,  1814.     Died  16  October,  1823. 

Iieckie,  James. 

Carpenter,  24  November,  1841.     Died  13  November,  1843. 

Iiecompt,  Charles. 

Midshipman,  16  June,  1813.  Last  appearance  on  Records  of  Navy  Department, 
10  November,  1815. 
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liCCompt,  Charles. 

Midshipman,  18  May,  1809.     Dismissed  30  April,  1813. 
Lie  Coiiipt,  (.reiiTille  K. 

Acting  Assistant  Surgeon,  20  January,  1865.     Assistant  Surgeon,  3  November, 
1865.     Died  6  September,  1870. 

liC  Coinpte,  Saninel  W. 

Midshipman,  4  June,  1812.     Lieutenant,  28  March,  1820.     Commander,  8  Septem- 
ber, 1841.     Reserved  list,  13  September,  1855.     Died  28  .laniiary,  1862. 
liCdyard,  Nathan  iel  li. 

Mate,  11  October,  1861.     Appointment  revoked  (Sick.)  30  June,  1803. 
liCe,  Alexander  P. 

Mate,  31  March,  1868.     Dismissed  14  December,  1863. 
tee,  Caleb  E. 

Third  Assistant  Engineer,  4  April,  1861.     Second  Assistant  Engineer,  16  January, 
1803.     First  Assistant  Engineer,  1  January,  1805.     Retired  list,  2  December, 
1876. 
liee,  Charles  W. 

Acting  Master,  14  August,  1861.     Honorably  discharged  28  October,  1865. 
liCe,  Columbus  W. 

Third  Assistant  Engineer,  26  February,  1851.     Resigned  2  June,  1855. 
liee,  DaTid. 

Mate,  31   August,  1863.     Acting  Ensign,  22  July,  1864.     Honorably   discharged 
8  November,  1865.     Acting  Ensign,  11  December,  1806.     Mustered  out  27  March, 
1809. 
liee,  George  G. 

Lieutenant,  3  December,  1799.     Left  the  Service  6  March,  1805. 
Liee,  George  P. 

Mate,  1861.     Acting  Master,  15  Mav,  1862.     Honorably  discharged  28  October, 
1805. 
liee,  James  D. 

Third  Assistant  Engineer,  8  September,  1803.     Resigned  10  November,  1806. 
Liee,  John. 

Midshipman,  38  August,  1799.     Resigned  15  October,  1799. 
Liee,  John  F. 

Acting  Assistant  Paymaster,  23  July,  1863.     Mustered  out  26  December,  1865. 
liCe,  John  H. 

Midshipman,  18  June,  1813.     Lieutenant,  5  March,  1817,     Died  80  June,  1882. 
T,ee,  John  Li. 

Acting  Master,  15  April,  1862.     Honorably  discharged  5  October,  1805. 
lice,  John  R. 

Mate,  14  April,  1864.     Resigned  15  May,  1865. 
Liee,  J.  R. 

Mate,  15  November,  1861.     Acting  Master,  9  May,  1862.     Resigned  7  October, 
1802. 

Liee,  Joseph. 

Surgeon,  10  October,  1798.     Discharged  4  May,  1801,  under  Peace  Establishment 
Act. 
Liee,  Larkin  F. 

Mate,  13  April,  1804. 
liCe,  Robert  G. 

Acting  Master,  3  July,  1861.     Honorably  discharged  19  September,  1865. 
LiCe,  8amnel  B. 

Midshipman,  28  January,  1835.     Resigned  20  November,  1837. 
Liee,  Samnel  Perry. 

Acting  Master.  8  June,  1861.     Dismissed  6  July.  1861- 
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Lee,  1^.  Phillips. 

Midshipman,  23  November,  1835.  Passed  Midshipman,  4  June,  1831.  Lieutenant, 
9  February,  1837.  Commander,  14  September,  1855.  Captain,  16  July,  1862. 
Commodore,   25  July,   1866.     Rear-Admiral,   23   April,   1870.       Retired  list, 

13  February,  1873. 
liCe.  Sidney  Smith. 

Midshipman,   30    December,    1820.      Lieutenant,   17   May,    1828.      Commander, 
4  June,  1850.     Dismissed  23  April,  1861. 
JLee,  Theodoric. 

Midshipman,  29  September,  1841.     Passed  Midshipman,  10  August,  1847.    JIastcr, 

14  September,  1855.      Lieutenant,   15   September,  1855.      Resigned,  25  April, 
1857. 

JLee,  Thomas. 

Acting  Third  Assistant  Engineer,  6  June,  1864.     Honorably  discharged  18  June, 
1865. 
£<ee,  Thomas. 

Acting  Third  Assistant  Engineer,  29  January,  1867.     Mustered  out  1  July,  1868. 

JLee,  ThoiKias  ]V. 

Midshipman,  18  October,  1863.  Graduated,  3  June,  1868.  Ensign,  18  April,  1869. 
Master,  13  July,  1870.     Lieutenant,  23  January,  1874. 

Lee,  William. 

Carpenter,  31  May,  1841.     Died  31  July,  1853. 

Lee,  William. 

Master,  30  April,  1815.     Resigned  20  December,  1834. 

Lee,  William  A. 

Midshipman,  9  June,  1811.     Lieutenant,  3  April,  1817.     Died  9  July,  1817. 

Lee,  William  F. 

Mate,  8  May,  1865.     Mate,  16  September,  1869.     Resigned  7  October,  1870. 

Lee,  William  P. 

Mate,  1  August,  1863.     Dismissed  21  October,  1864. 

Leech,  Daniel,  Jr. 

Acting  Assistant  Paymaster,  13  October,  1862.     Resigned  1  February,  1864. 

Leech,  Thomas  F. 

Acting  Assistant  Surgeon,  22  March,  1864.     Honorably  discharged  9  October, 
1865. 
Leeds,  Benjamin. 

Mate,  25  February,  1863.     Honorably  discharged  18  December,  1865. 

Leeds,  John. 

Mate,  21  October,  1861.     Appointment  revoked  (Sick,)  39  July,  1864. 

Leeds,  William  F. 

Boatswain,  17  October,  1862.     Died  2  November,  1869. 

Leekins,  Charles  W. 

Mate,  1861.     Appointment  revoked  11  Februai^,  1862. 

Leeman,  William. 

Acting  First  Assistant  Engineer,  1861.     Resigned  26  April,  1862. 

Lees,  John  S. 

Acting  Assistant  Burgeon,  17  April,  1863.     Resigned  25  November,  1863. 

Lees,  Thomas.  ,  ,     „         ,,-,■-.        j 

Acting    Third   Assistant   Engineer,  7   September,  1864.     Honorably   discharged 

8  July,  1865. 

^^Acting'EnSgn,  1  October,  1863.     Acting  Master,  14  June,  18G4.     Honorably  dis- 
charged 15  November,  1865. 

^**A*ing  Ensfg^,  24  November,  1863.     Honorably  discharged  3  October,  1865. 
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Iiefav©r,  Frederick  H. 

Midshipman,  27  July,  1866.     Graduated  7  June,  IWO.     Ensign,  14  July,  1872. 
Master,  9  March,  1876. 

lieffler,  Daniel  S.,  Jr. 

Acting  Third  Assistant  Engineer,  12  September,  1863.     Acting  Second  Assistant 
Engineer,  3  October,  1864.     Honorably  discharged  7  August,  1865. 

liCgare,  James  D. 

Midshipman,  26  December,  1848.     Resigned  13  December,  1852. 

liegare,  James  E. 

Midshipman,  18  June,  1812.     Lieutenant,  1  April,  1818.     Dismissed  22  June,  1827. 

Liegg,  John. 

Midshipman,  3  January,  1800.     Discharged  12  May,  1801,  under  Peace  Establish- 
ment Act. 
liegge,  Thomas  W. 

Second  Lieutenant,  16   August,   1812.     First  Lieutenant,  18  June,  1814.     Last 
appearance  on  Records  of  Navy  Department,  1816.     Ship  "iTidependence." 

I/eggett,  William. 

Midshipman,  4  December,  1822.     Resigned  17  April,  1826. 

Liegros,  Heury. 

Midshipman,  2  April,  1804.     Resigned  22  June,  1804. 
I^eib,  Thomas  J. 

Midshipman,   1    September,   1811.      Lieutenant,   28   April,   1826.      Commander, 
30  March,  1844.     Died  14  July,  1851. 
liCigh,  William. 

Midshipman,  1  November,  1828.    Passed  Midshipman,  14  June,  1834.    Lieutenant, 
30  May,  1840.     Resigned  3  September,  1852. 
XiCighton,  John. 

Boatswain,  31  January,  1800.     Last  appearance  on  Records  of  Navy  Department. 
lieigliton,  W.  O. 

Master,  date  not  known.      Last  appearance   on   Records  of  Navy  Department, 
8  May,  1815.     Discharged. 
lieinas,  George  H. 

Acting  Master,  21  March,  1862.     Appointment  revoked  28  April,  1866. 
lieitch,  Robert  R. 

Cadet  Engineer,  Naval  Academy,  10  October,  1871.     Graduated,  30  May,  1878. 
Assistant  Engineer,  23  January,  1874. 
lieland,  George  W. 

Mate,  17  November,  1863.     Appointment  revoked  13  August,  1864. 
lieland,  Ti.  B. 

Acting   Second  Assistant  Engineer,  9   February,  1863.      Appointment  revoked 
6  January,  1866. 
liClar,  Henry. 

Acting  Master,  29  August,  1861.     Honorably  discharged  9  February,  1866. 
liClar,  Robert  G. 

Acting  Master,  17  September,  1861.     Honorably  discharged  20  October,  1865. 

lieman,  James. 

Actiuj,  Third  Assistant  Engineer,  1861.     Resigned  6  August,  1862. 
Iceman,  Walter  J. 

Mate,  13  April,  1865.    Honorably  discharged  26  June,  1865. 

liCmassena,  William  H. 

Mate,  6  December,  1862.     Resigned  11  March,  1863. 

liemley,  Samuel  C. 

Midshipman,  26  June,  1869.     Graduated  31   May,  1873.     Ensign,  16  July,  1874. 
Master,  24  February,  1880. 
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Xenimon,  Richard. 

Midshipman  17  August,  ISU.     Resigned  17  April,  1815. 
!Lenioine,  G.  I>. 

Midshipman  21  September,  1838.     Resigned  3  January,  1840. 
Xemoine,  O.  I>. 

Midshipman,  IG  June,  1840.     Dismissed  14  March,  1841. 

Liemon,  Samuel. 

Acting  Second  Assistant  Engineer,  15  December,  1863.     Honorably  discharged 
8  October,  1865. 

Lienliart,  John  IS. 

Chaplain,  37  February,  1847.     Lost  in  "Cumberland,"  8  March,  1862. 
Xeunaii,  Franklin  O.  R. 

Acting  Ensign,  16  February,  1864.     Honorably  discharged  23  January,  1867. 
lienox,  John. 

Gunner,  date  not  known.     Last  appearance  on  Records  of  Navy  Department. 
liCnt,  Adolph  V. 

Assistant  Surgeon,  31  December,  1798.     Resigned  10  August,  1799. 
lienthall,  John. 

Naval  Constructor,  8  February,  1838.     Chief  Bureau   Construction  and    Repair, 
28  April,  1863.     Re-appointed  Chief,  28  Julv,  1866.     Retii-ed  list,  16  September, 
1869. 
Lieon,  Joseph  S. 

Mate,  31  July,  1863.  Honorably  discharged  5   March,  1868.     Mate,  20  December, 

1869.  Appointment  revoked  2  March,  1S70. 

Jieonard,  Ezra. 

Acting  Master,  37  December,  1861.     Acting  Volunteer  Lieutenant,  19  ]\IaY,  1864. 
Ensign,   13  March,  1868.     Master,  18  December,  1868.     Lieutenant,  21  "March, 

1870.  Died  29  July,  1870. 
liConard,  Frank. 

Acting  Second  Assistant  Engineer,  9  August,  1864.     Honorably  discharged  4  Sep- 
tember, 1865. 
^Leonard,  Frederick  A. 

Master,  17  June,  1809.    Last  appearance  on  Records  of  Navy  Department,  9  March, 
1813.    Dead. 
Xeonard,  George. 

Assistant  Surgeon,  28  May,  1804.     Resigned  5  April,  1808. 

Xeonard,  George. 

Mate,  13  December,  1861.     Acting  Ensign,  27  November,  1863.     Honorably  dis- 
charged 18  December,  1865. 

Xieonard,  Henry  S. 

Third  Assistant  Engineer,  19  July,  1861.     Second  Assistant  Engineer,  16  January, 
1863.     Lost  on  the  "  Tecumseh,"  5  August,  1864. 

lieonard,  James  T. 

Midshipman,  26  February,    1799.     Lieutenant,  13  January,    1807.     Commander, 
4  July,  1812.     Captain,  4  February,  1S15.     Died  9  November,  1833. 
^Leonard,  liOrranns. 

Midshipman,  27  June,  1799.     Resigned  18  March,  1800. 

lieonard,  Williami. 

Actiro-  Third   Assistant   Engineer,   26   October,    1863.      Honorably    discharged 
33  August,  1865. 
liConard,  William  E. 

Mate,  18  April,  1865.     Dismissed  19  April,  1866. 

lieonard,  William  H, 

Acting  Third  Assistant   Engineer,  23   February,  1864.     Honorably   discharged 
13  February,  1869. 
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liConard,  William  W. 

Acting  Ensign,  3  October,  1863.     Honorably  discharged  13  August,  1865. 

lie  Roy,  IVilliain  E. 

Midshipman  11  January,  1832.  Passed  Midshipman,  33  June,  1838.  Lieutenant, 
13  July,  1843.  Commander,  1  July,  1861.  Captain,  35  July,  1866.  Commodore, 
3  July,  1870.     Eear-Admiral,  5  April,  1S74.     Retired  list,  24  March,  1880. 

liCsher,  Henry. 

Midshipman,  1  January,  1813.     Resigned  30  July,  1813. 

lieslie,  Adam  J. 

Midshipman,  3  February,  1829.     Resigned  81  October,  1831. 

JLesIie,  Henry  C. 

Mate,  7  October,  1861.     Acting  Ensign,  9  March,  1864.     Honorably  discharged 
13  April,  1866. 
lieslie,  Henry  E. 

Carpenter,  15  October,  1833.     Retired  list,  12  February,  1836. 

liester,  C  H. 

Mate,  30  December,  1861.     Acting  Ensign,  27  August,  1863.     Honorably  dis- 
charged 30  September,  1865. 
liester,  Daniel. 

Mate,  6  June,  1863.     Acting  Ensign,  8  June,  1864.     Died  2  January,  1865. 
tester,  George  I>. 

Acting  Master,  26  August,  1861.     Dismissed  4  November,  1861. 
tester,  John  W. 

Acting  Carpenter,  11  June,  1863.     Honorably  discharged  19  December,  1865. 
tester,  Joseph  t. 

Acting  Second  Assistant  Engineer,  17  May,  1861.     Resigned  11  June,  1861. 
tetherbnry,  Charles  W. 

Acting  Ensign,  6  June,  1863.     Honorably  discharged  31  August,  1865. 
teutze,  Eugene  H.  C. 

Midshipman,  24  March,  1863.     Graduated   6  June,  1867.     Ensign,  18  December, 
1868-     Master,  21  March,  1870.     Lieutenant,  21  March,  1871. 

tevely,  George. 

Midshipman,  6  May,  1800.     Lost  in  the  "  Insurgent." 
teTerett,  George  H. 

Midshipman,  18  June,  1812.     Last  appearance  on  Records  of  Navy  Department, 
1823. 
tevin,  Charles. 

Mate,  25  January,  1870.     Died  Philadelphia,  3  September,  1874. 
tevindseller,  Thomas  H. 

Mate,  21  December,  1861.    Dismissed  29  November,  1862. 
tevins,  C.  W. 

Mate,  12  April,  1870.     Appointment  revoked  3  Januaij,  1874. 
tevy,  Charles  H. 

Third  Assistant  Engineer,  21   November,   1857.      Second    Assistant    Engineer, 
3  August,  1859.    Name  stricken  from  the  Rolls  of  the  Navy,  8  July,  1861. 
liCTy,  Mears. 

Master,  8  May,  1812.     Last  appearance  on  Records  of  Navy  Department,  5  June, 
1813.    Dead. 
liCvy,  Uriah  P. 

Sailing  JIaster,  21  October,  1812.     Lieutenant,  5  March,  1817.    Commander,  9  Feb- 
ruary, 1887.     Captain,  39  March,  1844.    Died  22  March,  1862. 

liCwers,  J.  Henry. 

Third  Assistant  Engineer,  28  October,  1863.     Resigned  39  June,  1868. 

Lewis,  Albert  H. 

Mate,  6  September,  1864.     Honorably  discharged  13  August,  1867. 
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Lewis,  Alexander. 

Acting  Ensign,  30  January,  1864.     Honorably  discharged  20  September,  1865 
Lewis,  Aiuos. 

Sailmaker,  3  January,  1SS5.     Dismissed  7  September,  1882. 
Lewis,  Andrew  J. 

Midshipman,  29  September,  1841.     Lost  in  the  "  Orampm;'  March,  1843. 
Lewis,  Archibald  S. 

Gunner,  27  September,  1834.     Dismissed  15  January,  1859. 
Lewis,  Arthur, 

Midshipman,  18  June,   1812.     Lieutenant,  28  April,  1826.     Furlou"hed   19  July 
1843.     Died  29  November,  1854. 
Lewis    BenjAmin  F. 

Acting  Third  Assistant  Engineer,  11  July,  1864.     Honorably  discharged  17  Octo- 
ber, 1S67. 

Lewis,  Callender  I. 

Assistant  Paymaster,  23  June,  1877. 
Lewis.,  DaTid  O. 

Assistant  Surgeon,  8  April,  1874. 
Lewis    I>.  T. 

Acting  Assistant  Surgeon,  1  September,  1861.    Died  3  September,  1862. 
Lewis-,  Edward  S. 

Midshipman,  10  May,  1820.     Died  25  July,  1826. 
Lewis,  £dwin  F. 

Acting  Third  Assistant   Engineer,  12   August,   1862.     Acting  Second  Assistant 
Engineer,  20  August,  1864.     Honorably  discharged  24  September,  1865. 
Lewis,  Elnathan. 

Acting  Master,  3  October,  1861.     Appointment  revoked  1  March,  1864. 
Lewis,  Enos  F. 

Assistant  Paymaster,  21  December,  1869.     Wholly  retired  2?j  July,  1874. 
Lewis,  Fnos  M 

Third    Assistant    Engineer,   17    February,   1860.      Second    Assistant  Engineer, 
3  August,  1863.     First  Assistant  Engineer,  25  July,  1866.     Died  12  January, 
1873. 
Lewis,  Frederick  B.  A. 

Assistant  Surgeon,  6  September,  1861.     Resigned  15  June,  1865. 
Lewis,  GrenTille. 

Acting  Thii-d  Assistant  Engineer,  24  March,  1862.     Acting  Second  Assistant  En- 
gineer,  19  April,   1864.      Honorably   discharged   21   January,  1866.      Acting 
Second  Assistant  Engineer,  31  July,  1866.    Mustered  out  17  November,  1868. 
Lewis,  Henry  H. 

Midshipman,   1   May,   1828.     Passed  Midshipman,  23   June,  1838.     Lieutenant, 
38  October,  1842.     Dismissed  20  April,  1861. 
Lewis,  Holmes. 

Carpenter,  14  December,  1848.     Dismissed  29  May,  1861. 

Lewis,  Jacob  M. 

(Flotilla  Service.')  Commander,  37  November,  1813.  Captain,  26  April,  1814. 
Last  appearance  on  Records  of  Navy  Department,  7  January,  1815.     Discharged. 

Lewis,  James. 

Mate,  23  October,  1861.     Resigned  20  January,  1863. 

Lewis,  James  B. 

Midshipman,  31  March,  1831.  Passed  Midshipman,  15  June,  1837.  Lieutenant, 
8  September,  1841.  Reserved  list,  13  September,  1855.  Dismissed  33  May, 
1861. 

Lewis,  Jesse  W 

Midshipman,  13  April,  1800.     Out  of  Service  31  December,  1800 
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liCwis,  J.  J.  H. 

Midshipman,  16  January,  1S09.     Last  appearance  on  Records  of  Navy  Depart- 
ment, 1815.     Navy  Yard,  Washington. 
!Lewis,  John  K. 

Chaplain,  29  November,  1869. 

liCwis,  John  M. 

Midshipman,  15  November,  1809,     Resigned  IS  October,  1812. 

Xewis,  John  W. 

Master,  7  March,  1814.    Dismissed  11  July,  1814. 

liCwis,  John  W. 

Acting  Ensign,  13  May,  1863.     Appointment  revoked  (Sick,)  10  February,  1864. 
Acting  Ensign,  16  May,  1864.     Dismissed  8  June,  1865. 
lewis,  Joseph. 

Boatswain,  6  September,  1839.     Died  23  January,  1865. 
Xiewis,  Joseph  C. 

Acting  Third  Assistant  Engineer,  15  January,  1862.     Acting  Second  Assistant 
Engineer,  14  April,  1864.     Honorably  discharged  24  October,  1805.    Acting 
Second  Assistant  Engineer,  31  July,  1866.    Resigned  6  November,  1867. 
IieM'is,  Joseph  G. 

Acting  Master,  18  December,  1861.     Resigned  22  March,  1862. 
Ijewis,  Montgomery. 

Midshipman,  1  November,  1828.     Passed  Midshipman,  14  June,  1834.    Lieutenant, 
25  February,  1841.    Reserved  list,  13  September,  1855.     Died  21  January,  1857. 

Xewis,  Oscar  C. 

Third  Assistant  Engineer,  1  July,  1861.     Second  Assistant  Engineer,  18  December, 
1862.     First  Assistant  Engineer,  11  October,  1866.     Resigned  28  September, 
1868. 
Xewis,  Robert. 

Purser,  10  December,  1798.     Last  appearance  on  Records  of  Navy  Department. 
Xewis,  Robert  F.  K. 

Midshipman,  19  October,  1841.    Passed  Midshipman,  10  August,  1847.     Master, 
14  Sejitember,  1855.     Lieutenant,  15  September,  1855.     Lieutenant-Commander, 
16  July,  1862.     Commander,  29  January,  1867.     Captain,  26  February,  1878. 
Xewis,  Robert  G. 

Acting  Third  Assistant  Engineer,  7  April,  1864.     Honorably  discharged  9  July, 
1865. 
Xewis,  Rodman. 

Chaplain,  13  March,  1839.     Died  30  May,  1869. 
Xewis,  Samnel  A. 

Acting  Third   Assistant  Engineer,   28   October,   1862.     Lost  on  the  ^^ Monitor,^' 
31  December,  1862. 
Xewis,  Samuel  W. 

Mate,  10  December,  1863.     Resigned  3  May,  1865. 
Xewis,  Stith. 

Assistant  Surgeon,  23  January,  1809.     Last  appearance  on  Records  of  Navy  De- 
partment, 1815.     Frigate  President. 
Xewis,  Theodore  F. 

Acting  Second  Assistant  Engineer,  19  November,  1862.     Acting  First  Assislmt 
Engineer,  19  February,  1804.     Honorably  discharged  30  October,  1865 
Xewis,  Thomas. 

Gunner,  14  August,  1838.     Resigned  14  January,  1845. 
Xewis,  Thomas. 

Midshipman,  15  November,  1809.     Resigned  26  January,  1810. 

Xewis,  Thomas  M. 

Mate,  13  August,  1863.    Acting  Ensign,  20  July,   1864.     Honorably  discharged 
9  November,  1865. 
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l,ewis,  William. 

Midshipman,  3  September,  1798.     Resigned  21  May,  1800. 
liCMis,  M'illiaiu. 

Midshipman,  31  August,  1803.    Lieutenant,  14  March,  1807.    Commander,  3  March, 
1815.     Lost  in  the  "  Epervier,'"  1815. 
Xewis,  William. 

Master,  32  February,  1809.     Last  appearance  on  Records  of  Navy  Department, 
13  September,  1812. 
Xewls,  William  B. 

Acting  Assistant  Surgeon,  9  March,  18G4.     Honorably  discharged  16  September, 
1865. 
I^ewis,  William  G. 

Midshipman,  18  June,  1812.     Died  30  December,  1817. 
"ewis,  William  J. 

Mate,  7  January,  1864.    Acting  Ensign,  1  December,  1864.    Honorably  discharged 
4  October,  1865. 

Xewis,  William  T. 

Mate,  28  February,  1863.     Dismissed  3  June,  1863. 
Licwis,  William  W. 

Acting  Third  Assistant  Engineer,  16  May,  1864.    Honorably  discharged  12  May, 
1865. 
li'Hommedien,  N.  C 

Sailmaker,  16  February,  1835.     Resigned  25  July,  1839. 

Xiibaire,  Charles. 

Mate,  23  September,  1862.     Honorably  discharged  19  August,  1865. 

liibby,  Arthur. 

Acting  Third  Assistant  Engineer,  9  January,  1863.     Resigned  14  May,  1864. 

liiber,  Samuel  A. 

Midshipman,  9  June,  1811.     Lost  at  Sea,  5  October,  1811. 

liiddell,  James  F. 

Acting  Third  Assistant  Engineer,  4  September,  1863.     Resigned  5  April,  1865. 

liieber,  Alfred  H. 

Midshipman,  3  October,  1850.     Dropped  24  January,  1851. 

liigget,  John  J. 

Assistant  Surgeon,  2  December,  1869.     Resigned  2  April,  1870. 

liiggett,  George  W. 

Midshipman,  3  April,  1804.     Resigned  6  July,  1804. 

Xilleston,  James  A. 

Gunner,  30  July,  1852.     Dismissed  17  November,  1855.     Re-appointed  23  Decem- 
ber, 1856.     Died  26  May,  1872. 

liillie,  Abraham  B.  H. 

Midshipman,  25   September,   1862.     Graduated  June,   1866.     Ensign,   12  March, 
1808.     Master,  26  March,  1869.     Lieutenant,  21  March,  1870. 

Xinia,  Charles  de  C 

Acting  Master,  6  January,  1862.     Resigned  29  April,  18G2. 

Xlncolni,  Abel,  Jr. 

Midshipman,  15  May,  1799.     Discharged  12  October,  1801,  under  Peace  Establish- 
ment Act. 

Xincoln,  Amasa. 

Lieutenant,  12  October,  1804.     Discharged  10  April,  1805. 

Xlncoln,  ©avid  F.  ,  h^^. 

Acting  Assistant  Surgeon,  5  September,  1862.     Resigned  10  February,  1864. 

Xincolii,  Edward  T. 

Mate,  3  September,  1863.     Appointment  revoked  28  November,  1864 

28 
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liinooln,  Edmund. 

Third  Assistant  Engineer,  6  January,  1863.     Second  Assistant  Engineer,  1  October,^ 
1863.     Resigned  4  February,  1868. 
Liincoln,  lieTi,  Jr. 

Midshipman,  1  November,  1827.     Resigned  3  June,  1836. 
liincoln,  Robert  B.,  Jr. 

Acting  Third  Assistant  Engineer,   37  December,    1864.     Honorably  discharged 
19  October,  1865. 
liindee,  Jacob. 

Acting  Master  and  Pilot,  15  December,  1864.    Honorably  discharged  30  Decem- 
ber, 1865. 
liindemann.  Christian. 

Acting  Ensign,  10  December,  1863.     Honorably  discharged  14  September,  1868. 
lilndley,  William  li. 

Mate,  22  December,  1862.     Resigned  (Sick,)  6  September,  1864. 
liindsay,  Clement. 

Midshipman,  2  January,  1800.    Discharged  6  August,  1801,  under  Peace  Establish- 
ment Act. 
Iiindsay,  Hngb. 

Carpenter,  4  November,  1840.    Dismissed  9  December,  1853. 
Liindsay,  James  E. 

Assistant  Surgeon,  3  May,  1860.     Dismissed  10  October,  1861. 
liindsay,  IVilliam. 

Midshipman,  1  January,  1835.     Died  in  1835. 
liindsey,  Joseph. 

Master,  17  March,  1814.    Died  19  May,  1836. 
liindsley,  A.  B. 

Midshipman,  38  June,  1804.     Dismissed  31  April,  1807. 
liindsley,  Henry. 

Acting  Ensign,  16  May,  1865.     Mustered  out  38  August,  1868. 
liindsley,  James  P. 

Acting  Master,  2  October,  1861.     Resigned  23  March,  1864. 
Liindsly,  Cleland. 

Third  Assistant  Engineer,  1  October,  1853.     Resigned  30  August,  1856.     Second 
Assistant  Engineer,  3  October,  1861.     First  Assistant  Engineer,  35  July,  1866. 
Resigned  13  December,  1874. 
liining,  George  D. 

Third  Assistant  Engineer,  30  September,  1858.    Second  Assistant  Engineer,  17  Jan- 
uary, 1861.    Resigned  18  April,  1861. 
liining,  Charles  E. 

Assistant  Surgeon,  1  July,  1858.     Resigned  11  January,  1861. 
liing,  Samnel. 

Midshipman,  28  February,  1709.     Discharged  14  July,  1801,  under  Peace  Estab- 
lishment Act. 
liingle,  William. 

Acting  Third  Assistant  Engineer,  19  January,  1864.     Resigned  6  June,  1865. 
Tiink,  John. 

Acting  Thiid  Assistant  Engineer,  26  May,  1864.    Honorably  discharged  30  Octo- 
ber, 1865. 

Liinn,  James. 

Carpenter,  31  October,  1848.    Died  37  April,  1855. 

Unn,  James  H. 

Actinc;  First  Assistant  Engineer,  12  June,  1863.    Honorably  discharged  33  Decem- 
ber, 1865. 


GENERA!    NAVY   REGISTER.  435 

liinn,  Samuel  H. 

Acting  Third  Assistant  Eiigineev,  9  February,  1864.     Acting  Second  Assistant 
Engineer,  13  April,  1865.     Honorably  discharged  1  June,  1866. 
lilnnekiu^  Thomas  J 

Acting  Master,  16  August,  1861.     Honorably  discharged  9  December,  1805. 
Iiiusoott,  Edward. 

Boatswain,  29  March,  1809.  Last  appearance  on  Records  of  Navy  Department 
14  April,  1827.     Dead.  ' 

liinscott,  Johu  H. 

Mate,  27  May,  1862.     Acting  Ensign,  7  December,  1863.     Honorably  discharged 
21  December,  1865.     Acting  Ensign,  19  December,  1866.     Mustered  out  20  No- 
vember, 1867. 
Ijinsley,  Peter. 

Acting  Third  Assistant   Engineer,    8   February,   1865.      Honorably   discharged 
26  October,  1867. 
lilnsley,  Jared,  Jr. 

Acting  Assistant  Paymaster,  11  July,  1864.     Passed  Assistant  Paymaster,  23  July, 
1866.     Paymaster,  34  Februai^,  1872.     Died  24  January,  1878. 
liippincott,  George  C. 

Assistant  Surgeon,  38  September,  1875. 
liippincott,  J.  S. 

Midshipman,  16  January,  1809.     Drowned  5  October,  1811. 
Liippit,  Angnst. 

Mate,  18  January,  1862.     Resigned  24  September,  1863. 
liiscomb,  John  F 

Acting  Assistant  Surgeon,  19  September,  1864.     Resigned  2  October,  1864 
I^lsle,  Joseph  T. 

Acting  Assistant  Pavmaster,  25  September,  1861.    Assistant  Paymaster,  11  July, 
1862.    Died  25  September,  1863. 
Lisle,  Ricbard  M. 

Midshipman,  36  September,   1862.     Graduated  June,   1866.     Ensign,  12  March, 
1868.    Master,  26  March,  1869.     Lieutenant,  21  March,  1870. 
lilsle,  Robert  P. 

Acting  Assistant  Paymaster,  3  November,  1863.    Assistant  Paymaster,  2  July, 
1864.     Passed  Assistant  Paymaster,  4  May,  1866.     Paymaster,  11  December, 
1867. 
Ijitchfleld,  Harry. 

Acting  Third  Assistant  Engineer,  16  August,  1864.    Honorably  discharged  11 
December,  1868. 
l.itcbfleld,  Henry. 

Mate,  18  April,  1863.     Resigned  21  October,  1863. 
liitberbnry,  John  W. 

Mate,  24  January,  1863.  Acting  Ensign,  23  June,  1864.  Resigned  17  November, 
1864. 

liittell,  Eugene. 

Acting  Assistant  Paymaster,  3  July,  1863.  Resigned  21  March,  1864.  Acting 
Assistant  Paymaster,  16  March,  1865.     Mustered  out  17  October,  1865. 

liittig,  James  G. 

Acting  Third  Assistant  Engineer,  4  February.  1863.  Resigned  16  July,  1868. 
Third  Assistant  Engineer,  3  August,  1863.  Second  Assistant  Engineer,  25  July, 
1866.     Retired  list,  14  July,  1874. 

Liittig,  Nicholas  B. 

Third  Assistant  Engineer,  21  May,  1857.  Second  Assistant  Engineer,  2  August, 
1859.  First  Assistant  Engineer,  1  July.  1861.  Lost  on  the  "  Oneida"  24  January, 
1870. 
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liittig,  Philip, 

Acting  Third  Assistant  Engineer,  3  February,  1865.  Honorably  discharged 
21  August,  1805.  Acting  Ttiird  Assistant  Engineer,  14  December,  1866.  Ap- 
pointment revoked  8  January,  1867.  Acting  Third  Assistant  Engineer,  5  July, 
1867.     Mustered  out  23  August,  1869. 

liittle,  Charles. 

Acting  Assistant  Surgeon,  24  December,  1863.     Honorably  discharged  9  October, 
1865. 
liittle,  Cieorge. 

Captain,  4  March,  1799.     Discharged  33  October,  1801,  under  Peace  Establish- 
ment Act. 
Liittle,  George  I>. 

Acting  Ensign,   1   October,   1862.     Acting  Master,   11   June,   1864.     Resigned 
3  March,  1865. 
liittle,  Horatio  M. 

Actmg  Third  Assistant  Engineer,  15  December,  1863.     Acting  Second  Assistant 
Engineer,  17  October,  1863.     Honorably  discharged  16  February,  1868. 
liittle,  James  C 

Acting  Master,  30  January,  1863.     Resigned  16  June,  1863. 
liittle,  Jeremiah  R. 

Assistant  Surgeon,  10  July,  1861.     Resigned  30  July,  1864. 
liittle,  John  H. 

Midshipman,  1  January,  1818.    Lieutenant,  3  March,  1837.     Died  38   August, 
1853. 
liittle,  John  W. 

Acting   Third    Assistant    Engineer,   30  August,   1864.      Honorably   discharged 

5  July,  1865. 
liittle,  liemuel. 

Master,  9  August,  1799.    Discharged  9  June,  1801,  under  Peace  Establishment  Act. 
liittle,  William. 

Midshipman,  30  September,  1863.     Graduated  6  June,  1867.     Ensign,  18  Decem- 
ber, 1868.     Lieutenant,  21  March,  1871. 
liittle,  William  A. 

Midshipman,  8  April,  1850.     Died  24  August,  1852. 
liittle,  William  MeC. 

Midshipman,  11  March,  1863.     Graduated  June,  1866.     Ensign,  13  March,  1868. 
Master,  26  March,  1869.     Lieutenant,  21  March,  1870. 
liittle,  William  M. 

Cadet  Engineer,  Naval  Academy,  1   October,  1873.     Graduated  21  June,   1875. 
Assistant  Engineer,  1  July,  1877. 
liittlefleld,  A.  D. 

Acting  Master,  34:  March,  1862.     Honorably  discharged  30  September,  1865. 
liittlefleld,  Charles  M. 

Mate,  8  May,  1863.     Acting  Ensign,  6  February,  1864.     Honorably  discharged 

6  February,  1866. 
liittlefleld,  Charles  W. 

Assistant  Paymaster,  8  Sej^tember,  1876. 
liittlefleld,  William  €. 

Mate,  8  May,  1863.    Appointment  revoked  (Sick,)  17  April,  1863. 
liitilejohn,  Elliott. 

Acting  Assistant  Paymaster,  3  August,  1863.     Resigned  7  June,  1865. 
liiTermore,  Charles  W. 

Assistant  Engineer,  2U  February,  1875. 
LiiTermore,  Henry  S. 

Acting  Ensign,  14  October,  1862.    Appointment  revoked  24  March,  1864.     Acting 
Ensigai,  3  September,  1864.     Honorably  discharged  14  August,  1865. 


GENERAL  NAVY  REGISTER.  437 

liiTeriMore,  Sauiuel. 

Purser,  26  March,  1814.     Last  appearance  on  Records  of  Navy  Department,  1816. 
rurloughed. 
liiTingston,  Cordt. 

Midshipman,  l.j  November,  1809.     Killed  in  action  1  June,  1813. 
liiTingston,  De  Grsisse. 

Midshipman,  7  March,  1848.      Passed  Midshipman,  15  June,  1854.     Master,  16 
September,  1855.     Lieutenant,  18  November,  1855.     Resigned  28  October,  1858. 
Acting  Lieutenant,  30  September,   1861.     Appointment  revoked   18   October, 
1861.     Re-appointed  but  declined  6  November,  1861. 
liiTingston,  George  R. 

Acting  Master,   8   June,  1861.     Acting  Volunteer  Lieutenant,  30  August,  1864. 
Ensign,  12  March,  1868.     Master,  18  December,  1868.     Lieutenant,  2  March, 
1870. 
liiTingston,  John. 

Midshipman,  30  July,  1799.     Last  ap];Li  ranee  on  Records  of  Navy  Department. 
liiTingMon,  John  W. 

Midshipman,  4  March,  1823.     Passed  Midshipman,  23  March,  1829.     Lieutenant, 
21  June,  1832.     Commander,  24  May,  1855.     Commodore,  16  July,  1862.     Re- 
tired list,  12  May,  1866.     Rear-Admiral,  Retired  list,  26  May,  1868. 
liiTingstoii,  liindley  H. 

Mate,  23  October,  1861.     Resigned  2  July,  1863. 
liiTingston,  P.  F. 

Midshipman,  1  September,  1811.     Resigned  18  May,  1815. 
^Livingston,  R.  J. 

Midshipman,  15  April,  1824.     Resigned  30  April,  1828. 
liiTingston,  B.   P. 

Midshipman,  29  March,  1815.     Last  appearance  on  Records  of  Navy  Department. 
liiTingston,  Samuel  A. 

Acting  Third  Assistant  Engineer,  18  December,  1863.     Acting  Second  Assistant 
Engineer,  18  January,  1865.     Honorably  discharged  27  October,  1865. 
liiTingston,  W.  M. 

Midshipman,  31  December,  1798.     Lieutenant,  6  March,  1803.    Resigned  15  April, 
1804. 
LiiTingston,  W.  P. 

Midshipman,  1  March,  1825.     Dismissed  8  July,  1829. 
liloyd,  Edward,  Jr. 

Cadet  Midshipman,  17  June,  1874.     Graduated  4  June,  1880. 

I/loyd,  John  O. 

Acting  Master,  18  December,  1861.     Resigned  7  July,  1863. 

JAojd,  John  O. 

Acting  Ensign,  15  November,  1864.     Honorably  discharged  1  December,  1865. 

liloyd,  John  W. 

Mate,  9  June,  1864.     Appointment  revoked  9  September,  1864. 

liloyd,  Thomas. 

Acting  Third  Assistant  Engineer,  4  May,  1863.     Resigned  20  March,  1865. 

liloyd,  Thomas. 

Mate,  1  December,  1862.    Dismissed  18  August,  1864. 

lioan,  William  F. 

■  Mate,  1  October,  1862.     Acting  Ensign,  26  August,  1863.     Honorably  discharged 
13  January,  1869. 

liOCtee,  Frederick  J.  ,,,.,, 

Mate,  18  May,  1863.     Acting  Ensign,  27  August,  1804.     Honorably  discharged 
9  May,  1866.    Acting  Ensign,  0  February,  1867.    Mustered  out  28  August,  1868. 

l^ocke,  John. 

Assistant  Sui-geon,  18  August,  1818.     Resigned  4  November,  1818. 
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liocke,  John  H. 

Mate,  9  January,  1864.    Resigned  33  June,  1864. 

liOcke,  liCwis  S. 

Mate,  13  December,  1861.     Appointment  revoked  19  January,  1863. 

Iiockert,  James  M.  t  •     4.        t 

Midshipman,  1  April,  1838.     Passed  Midshipman,  4  June,  1834.      Lieutenant, 
31  December,  1840.     Died  10  April,  1845. 

liockirood,  Charles  H.  , 

Acting  Assistant  Paymaster,  38  February,  1862.     Assistant  Paymaster,  31  >  eoru- 
ary,  1867.    Passed  Assistant  Paymaster,  37  February,  1869.    Dismissed  25  March, 
1871. 
Liockwood,  Dennisou  A. 

Acting  First  Assistant  Engineer,  11  December,  1863.     Dismissed  16  November, 
1864. 
liockwood,  Henry  H. 

Professor,  4  November,  1841.     Retired  list,  18  August,  1876. 

liockwood,  James. 

Acting  Third  Assistant  Engineer,   3   September,    1863.     Honorably   discharged 
39  September,  1865. 
I^ockwood,  John  A. 

Assistant   Surgeon,  8  February,  1832.      Surgeon,   13   October,   1840.     Resigned 
13  March,  1865. 
liOckwood,  Joshua. 

Midshipman,  30  June,  1806.     Died  3  April,  1808. 
liOCkwood,  Samuel. 

Midshipman,  13  July,  1830.     Lieutenant,  17  May,  1828.     Commander,  18  October, 
1850.     Retired   list,   1   October,   1864.     Commodore  on  Retired  list,  4  April, 
1867. 
Xiockwood,  W.   K. 

Midshipman,  18  May,  1809.     Resigned  18  December,  1810. 
liOden,  M.  J. 

Acting  Third  Assistant  Engineer,  18  April,  1863.     Honorably  discharged  1  Decem- 
ber, 1865. 
liOdge,  Augustus. 

Midshipman,  23  August,  1846.    Resigned  30  December,  1850. 
Lioeffler,  John  Li. 

Acting  Third  Assistant  Engineer,  36  September,   1864.     Honorably  discharged 
2  July,  1865. 
XiOgan,  George. 

Surgeon,  31  April,  1810.     Resigned  16  June,  1839. 
liOgan,  George  T.  W. 

Third  Assistant  Engineer,  31  October,  1848.     Second  Assistant  Engineer,  36  Feb- 
ruary, 1851.    Dropped  39  August,  1856. 
liOgan,  lieavltt  C. 

Midshipman,  38  February,  1863.     Graduated  6  June,  1867.     Ensign,  18  December, 
1868.     Master,  31  March,  1870.     Lieutenant,  13  June,  1871. 
liOgne,  Daniel  C 

Acting  Assistant  Surgeon,  35  January,  1863.     Resigned  7  October,  1862. 
liOgue,  William  O. 

Acting  Second  Assistant  Engineer,  10  December,  1862.     Acting  First  Assistant 
Engineer,  3  December,  1863.     Honorably  discharged  28  November,  1865. 
Lioisons,  Augustus  F. 

Mate,  23  November,  1863.     Resigned  30  June,  1866'. 
liOmax,  Francis  C. 

Acting  Third  Assistant  Engineer,  11  July,  1863.     Honorably  discharged   1   Sep- 
tember, 1865. 
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liOinax,  Samuel  F. 

Acting  Ensign  and  Pilot,  14  November,  1864.    Honorably  discharged  9  Novem- 
ber, 1868.     Mate,  5  January,  1870. 
liouibard,  John  E. 

Acting  Master,  29  October,  1861.     Resigned  19  June,  1862. 
I.ong,  Andrew  K. 

Midshipman,  1  January,  1818.     Lieutenant,  3  March,  1827.     Commander,  12  Octo- 
ber, 1844.    Reserved  list,  13  September,  1855.     Captain,  Active  list,  14  Septem- 
ber, 1855.    Retired  list,  1  October,  1864.     Died  6  October,  1866. 
liong,  Christopher. 

Gunner,  17  September,  1861.     Resigned  10  June,  1864. 
L.ong,  George  W. 

Assistant  Paymaster,  22  October,  1868.     Passed  Assistant  Paymaster,  10  March, 
1870.     Retired  list,  30  June,  1875. 
Xiong,  James. 

Third  Assistant  Engineer,   16   November,   1861.      Second   Assistant    Engineer, 
25  August,  1863.     Resigned  17  April,  1865. 
liong,  John  C. 

Midshipman,  18  June,  1812.     Lieutenant,  5  March,  1817.     Commander,  25  Febru- 
ary, 1838.     Captain,  3  March,  1849.     Commodore  on  Retired  list,  16  July,  1863. 
Died  3  September,  1865. 
liOng,  John  U. 

Third  Assistant  Engineer,  6  November,  1849.     Resigned  5  November,  1850.     First 
Assistant  Engineer,  15  June,  1861.     Chief  Engineer,  10  November,  1868. 
liOng,  Robert. 

Master's  Mate,  16  November,  1816.     Resigned  9  January,  1819. 
Xong,  Robert  H. 

Third  Assistant  Engineer,  11  January,  1849.     Second  Assistant  Engineer,  26  Feb- 
ruary, 1851.     First  Assistant  Engineer,  21  May,  1858.     Chief  Engineer,  26  June, 
1856.     Resigned  31  October,  1863. 
liOng,  R.  M. 

Acting  Gunner,  3  December,  1862.     Dismissed  7  March,  1863. 
liOng,  Samuel. 

Carpenter,  24  May,  1804.     Resigned  July,  1807. 
Xong,  William. 

Boatswain,  8  May,  1861. 
Xong,  William  A. 

Acting  Third  Assistant  Engineer,  8  September,  1864.      Appointment  revoked 
(Sick,)  9  November,  1864. 
Xongacre,  Orleans. 

Third  Assistant  Engineer,  1   July,  1861.     Second  Assistant  Engineer,  18  Decem- 
ber, 1862.     First  Assistant  Engineer,  1  January,  1865.     Resigned  6  June,  1866. 

Xong:ly,  John. 

Midshipman,  30  June,  1799.     Discharged  6  August,  1801,  under  Peace  Establish- 
ment Act. 
Xongmayer,  Emannel. 

Acting  Third  Assistant  Engineer,  4   September,  1863.      Appointment  revoked 
23  October,  1863. 
Xongneeker,  Edwin. 

Midshipman,  24  September,  1861.    Graduated  September,  1865.    Ensign,  1  Decem- 
ber, 1866.     Master,  13  March,  1868.     Lieutenant,  26  March,  1869. 
Xongneeker,  Henry  C 

Midshipman,  30  July,  1-864.     Graduated  4  June,  1869.     Retired  list,  5  November, 
1872. 
Xongshaw,  William,  Jr. 

Acting  Assistant  Surgeon,  25  June,  1862.    Assistant  Surgeon,  9  November,  1863. 
Killed  in  Battle  15  January,  1865. 
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Iioiigstreet,  Cornelius  H. 

Acting  Assistant  Paymaster,  11  September,  1863.     Mustered  out  3  October,  1865. 

liongwell,  George, 

Acting  Second  Assistant  Engineer,  26  July,  1864.     Honorably  discharged  18  Sep- 
tember, 1865. 
XiOoby,  Thomas  A. 

Acting  Third  Assistant  Engineer,  3  May,  1863.     Acting  Second  Assistant  Engi- 
neer, 27  February,  1865.     Dismissed  5  September,  1865. 
l<ook,  George. 

Acting  Master  and  Pilot,  28  October,  1864.     Appointment  revoked  9  March,  1865.  . 
fiOokeiis,  Ezra  IS. 

Mate,  22  October,  1861.     Disrated  5  June,  1862. 
Liooker,  Tlionias  H. 

Midshipman,  6  November,  1846.    Resigned  24  November,  1852.    Purser,  31  August,. 
1853.    Pay  Director,  3  March,  1871. 
liooniis,  Edmund  U. 

Cadet  Engineer  Naval  Academy,  1   October,  1872.      Graduated  21  June,  1875. 
Lost  on  the  "  Ewron,"  24  November,  1877. 
Liord,  Archibald  B. 

Midshipman,  9  July,  1799.     Dismissed  28  December,  1803. 
liOoniis,  J.  Porter. 

Acting  Assistant  Paymaster,  27  October,  1863.    Assistant  Paymaster,  21  February,, 
1867.     Passed  Assistant  Paymaster,  29  January,  1869. 
JLord,  Archibald  B. 

Master,  1  February,  1809.     Resigned  19  December,  1810. 
Liord,  Archibald  B. 

Master,  18  July,  1812.     Discharged  5  August,  1815. 
Liord,  George  W. 

Acting  Ensign,  3  March,  1865.     Resigned  29  May,  1865. 
Eord,  George  P. 

Acting  Volunteer  Lieutenant,  1  October,  1862.    Honorably  discharged  20  Februai-y, 
1866. 
Eord,  John. 

Gunner,  17  June,  1817.     Last  appearance  on  Records  of  Navy  Department,  till  7 
July,  1828.     Died  9  July,  1829. 
LiOrd,  John. 

Boatswain,  date  not  known.     Last  appearance  on  Records  of  Navy  Department. 
Ijord,  John  (J. 

Acting  Ensign,  22  June,  1864.     Honorably  discharged  28  August,  1867. 
liord,  John  M. 

Acting    Third   Assistant    Engineer,   28   January,    1865.      Appointment   revoked 
5  September,  1805. 

liOrd,  Iicvi. 

Acting  Third  Assistant  Engineer,  20  January,  1864.     Honorably  discharsed  14 
August,  18G5.  J  fa 

liOrd,  William  R. 

Midshipman ,  1  February,  1814.     Resigned  5  September,  1817. 
liOrdan,  Tl'illinm. 

Acting  Gunner,  16  December,  1863.     Appointment  revoked   30  December    1863 
Acting  Guaner,  0  January,  18C4.     Dismissed  12  November,  1864. 
Liorigan,  John  I>. 

Mate,  13  June,  l!^(iG.     Resigned  13  August,  1866. 
lioring,  Benjamin  W . 

Acting  Master,  6   Fel'ruai-y,  1862.     Acting  Voluntcei   Lieutenant,  29  June,    1863. 
Honorably  discharged  7  February,  1866. 
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Coring,  Cbarles  F. 

Mate.     Dismissed  18  January,  18G2.     Mate,   2  Jauuarj',  1S63.     Appointment  re- 
voked (tSick,)  31  October,  1863. 
liOring,  Cbarles  G. 

Acting  Master,  3  October,  1861.     Honorably  discharged,  SO  September,  18C5. 
liOriiig,  Charles   H. 

Third  Assistant  Engineer,  26  February,  1851.    Second  Assistant  Engineer,  21  May, 
1853.     First  Assistant  Engineer,  9  May,  1857.     Chief  Engineer,  25  March,  1861. 
!Lorlng,  David. 

Gunner,  8  May,  1802.     Last  appearance  on  Records  of  Navy  Department. 
liOring,  £Iiplialet. 

Acting  Ensign,  1  October,  1862.     Resigned  5  February,  1863. 
Lioring,  Henry  W. 

Mate.     Resigned   24   June,   1862.     Mate,    17   September,   18G2.     Acting   Ensign. 
1    October,  1863.     Honorably  discharged  29  August,  1805. 
Lioring,  Liewis  W. 

Acting  Assistant  Surgeon,  11  April,  1865.     Honorably  discharged  0  October,  1865. 
liOring,  Stanton  D. 

Acting  Third  Assistant  Engineer,  1  November,  1862.     Resigned  11  March,  ISGS. 
Lioring,  TVadswortb. 

Midshipman,  18  June,  1812.     Resigned  6  January,  1814. 
Xionch,  Abraham  J. 

Mate,  13  June,  1863.     Acting  Ensign,  6  August,  1862.     Acting  Master,  19  Octo- 
ber, 1864.    Honorably  discharged  20  October,  1865. 
lioncks,  Charles. 

Acting  Assistant  Paymaster,  6  February,  1864.     Honorably  discharged  17  October 
1865. 
liongee,  William  T. 

Acting  Third  Assistant  Engineer,  3  Angust,  1864.     Honorably  discharged  27  Oc- 
tober, 1865.     Acting  Third  Assistant  Engineer,  22  August,  1866.     Mustered  out 
5  March,  1868. 
liOnnsberry,  Oeorge  H. 

Mate,  1861.     Killed  in  action  at  Vicksburg,  Mississippi,  August,  1862. 
!Lonrie,  John. 

Acting  Ensign,  13  November,  1863.     Honorably  discharged  17  December,  1868. 
liOnris,  Jairns. 

Master,  11  November,  1812.     Resigned  6  February,  1821. 
JLoTe,  Augustus. 

Assistant  Surgeon,  13  March,  1805.     Resigned  23  January,  1806. 
IiOTe,  Augustus. 

Assistant  Surgeon,   37   September,  1807.     Last  appearance  on  Records  of  Navy 
Department. 

liOve,  Charles  J. 

Midshipman,  13  November,  1838.     Resigned  11  March,  1839. 

liOve,  John. 

Lieutenant,  39  November,  1799.     Discharged  4  August,  1801,  under  Peace  Estab- 
lishment Act. 

liOTe,  Iiawson  C. 

Midshipman,  1  April,  1828.    Resigned  17  February,  1830. 

liOTe,  Richard  Xi. 

Midshipman,   17  September,   1830.     Passed  Midshipman,  15  June,  1837.     Lieu- 
tenant, 8  September,  1841.     Reserved  list,  14  September,  1855.     Died  7  April, 
1856. 
XiOTeaire,  Henry  F. 

Acting  Third  Assistant  Engineer,  3  December,  1861.     Third  Assistant  Engineer, 
8  September,  1863.     Resigned  36  October,  1868. 
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lioveday,  John. 

Midshipman,  1  January,  1812.     Last  appearance  on  Records  of  Navy  Department, 
1818.     Dead. 
liOvejoy,  Joseph  H. 

Mate,  13  September,  1864.     Resigned  1  February,  1865. 
liorell,  Edward  D. 

Mate,  23  June,  1863.     Honorably  discharged  1  Decembei-,  1865. 
LiOTell,  Hale  S. 

Midshipman,  9  November,  1813.     Lost  in  the  "  Wasp,"  1815. 
liOTell,  John  P. 

Master,  17  August,  1803.     Died  15  March,  1808. 
Ijovell,  Robert  P. 

Midshipman,  11  May,  1833.     Passed  Midshipman,  16  July,  1840.     Died  7  May, 
1845. 
liovell,  S.  O. 

Mate,  19  March,  1863.     Acting  Ensign,  20  March,  1865.     Resigned  15  June,  1865. 
Xiovell,  William  S. 

Midshipman,  a  November,  1847.     Passed  Midshipman,   10  .]niie,  18.53.     Master, 
15  September,  1855.     Lieutenant,  16  September,  1855.     Resigned  3  Mav,  1859. 
liOvering,  Francis  J. 

Third  Assistant  Engineer,  30  May,  1857.     Second  Assistant  Engineer,  2  August, 
1859.    First  Assistant  Engineer,  1  July,  1861.     Resigned  26  June,  1865. 
liOvering,  Phillips  A. 

Assistant  Surgeon,  18  June,  1875. 
IiOTett,  Israel  E. 

Mate,  13  January,  1864.     Honorably  discharged  5  September,  1865. 
£iOTett,  John  A. 

Gunner,  1  September,  1857.     Dismissed  8  June,  1861. 
Liow,  Benjamin  O. 

Mate,  33  January,  1862.     Acting  Ensign,   25   December,   1863.     Honorably  dis- 
charged  21   October,   1865.     Acting  Ensign,   19   April,   1866.     Mustered  out 
11  October,  1867. 
liOW,  Philip  B. 

Acting  Ensign,  16  August,  1862.     Resigned  7  August,  1863. 
liOw,  Rnfus. 

Master,  6  December,  1799.     Last  appearance  on  Records  of  Navy  Department. 
liOiv,  William  F. 

Midshipman,  21  July,  1865.  Graduated,  4  June,  1869.  Ensign,  30  December 
1870.     Master,  2  April,  1873.     Lieutenant,  25  November,  1877.  ' 

£iOW,  William  R. 

Midshipman,  3  November,  1838.     Died  in  August,  1845. 
liOW,  William  W. 

Midshipman,  3  March,  1841.  Passed  Midshipman,  10  August,  1847.  Master 
1  March,  1855.  Lieutenant,  14  September,  1855.  Lieutenant-Commander' 
16  July,  1862.  Commander,  25  July,  1866.  Captain,  29  January,  1872  Died 
24  June,  1877. 

Liowher,  William. 

Assistant  Surgeon,  8  November,  1847.     Surgeon,  18  April,  1801.     Medical  Inspec- 
tor, 3  March,  1871.     Retired  list,  5  July,  1872. 
Iiowe,  Edward  S. 

Mate.  Appointment  revoked  (Sick,)  18  May,  1863.  Mate,  19  November  1863. 
Acting  Ensign,  15  December,  1863.  Acting  Master,  8  April,  1865.  Appoint- 
ment revoked  7  July,  1865.  * ' 

liOwe,  Enoch. 

Midshipman,  1  September,  1811.    Died  15  August,  1817. 
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Liowe,  Frank. 

Mate,  1  October,  1862.     Dismissed  8  July,  1863. 
liowe,  Jolin. 

Third  Assistant  Engineer,  12  August,  1861.     Second  Assistant  Engineer,  21  April, 
1863.     First  Assistant  Engineer,  11  October,  1866. 
liOwe,  John  Ij. 

Acting  Second  Assistant  Engineer,  21  March,  1864.  Honorably  discharged 
23  December,  1865. 

liOwe,  Tincent. 

Master,  20  March,  1813.     Last  appearance  on  Records  of  Navy  Department,  1815. 
Philadelphia. 
liOwe,  William. 

Master,  19  November,  1812.     Lieutenant,  9  December,  1814.     Died  2  May,  1826. 
IjOwell,  Abner  J, 

Acting  Ensign,  7  August,  1863.     Honorably  discharged  29  August,  18C5. 
liOwell,  George  B. 

Acting  Ensign,  17  November,  1864.     Honorably  discharged  27  September,  1805. 
Xiowell,  Jobn  B, 

Acting  Second  Assistant  Engineer,  3  December,  1861.     Acting  First  Assistant 
Engineer,  12  November,  1863.     Honorably  discharged  24  August,  1865. 
liowell,  Rlctaard. 

Carpenter,  date  not  known.     Died  in  November,  1824. 
liowndes,  Christopher. 

Midshipman,  1  January,  1817.    Died  in  1822. 
liowndes,  C.  G. 

Acting  Assistant  Paymaster,  6  August,  1862.     Mustered  out  21  November,  1865. 

liowndes,  Charles. 

Midshipman,  18  March,  1815.  Lieutenant,  13  January,  1825.  Commander, 
8  September,  1841.  Captain,  14  September,  1855.  Retired  list,  21  December, 
1861.     Commodore  on  Retired  list,  16  July,  1862. 

IiOwndes,  Charles. 

Assistant  Surgeon,  5  December,  1857.     Dismissed  7  May,  1861. 

XiOwndes,  Richard  II. 

Midshipman,   25   June,   1831.     Passed    Midshipman,   15   June,   1837.     Resigned 
18  June,  1841. 
liOwry,  Francis. 

Midshipman,  S  August,  1831.  Passed  Midshipman,  28  June,  1838.  Lieutenant, 
4  July,  1843.  Reserved  list,  13  September,  1855.  Captain  on  Retired  list, 
4  April,  1867. 

towry,  Henry  M. 

Carpenter,  26  March,  1847.     Died  17  May,  1868. 

LiOwry,  Morrow  M. 

Mate,  10  April,  1863.     Resigned  11  June,  1863. 

liOwry,  Morrow  P. 

Acting  Assistant  Paymaster,  25  June,  1864.     Mustered  out  8  October,  1865. 

liOwry,  Oswin  W. 

Midshipman,  25  June,  1868.  Graduated,  1  June,  1872.  Ensign,  15  July,  1873. 
Master,  26  April,  1878 

liOwry,  Philip  W. 

Acting  Midshipman,  23  September,  1859.  Ensign,  16  September  1803.  Died 
13  February,  1866. 

Ijowry,  Beigart  B. 

Midshipman,  31  January,  1840.  Passed  Midshipman,  11  July,  1846.  Master, 
1  March,  1855.  Lieutenant,  14  September,  1855.  Lieutenant-Cemmander, 
16  July,  1862.  Commander,  25  July,  1866.  Captain,  3  November,  1871.  Com- 
modore, 1  April,  1880.     Died  25  November,  1880. 
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ILoyall,  Benjamin  P. 

Midsbipmaii,   5   March,   1849.      Passed   M'dshipman,   13  June,   1855.      Master, 

16  September,   1855.     Lieutenant,   38   January,   1856.     Dismissed   5   October, 

1861. 
I<oyd,  John. 

Acting  Third  Assistant  Engineer,  24  September,  1861.     Acting  Second  Assistant 

Engineer,  30  March,  1863.     Acting  Fii'st  Assistant  Engineer,  20  October,  1863. 

A])pointment    revoked  7  December,  1863.     Acting  First  Assistant  Engineer, 

8  March,  1864.     Honorably  discharged  27  September,  1867. 
I<oziei*«  JEdward. 

Acting  Second  Assistant  EnJ^ineer,  1  October,  1862.     Honorably  discharged  5  No- 
vember, 1865. 
liozler,  George  T. 

SaJlmaker,  30  October,  1840.     Retired  list,  11  May,  1874.     Died  17  August,  1878. 
liUbbe,  Charles  Bethel. 

Cadet  Engineer,  Naval  Academy,  15  September,  1875.     Graduated  10  June,  1879 
Drowned  4  August,  1879. 
Liucas,  James  B. 

Acting  Third  Assistant  Engineer,  15  September,  1864.     Honorably  discharged  19 
June,  1865. 
liUeas,  James  B. 

Acting  Third  Assistant  Engineer,  19  August,  1868.    Appointment  revoked  (Sick,) 
6  October,  1864.    Acting  Third  Assistant  Engineer,.  8  October,  1864.    Honorably 
discharged  19  June,  1865. 
l.uce,  Hiram  C 

Mate,  13  December,  1862.     Appointment  revoked  19  January,  1863. 
liUce,  Presbnry  W. 

Acting  Ensign,  21  September,  1864.     Honorably  discharged  30  September,  1865. 
liuoe,  Mhubael  K. 

Mate  8  Jauuary,  1862.     Acting  Ensign,  17  September,  1862.     Acting  Master,  5 
November,   1864.     Honorably  discharged   22   August,    1865.     Acting  Master 

9  April,  1866.     Discharged  14  May,  1867. 
Iiuce,  Stephen  B. 

Midshipman,  19  October,  1841.     Passed  j\lidshipman,  10  August,  1847     Master, 

15  September,  1855.     Lieutenant,  16  September,  1855.     LieutenantCommander| 

16  July,  1863.     Commander,  25  July,  1866.     Captain,  28  December,  1872. 
IiUce,  William. 

Second  Assistant  Engineer,  24  May,  1843.     Disrated  to  Third  Assistant  Engineer 
28  July,  1845.     Resigned  29  May,  1847. 
SiUCk,  John  T. 

Assistant  Surgeon,  24  January,  1862.     Resigned  23  June,  1868. 
Liuekett,  Alexis. 

Master,  15  December,  1813.     Died  27  August,  1821. 
Linekett,  James  91. 

Midshipman,  17  December,  1810.     Resigned  15  June,  1819. 
LiUdlow,  Abraham. 

Lieutenant,  1  October,  1799.     Discharged  8  July,   1801,  under  Peace  Establish- 
ment Act. 
liHdlow,  Albert  S. 

Mate,  18  February,  1864.     Acting  Ensign,  31  July,  1865.     Honorably  discharged 
30  July,  18G8.  " 

Kiudlow,  Augnstns  C. 

Midshipmau,  3  April,  1804.     Lieutenant,  3  June,  1810.     Died  of  wounds  received 
in  action,  1  June,  1813. 
Liudlow,  Charles. 

Midshipman,  39  November,  1798.     Lieutenant,  23  April,  1803.     Resigned  ^4  Aa- 
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gust,  1811.     Re-appointed  Lieutenant,  10  September,  1811.     Commander,  24  De- 
cember, ISll.     Resigned  1  May,  1S13. 
liUdlow,  Francis  t. 

Midshipman,  24  July,  1866.     Graduated  7  June,   1S70.     Ensign,  1.3  July,  1S72. 
Retired  list,  20  November,  1877. 
liUdloir,  James  II. 

Midshipman,  15  November,  1809.     Resigned  9  ITovember,  1818. 
liUdlow,  James  H. 

Midshipman,  19  May,  1819.     Resigned  23  May,  1819. 
I<ndlow,  Nicoll. 

Acting    Midshipman,   28    October,   1859.      Ensign,   1    October,   1863.      Master, 
10    May,    1866.      Lieutenant,    21    February,    1867.      Lieutenant-Commander, 
12  March,  1868. 
liUdlow,  Robert  C. 

Purser,  25  April,  1812.     Died  15  May,  1826. 
lindlow,  W.  B. 

Midshipman,  1  May,   1827.     Passed   Midshipman,   10   June,   1833.     Lieutenant, 
8  December,  1838.     Died  29  November,  1839. 
liufborongh,  A.  W. 

Midshipman,  18  June,   1812.     Last  appearance  on  Records  of  Navy  Department, 
15  March,  1816. 
liUke,  John  £>. 

Midshipman,  4  March,  1819.     Cashiered  12  March,  1821. 

liUU,  Edward  P. 

Acting  Midshipman,  7  October,  1851.  Midshipman,  9  June,  1855.  Passed  Mid- 
shipman, 15  April,  1858.  Master,  4  November,  1^58.  Lieutenant,  30  October, 
1860.     Lieutenant-Commander,  16  July,  1862.     Commander,  10  June,  1870. 

£,nll,  J.  K. 

Mate,  10  March,  1863.     Resigned  25  November,  1864. 

linm,  Joseph. 

Gunner,  date  not  known.     Discharged  20  Jlay,  1824. 

Iiiimpkins,  George  W. 

Acting  First  Assistant  Engineer,  9  May,  1864.  Appointment  revoked  (Sick,) 
14  March,  1865. 

linmsden,  George  P. 

Assistant  Surgeon,  2  November,  1876. 

I<nudt,  George. 

Acting  Master,  12  August,  1861.     Resigned  11  February,  1862. 

JLnndt,  Henry. 

Acting  Assistant  Paymaster,  31  August,  1864.     Mustered  out  2  September,  1865. 

I^andt,  W.  C. 

Acting  Master,  26  August,  1861.     Resigned  17  December,  1864. 

Iinscomb,  Charles  P. 

Mate,  8  January,  1863.     Resigned  3  March,  1865. 

Iinsconib,  John  W. 

Acting  Ensign,  19  August,  1863.     Honorably  discharged  14  January,  1866. 

Xnsk,  Andrew. 

Acting  Third  Assistant  Engineer,  7  January,  1863.  Honoi-ably  discharged  31  Oc- 
tober, 1865. 

IiUther,  Charles.  ,  „„  „ 

Acting  Third  Assistant  Engineer,  9  March,  1865.  Honorably  discharged  22  Sep- 
tember, 1865. 

Acting  Third  Assistant  Engineer,  12  March,  1863.  Acting  Second  Assistant  En- 
gineer, 25  July,  1864.     Honorably  discharged  18  January,  1866. 
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LiUttoii,  Morgan. 

Acting  Third  Assistant  Engineer,  20  July,  1864.     Honorably  discharged  10  July, 
1866. 
I^yddon,  William. 

Mate,  21  October,  1861.    Acting  Ensign,  6  September,  1863.    Appointment  revoked 
5  June,  1865. 

I^yde,  iN^athaniel. 

Purser,  25  April,  1812.     Died  7  July,  1828. 

liyetli,  Clinton  H. 

Midshipman,  26  June,   1868.     Graduated  1  June,  1873.     Ensign,  15   July,  1873. 
Master,  3  February,  1878. 
Iiyman,  Charles  U. 

Midshipman,  28  July,  1860.     Graduated  7  June,  1870.     Ensign,  13  July,  1871. 
Master,  24  October,  1874. 
I<ynian,  Oad. 

Acting  Eirst  Assistant  Engineer,  25  August,  1864.    Honorably  discharged  30  June, 
1865. 
liyman,  James  R. 

Midshipman,  16  July,  1814.     Last  appearance  on  Records  of  Navy  Deijartment, 
1819. 
layman,  John. 

Acting  Third  Assistant  Engineer,  4  September,  1861.     Resigned  18  January,  1863. 
liyman,  William  C. 

Assistant  Surgeon,  24  June,  1861.     Resigned  8  December,  1865. 
liynch,  A.  M. 

Assistant  Surgeon,  12  October,  1850.     Resigned  14  January,  1861. 
Liynch,  Bernard  S. 

Mate.     Dismissed  13  February,  1862. 
£iyncli,  Dominick. 

Midshipman,  3  February,  1829.     Passed  Midshipman,  3  July,  1835.     Lieutenant, 
8  September,  1841.    Reserved  list,  13  September,  1855.     Commander  on  Retired 
list,  21  July,  1861.     Captain  on  Retired  list,  4  April,  1867.     Captain  on  Active 
list,  20  January,  1871.     Retired  list,  30  January,  1872. 
£ynch,  Dominick  H. 

Midshipman,  6  November,  1846.     Dismissed  12  June,  1851. 
Iiynch,  Green. 

Midshipman,  16  January,  1809.     Died  in  September,  1817. 
lynch,  John  P. 

Purser,  8  Januai-y,  1801.     Discharged  8  July,  1801,  under  Peace  Establishment 
Act. 

j:<ynch,  John. 

Mate,  7  January,  1862.     Killed  18  October,  1862. 
Iiynch,  Nicholas. 

Sailmaker,  3  June,  1861. 
JLynch,  Patrick. 

Gunner,  15  August,  1877. 
Iiynch,  Robert. 

Mate,  17  April,  1866.    Appointment  revoked  13  June,  1866. 
Irynch,  Thomas. 

Third  Assistant  Engineer,  12  August,  1861.     Second  Assistant  Engineer,  31  April, 
1863.    Resigned  21  June,  1869. 
JLynch,  Thomas  E. 

Acting  Third  Assistant  Engineer,  13  October,  1862.     Acting  Second  Assistant 
Engineer,  1  April,  1865.    Honorably  discharged  38  September,  1869. 
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liyncta,  William  F. 

Midshipman,  26  January,  1819.     Lieutenant,  17  May,  1828.     Commander,  5  Sep- 
tember, 1849.    Captain,  2  April,  1856.     Resigned  21  April,  1861. 
Lynch,  M'illiaiu  F,,  Jr, 

Third  Assistant  Engineer,  20  February,  1847.     Dismissed  5  February,  1852. 
liyne,  Leonard  n. 

Midshipman,  10  September,  1841.  Passed  Midshipman,  10  August,  1847.  Master, 
14  September,  1855.  Lieutenant,  15  September,  1855.  Dismissed  7  October, 
1857. 

Lyne,  W.  B. 

Midshipman,  4  March,  1823.     Passed  Midshipman,  23  May,  1829.     Lieutenant, 
13  July,  1833.     Drowned  30  April,  1841. 
Lyne,  'William  H. 

Midshipman,  5  June,  1848.     Resigned  10  October,  1849. 
Lyng,  Dennis. 

Acting  Third  Assistant  Engineer,  30  May,  1863.     Resigned  5  April,  1865. 
Lynn, John  M. 

Assistant  Surgeon,  24  July,  1813.     Resigned  5  September,  1814. 
Lyon,  Amos  M. 

Mate.  23  October,  1861.     Resigned  27  April,  1865. 
Lyon,  Angnstns  J. 

Mate,  28  December,  1861.    Resigned  16  April,  1864. 
Lyon,  George  A. 

Assistant  Paymaster,  11  June,  1862.     Paymaster,  23  January,  1866. 

Lyon,  Henry  W. 

Midshipman,  7  October,  1862.  Graduated  June,  1866.  Ensign,  12  March,  1868. 
Master,  26  March,  1869.     Lieutenant,  21  March,  1870. 

Lyon,  James. 

Acting  Second  Assistant  Engineer,  24  August,  1862.    Dismissed  7  January,  1863. 

Lyon,  John. 

Purser,  17  February,  1807.    Last  appearance  on  Records  of  Navy  Department. 

Lyon,  John  IV. 

Acting  Third  Assistant  Engineer,  25  August,  1864.  Honorably  discharged  11 
December,  1865.  Acting  Third  Assistant  Engineer,  25  June,  1866.  Mustered 
out  2  October,  1868. 

Lyon,  Lnther  M. 

Assistant  Surgeon,  19  October,  1861.  Surgeon,  6  August,  1870.  Retired  list, 
22  December,  1871.    Died  7  May,  1874. 

Lyon,  Sonthtrell. 

Acting  Third  Assistant  Engineer,  23  April,  1863.    Honorably  discharged  1  No- 
vember, 1865. 
Lyons,  Charles  S. 

Mate,  26  September,  1863.     Resigned  30  June,  1865. 

Lyons,  Daniel. 

Acting  Third  Assistant  Engineer,  6  July,  1863.  Appointment  revoked  (Sick,)  13 
August,  1863. 

Lyons,  David  E.  .  ,    , 

Acting  Third  Assistant  Engineer,  3   November,  1869.     Appointment  revoked 

3  July,  1865. 
Lyons,  Edward. 

Boatswain,  13  February,  1843.     Resigned  30  August,  1843. 

Lyons,  Henry,  Jr. 

Acting  Third  Assistant  Engineer,  18  April,  1864.    Honorably  discharged  9  No- 
vember, 1865. 
Lyons,  Lawrence  J. 

Acting  Third  Assistant  Engineer,  35  March,  1864.  Honorably  discharged  16  No- 
vember, 1869. 
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liyons,  Richard. 

Mate,  11  May,  1864.     Appointment  revoked  13  December,  18G5. 

Liyoiis,  Timothy  A. 

Acting  Midshipman,  3  January,  1863.  Graduated  September,  1865.  Ensign, 
1  December,  1866.  Master,  13  March,  1868.  Lieutenant,  36  March,  1869. 
Lieutenant-Commander,  16  December,  1879. 

liyons,  William  R. 

IMate,  30  June,  1863.     Resigned  30  May,  1865. 

I^yttle,  Robert  E. 

Acting  Master,  26  August,  1861.     Dismissed  16  October,  1861. 

Iiyttl6,  Robert  S. 

Acting  Third  Assistant  Engineer,  19  April,  1864.  Honorably  discharged  33  March, 
1866. 

Mabee,  George  J.  W.,  Jr. 

Mate,  3  May,  1864.     Acting  Ensign,  35  August,  1864.     Honorably  discharged 
16  September,  1865. 
Maoabtim,  John. 

Acting  Third   Assistant    Engineer,   19   October,   1863.      Honorably   discharged 
31  September,  1865. 
Macay,  James. 

Midshipman,  25  August,  1800.     Resigned  18  November,  1803. 
Maccarty,  George  M.  Li. 

Third  Assistant  Engineer,  8  July,  1861.     Second  Assistant  Engineer,  18  December, 
1863.     First  Assistant  Engineer,  30  January,  1865.     In  service. 
Macconn,  Robert  T. 

Assistant  Surgeon,  37  November,  1844.     Passed  Assistant  Surgeon,  4  February, 
1851.      Surgeon,   31    September,   1858.      Medical   Inspector,   3    March,    1871. 
Medical  Director,  7  November,  1873.     Retired  list,  19  April,  1879. 
Macdaniel,  Albert. 

Midshipman,  37  August,  1833.     Resigned  9  May,  1831. 
Macdearmid,  John. 

Acting  Master,  24  May,  1861.     Acting  Volunteer  Lieutenant,  gallant  conduct, 
1    August,   1862.     Acting  Volunteer  Lieutenant-Commander,  3  March,  1865. 
Honorably  discharged  38  October,  1866. 
nacdonald,  James  P. 

Acting    Third    Assistant    Engineer,   6   January,   1865.      Honorably   discharged 
15  May,  1869. 
Macdonongh,  Thomas. 

Midshipman,   5   February,    1800.     Lieutenant,    6    February,    1807.     Commander, 
34  July,  1813.     Captain,  11  September,  1814.     Died  10  November,  1835. 
Macfarlane,  Edward  O. 

Midshipman,  3   October,  1864.     Graduated  June,  1869.     Resigned   31   October, 
1871. 
Macfarlane,  John. 

Carpenter,  3  October,  1861. 
Machesney,  William. 

Midshipman,  1  September,  1811.     Dismissed  13  April,  1813. 
Machette,  Henry  C. 

Acting  Assistant    Paymaster,   16   April,   1864.      Mustered   out  4  March,   1866. 
Assistant  Paymaster,  27  February,  1867.     Passed  Assistant  Paymaster,  36  Feb- 
ruary, 1869. 
Macintire,  Benjamin  F. 

Mate,  6  January,  1863.  Acting  Ensign,  31  August,  1863.  Appointment  revoked 
-"Sick,)  19  Januaiy,  1865 
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Macintyre,  Lr.  C. 

Acting  Master,  5  April,  1862.     Honorably  discharged  18  December,  1865 
Mack,  Alexander. 

Boats-wain,  5  June,  1873. 
Mack,  DaTid. 

Assistant  Surgeon,  36  October,  1863.    Resigned  13  May,  1870. 
Mack,  Eugene. 

Acting  Third  Assistant  Engineer,  24  Novenibti-,  ISSS.     Acting  Second  Assistant 
Engineer,  28  October,  1864.     Ai^pointment  revoked  32  January,  1866. 
Mack,  Eugene. 

Gunner,  10  September,  1849. 
Mack,  Henry  S. 

Acting    Third    Assistant  Engineer,   19    October,   1864.     Honorably  discharged 

7  July,  1865. 

Mack,  Jeremiali. 

Gunner,  30  December,  1841.     Died  17  December,  1842. 
Mack,  John. 

Mate,  30  November,  1864.     Appointment  revoked  9  June,  1868 
Mack,  William  J. 

Acting  Third  Assistant  Engineer,  S3  March,  1864.      Honorably  discharged  11 
January,  1866. 
Mackall,  Richard. 

Midshipman,  1  January,  1813.     Resigned  13  May,  1838. 
Mackay,  D.  H. 

Midshipman,  16  April,  1813.    Lieutenant,  13  January,  1835.    Lost  in  the  "Zfor.vrf," 
10  September,  1829. 
Mackay,  Donald  S. 

Mate,  21  October,  1861.    Dismissed  1  September,  1862. 
Mackenzie,  Alexander. 

Acting  Assistant  Surgeon,  31  November,  1863.     Honorably  discharged  18  Decem- 
ber, 1866. 
Mackenzie,  Alexander  S. 

Midshipman,   1   January,   1815.      Lieutenant,    13   January,    1835.      Commander, 

8  September,  1841.     Died  13  September,  1848 
Mackenzie,  Alexander  S. 

Acting  Midshipman,  29  September,  1855.     Midshipman,  9  June,  1859.     Lieuten- 
ant,  31   August,    1861.      Lieutenant-Commander,   29   July,   1865.      Killed    in 
Battle,  13  June,  1867. 
Mackenzie,  Morris  R.  S. 

Midshipman,  39  September,  1863.     Graduated  June,   1866.     Ensign,   13  March, 
1868.     Master,  26  March,  1869.     Lieutenant,  31  March,  1879 

Mackie,  Adam. 

Assistant  Surgeon,  18  October,  1870.    Died  1  July,  1878. 

Mackie,  Benjamin 

Assistant  Surgeon,  31  April,  1869.     Surgeon,  30  August,  1879. 

Mackie,  J.  H. 

Acting  Assistant  Surgeon,  17  May,  1861.     Resigned  38  February,  1863. 

Mackie,  John  P. 

Midshipman,   5   December,   1798.      Resigned    13   May,  1799.      Midshipman,   31 
May,  1799.     "Warrant  returned  34  August,  1799. 

Mackie,  J.  Walter- 
Mate,  21  December,  1861.    Appointment  revoked  (Sick,)  11  March,  I861 

Maclay,  William  W. 

Acting  Midshipman,  4  October,  1860.     Ensign,  28  May,  1868.     Master,  10  Novem- 
ber 1865.    Lieutenant,  10  November,  1866.     Lieutenant-Commander,  12  March, 
1868.     Resigned  13  October,  1871 
29 
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Maclean,  Arcliibald. 

Midshipman,  1  November,  1828.     Resigned  19  January,  1830. 
Maclianrin,  B.  R. 

Acting  Ensign,  10  September,  1863.     Dismissed  1  October,  1864. 

MacMahoii,  John. 

Acting  Assistant  Paymaster,  11  November,  1864.     Assistant  Paymaster,  33  July, 
1866.    Passed  Assistant  Paymaster,  11  December,  1867.     Paymaster,  17  Septem- 
ter,  1877. 
Macomb,  A.  W. 

Master,  25  July,  1818.     Resigned  19  May,  1836. 
Macomb,  David  B. 

Third  Assistant  Engineer,  11  January,  1849.     Second  Assistant  Engineer,  26  Feb- 
ruary, 1851.     First  Assistant  Engineer,  26  June,  1856.     Chief  Engineer,  21  Sep- 
tember, 1860.     In  service. 
Macomb,  Edward. 

Acting  Assistant  Surgeon,  25  February,  1865.    Honorably  discharged  8  November, 
1865. 
Macomb,  F.  A.  N. 

Midshipman,  14  March,  1833.     Resigned  9  April,  1833. 
Macomb,  S.  d. 

Carpenter,  25  January,  1838.     Resigned  18  January,  1839. 
Macomb,  'William  II. 

Midshipman,  10  April,  1834.     Passed  Midshipman,  16  July,  1840.     Lieutenant, 
27  February,  1847.    Commander,  16  Julv.  1862.     Captain,  25  July,  1866.     Com- 
modore, 1  July,  1870.     Died  12  August,"l872. 
Macombe,  IVehemiah. 

Master,  15  May,  1799.     Resigned  4  August,  1800. 
Macomber,  George. 

Midshipman,  1  May,  1828.     Died  8  October,  1834. 
Macomber,  R.  P. 

Assistant  Burgeon,  13  July,  1824.     Surgeon,  4  December,  1828.     Died   16  June, 
1831. 
Macom^ber,  S.  P. 

Midshipman,  20  June,  1806.     Lieutenant,  4   March,  1813.     Drowned  6  March, 
1820. 
Macrae,  John. 

Midshipman,  17  December,  1810.     Resigned  25  January,  1813. 
Macready,  C  S.,  Jr. 

Mate,  18  November,  1861.    Resigned  3  April,  1863. 
Macy,  Gilbert  D. 

Sailmaker,  39  June,  1867. 
Macy,  Henry  G. 

Acting  Ensign,  17  December,  1862.     Acting  Master,  16  December,  1864.     Ensign, 
13  March,  1868.     Master,  18  December,  1868.     Lieutenant,  21  March,  1870. 
Died  1  December,  1872. 
Madden,  William. 

Acting  Third   Assistant  Engineer,   3   November,  1863.     Honorably   discharged 
30  May,  1867. 
Maddocks,  W.  I>. 

Acting  Ensign,  18  July,  1863.     Acting  Master,  2  October,  1865.     Honorably  dis- 
charged 6  June,  1868. 

Maddox,  Joshna. 

Master,  4  August,  1807.     Appointment  revoked  2  May,  1809. 
Madigan,  John. 

Midshipman,  19  February,  1840.     Passed  Midshipman,  11   July,  1846.     Master, 
1  March,  1855.     Dropped  13  September,  1855.     Lieutenant,  Active  list,  14  Sep- 
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tember,  1855.     Lieutenant-Commander,  16  July,  18(;3.     Commander  23  Septem- 
ber, 1855.     Died  23  October,  1870. 
Madison,  J.  H.  M. 

Midshipman,  23  December,  1837.     Resigned  4  November,  1S43. 
Madison,  John  R. 

Midshijjman,  28  June,  1804.     Lieutenant,  24  July,  1813.     Lost  in  the  "  Lynx.'" 
Madison,  William  F. 

Midshipman,  16  January,  1809.     Died  16  July,  1812. 
Mafflt,  John  BT. 

Midshipman,  25  February,  1833.     Passed  Midshipman,  23  June,  1838.     Lieuten- 
ant, 25  June,  1848.    Reserved  list,  14  September,  1855.    Lieutenant  on  Active 
list,  25  June,  1843.    Resigned  3  May,  1861. 
Mafflt,  Samuel. 

Purser,  35  April,  1813.    Last  appearance  on  Records  of  Navy  Department.     Dead. 
Mafflt,  William  H. 

Midshipman,  30  May,  1846.     Dismissed  13  June,  1851. 
Magar,  Benjamin  S. 

Acting  Master,  20  August,  1861.      Disrated  to  Acting  Ensign,  9  April,  1863. 
Acting  Master,  23  August,  1863.     Honorably  discharged  1  October,  1865. 
Magaw,  Samuel. 

Midshipman,  23  November,  1841.    Passed  Midshipman,  10  August,  1847.    Master, 
14  September,  1855.     Lieutenant,  15  September,  1855.     Lieutenant-Commander, 
16  July,  1862.     Commander,  10  October,  1866.     Retired  list,  29  October,  1868. 
Magaw,  William  P. 

Acting  Third  Assistant  Engineer,  2  December,  1861.     Acting  Second  Assistant 
Engineer,  34  October,  1863.     Dismissed  22  July,  1865. 
Magee,  Alexander. 

Acting  First  Assistant  Engineer,  1  October,  1863.     Honorably  discharged  16  Feb- 
ruary, 1867. 
Magee,  Edward  A. 

Third  Assistant  Engineer,  27  June,  1862.  Second  Assistant  Engineer,  21  Novem- 
ber, 1863.     First  Assistant  Engineer,  1  January,  1868.     In  service. 

Magee,  George  W. 

Third  Assistant  Engineer,  4  April,  1861.  Resigned  30  March,  1863.  Restored 
1  June,  1863,  as  Third  Assistant  Engineer  from  4  April,  1861.  Second  Assistant 
Engineer,  16  January,  1863.  First  Assistant  Engineer,  1  December,  1864.  Chief 
Engineer,  11  June,  1876.    In  Service. 

Magee,  James. 

Acting  Third  Assistant  Engineer,  18  December,  1863.      Appointment  revoked 
(Sick,)  6  October,  1864. 
Mager,  Bficliolas. 

Carpenter,  9  July,  1847.    Retii-ed  list,  9  November,  1871. 

Mager,  Pliilip  T. 

Carpenter,  15  November,  1873. 

Maghn,  John. 

Mate.     Dismissed  28  November,  1862. 

Magie,  Theodore  J5. 

Mate,  30  December,  1861.     Resigned  29  May,  1862. 

Magill,  Bernard. 

Mate,  13  October,  1863.  Acting  Ensign,  good  conduct,  7  April,  1864.  Honorably 
discharged  5  December,  1865. 

Magill,  B.  T. 

Assistant  Surgeon,  7  March,  1838.     Died  at  Sea  m  1841. 

Magill,  James. 

Carpenter,  2  April,  1842.    Died  14  April,  1848. 
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Magone,  K.  A. 

Acting  Ensign,  15  August,  18fi3.  Acting  IMaster,  13  August,  1864.  Honorably 
discharged  19  September,  1865. 

Magrath,  Humph  rey. 

Midshipman,   1  January,  1800.     Master,  9  May,   1803.     Lieutenant,  3  February, 
1809.     Purser,  35  April,  1813.     Resigned  4  June,  1814. 
Magruder,  Alexander  F. 

Assistant  Surgeon,  31  April,  1871. 

Magrnder.  Charles  B. 

Mate,  3  August,  1806.     Gunner,  36  August,  1870. 

Magrnder,  George  A. 

Midshipman,  1  January,  1817.     Lieutenant,  38  April,  1836.     Commander,  14  Feb- 
ruary, 1843.     Captain,  14  September,  1855.     Dismissed  23  April,  1861. 
Magrnder,  T.  C. 

Midshipman,  3  April,  1804.     Resigned  33  January,  1813. 
Magrnder,  Thoniai^  W. 

Midshipman,  3  February,  1839.     Died  4  July,  1835. 

Magruder,  T.  W. 

Midshipman,  18  May,  1809.  Lieutenant,  9  December,  1814.  Last  appearance  on 
Records  of  Navy  Department,  1816.     Franklin,  74. 

Magnne,  James  H. 

Acting  Master,  14  August,  1861.     Acting  Volunteer  Lieutenant,  17  August,  1864. 
Honorably  discharged  39  November,  1865. 
Mahan,  Alfred  T. 

Acting  Midshipman.  30  September,  1856.  Midshipman,  9  June,  1859.  Lieutenant, 
31  August,  1861.  Lieutenant-Commander,  7  June,  1865.  Commander,  SO  No- 
vember, 1873. 

Mahan,  Dennis  H. 

Midshipman,  20  July,   1865.     Graduated  June,   1869.         Ensign,   13   July,  1870. 
Master,  14  February,  1873.     Lieutenant,  21  September,  1877. 
Mahan,  William. 

Acting  Third  Assistant  Engineer,  7  February,  1863.     Acting  Second  Assistant 
Engineer,  8  October,  1863.     Honorably  discharged  20  February,  1866. 
Mahon,  David. 

"Assistant  Surgeon,  28  March,  1830.     Resigned  27  November,  1833. 

Mahon,  Thomas  D. 

Midshipman,  10  September,  1841.     Dismissed  38  December,  1843. 

Mahoney,  Charles. 

Gunner,  6  September,  1839.     Discharged  7  November,  1840. 
Mahoney,  Keen  M.  A. 

Acting  Carpenter,  8  January,  1881. 
Mahoney,  Michael. 

Midshipman,  30  November,  1814.  Last  appearance  on  Records  of  Navy  Depart- 
ment, 1831.     Navy  Yard,  Portsmouth,  New  Hampshire. 

Mahoney,  Samuel. 

Boatsv\rain,  2  March,  1848.     Resigned  30  September,  1848. 

Mahony,  William  M. 

Sailmaker,  15  November,  1850.    Dismissed  8  June,  1861. 
Maies,  William  H. 

Mate,  6  August,  1861.     Actin-  Master,  26  May,  1863.     Acting  Volunteer  Lieuten- 
ant, 6  April,  1865.     flonorably  discharged   15   May,  1866.     Acting  Master, 
33  April,  1867.     Resigned  16  July,  1868. 
Main,  Herschel. 

Acting  Third  Assistant  Engineer,  under  instruction  Naval  Academy,  10  October, 
1866.  Third  Assistant  Engineer,  2  June,  1868.  Second  Assistant  Engineer, 
3  June,  1869.     Passed  Assistant  Engineer,  30  November,  1874. 
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Maine,  William  A. 

Acting  Master,  37  February,  1863.     Honorably  discharged  31  January,  1866. 
Mairs,  Jobn. 

Assistant  Surgeon,  10  December,  1814.     Last  appearance  on  Records  of  Navy  De- 
partment, 1815.     New  York. 
Maitland,  Edward  .1. 

Acting  Ensign,  30  December,  1864.     Honorably  discharged  32  October,  1868. 
Major,  I>anicl  O. 

Acting  Master,  27  July,  1861.     Resigned  17  April,  1863. 
Major,  Jaineis. 

Professor,  12  November,  1844.     Resigned  3  September,  1859. 
Makins,  George  IS. 

Acting  Third  Assistant  Engineer,  30  May,  1864.    Honorably  discharged  16  August, 
1865. 
Malbon,  Tbonias  J. 

Acting  Second  Assistant  Engineer,  23  June,  1863.     Acting  First  Assistant  Engi- 
neer, 3  May,  1864.     Honorably  discharged  1  December,  1865. 
Malbone,  IV.  F. 

Master,  4  April,  1814.     Died  6  October,  1836. 

Malcoinb,  James  R. 

Acting  Master,  9  October,  1861.     Appointment  revoked  7  March,  1863. 

Maley,  Patriclc  J. 

Acting  Assistant  Surgeon,  1  October,  1863     Resigned  34  November,  1863. 

Maley,  William. 

Lieutenant,  1  August,  1799.     Resigned  12  November,  1800. 

Mallaby,  Francis. 

Master,  not  in  line  of  promotion,  3  July,  1813.     Reserved  list,  13  September,  1855. 

Mallam,  John. 

Acting  Assistant  Surgeon,  8  March,  1865.    Honorably  discharged  35  September, 
1865. 
Mallard,  William  H, 

ActiBg  Master,  21  January,  1863.    Honorably  discharged  27  May,  1867. 

Mallary,  Francis. 

Midshipman,  1  May,  1822.     Resigned  17  January,  1836. 

Mallett,  F.  B. 

Acting  Master,  29  October,  1861.     Honorably  discharged  14  September,  1865. 

Mallett,  George  F. 

Assistant  Naval  Constructor,  33  January,  1873. 

Mallon,  John  H. 

Mate,  3  January,  1863.     Appointment  revoked  26  December,  1865. 

Mallory,  John  S. 

Acting  Assistant  Paymaster,  9  March,  1863.     Resigned  1  April,  1864. 

Mallory,  Stevenson  B. 

Midshipman,  13  June,  1872.     Graduated  20  June,  1876.     Died  14  November,  1878. 

Malloy,  Charles  P. 

Acting  Third  Assistant  Engineer,  26  April,  1864.     Appointment  revoked  17  June, 

1865. 

Malone,  John  I>. 

Acting  Assistant  Surgeon,  30  October,  1864.    Honorably  discharged  2  May,  1868. 

Malone,  S«  B* 

Assistant  Surgeon,  11  August,  1826.     Surgeon,  14  April,  1831.     Resigned  20  Sep- 
tember, 1831.     Surgeon,  17  May,  1832.    Resigned  16  April,  1834. 

Maloney,  Patrick. 

Acting  Third  Assistant    Engineer,   9   February,   1864.      Honorably   discharged 
27  October,  1865. 
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Maloou,  Solon  H. 

Carpenter,  16  November,  1875. 
Manchester,  Albert  A. 

Acting  Third  Assistant  Engineer,  6  March,  1865.  Honorably  discliarged  5  April, 
1866. 

Mandell,  Angust  H. 

Mate,  1863.     Acting  Ensign,  4  March,  1864.     Resigned  (Sick,)  18  March,  1865. 

Mandell,  John  T. 

Acting  Ensign,  10   September,    1862.     Appointment  revoked  (Sick,)  7  October, 
1863. 
Manklns,  John. 

Sailmaker,  17  February,  1809.     Last  appearance  on  Records  of  Navy  Department, 
1815.     Furloughed. 
Manley,  Henry  I>eII. 

Acting  Midshipman,  25  September,  1856.     Midshipman,  15  June,  1800.     Master, 
19  September,    1861.      Lieutenant,    16    July,   1803.      Lieutenant-Commander, 
25  July,  1866.     Commander,  5  April,  1874. 
Manlore,  David. 

Master,  24  May,  1814.     Last  appearance  on  Records  of  Navy  Department,  1815. 
Philadelphia. 
Mann,  Allen  A. 

Mate,  3  September,  1863.    Honorably  discharged  23  August,  1865. 
Mann,  Albert  !L. 

Acting  Third  Assistant  Engineer,  1  October,  1863.     Acting  First  Assistant  En- 
gineer, 13  May,  1863.     Resigned,  5  June,  1865. 
Mann,  George. 

Midshipman,  15  June,  1801.     Lieutenant,  36  March,  1809.     Resigned   1   October, 
1811. 
Mann,  George  R. 

Acting  Assistant  Surgeon,  31  September,  1861.     Died  30  August,  18C4 
Mann,  LieTi  S. 

Mate,  27  August,  1862.     Resigned  31  August,  1803. 
Mann,  TV.  H. 

Midshipman,  15  November,  1809.     Resigned  19  August,  1811. 
Mann,  William  A. 

Acting  Assistant  Paymaster,  20  August,  1863.     Mustered  out  1  January,  1866. 
Mann,  William  M. 

Mate,  35  July,  1863.    Resigned  13  April,  1864.     Acting  Ensign,  9  August,  1864. 
Appointment  revoked  30  August,  1864. 
Manney,  Henry  N. 

Midshipman,  34  September,   1861.     Graduated  June,  1866.     Ensign,  13  March, 
1868.    Master,  26  March,  1869.     Lieutenant,  21  March,  1870. 
Manning,  Charles  E. 

Cadet  Engineer,  14  September,  1876.     Graduated  10  June,  1880. 
Manning,  Charles  H. 

Third  Assistant  Engineer,   19   February,  1863.     Second  Assistant  Engineer,  25 
July,  1866.    First  Assistant  Engineer,  26  October,  1873. 
Manning,  Edward. 

Mate,  16  February,  1864.  Acting  Ensign,  18  August,  1864.  Honorably  dis- 
charged 14  October,  1865.  Acting  Ensign,  4  August,  1866.  Mustered  out 
15  August,  1867. 

Manning,  Edward  S. 

Midshipman,  9  November,  1813.     Resigned  34  November,  1814. 
Manning,  Edward  W. 

Third  Assistant  Engineer,  21  May,  1853.  Second  Assistant  Engineer,  i;5  June, 
1855.     First  Assistant  Engineer,  31  July,  1858.     Dismissed  6  May,  1801. 
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Ulauning,  James  I). 

Acting  Ensign,  23  May,  1863.     Died  on  the  ''Courier;'  25  September,  18G3. 
Manning,  Jolin. 

Acting  Chief  Engineer,  1  December,  1863.     Resigned  9  February,  1863. 
Manning,  Jolin. 

Midshipman,  10  May,  1820.     Lieutenant,  17  May,  1828.     Commander,  3  October, 
1851.     Reserved  list,  13  September,  1855.     Resigned  23  May,  1861. 
Manning,  John  H. 

Mate,  17  June,  1863.     Resigned  31  April,  1864. 
Manning,  Thomas. 

Acting  Carpenter,  1  October,  1863.     Resigned  20  April,  1865. 
Manningr?  Thomas  J. 

Midshipman,  1  January,  1817.     Lieutenant,  28  April,  1826.     Commander,  24  July, 
1843.     Died  7  January,  1857. 
Manning,  William. 

Mate,  6  February,  1863.    Dismissed  4  November,  1863. 
Manning,  William. 

Boatswain,  8  January,  1873. 
Manntx,  I>.  Pratt. 

Mate,  18  April,  1863.    Acting  Ensign,  30  November,  1863.     Resigned  23  Febru- 
ary, 1865. 
Manser,  Edward. 

Acting  Ensign,  23  April,  1863.     Resigned  31  May,  1864. 
Mansfield,  Charles  I>. 

Acting  Assistant  Paymaster,  19  August,  1864.     Assistant  Paymaster,  33  July,  1866. 
Passed  Assistant  Paymaster,  23  December,  1866.     Paymaster,  35  September,  1875. 
Mansfield,  Henry  B. 

Midshipman,  27  February,  1863.     Graduated  June,  1867      Ensign,  18  December, 
1868.     Master,  21  March,  1870.     Lieutenant,  21  March  1871. 
Mansfield,  Henry  T. 

Acting  Assistant  Paymaster,  14  August,  1863.     Resigned  30  January,  1865. 
Mansfield,  Robert  H. 

Acting  Third  Assistant    Engineer,   30   January,   1865.      Honorably   discharged 
11  September,  1865. 
Mansfield,  William  F. 

Acting  Third    Assistant    Engineer,   39    August,   1864.      Honorably   discharged 
31  May,  1866. 
Manson,  Charles  A. 

Acting  Assistant  Surgeon,  13  August,  1864.     Resigned  33  November,  1864. 
Manson,  Charles  H. 

Third  Assistant  Engineer,  36  February,  1851.    Resigned  35  November,  1853. 

Manson,  John  C 

Master,  15  July,  1813.    Discharged  10  June,  1815. 

Manson,  Linther. 

Carpenter,  9  May,  1843.    Died  30  September,  1867. 

Manter,  ETerett  T. 

Mate,  23  December,  1861.     Acting  Ensign,  4  December,  1862.    Honorably  dis- 
charged 20  September,  1865. 
Man  ton,  Benjamin  I>. 

Acting  Lieutenant,  21  October,  1861.     Resigned  10  September,  1863. 

Mantz,  Ezra. 

Midshipman,  39  July,  1800.     Discharged  36  November,  1801,  under  Peace  Estab- 
lishment Act. 

Mapes,  Charles  A. 

Third  Assistant  Engineer,  17  August,  1847.    Died  12  November,  1847. 
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Mapes,  Daniel  T. 

Third  Assistant  Engineer,  16  August,  1847.     Second  Assistant  Engineer,  26  Feb- 
ruary, 1851.     Resigned  21  June,  1855. 

Maples,  Charles  R. 

Acting  Third  Assistant  Engineer,  8  June,  1863.     Acting  Second  Assistant  En- 
gineer, 17  June,  1863.     Dismissed  3  May,  1864. 
Maples,  Edward  W. 

Acting  Third  Assistant  Engineer,  28  May,  1864.     Resigned  11  January,  18G5. 
Maples,  Isaac  JB. 

Acting  Third  Assistant  Engineer,  18  December,  1861.     Resigned  14  August,  1863. 
Acting  Third  Assistant  Engineer,  13  November,  1862.     Acting  First  Assistant. 
Engineer,  14  July,  1863.     Honorably  discharged  21  February,  1866. 
Maples,  William  li. 

Acting  Carpenter,  8  December,  1880. 
Mara,  William. 

Acting  Third  Assistant  Engineer,  18  November,  1861.     Acting  Second  Assistant 
Engineer,  7  October,  1862.     Acting  First  Assistant  Engineer,  29  September,. 
1864.    Honorably  discharged  3  September,  1865. 
Maratta,  James  M. 

Acting  Second  Assistant  Engineer,  31  December,  1863.  Honorably  discharged 
7  September,  1865. 

Marble,  Charles  H. 

Mate,  18  December,  1862.     Dismissed   27   May,  1863.     Mate,    24   March,  1864. 
Dismissed  29  June,  1864. 
Marble,  Thomas  I>. 

Mate,  24  July,  1863.    Honorably  discharged  5  June,  1865. 
Marbury,  A.  H. 

Midshipman,  14  July,  1824.     Passed  Midshipman,  20  February,  1830.     Lieuten- 
ant, 28  June,  1834.     Died  6  December,  1843. 
Marcellin,  George  A. 

Midshipman,  4  June,  1801.     Lieutenant,  3  March,  1807.     Died  10  September,  1810. 
Marcellin,  H.  F. 

Midshipman,  20  June,  1806.     Resigned  9  June,  1810. 
Marcellin,  H.  F. 

Midshipman,  4  June,  1812.     Dismissed  by  Court-Martial,  5  March,  1814. 
March,  Edward  D. 

Acting  Master,  26  February,  1862.     Resigned  11  April,  1866. 
March,  J.  Howard. 

Midshipman,  19  October,  1841.     Passed  Midshipman,  10  August,  1847.     Dropped 
13  September,  1855.     Lieutenant  on  Active  list,   15  September,  1855.     Died 
21  December,  1858. 
Marchand,  John  B. 

Midshipman,  1  May,  1828.  Passed  Midshipman,  14  June,  1834.  Lieutenant, 
29  January,  1840.  Commander,  14  September,  1855.  Captain,  16  July,  1862. 
Commodore,  25  July,  1866.  Retired  list,  27  August,  1870.  Died  13  April, 
1875.  '  b      .  1      . 

Marchand,  Nicholas. 

Midshipman,  30  November,  1814.     Resigned  12  February,  1824. 
Marchant,  Elijah. 

Gunner,  date  not  known.     Last  appearance  on  Records  of  Navy  Department. 
Marchant,  George  W. 

Mate,  6  April,  1864.     Honorably  discharged  2  September,  1866. 
Marchant,  William  B. 

Acting  Ensign,  8  April,  1864.  Appointment  revoked  (Sick,)  17  December,  1864> 
Acting  Ensign,  8  February,  1865.    Honorably  discharged  1  December,  1865. 
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Marcy,  Samnel. 

Midshipman,   16   March,   1838.     Passed   Midshipman,  20   May,   1844.     Master 
26  April,  1851.     Lieutenant,  2  April,  1852.     Died  28  January,  1862.  ^ 

Marcy,  William  G. 

Purser,  1  April,  1853.     Dismissed  25  March,  1871. 
Marden,  Frederick  A. 

Mate,  7  June,  1863.     Dismissed  20  November,  1862. 
Marfield,  George  W. 

Acting  Third  Assistant  Engineer,  16  July,  1863.    Honorably  discharged  39  Octo- 
ber, 1865. 
Hargornm,  I>.  B. 

Midshipman,  80  April,  1800.     Resigned  36  October,  1800. 
Marin,  Matthias  C 

Midshipman,  3  January,  1832.     Lieutenant,  39  March,  1844.     Commander,  18  Oc- 
tober, 1861.     Retired  list,  15  August,  1864.     Captain,  Retired  list. 
Maris,  Adolph. 

Midshipman,  26  September,  1864.     Graduated  June,  1868.     Master,  12  July,  1870. 
Lieutenant,  24  May,  1872. 

Markham,  Benjamin. 

Acting  Carpenter,  8  January,  1881 

Markham,  F.  P. 

Assistant  Surgeon,  10  December,  1814.     Last  appearance  on  Records  of  Navy 
Department,  1822.    Dead. 

Markley,  Arthur  D. 

Acting  Assistant  Surgeon,  14  September,  1861.     Resigned  12  April,  1862. 
Markoe,  P.  J. 

Mate,  8  May,  1862.     Acting  Ensign,  14  January,  1864.     Resigned  31  April,  1865. 
Marks,  A.  J. 

Mate,  28  March,  1865.    Honorably  discharged  28  October,  1865. 
Marks,  George  H. 

Mate,  30  December,  1862.     Acting  Ensign,  14  April,  1864.     Honorably  discharged 
21  August,  1865.     Mate,  26  January,  1870.     Drowned  7  March,  1872. 
Marks,  James. 

Acting  Master,  1  August,  1861.     Appointment  revoked  10  December,  1861. 
Marks,  Thomas  H. 

Acting  Ensign,  23  August,  1864.     Resigned  (Sick,)  3  February,  1865. 
Marley,  Albert  W. 

Third  Assistant  Engineer,  1  July,  1861.  Second  Assistant  Engineer,  18  December, 
1862.    First  Assistant  Engineer,  11  October,  1866. 

Marley,  John. 

Boatswain,  7  Janjiftrv,  1862.     Warranted  39  August,  1863.     Dismissed  31  Decem- 
ber, 1865. 
Marmion,  Robert  A. 

Assistant  Surgeon,  14  April,  1868.     Surgeon,  3  June,  1879. 
Marmion,  William  T. 

Acting  Assistant  Surgeon,  27  April,  1866.  Assistant  Surgeon,  18  June,  1866. 
Resigned  10  January,  1871. 

Marner,  Richard. 

Lieutenant,  1  March,  1799.     Last  appearance  on  Records  of  Navy  Department. 

Mar  pie,  Charles  R. 

Mate,  23  November,  1863.  Honorably  discharged  2  September,  1865.  Mate, 
14  August,  1867.  Mustered  out  27  August,  1868.  Mate,  12  November,  1869. 
Appointment  revoked  9  July,  1870. 

Marple,  David 

Cai-penter,  13  October,  1840.     Resigned  3  October,  1848. 
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Marr,  Robert  A. 

Midshipman,  29  April,  1840.     Passed  Midshipman,  11  July,  1840.     Master,  5  May, 
1854.     Lost  in  "  Albany,''  28  September,  1854. 

Marrast,  A.  B. 

Midshipman,  31  March,  1829.     Dismissed  10  December,  18aO. 

Marrant,  Augustus. 

Midshipman,  1  January,  1825.     Resigned  4  December,  1 8"0. 
Marrast,  J.  F. 

Midshipman,  29  March,  1834.     Lieutenant,  16  July,  1840.     Dismissed  by  Court- 
Martial  IS' October,  1841. 

Marrow,  Henry  C. 

Acting  Third  Assistant  Engineer,   4   December,   1863.      Honorably   discharged 
15  May.  1865. 

Mars,  Edward. 

First  Assistant  Engineer,  31  September,  1861.     Resigned  11  February,  1862. 

Mars,  Philip  li. 

First  Assistant  Engineer,  1  July,  1861.     Dismissed  3  November,  1861. 

Mars,  Robert  W. 

Acting  Third  Assistant  Engineer,  10  September,  1863.     Acting  Second   Assistant 
Engineer,  24  October,  1864.    Honorably  discharged  18  February,  1866. 

Marsden,  Charles. 

Acting  Ensign,  15  July,  1863.     Honorably  discharged  5  November,  1865. 

Marsden,  Charles. 

Acting  Ensign,  5  August,  1863.    Honorably  discharged  5  November,  1865. 

Marsh,  Edward  T.  T. 

Acting  Assistant  Surgeon,  9  February,  1864.     Honorably  discharged  29  March, 
1868. 

Marsh,  Francis. 

Acting  First  Assistant  Engineer,   1   November,   1862.      Honorably   discharged 
15  September,  1865. 

Marsh,  Frank. 

Acting  Third  Assistant  Engineer,  16  July,  1863.     Acting  Second  Assistant  En- 
gineer, 30  November,  1864.     Honorably  discharged  25  January,  1360. 

Marsh,  Hazard. 

Mate,  13  December,  1861.     Acting  Ensign,  18  December,  1863.     Honorably  dis- 
charged 19  December,  1865. 
Marsh,  Henry,  C. 

Mate,  25  February,  1864.     Honorably  discharged  5  November,  1865. 
Marsh,  Israel. 

Acting   First  Assistant   Engineer,   12   December,   1863.     Honorably   discharged 
17  December,  1865. 
Marshall,  Benjamin. 

Acting  Assistant  Surgeon,  13  August,  1861.     Honorably  discharged  28  July,  1866. 
Marshall,  Elbert  P. 

Mate,  31  November,  1863.    Honorably  discharged  26  October,  1865. 
Marshall,  E.  ¥. 

Midshipman,  1  January,  1818.     Last  appearance  on  Records  of  Navy  Department, 
1823.    Washington,  74. 
Marshall,  Frank. 

Mate,  13  Jauuaiy,  1863.     Acting  Ensign,  24  November,  1863.     Honorably  dis- 
charged 19  September,  1865. 
Marshall,  George. 

G-unner,  15  July,  1809.     Master,  19  February,  1841.     Resigned  36  August,  1846. 
Gunner  from  15  July,  1809,  to  7  December,  1846.     Died  3  August,  1855. 
Marshall,  O.  J. 

Gunner,  19  March,  1841.    Died  11  November,  1847. 
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Marshall,  James. 

Midshipman,  9  May,  1803.     Resigned  18  May,  1810. 
Marsliall,  James. 

Acting  Master,  29  June,  1863.     Resigned  14  September,  1864. 
Marshall,  James  Li. 

Acting  Third  Assistant  Engineer,  12  November,  1862.     Acting  Second  Assistant 
Engineer,  10  November,  1863.     Dismissed  5  April,  1804. 
Marshall,  James  W. 

Midshipman,  1  March,  1825.     Resigned  19  May,  182G. 
Marshall,  John. 

Gunner,  6  July,  1798.     Last  appearance  on  Records  of  Navy  Department. 
Marshall,  John. 

Midshipman,  1  January,  1818.     Lieutenant,  3  Marcli,  1827.     Resigned  18  Septem- 
ber, 1838. 
Marshall,  John. 

Midshipman,  4  July,  1805.     Died  22  October,  1809. 
Marshall,  John  H. 

Acting  Ensign,  18  March,  1865.     Honorably  discharged  13  May,  18G5. 
Marshall,  John  H. 

Midshipman,  10  May,  1820.    Lieutenant,  17  May,  1828.     Died  1  June,  1850. 
Marshall,  Joshna  H. 

Acting  Assistant  Paymaster,  26  February,  1863.     Honorably  discharged  23  Octo- 
ber, 1865. 
Marshall,  liOnis  J. 

Mate,  8  August,  1864.    Honorably  discharged  28  August,  1865. 

Marshall,  Robert. 

Midshipman,  21  November,  1815.    Drowned  20  March,  1822. 

Marshall,  Samuel. 

Midshipman,  1  May,  1822.     Died  24  August,  1823. 

Marshall,  S.  R. 

Assistant  Surgeon,  14  May,  1799.     Surgeon,  16  January,  1800.     Died  20  May,  1828. 

Marshall,  Thomas. 

Assistant  Surgeon,  13  December,  1800.     Died  17  November,  1808. 

Marshall,  Thomas. 

Gunner,  date  not  known.     Died  in  August,  1823. 

Marshall,  Thomas  R. 

Mate,  20  June,  1863.     Resigned  8  May,  1865. 

Marshall,  William  A. 

Midshipman,  27  June,  1867.     Graduated  6  June,  1871.     Ensign,  14  July,  1872. 
Master,  22  April,  1875. 

Marsh  man,  C.  P. 

Acting  Master,  1  June,  1861.     Resigned  18  August,  1863. 

Marsillot,  Malcolm  O. 

Acting  Thu-d  Assistant  Engineer,  7  June,  1864.     Resigned  (Sick,)  21  ]\Iarch,  1865. 

Marsland,  Charles  F. 

Thii'd  Assistant  Engineer,  8  December,  1862.     Resigned  6  September,  1865. 

Marsland,  Edward. 

First  Assistant  Engineer,  14  August,  1861.     Resigned  4  June,  1864. 

Marsteller,  E.  H. 

Assistant  Surgeon,  12  Januai-y,  1876. 

Marsters,  George  W. 

Acting  Assistant  Surgeon,  14  March,  1865.     Honorably  discharged   1 0  October, 
1865. 

Marston,  J.  J. 

Assistant  Surgeon,  15  August,  1821.     Last  appearance  on   Records  of  Navy  De- 
partment. 
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Marston,  John. 

Midshipman,  15  April,  1813.     Lieutenant,  13  January,  1835.     Commander,  8  Sep- 
tember, 1841.     Captain,  14  September,  1855.     Retired  list,  31   December,  1801. 
Commodore,  Retired  list,  16  July,  1863. 
Martlion,  Joseph. 

Mate,  20  May,  1863.     Acting  Ensign,  26  October,  1863.     Acting  Master,  recom- 
mendation of  Commanding  Officer,   5   August,   1864.     Honorably   discharged 
31  December,  1865.     Acting  Master,  19  April,  1866.     Ensign,  13  March,  1868. 
Master,  18  December,  1868.     Lieutenant,  31  March,  1870. 
Martin,  Bernard. 

Acting  Second  Assistant  Engineer,  19  February,  1864.     Honorably  discharged 
4  December,  1865. 
Martin,  Byard. 

Acting  Carpenter,  15  December,  1862.     Honorably  discharged  1  November,  1865. 

Martin,  Charles. 

Assistant  Surgeon,  5  September,   1848.      Surgeon,   33  April,  1861.     Medical  In- 
spector, 3  March,  1871.     Medical  Director,  6  October,  1873. 

martin,  Daniel  B. 

First  Assistant  Engineer,   17  January,   1843.      Chief  Engineer,   14   May,   1847. 
Engineer-in-Cbief,  18  October,  1853.    Relieved  as  Engineer-in-Chief,  17  October, 
1857.     Resigned  November,  1859. 
Martin,  Cdward  I>. 

Mate,  6  February,  1863.     Acting  Ensign,  17  July,  1863.     Honorably  dischargea 
29  November,  1865. 

Martin,  Edwin  M. 

Assistant  Surgeon,  12  April,  1875.     Died  20  August,  1878. 

Martin,  Elias  €}. 

Acting  Master,  26  February,  1862.    Honorably  discharged  3  December,  1865. 
Martin,  Erastns  F. 

Acting  Third  Assistant  Engineer,  25  November,  1861.     Resigned  35  May,  1863. 
Martin,  Ernest  D. 

Acting  A    istiint  Surgeon,  9  March,  1865.     Honorably  discharged  9  October,  1865. 
Actiiuf  .Vssistant  Surgeon,  37  April,  1866.     Assistant  Surgeon,  18  June,  1866. 
Died  17  July,  1868. 
Martin,  £.  S. 

Mate,  39  March,  1870.    Appointment  revoked  7  November,  1870. 
Martin,  Oeorge  E. 

Acting  Assistant  Paymaster,  7  February,  1865.     Mustered  out  21  November,  1865. 
Martin,  Oeorge  M. 

Acting  Master,  28  January,  1863.     Dismissed  27  June,  1864. 
Martin,  George  R. 

Acting  Assistant  Paymaster,  30  June,  1862.     Assistant  Paymaster,  80  June,  1864. 
Paymaster,  4  May,  1866.     Dismissed  26  September,  1877. 
Martin,  Henry  F. 

Acting  Ensign,  20  October,  1864.    Honorably  discharged  23  August,  1865. 
Martin,  Henry  M. 

Assistant  Surgeon,  31  March,  1870. 
Martin,  H.  Ii. 

Midshipman,  11  December,  1802.     Resigned  6  December,  1805. 
Martin,  James. 

Master,  date  not  known.     Discharged  15  April,  1815. 
Martin,  James. 

Acting  Ensign,  1  October,  1863.     Resigned  9  February,  1863.     Acting  Ensign. 
39  June,  1863.    Honorably  discharged  9  April,  1800. 
Martin,  James. 

Mate,  5  July,  1863.    Resigned  28  September,  1864. 
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Martin,  James  C. 

Acting  Carpenter,  1  October,  1862.     Resigned  30  January,  1SC3. 
Martin,  John. 

Gunner,  8  March,   1832.     Resigned  24  December,  1832.     Gunner,  6  April,  VdoS. 
Died  5  November,  1856. 
.>J[artiu,  John. 

Sailmaker,  26  October,  1872. 
Martin,  Jolin. 

Purser,  5  October,  1798.     Resigned  7  October,  1801. 
Martin,  John  R. 

Assistant  Surgeon,  9  May,  1815.     Resigned  18  December,  1815. 
Martin,  John  R. 

Assistant  Paymaster,  14  June,  1878. 
Martin,  Joseph. 

Boatswain,  2  December,  1799.     Last  ajppearance  on  Records  of  Navy  Department. 
Martin,  Linther. 

Midshipman,  9  March,  1838.     Resigned  23  April,  1840. 
Martin,  Liuther  Li. 

Carpenter,  3  October,  1872. 
Martin,  Matthias  C. 

Midshipman,  3  January,  1835.  Passed  Midshipman,  23  June,  1838.  Lieutenant, 
29  March,  1844.  Reserved  list,  13  September,  1855.  Lieutenant  on  Active  list, 
29  March,  1844.  Commander,  Active  list,  18  October,  1861.  Captain  on  Retii-ed 
list,  4  April,  1867. 

Martin,  IVeill. 

Acting  Gunner,  37  August,  1863.     Honorably  discharged  9  July,  1865. 
Martin,  Robert  F. 

Midshipman,  1  May,  1814.     Died  3  July,  1825. 

Martin,  Samuel  O. 

Acting  Master,  5  September,  1861.     Resigned  11  February,  1863. 

Martin,  Simeon,  Jr. 

Midshipman,  1  March,  1799.     Resigned  19  August,  1800. 
Martin,  William. 

Master,  12  January,  1814.     Discharged  15  April,  1815. 

Martin,  William. 

Acting  Assistant  Surgeon,  10  January,   1874.     Honorably  discharged  30   June, 
1879. 
Martin,  William. 

Acting  Master,  12  May,  1862.     Honorably  discharged  15  December,  1865. 

Martin,  "William. 

Mate,  10  March,  1863.     Resigned  16  November,  18G3. 

Martin,  William  J. 

Acting  Fii'st  Assistant  Engineer,   15  November,  1862.      Appointment  revoked 
(Sick,)  11  December,  1863. 
Martindale,  Frank  E. 

Acting  Assistant  Surgeon,  27  IVCay,  1861.     Resigned  5  April,  1864. 

Martiue,  Alfred  H. 

Acting  Ensign,  3  January,  1865.     HononiMy  disohargfd  30  July,  1868. 

Martine,  Charles  A. 

Acting  Third  Assistant  Engineer,  27  May,  1863.  Acting  Second  Assistant  En- 
gineer, 30  July,  1863.     Honorably  discharged  31  November,  1865. 

Martiue,  William  li. 

Acting  Master,  9  October,  1861.  Acting  Volunteer  Lieutenant,  3  December,  1864. 
Honorably  discharged  14  December,  1865. 
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Marvel,  Jobn  H. 

Mate,  5  March,  1863.     Resigned  19  August,  1862. 

MarTin,  George  H. 

Acting  Assistant  Surgeon,  20  September,  1863.     Resigned  11  March,  1865. 

Marvin,  Joseph  D. 

Acting  Midshipman,  25  September,  1856.     Midshipman,  15  June,  1860.     Master, 

19  September,   1861.      Lieutenant,    16    July,   1862.      Lieutenant-Commander, 
13  April,  1866.     Commander,  13  December,  1873.     Died  10  April,  1877. 

Mason^  Charles  H. 

Acting  Assistant  Surgeon,  30  November,  1861.     Died  October,  1864. 

Mason,  Charles  S. 

Acting  Thii-d  Assistant  Engineer,  15  Pebruarj,  1863.     Died  13  November,  1863. 
Mason,  David. 

Mate,  18  February,  1862.     Acting  Ensign,  17  November,  1863.     Deserted,  13  Sep- 
tember, 1864. 
Mason,  Frederick  . 

Acting  Ensign,  Admiral  Parragut's  Staflf,  1  July,  1864.    Honorably  discharged 

20  January,  1866. 
Mason,  Oeorge. 

Acting  Third  Assistant  Engineer,  27  September,  1861.     Acting  Second  Assistant 
Engineer,  26  January,  1863.     Appointment  revoked  (Sick,)  6  August,  1864. 
Mason,  Henry. 

Third  Assistant  Engineer,  23  March,  1848.     Second  Assistant  Engineer,  13  Sep- 
tember, 1849.     First  Assistant  Engineer,  26  February,  1851.     Resigned  14  No- 
vember, 1853.    First  Assistant  Ensiineer,  31  May,  1861.    Chief  Engineer,  21  May, 
1863.     Retired  list,  16  October,  1868. 
Mason,  James. 

Midshipman,  18  June,  1812.    Resigned  28  December,  1816. 
Mason,  John. 

Sailmaker,  1  June,  1804.     Dismissed  by  Court-Martial,  12  July,  1805. 
Mason,  James  Li. 

Mate.     Appointment  revoked  20  August,  1863. 
Mason,  John  M. 

Midshipman,  81  March,  1831.     Passed  Midshipman,  15  June,  1837.     Drowned 
7  July,  1837. 
Mason,  John  T. 

Assistant  Surgeon,  6  September,  1837.     Surgeon,  15  July,  1849.     Resigned  6  May 
1861. 
Mason,  John  JV. 

Mate,  27  February,  1865.     Resigned  12  May,  1865. 
Mason,  John  Tf. 

Mate,  17  February,  1864.     Resigned  12  May,  1865. 
Mason,  John  T.,  Jr. 

Purser,  18  April,  1845.     Resigned  2  January,  1858. 
Mason,  liUcius  M. 

Midshipman,  19  October,  1841.     Died  7  January,  1845. 
Mason,  Murray. 

Midshipman,  14  November,  1823.  Passed  Midshipman,  23  March,  1829.  Lieu- 
tenant, 3  March,  1831.  Commander,  25  February,  1854.  Reserved  list,  14  Sep- 
tember, 1855.  Commander  on  Active  list,  25  February,  1854.  Ttesicned  10 
April,  1861.  ^ 

Mason,  Xewton  E. 

Midshipman,  23  July,  1865.     Graduated  June,  1869.     Ensign,  13  July,  1870.     Mas 
ter,  12  July,  1871.     Lieuteaant,  8  November,  1874. 
Mason,  Randolph  T. 

Surgeon,  17  March,  1859.     Dismissed  10  May,  1861. 
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MasoH,  Ricbard  P. 

Midshipman,  15  June,  1839.     Died  10  May,  1847. 
Mason,  Rnfns  O. 

Acting  Assistant  Surgeon,  21  October,  1861.     Resigned  2  February,  1864. 
Mason,  Theodorus  B.  M. 

Midshipman,  20  September,  1864.     Graduated  June,  18C8.     Ensign,  19  April,  1869. 
Master,  12  July,  1870.     Lieutenant,  20  November,  1872. 
Mason,  Thomas. 

Mate,  20  July,  1863.     Acting  Ensign,  18  August,  1804.     Discharged  8  February 
1808. 
Mason,  Thomas. 

Mate,  13  December,  1861.     Resigned  19  September,  1862. 
Mason,  Westwood  T. 

Midshipman,  4  January,  1800.     Resigned  21  August,  lt892. 

Mason,  William. 

Acting  Third  Assistant  Engineer,  20  April,  1863.     Acting  Second  Assistant  En- 
gineer, 26  May,  1864.     Honorably  discharged  19  August,  1865. 

Mason,  William  W. 

Acting  Master,  23  October,  1861.     Resigned  8  February,  1862. 

Masser,  William  H.  E. 

Midshipman,  1  October,  1866.     Graduated  6  June,  1871.     Ensign,  14  July,  1873. 
Retired  list,  6  May,  1876. 
Massey,  Arthur  W. 

Carpenter,  19  August,  1874. 
Massey,  Eleazer. 

Midshipman,  17  December,  1810.     Resigned  30  April,  1814. 
Masten,  Thomas  C 

Assistant  Paymaster,  11  October,  1861.    Paymaster,  14  April,  1862.    Dismissed 
9  February,  1870. 

Masters,  Phineas. 

Midshipman,  16  February,  1809.     Resigned  14  October,  1809. 

Masnry,  Samuel. 

Gunner,  3  December,  1799.    Dismissed  31  January,  1803. 
Mather,  Henry  W^ 

Mate,  19  August,  1862.     Acting  Ensign,  27  May,  1863.     Acting  Master,  18  April, 
1865.    Honorably  discharged  1  April,  1866. 

Mather,  Mason  W. 

Third  Assistant  Engineer,   17    December,   1862.      Second  AssiEtant    Engineer, 
8  April,  1864.     Resigned  3  March,  1869. 

Mather,  S.  W. 

Acting  Master,  17  May,  1861.     Killed  in  action  22  March,  1862. 

Mathes,  George- 
Acting  Ensign,  20  September,  1862.    Deserted  28  January,  1863. 

Matlack,  John  ST. 

Acting  Third    Assistant    Engineer,   6    October,   1864.      Honorably    discharged 
30  October,  1865. 
Mattalr,  James  O. 

Acting  Master,  4  January,  1863.    Appointment  revoked  (Sick,)  22  April,  1863. 

Matthews,  A.  P. 

Mate,  33  January,   1863.    Accidentally  killed  on  "  Wyandani,^'  24  September, 
1863. 
Matthews,  Charles. 

Boatswain,  27  December,  1834.     Drowned  9  August,  1843. 

Matthews,  Benjamin. 

Midshipman,  3  April,  1804.     Resigned  31  December,  1805. 
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Matthews,  Edward  S. 

Assistant  Surgeon,  30  Julj',  1801.     Surgeon,  8  January,  1867. 

Matthews,  Edmund  O. 

Acting  Midshipman,  2  October,  1851.     Midshipman,  9  June,  1855.     Passed  Mid- 
shipman,  15  April,   1858.     Master,  4  November,  1858.     Lieutenant,  37  June, 
1860.    Lieutenant-Commander,  16  July,  1863.     Commander,  33  April,  1870. 
Matthews,  John. 

Midshipman,  32  February,  1838.     Passed  Midshipman,  30  May,  1844.    Master, 
30  August,  1851.     Lieutenant,  18  July,  1853.     Drowned  35  October,  1853. 
Matthews,  John. 

Acting  Assistant  Surgeon,  13  August,  1861.     Resigned  1  April,  1863. 
Matthews,  John. 

Acting  Third  Assistant  Engineer,  13  August,  1863.     Acting  Second  Assistant 
Engineer,  16  February,  1865.     Honorably  discharged  24  November,  1867. 
Matthews,  Joseph  H. 

Acting  Third  Assistant  Engineer,  13  December,  1863.     Acting  Second  Assistant 
Engineer,  3  November,  1864.     Honorably  discharged  30  August,  1865. 
Matthews,  JTohn  P. 

Acting  Third  Assistant  Engineer,  35  March,  1865.  Honorably  discharged 
16  Jane,  1866.  Acting  Third  Assistant  Engineer,  33  February,  1867.  Mustered 
out  8  May,  1869. 

Matthews,  John  R. 

Second  Assistant  Engineer,  17  January,  1842.     First  Assistant  Engineer,  10  July, 
1847.    Resigned  17  May,  1849. 
Matthews,  J.  Rutherford. 

Chaplain,  34  September,  1869. 
Matthews,  Samuel. 

Third  Assistant  Engineer,  30  February,  1847.  Second  Assistant  Engineer,  24  Jan- 
uary, 1848.  First  Assistant  Engineer,  11  January,  1849.  Resiened  18  Julv 
1849.  ^  •'' 

Matthews,  William. 

Acting  Third  Assistant  Engineer,  1  February,  1864.  Honorably  discharrred 
4  December,  1865.  ° 

Matfingley,  Thomas. 

Acting  Third  Assistant  Engineer,  8  June,  18G4.     Honorably  discharged  6  Novem- 
ber, 1865.  ^ 
Msitlltion,  Joseph. 

Midshipman,  30  November,  1814.  Lieutenant,  13  January,  1835.  Commander 
8  September,  1841.    Resigned  30  November,  1851.  ' 

Mattison,  SylTester. 

Acting  Master,  13  November,  1861.     Resigned  9  July,  1863. 
Manghlin,  James. 

Third  Assistant  Engineer,  29  October,  1861.  Second  Assistant  Engineer  3  Auo-ust 
1863.     Resigned  11  August.  1865.  =  >  o      ; 

Maull,  WiUiam  ]V. 

Sailmaker,  18  January,  1S49.     Retired  list,  16  November,  1872, 
Maulsby,  George. 

AssistantSurgeon,  7  March,  1838.     Surgeon,   14  April,  1853.     Medical  Director, 
3  March,  1871.     Retired  list,  27  Deccmbei-,  1872. 
Maulsby,  John  H. 

Midshipman,  21  April,  1824.     Resigned  6  April,  1829. 
Maulsby,  J.  H. 

Midshipman,  6  April,  1827.     Drowned  13  July,  1833. 

Maunder,  Samuel  H. 

Mate,  30  November,  1863.  Acting  Ensign,  23  July,  1864.  Resigned  27  April 
1865,  * 
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Maurice,  C.  Stnart. 

Third  Assistant  Engineer,   18  November,   1863.      Second   Assistant  Engineer, 
23  March,  1864.     Resigned  21  December,  1865 
Maury,  Alexander  C. 

Midshipman,  1  February,  1826.     Passed  Midshipman,  28  April,  1833.     Lieutenant, 
8  March,  1837.     Died  23  June,. 1840. 
Maury,  Jeflerson. 

Midshipman,  9  September,  1841.  Passed  jMidshipman,  10  August,  1847.  Dis- 
missed 10  May,  1855. 

Maury,  John  M. 

Third  Assistant  Engineer,  23  March,  1848.  Second  Assistant  Engineer,  26  Feb- 
ruary, 1851.  First  Assistant  Engineer,  26  February,  1851.  Resigned  17  Sep- 
tember, 1856. 

Maury,  John  M. 

Midshipman,  16  January,  1809.  Lieutenant,  28  June,  1811.  Died  35  June, 
1838. 

Maury,  John  S. 

Midshipman,  10  February,  1838.  Passed  Midshipman,  20  May,  1844.  Master, 
2  November,  1852.     Lieutenant,  1  August,  1853.     Dismissed  18  April,  1861. 

Maury,  Matthew  F. 

Midshipman,  1  February,  1825.  Passed  Midshipman,  4  June,  1881.  Lieutenant, 
10  June,  1886.  Reserved  list,  14  September,  1855.  Commander  on  Active  list, 
14  September,  1855.     Dismissed  26  April,  1861. 

Maury,  William  I.. 

Midshipman,  3  February,  1829.  Passed  Midshipman,  3  July,  1835.  Lieutenant, 
26  February,  1841.     Resigned  20  April,  1861. 

Maxfleld,  Edward  F. 

Acting  Third  Assistant  Engineer,  22  October,  1862.     Resigned  15  January,  1864. 

Maxwell,  Charles  I>. 

Assistant  Surgeon,  6  September,  1837.  Surgeon,  18  October,  1849.  Retired  list, 
21  October,  1868.    Medical  Director,  3  March,  1871. 

Maxwell,  D. 

Acting  Master,  36  August,  1861.     Resigned  6  December,  1801. 

Maxwell,  George. 

Master,  18  June,  1812.    Dismissed  as  Supernumeraij,  6  March,  1813. 

Maxwell,  H.  »• 

Midshipman,  29  February,  1829.     Resigned  13  May,  1830. 

Maxwell,  James. 

Mate,  1  May,  1863.    Resigned  19  August,  1862. 

Maxwell,  James  G. 

Midshipman,  1 5  December,  1847.  Passed  Midshipman,  13  June,  1855.  Master, 
16  September,  1855.  Lieutenant,  23  December,  1856.  Lieutenant-Commander, 
16  July,  1863.'   Died  19  July,  1867. 

Midshipman,  1  March,  1799.     Lieutenant,  18  May,  1804.    Died  11  February,  1806. 

Maxwell,  Richard  T. 

Assistant  Surgeon,  8  September,  1841.     Resigned  16  April,  1851. 

Midshipman,  16*  January,  1809.    Resigned  23  May,  1809. 

^mdshipman,  20  June,  1806.    Resigned  20  May,  1809. 

^^Assista^  Paymaster,  6  September,  1861.     Paymaster,  14  April,  1863.     Pay  Inspec- 
tor, 25  September,  1875. 
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May,  James  R. 

Acting  Assistant  Surgeon,  25  February,  1864.     Honorably  discharged  7  August,. 
1865. 
May,  John. 

Lieutenant,  23  April,  1799.     Discharged  1  May,  1801,  under  Peace  Establishment 
Act. 
May,  John. 

Gunner,  14  May,  1800.     Last  appearance  on  Records  of  Navy  Department. 
May,  John  B. 

Mate,  27  January,  1863.     Dismissed  4  April,  1862. 
May,  liUther  C 

Acting  Midshipman,  20  September,  1854.     Midshipman.  11  June,  1858.    Resigned' 
21  August,  1858. 
May,  Robert  £<. 

Midshipman,  7  November,  1849.     Passed  Midshipman,  12  June,  1855.     Master,, 
16  September,  1855.    Lieutenant,  26  September,  1856.     Lieutenant- Commander,, 
16  July,  1862.     Retired  from  the  service,  21  April,  1866. 
^lay,  Sidney  H. 

Midshipman,  28  July,  1864.     Graduated  4  June,  1869.     Ensign,  12  July,  1871. 
Master,  24  August,  1873.    Lieutenant,  9  May,  1878. 
May,  William. 

Midshipman,  2  May,  1831.     Passed   Midshipman,  23  June,  1838.      Lieutenant,. 
8  September,  1841.     Commander,  6  June,  1861.     Died  10  October,  1861. 
Maycock,  James. 

Acting  Master  and  Pilot,  1   October,  1864.     Honorably  discharged  25  October,. 
1865. 
Mayer,  Albert. 

Acting  Third  Assistant  Engineer,  19  April,  1864.     Honorably  discharged  29  Janu- 
ary, 1866. 
Mayer,  AlTarado. 

Acting  Third  Assistant  Engineer,  3  March,  1865.     Resigned  5  May,  1865. 
Mayer,  C.  F.,  Jr. 

Third  Assistant  Engineer,  26  August,  1859.     Second  Assistant  Engineer,  21  April,. 
1863.    Wholly  retired  5  May,  1868. 
Mayer,  William  G. 

Midshipman,  23  July,  1866.     Graduated  7  June,  1870.     Ensign,  13  July,  1871.. 
Resigned  5  March,  1874. 
Mayer,  William  H.,  Jr. 

Acting  Ensign,  24  July,  1863.     Acting  Master,  11  April,  1865.     Ensign,  13  March,. 
1868.    Master,  18  December,  1868.     Lieutenant,  21  March,  1870. 
Mayer,  William  H. 

Midshipman,  16  January,  1809.     Last  appearance  on  Records  of  Navy  Depart- 
ment, 10  February,  1809.     D.ad. 
Mayers,  Franklin  M. 

Acting  Second  Assistant  Engineer,  1  October,  1862.     Honorably  discharged  5  No- 
vember, 1865. 
Mayhagh,  John. 

Acting  Second  Assistant  Engineer,  1  June,  1864.     Honorably  discharged  !il  Oc- 
tober, 1865. 
Mayloy,  E.  C. 

Acting  Third  Assistant  Engineer,  28  January,  1862.     Acting  Second  Assistant 
Engineer,  29  July,  1863.    Honorably  discharged  13  May,  1865. 
Maynard,  C.  W. 

Mate,  26  April,  1865.     Honorably  discharged  33  November,  1865. 
Maynard,  Liafayette. 

Midshipman,  4  February,  1833.     Passed  Midshipman,  23  June  1838.     Lieutenant, 
19  October,  1843.     Resigned  1  April,  1852. 
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Maynard,  Washbnrn. 

Midshipman,  6  October,  1863.     Graduated  June,  1860.     Ecsign,   12  March,   180S. 
Master,  26  March,  1869.     Lieutenant,  21  March,  1870. 
Mayo,  Henry  A. 

Mate,  21  January,  1864.    Honorably  discharged  15  June,  1866. 
Mayo,  Henry  O. 

Assistant  Surgeon,  34  February,  1846.     Passed  Assistant  Surgeon,  4  February, 
1851.     Surgeon,  24  January,  1859.     Medical  Inspector,  3  March,  1871.     Medical 
Director,  38  December,  1872.     Retired  list,  3  February,  1875. 
Mayo,  Henry  T. 

Midshipman,  13  June,  1873.     Graduated  20  June,  1876.    Ensign,  36  February, 
1878. 
Mayo,  Isaac. 

Midshipman,  15  November,  1809.     Lieutenant,  4  February,  1815.     Commander, 
30  December,  1832.     Captain,  8  September,  1841.     Dismissed  18  May,  1861. 
Mayo,  Wilmiam. 

Midshipman,  9  June,  1811.    Resigned  23  May,  1815. 
Mayo,  William  K. 

Midshipman,  18  October,  1841.    Passed  Midshipman,  10  August,  1847.    Master, 
14  September,  1855.     Lieutenant,  15  September,  1855.     Lieutenant-Commander, 
16  July,  1863.     Commander,  35  July,  1866.     Captain,  12  December,  1873. 
Mayrant,  Rufns. 

Midshipman,  1  January,  1808.    Resigned  11  June,  1813. 
Mayrant,  B.  P. 

Midshipman,  1  April,  1838.     Resigned  11  July,  1831. 

Mayson,  F.  ©. 

Midshipman,  28  April  1838.     Resigned  12  September,  1840. 

Mazyck,  P.  B> 

Midshipman,  9  June,  1811.     Last  appearance  on  Records  of  Navy  Department, 
1815.     Charleston. 
McAdam,  John. 

Assistant  Surgeon,  10  December,  1814.     Last  appearance  on  Records  of  Navy 
Department,  1818.    Furloughed. 
McAlister,  Adam  A. 

Chaplain,  10  November,  1873. 

McAIIistei,  Gates. 

Third  Assistant  Engineer,  23  June,  1863.     Dropped  18  March,  1867. 

McAllister,  Guy. 

Acting  Third  Assistant  Engineer,  32  August,  1864.    Honorably  discharged  5  Au- 
gust, 1866. 
McAllister,  Isaac. 

Acting  Third  Assistant  Engineer,  35  August,  1863.    Acting  Second  Assistant  En- 
gineer, 12  January,  1865.     Honorably  discharged  21  January,  1868. 

McAllister,  John. 

Midshipman,  1  September,  1811.     Last  appearance  on  Records  of  Navy  Depart- 
ment, 1815.     ''■Brig  Nautilus." 
McAllister,  John  G. 

Acting  Assistant  Surgeon,  1  May,  1865.      Honorably  discharged   12  February, 
1866. 
McAllister,  John. 

Mate,  4  November,  1863.    Honorably  discharged  3  November,  1865. 
McAllister,  Richard,  Jr. 

Acting  Ensign,  34  November,  1863.     Honorably  discharged  3  September,  1865. 

McAllister,  Thomas. 

Actino-  Third  Assistant  Engineer,  5  January,  1865.    Honorably  discharged  24  Oc- 
.  tober,  1865. 
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McAllister,  T.  G. 

Assistant  Surgeon,  13  March,  1805.     Surgeon,  16  January,  1808.     Last  appearance 
on  Records  of  Navy  Dejjartment,     Dead. 
McAllister,  W.  S. 

Acting  Ensign,  1  October,  1863.     Resigned  5  October,  1863. 
McAIpine,  A.  W. 

Acting  Gunner,  27  September,  1861.     Appointment  revoked  18  November,  1861. 
McAlpiue,  James. 

Assistant  Surgeon,  7  August,  1799.     Discharged  17  June,  1800. 
McArnnn,  Robert  M. 

Midshipman,  11  May,  1840.    Passed  Midshipman,  11  July,  1846.     Master,  30  Sep- 
tember, 1854.     Lieutenant,  1  May,  1855.     Dismissed  33  January,  1863. 

M^Artbur^  David. 

Acting  Third  Assistant  Engineer,  30  April,  1862.     Acting  Second  Assistant  Engi- 
neer, 8  July,  1868.     Acting  First  Assistant  Engineer,  16  July,  1864.     Dismissed 
27  June,  1865. 
McArtbur,  William  P. 

Midshipman,  11  February,  1833.    Passed  Midshipman,  23  June,  1838.    Lieuten^.nt, 
8  September,  1841.     Died  23  December,  1850. 
McAuliffe,  Jobn. 

Acting  Third  Assistant  Engineer,  11  July,  1864.     Honorably  discharged  20  Jan- 
uary, 1866. 
McAnsland,  Alexander. 

First  Assistant  Engineer,  20  February,  1847.    Resigned  34  November,  1850.    Acting 
First  Assistant  Engineer,  2  November,  1861.     Acting  Chief  Engineer,  19  Jan- 
uai-y,  1863.     Honorably  discharged  1  December,  1866. 
McAToy,  Saiunel. 

Acting  Third  Assistant  Engineer,  29  November,  1862.     Resigned  7  July,  1863. 
McAToy,  Tbomas  F. 

Sailmaker,  15  August,  1873.     Dismissed  17  February,  1874. 
McBlair,  Cbarles  H. 

Midshipman,  4  March,  1823.     Passed  Midshipman,  23  March,  1829.     Lieutenant, 
12  July,  1831.    Commander,  18  April,  1855.     Resigned  33  April,  1861. 
McBlair,  Tbonias  P. 

Purser,  11  November,  1839.    Died  17  February,  1857. 
McBlair,  William. 

Midshipman,  16  November,  1824.    Passed  Midshipman,  20  February,  1830.    Lieu- 
tenant,  31   December,   1833.      Commander,   14   September,  1855.      Dismissed 
20  April,  1861. 
McBride,  De  Witt  C. 

Acting  Third  Assistant  Engineer,  8  October,  1863.     Honorably  discharged  34  Oc- 
tober, 1865. 
McCaflfery,  Jobn. 

Boatswain,  18  July,  1866. 
McCaflfrey,  Jobn. 

Acting  Gunner,  22  January,  1864.     Honorably  discharged  3  October,  1865. 
McCall,  Arcbibald. 

Midshipman,  8  March,  1800.     Resigned  13  February,  1802. 
McCall,  Edward  B. 

Midshipman,  1  January,  1 808.     Lieutenant,  1 1  March,  1813.     Commander,  3  March, 
1835.     Captain,  3  March,  1835.     Died  31  July,  1853. 
McCall,  James  P. 

Midshipman,  1  January,  1817.     Died  10  October,  1833. 
McCall,  Tbomas. 

Midshipman,  4  June,  1813.     Dismissed  19  March,  1814. 
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McCall,  TVllllam  €. 

Assistant  Surgeon,  14  August,  1836.     Surgeon,  4  April,  1831.    Died  l.'i  September, 
1831. 
McCalla,  Bowman  H. 

MidsMpman,  30  November,  1861.    Graduated  November,  1804.    Ensign,  1  Novem- 
ber, 1866.     Master,  1  December,  1868.     Lieutenant,  13  March,  1868.     Lieuten- 
ant-Commander, 26  March,  1869 
McCanii,  Felix. 

Acting  Ensign,  9  April,  1863.     Dismissed  31  December,  1803. 
McCann,  William  P. 

Midshipman,  1  November,  1848.     Passed  Midshipman,  15  .June,  1854.     Master, 

15  September,  1855.     Lieutenant,  16  September,  1855.     Lieutenant-Commander, 

16  July,  1863.     Commander,  35  July,  1866.     Captain,  31  September,  1876. 
McCarrlck,  Edward  C. 

Acting  Third  Assistant  Engineer,  4  January,  1862.     Acting  Second  Assistant  En- 
gineer, 4  August,  1863.     Dismissed  31  December,  1863. 
McCart,  Joseph.  ^ 

Acting  Ensign,  30  May,  1863.     Acting  Master,  31  November,  1864.     Honorably 
discharged  80  September,  1865. 
McCartliy,  Anthony. 

Mate,  3  December,  1863.    Honorably  discharged  7  December,  1865. 
McCarthy,  Frank. 

Acting  Third  Assistant  Engineer,  15  September,  1864.     Resigned  4  January,  1865_ 
McCarthy,  J.  B. 

Midshipman,  9  January,  1841.    Died  11  August,  1842. 
McCarthy,  Rnfus  M. 

Assistant  Surgeon,  18  June,  1875. 
McCarthy,  Timothy. 

Acting  Second  Assistant  Engineer,  18  April,  1863.     Honorably  discharged  15  De- 
cember, 1865. 
McCartney,  Andrew  J. 

Midshipman,  3   October,  1850.      Passed  Midshipman,  30  June,   1856.      Master, 
33  January,  1858.     Lieutenant,  18  February,  1858.     Dismissed  14  August,  1861. 

McCartney,  Charles  M. 

Midshipman,  25  September,  1869.     Graduated  1   June,  1875.     Ensign,  18  July, 
1876. 
McCarty,  Charles  H. 

Acting  Second  Assistant  Engineer,  1  October,  1862.     Acting  First  Assistant  En- 
gineer, 18  April,  1865.     Honorably  discharged  9  January,  1866. 

McCartney,  Daniel  P. 

Third  Assistant  Engineer,  19  July,  1861.     Second  Assistant  Engineer,  18  Decem- 
ber, 1863.     First  Assistant  Engineer,  30  January,  1865. 

McCarty,  Charles  S. 

Mate,  6  February,  1863.     Resigned  80  December,  1864. 

McCarty,  Eugene. 

Mate,  31  October,  1864.    Honorably  discharged  13  May,  1865. 

McCariy,  John. 

Chaplain,  3  March,  1835.     Resigned  31  April,  1826. 

McCarty,  Joseph. 

Mate,  29  May,  1863.     Deserted  1  February,  1864. 

McCarty,  Manrice. 

Actino-  Third  Assistant  Engineer,  16  May,  1863.    Honorably  discharged  5  October, 
1865. 
McCarty,  Morris. 

Acting  Third    Assistant    Engineer,   14    August,   1863.      Honorably   discharged 
16  August,  1865. 
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McCarty,  Stephen  A. 

Acting  Midshipman,  35  September,  1856.     Resigned  17  October,  1859.     Midship- 
man, 9  September,  1861.     Lieutenant,  1  August,  1862.     Lieutenant-Commander, 
25  July,  1866.     Resigned  7  November,  1874. 
McCarty,  W.  D. 

Midshipman,  18  July,  1813.     Resigned  9  November,  1813. 
McCarty,  William  W. 

Acting  Third  Assistant  Engineer,  5  June,  1863.     Died  15  September,  1863. 

McCauley,  Charles  S. 

Midshipman,  16  January,  1809.     Lieutenant,  9  December,  1814.     Commander,  3 
March,  1831.     Captain,  9  December,  1839.     Retired  list,  21  December,  1861. 
Commodore  on  Retired  list,  4  April,  1867.     Died  21  May,  1869. 
McCanley,  D.  S. 

Midshipman,  1  February,  1814.     Resigned  13  February,  1835. 
McCanley,  £dward  T. 

Midshipman,  9  September,  1841.    Passed  Midshipman,  10  August,  1847.     Master, 
1  July,  1855.     Lieutenant,  14  September,  1855.     Resigned  19  August,  1859. 
Acting  Lieutenant,   11   May,   1861.      Lieutenant-Commander,   16   July,   1863. 
Commander,  27  September,  1866.     Captain,  3  September,  1873. 
McCanley,  Francis  O. 

Purser,  37  May,  1839.    Resigned  30  September,  1852. 
McCanley,  James. 

Acting  Second  Assistant  Engineer,  29  November,  1863.     Resigned' 9  January, 
1865. 

McCanley,  James  B. 

Midshipman,  8  February,  1840.     Passed  Midshipman,  11  July,  1846.     Master, 
5  February,  1855.    Lieutenant,  23  August,  1855.     Died  30  May,  1860. 
McCansIand,  Thomas. 

Acting  First  Assistant  Engineer,  10  November,  1863.     Mustered  out  24   October, 
1868. 
McCaw,  John  J. 

Midshipman,  1  September,  1811.     Resigned  33  February,  1818. 
McCawley,  G.  M. 

Midshipman,  1  September,  1811.     Lieutenant,  1  April,  1818.     Died  30  February 
1837. 
McChesney,  William. 

Midshipman,  1  September,  1811.     Dismissed  by  Court-Martial,  5  August,  1817. 
McClain,  Charles  S. 

Cadet  Midshipman,  3  November,  1874.     Graduated  4  June,  1880. 
McClanalian,  Renben. 

Acting  Second  Assistant  Engineer,  5  May,  1863.     Honorably  discharged  16  April, 

McCIanahan,  T. 

Midshipman,  9  June,  1811.     Resigned  23  August,  1811. 
McCleanc,   John. 

Mate,  22  April,  1863.     Acting  Ensign,  19  September,  1863.     Honorably  discharged 

29  July,  1865.  ^ 

McCleary,  Andrew. 

Mate,  5  March,  1863.  Acting  Ensign,  28  April,  1863.  Honorably  disclmrired 
17  January,  1869.  '' 

McCleery,  Robert. 

Third  Assistant  Engineer,  3  August,  1855.  Second  Assistant  Engineer,  21  July 
1858.  First  Assistant  Engineer,  2  August,  1859.  Chief  EuKineer  UAuo-ust' 
1862.    Died  15  September,  1863.  s         >  b      • 

McClellan,  Charles  H. 

Mate,  16  April,  1863.     Acting  Ensign,   35   May,    1864.     Honorably   dischartred 

30  July,  1868.  ^ 
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HUcClellan,  Edward  P. 

Midshipman,  25  September,  1863.    Graduated  June,  1867.    Ensign,  18  December, 
1868.     Master,  21  March,  1870.     Lieutenant,  21  March,  1871. 
McCIellan,  Joseph  TV. 

Acting   Assistant  Paymaster,  5  November,  1863.     Mustered  out  25  September, 
1865. 

McCIellan,  Reuben. 

Mate,  1  October,  1862.     Dismissed  28  November,  1862. 
McClelland,  James. 

Assistant  Surgeon,  20  .Tune,  1838.     Surgeon,  6  March,  1853.    Medical  Direc'or, 
3  March,  1871.     Retired  list,  16  March,  1876.     Died  4  August,  1877. 
McOlenahan,  William  F. 

Assistant  Surgeon,  28  February,  1833.     Surgeon,  8  September,  1841.  Dismissed 
9  May,  1861. 
McClennan,  Redman. 

Lieutenant,  23  August,  1800.     Last  appearance  on  Records  of  Navy  Department. 
McClintock,  H.  M. 

Midshipman,  18  June,  1812.     Died  28  July,  1817. 
McClintock,  J.  J. 

Midshipman,  9  November,  1813.    Lost  18  October,  1814. 
McClintock,  William. 

Mate,  21  March,  1862.    Acting  Master,  10  October,  1862.     Honorably  discharged 
5  November,  1865. 

McCloskey,  James  I>. 

Gunner,  9  April,  1855.    Dismissed  28  January,  1858. 
McClond,  James. 

Boatswain,  1  August,  1809.     Died  16  November,  1822. 
McClond,  Colin. 

Boatswain,  17  March,  1812.     Last  appearance  on  Records  of  Navy  Department, 
1816.     Furloughed. 
McClnney,  William  J. 

Midshipman,  1  Januarv,  1812.     Lieutenant,  1  April,  1818.     Commander,  9  Decem- 
ber, 1839.     Captain, 'l3  October,  1851.    Retired  list,  21  December,  1861.     Com- 
modore on  Retired  list,  16  July,  1863.     Died  11  February,  1864. 
McClnng,  Alex. 

Midshipman,  1  April,  1838.     Resigned  20  August,  1839. 
McClnng,  James  !.>. 

Mate,  29  December,  1868.     Acting  Ensign,  31   October,  1864.    Honorably  dis- 
charged 6  July,  1865. 
McClure,  David. 

Professor  of  Mathematics,  17  June,  1839.     Died  13  April,  1843. 

aieClure,  James  H. 

Mate,  23  May,  1863.     Dismissed  9  June,  1865. 

McClnre,  George  M. 

Midshipman,  23  September,  1859.    Ensign,  1  October,  1863.    Master,  10  May, 
1866.    Lieutenant,  21  February,  1867.     Retired  list,  9  November,  1868. 

McClnrg,  W.  A. 

Assistant  Surgeon,  8  February,  1874. 
McClnskey,  James. 

Acting  Third  Assistant  Engineer,  12  October,  1861.     Dismissed  27  May,  1862. 
McClymont,  Alexander. 

Acting  Third  Assistant  Engineer,  25  August,  1864.     Resigned  37  May,  1865. 
McCoUey,  Hiram  W. 

Acting  Assistant  Paymaster,  23  June,  1863.     Resigned  4  October,  1864. 
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McCoUnm,  John  T. 

Midshipman,  26  February,  1841.    Passed  Midshipman,  10  August,  1847.    Master,. 
14   September,   1855.      Lieutenant,   15  September,   1855.      Resigned  22  July^ 
1859. 
McComb,  Andrew. 

Lieutenant,  23  April,  1799.     Discharged  21  November,  1800. 
McComb,  William. 

Acting  Third  Assistant  Engineer,  14  September,  1863.  Honorably  discharged 
14  August,  1865. 

McCommick,  James. 

24  December,  1831.     Midshipman,  15  June,  1837.     Lieutenant,  8  September,  1841.. 
Resigned  16  September,  1850. 
McCone,  Alexander. 

Boatswain,  18  December,  1870. 
McConnell,  Archibald  E. 

Acting  Third  Assistant  Engineer,  28  September,  1861.     Resigned  10  December,. 
1861.     Acting  Third  Assistant  Engineer,  19  September,  1862.     Acting  Second 
Assistant  Engineer,  5  August,  1863.     Acting  First  Assistant  Engineer,  6  March,. 
1865.     Honorably  discharged  33  September,  1865. 
McConnell,  Charles  J. 

Third  Assistant  Engineer,  39  October,  1861.     Second  Assistant  Engineer,  3  August,. 
1863.    First  Assistant  Engineer,  11  October,  1866.     In  service. 
McConnell,  George  £. 

Mate,  27  August,  1861.     Acting  Ensign,  30  August,  1862.    Acting  Master,  18  March^, 
1865.    Honorably  discharged  5  June,  1868. 
McConnell,  Henry. 

Third  Assistant  Engineer,  5  November,  1861.     Resigned  6  February,  1868. 

McConnell,  James. 

Mate,  3  February,  1863.    Deserted  5  May,  1863. 

McConnell,  James  H. 

Acting  Third  Assistant  Engineer,  24  September,  1862.     Honorably  discharged; 
19  August,  1865. 
McConnell,  Robert. 

Midshipman,  29  March,  1800.     Last  appearance  on  Records  of  Navy  Department,. 
22  May,  1800. 
McConnell,  Rnfns  IS. 

Acting  Assistiint  Paymaster,  27  December,  1864.     Assistant  Paymaster,  23  July,.. 
186C.     Passed  Assistant  Paymaster,  27  November,  1866.     Paymaster,  1     Janu- 
ary, 1875. 
McConnell.  William. 

Master,    2  November,  1812.     Last  appearance  on  Records  of  Navy  Department, 
1815.     St.  Mary's,  Georgia. 
McCool,  Daniel  M. 

Mate,  18  June,  1863.     Resigned  22  December,  1864. 
McCook,  J.  J. 

Midshipman,  27  January,  1841.     Died  30  March,  1842. 
McCook,  Roderick  S. 

Acting  Midshipman,  21  September,  1854.  Midshipman,  9  June,  1859.  Lieutenant,. 
31  August,  1861.  Lieutenant-Commanner,  25  December,  1865.  Commander, 
25  September,  1873. 

McCord,  Clinton  F.  A. 

Mate,   11   June,   1863.      Acting  Ensign,  25  May,  1865.      Honorably  discharge* 
30  November,  1865. 
McCord,  Frank  M. 

Mate,  24  November,  1863.     Honorably  discharged  16  December,  1865. 
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McCorkle,  David  P. 

Midshipman,  21  September,  1841.  Passed  Midshipman,  10  August,  1847.  Master, 
14  September,  1855.  Lieutenant,  15  September,  1855.  Dismissed  17  May, 
1861.  •" 

BKcCormack,  Emniett. 

Midshipman,  17  April,  1862.  Graduated,  June,  1866.  Ensign,  12  March,  1808. 
Master,  26  March,  1869.  Lieutenant,  21  March,  1870.  Died  12  September, 
1873.  ■  ^ 

McCormick,  Alexander  H. 

Acting  Midshipman,  21  September,  1859.  Ensign,  22  December,  1862.  Lieu 
tenant,  22  February,  1864.  Lieutenant-Commander,  25  July,  1866.  Commander, 
30  September,  1876. 

McCormick,  Ctarlstupher. 

Acting  Third  Assistant  Engineer,  11  April,  1863.    Honorably  discharged  29  March, 
1866. 
McCormick,  Daniel,  Jr. 

Assistant    Surgeon,   1   August,   1800.      Resigned   10   January,   1802.      Surgeon, 
16  January,  1809.     Last  appearance  on  Records  of  Navy  Department,  26  March, 
1811.     Dead. 
McCormick,  Frederick. 

Midshipman,  25  September,  1860.     Graduated  June,  1866.     Ensign,  12  Miircli 
1868.     Died  25  July,  1868. 
McCormick,  James  A. 

Acting  Second  Assistant  Engineer,  9  June,  1863.    Honorably  discharged  5  Sep- 
tember, 1865. 
McCormick^  John. 

Mate,  18  February,  1863.     Died  at  New  Orleans  31  August,  1867. 
McCormick,  John  R. 

Acting  Second  Assistant  Engineer,  17  November,  1862.    Appointment  revoked 
(Sick,)  16  February,  1863. 
McCormick,  Samuel. 

Acting  Ensign,  30  August,  1862.    Dismissed  27  May,  1863. 
McCormick,  William  H. 

Acting  Ensign,  28  October,  1863.    Honorably  discharged  16  November,  1865. 
McConrt,  John. 

Acting  Third  Assistant  Engineer,  18  October,  1861.     Acting  Second  Assistant 
Engineer,  13  October,  1863.     Acting  First  Assistant  Engineer,  30  September, 
1864.     Hono-rably  discharged  8  October,  1865. 
McCoy,  Cornelius. 

Acting  Second  Assistant  Engineer,  13  August,  1860.    Appointment  revoked  (Sick,) 
5  December,  1863. 
McCoy,  James  S. 

Mate,  25  August,  1864.    Resigned  20  April,  1865. 

McCoy,  William  H. 

Acting  Third  Assistant  Engineer,  13  August,  1864.    Honorably  discharged  1  No- 
vember, 1865. 
McCrackin,  Alexander. 

Midshipman.  27  July,  1866.     Graduated  7  June,  1870.     Ensign,  13  July,  1871. 
Master,  25  September,  1873.     Lieutenant,  13  January,  1879. 
McCracken,  V. 

Midshipman,  1  May,  1827.     Resigned  16  June,  1833. 
McCracken,  William  W. 

Mate,  £■  September,  1864.    Honorably  discharged  2  August,  1865. 

McCray,  Stuart  B. 

Acting  Second  Assistant  Engineer,  1  October,  1862.     Resigned  29  January,  1863. 
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McCrea,  Edward  P. 

Midshipman.  Passed  Midshipmau,  13  Juno,  1855.  Muster,  16  September,  1805. 
Lieutenant,  24  January,  1857.  Lieutenant-Commander,  16  July,  1863.  Com- 
mander, 27  May,  1868.    Captain,  22  January,  1880. 

McCrea,  Henry. 

Midshipman,  24  July,  1866.     Graduated  6  June,  1871.     Ensign,  14  j;uly,  1872. 
Master,  10  June,  1876. 
McCreary,  James  A. 

Mate,  21  December,  1863.  Acting  Ensign,  7  August,  1805.  Honorably  discharged 
4  November,  1865. 

McCreary,  Tliomas. 

Acting  Third  Assistant  Engineer,  23  August,  1864.     Resigned  8  March,  1865. 

McCreary,  William. 

Mate,  29  May,  1862.     Resigned  13  May,  1865. 
McCreery,  George  M. 

Midshipman,  1  November,  1827.  Passed  Midshipman,  10  June,  1833.  Lieuten- 
ant, 3  March,  1839.     Lost  in  the  '' Grampus,'"  March,  1843. 

McCreery,  Stephen  A. 

Assistant  Surgeon,  20  June,  1838.    Surgeon,  22  November,  1852.    Lost  in  ^'Albany," 
28  September,  1854. 
McCreery,  James  M. 

Mate,  6  February,  1870.     Appointment  revoked  (Sick,)  13  May,  1870. 

McCrolian,  W.  A. 

Midshipman,  2  March,  1838.     Dismissed  5  December,  1840. 

McCnllocb,  G.  B. 

Master,  27  July,  1813.    Lieutenant,  9  December,  1814.     Died  31  December,  1827. 

McCnllongh,  Alexander. 

Master,  date  not  known.    Killed  in  action  24  August,  1814. 

McCurdy,  John  N. 

Acting  First  Assistant  Engineer,  1  November,  1862.  Honorably  discharged 
8  October,  1865. 

McCurley,  Felix. 

Acting  Master.  13  November,  1861.  Acting  Volunteer  Lieutenant,  9  November, 
1864.  Master,  12  March,  1868.  Lieutenant,  18  December,  1868.  Lieutenant- 
Commander,  2  March,  1870. 

McCntchen,  Samuel. 

Lieutenant,  14  November,  1799.  Discharged  15  April,  1801,  under  Peace  Estab- 
lishment Act. 

McCntchen,  S.  D. 

Midshipman,  10  October.  1831.     Resigned  25  June,  1833. 

McCutcheon,  John  F. 

Acting  Second  Assistant  Engineer,   30   October,    1861.     Appointment  revoked 
13  December,  1861.     Acting  First  Assistant  Engineer,  22  May,  1862.     Acting 
Chief  Engineer,  19  January,  1863.    Honorably  discharged  15  April,  1866. 
McDaniel,  Charles  A. 

Acting  Assistant  Paymaster,  19  January,  1805.     Mustered  out  10  August,  1865. 
Passed  Assistant  Paymaster,  23  July,  1866.     Paymaster,  3  September,  1871. 
McDearmid,  Donald. 

Mate,  11  March,  1802.    Dismissed  5  June,  1862. 
McDermot,  David  A. 

Midshipman,  8  November,  1841.    Passed  Midshipman,  10  August,  1847.    Master, 
1   March,   1855.     Lieutenant,   14    September,    1855.      Lieutenant- Commander, 
16  July,  1862.    Killed  in  action  18  April,  1863. 
McDerniott,  Dennis  A. 

Acting  Third  Assistant  Engineer,  5  October,  1864.  Honorably  discharged  4  Aijril, 
1868. 
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lIcDermott,  George  B. 

Acting  Third  Assistant  Engineer,  31    December,  18G2.     Ilonorablv  discharged 
28  October,  1867.  ° 

McDerniott,  Samuel. 

Acting  Third  Assistant  Engineer,  1861.     Resigned  13  February,  18C2. 
McDerniott,  William. 

Acting  Ensign,  14  Novembei-,  18U3.     Dismissed  5  March,  1803. 
McDermott,  William  C 

Mate,  25  April,  1863.     Acting  Ensign,  27  June,  1803.     Dismissed  20  Feliriiarv 
1864. 

McDeTltt,  Jobn. 

Carpenter,  5  June,  1848.     Died  15  April,  1849. 
McDonald,  Alexander. 

Acting  Second  Assistant  Engineer,  28  December,  1803.     Honorably  discharged 
8  August,  1865. 
McDonald,  Charles  M. 

Assistant  Paymaster,  3  March,  1879. 
McDonald,  Colin. 

Midshipman,  24  July,  1866.     Graduated,  7  June,  1870.     Ensign,  13  July.  1873. 
Dropped  81  Januai-y,  1877. 
McDonald,  David. 

Acting  Third  Assistant  Engineer,  22  February,   1864.     Honorably   discharged 
1  September,  1865. 
McDonald,  Edward  N. 

Acting  Ensign,  4  October,  1864.     Honorably  discharged  13  July,  1865. 
McDonald,  Edward  S. 

Mate,  20  April,  1864.    Honorably  discharged  12  December,  1865. 
McDonald,  Edwin  A. 

Gunner,  29  July,  1861. 
McDonald,  James. 

Acting  Second  Assistant  Engineer,  19  December,  1862.     Resigned  8  December 
1863. 
McDonald,  James. 

Mate,  8  January,  1862.    Acting  Master,  23  May,   1862.    Honorably  discharged 
20  April,  1867. 
McDonald,  James. 

Mate,  14  April,  1862.    Resigned  30  May,  1863. 

McDonald,  James  P. 

Acting  Chief  Engineer,  1  October,  1862.    Died  9  January,  1863. 

McDonald,  J.  E. 

Master,  21  July,  1814.     Midshipman,  17  November,  1814.    Lieutenant,  5  March, 
1817.     Last  appearance  on  Records  of  Navy  Department,  14  July,  1818.     Dead. 

McDonald,  John  A. 

Gunner,  13  November,  1861. 
McDonald,  John  H. 

Acting  Third  Assistant  Engineer,  12  December,  1864.     Resigned  14  June,  1865. 

McDonald,  Joseph. 

Acting  Ensign,  14  July,  1863.      Honorably   discharged   13   June,  1807.      Mate, 
2  March,  1870.     Boatswain,  11  February,  1871. 

McDonald,  l>eTi. 

ActingThird  Assistant  Engineer,  15  September,  1861.    ResignedlS  February,  1863. 

McDonald,  Robert. 

Boatswain,  25  July,  1857.     Warrant  cancelled,  24  March,  1865.     Boatswain.  23 
May,  1868.     Died  15  April,  1873. 

McDonald,  K.  Jr. 

Midshipman,  17  Decemljer,  1831.     Resigned  26  December,  1834 
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McDonald,  Thoniag  H. 

Mate,  23  December,  1863.     Acting  Ensign,  3   February,  1865.     Honorably  dis- 
charged 9  December,  1865. 
McDonald,  William  D. 

Assistant  Surgeon,  33  April,  1871.     Resigned  33  March,  1873. 
McDonnell,  James. 

Carpenter,  31  October,  1840.     Retired  list,  16  June,  1878. 
McDonnell,  Jobn  E. 

Cadet  Midshipman,  SO  September,  1874.     Graduated  4  June,  1880. 
McDonongh,  Cbarles  S. 

Midshipman,  8  April,  1835.     Passed  Midshipman,  33  June,  1841.     Master,  13 
August,  1847.     Lieutenant,  16  May,  1848.      Retired  14  April,  1863.     Captain 
on  Retired  list,  4  April,  1867.     Died  30  November,  1871. 
McDonongta,  James  T. 

Midshipman,  1  April,  1836.     Passed  Midshipman,  28  April,  1832.     Lieutenant, 
8  March,  1837.     Dropped  13  September,  1855. 
McDonongh,  J.  M. 

Midshipman,  16  March,  1798.     Last  appearance  on  Records  of  Navy  Department. 

McDonongli,  Jobn. 

Mate,  6. January,  1863.    Honorably  discharged  3  December,  1865. 

McDonongb,  Thomas. 

Third  Assistant  Engineer,  37  March,  1843.     Resigned  4  November,  1844. 

McDongal,  Cbarles  J. 

Acting  Midshipman,  26  May,  1853.  Midshipman,  1  October,  1856.  Passed  Mid- 
shipman, 39  April,  1859.     Master,  5  September,  1859.     Lieutenant,  3&  January, 

1861.  Lieutenant-Commander,  16  November,  1863.    Commander,  19  January, 
1871. 

McDougal,  David. 

Midshipman,  1  April,  1838.     Passed  Midshipman,  14  June,  1834.     Lieutenant, 
25  February,  1841.     Commander,  34  January,  1857.    Captain,  S  March,  1864. 
Commodore,  12  June,  1869.     Retired  list,  27  December,  1871.     Rear-Admiral, 
Retired  list,  24  August,  1873. 
McDongal,  Lccon. 

Midshipman,  13  March,  1839.     Resigned  37  July,  1846. 
McDongal,  P.  D. 

Mate,  1  October,  1861.     Acting  Master,  24  March,  1862.     Resigned  18  August, 

1862.  Acting  Ensign,  9  October,  1862.     Resigned  5  August,  1863. 
McDongall,  Angus. 

Acting  Third  Assistant  Engineer,   17   April,   1863.      Acting   Second  Assistant 
Engineer,  17  August,  1864.     Honorably  discharged  11  September,  1865. 
McDowell,  Cbarles  A. 

Acting  Thii-d  Assistant  Engineer,  8  July,  1863.     Died  11  May,  1864. 
McDnffie,  Jar  vis. 

Professor,  6  December,  1838.     Dropped  4  September,  1848. 
McDnnn,  Ezra. 

Mate,  27  November,  1863.    Acting  Ensign,  13  April,  1865.     Honorably  discharged 
20  January,  1866. 
McElhany,  J. 

Acting  Assistant  Surgeon,  4  December,  1863.     Resigned  31  May,  1865. 
McEllmell,  Tbomas  A. 

Acting  Third  Assistant  Engineer,  19  April,  1864.    Acting  Second  Assistant  En 
gineer  28  March,  1865.    Honorably  discharged  11  September,  1868 
McElmell,  Edward  F. 

Acting  Third  Assistant  Engineer,  39  September,  1863.  Honorably  discharged 
5  April,  1869.  Second  Assistant  Engineer,  7  November,  1871.  Retired  list, 
1  November,  1878. 
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McEImell,  Jackson. 

Third  Assistant  Engineer,  2  August,  1855.  Second  Assistant  Engineer,  6  May, 
1859.     First  Assistant  Engineer,  25  March,  1861.     Chief  Engineer,  2  February, 

McElmell,  Thomas. 

Mate,  6  December,  1861.  Acting  Ensign,  9  October,  1862.  Ee3i"ncd  I  June 
1863. 

McEIroy,  Archibald. 

Lieutenant,  11  May,  1798.     Out  of  service  10  May,  1801. 
McElroy,  Daniel  B. 

Acting  Third  Assistant  Engineer,  11   February,  1864.     Acting  Second  Assistant 
Engineer,  13  December,  1864.     Honorably  discharged  18  January,  1866. 
McElroy,  George  Wightinan. 

Cadet  Engineer,  Naval  Academy,  1  October,  1874.     Graduated  20  June,  1878. 
McElroy,  Horace. 

Midshipman,  25  September,   1863.      Graduated   June,  1868.      Ensign,  19  April, 
1869.    Resigned  28  February,  1870. 
McElroy,  Samuel. 

Third  Assistant  Engineer,  26  February,  1851.     Resigned  20  July,  1852. 
McElroy,  Tiiomas. 

Gunner,  13  November,  1861.     "Warranted,  1  November,  1862.     Resigned  18  Janu 
ary,  1864.    Acting  Master,  19  January,  1864.    Mustered  out  5  March,  1868. 
McEntee,  9Ianrice  W. 

Mate,  21  October,  1861.  Acting  Ensign,  18  November,  1868.  Acting  Master, 
19  October,  1864.     Honorably  discharged  14  May,  1867. 

mcEwan,  Campbell. 

Acting  Third  Assistant  Engineer,  21  September,  1863.  Acting  First  Assistant 
Engineer,  14  March,  1865.     Honorably  discharged  28  November,  1865. 

McEwan,  John. 

Acting  Third  Assistant  Engineer,  22  September,  1862.  Acting  Second  Assistant 
Engineer,  8  February,  1864.     Honorably  discharged  23  September,  1865. 

McEwen,  Henry  D. 

Third  Assistant  Engineer,  1  July,  1861.  Second  Assistant  Engineer,  21  April, 
1863.     First  Assistant  Engineer,  11  October,  1866. 

ncEwen,  William  G. 

Acting  Third  Assistant  Engineer,  24  December,  1863.  Third  Assistant  Engineer, 
8  March,  1865.  Second  Assistant  Engineer,  1  January,  1868.  Retired  list, 
24  May,  1875. 

McFadden,  W.  J. 

Mate,  23  November,  1864.     Honorably  discharged  2  June,  1865. 

McFarlan,  Alexander. 

Cliaplain,  2  March,  1802.    Died  3  August,  1805. 

McFarland,  Abial. 

Actii.^  Master,  6  December,  1861.     Honorably  discharged  14  September,  1865. 

McFarland,  John. 

Acting  Midshipman,  21  September,  1857.  Midshipman,  1  June,  1861.  Lieutenant, 
1  August,  1863.     Lieutenant-Commander,  25  July,  1806.     Died  32  May,  1874. 

McFarland,  J.  P. 

Midshipman,  8  December,  1 837.     Resigned  2  July,  1845. 

McFarland,  Walter. 

Mate.     Appointment  revoked  (Sick,)  21  February,  1862. 

McFarland,  Walter  Martin. 

Cadet  Engineer,  Naval  Academy,  15  September,  1875.     Graduated  10  June,  1879. 

McFarland,  William  D. 

Acting  Chief  Engineer,  1  October,  1863.    Honorably  discharged  18  November, 

1865. 
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McFate,  John. 

Boatswain,  15  July,  1813.     Died  in  October,  1820. 

McFanl,  William. 

Acting  Third  Assistant  Engineer,  13  February,  1864.  Honorably  discharged 
10  July,  1865.  Acting  Third  Assistant  Engineer,  29  January,  1867.  Mustered 
out  5  April,  1869. 

McFawn,  John. 

Acting  Third  Assistant  Engineer,  6  June,  1864.  Honorably  discharged  39  Sep- 
tember, 1865. 

McGarrlty,  Thomas. 

Acting  Third  Assistant  Engineer,  10  March,  1864.     Honorably  discharged  16  De- 
cember, 1865. 
SIcGary,  Charles  P. 

Midshipman,  19  October,  1841.  Passed  Midshipman,  10  August,  1847.  Master, 
14  September,  1855.     Lieutenant,  15  September,  1855.     Resigned  35  April,  1861. 

McGean,  J.  R. 

Acting  First  Assistant  Engineer.     Resigned  5  December,  1863. 

McGinnis,  Edward  F. 

Acting  Third  Assistant   Engineer,   1    February,    1S03.      Appointment  revoked 
21  July,  1862. 
McGlanhon,  James. 

Midshipman,  28  June,  1804.     Died  19  July,  1813. 
McGlanbon,  Turner. 

Midshipman,  28  June,  1804.     Resigned  16  January,  1808. 

McGlatheny,  James. 

Mate,  8  January,  1862.     Appointment  revoked  17  November,  1862.     Mate,  17  Feli- 
ruary,  1863.     Acting  Ensign,  19  September,  1863.     Honorably  discharged  28  No- 
Tember,  1865. 
BKcGlatheny,  James. 

Acting  Ensign,  19  September,  1863.     Honorably  discharged  28  November,  1805. 

SEcGlensey,  John  F. 

Acting  Midshipman,  28  September,  1857.     Midshipman,  1  June,  1861.     Lieuten- 
ant, 16  July,  1862.     Lieutenant-Commander,  25  July,  1866.     Commander,  8  Feb- 
ruary, 1875. 
McGlincey,  Francis. 

Mate,  16  May,  1864.     Honorably  discharged  8  February,  1868. 
McGloln,  William. 

Acting  Master,  6  December,  1861.     Acting  Volunteer  Lieutenant,  23  December, 
1864.    Honorably  discharged  31  December,  1805. 
McGlone,  Thomas. 

Carpenter,  12  May,  1866.     Resigned  17  April,  1867.     Carpenter,  18  May,  1870. 
McGoHgh,  Thomas. 

Acting  Third  Assistant  Engineer,  21  March,  1862.     Died  29  September,  1864. 
McGovern,  John. 

Mate,  27  May,  1863.     Dismissed  10  December,  1864. 
McGoTern,  John  B. 

Acting  Second  Assistant  Engineer,  18  March,  1864.    Honorably  discharged  14  Sep- 
tember, 1865. 
McGorern,  Peter. 

Acting  Gunner,  28  August,  1863.     Dismissed  10  July,  1864. 
McGowan,  Barth. 

Professor  of  Mathematics,  20  June,  1830.     Dismissed  12  April,  1845. 
McGowan,  George  W. 

Acting  Third  Assistant  Engineer,  1  September,  1863.    Drovrned  6  December,  1803. 

McGowan,  James. 

Midshipman,  1  September,  1811.  Lieutenant,  9  December,  1814.  Died  19  Feb- 
ruary, 1836. 
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McGowan,  John,  Jr. 

Mate,  8  March,  1862.     Acting  Master,  8  May,   1863.    Master,  13  March,  1868 
Lieutenant,  18  December,  1868.     Lieutenant-Commander,  32  April  1870 
McOowan,  W.  C. 

Assistant  Paymaster,  13  July,  1870.  Passed  Assistant  Paymaster,  16  Februarv, 
1878. 

McGown,  O.  lionis. 

Mate,  18  June,  1864.    Honorably  discharged  30  March,  1866.    Mate,  3  May,  1867. 
Mustered  out  37  August,  1869. 
McQrath^  Fennel  J. 

Mate.    Resigned  30  May,  1863. 
McGrath,  William  \V. 

Acting  Third  Assistant  Engineer,  15  April,  1863.    Acting  Second  Assistant  En- 
gineer, 27  July,  1864.     Resigned  13  May,  1865. 
McGregor,  Charles. 

Acting  Midshipman,  31  September,  1860.     Ensign,  28  May,  1863.     Master,  10  No 
vember,  1865.     Lieutenant,  35  July,  1866.     Lieutenant-Commander,  12  March, 
1868.     Commander,  5  June,  1878. 
McGregor,  DaTid. 

Midshipman,  11  June,  1799.     Resigned  27  January,  1800. 
McGregor,  James. 

Third  Assistant  Engineer,  23  June,  1863.     Died  32  September,  1863. 
McGnire,  Nicholas  H. 

Acting  Assistant  Surgeon,  10  March,  1865.     Honorably  discharged  1  April,  1866. 
McGannegle,  Wilson. 

Midshipman,  10  December,  1845.     Passed  Midshipman,  10  June,  1858.    Master, 

15  September,  1855.    Lieutenant,  16  September,  1855.    Lieutenant-Commander, 

16  July,  1863.     Died  2  April,  1863. 
McGnnnegle,  William  S. 

Midshipman,  26  September,  1863.     Graduated,  June,  1867.     Ensign,  18  December, 
1868.    Master,  31  March,  1870.    Lieutenant,  31  March,  1871.    Resigned  8  Octo- 
ber, 1876. 
McGnrren,  B.  J. 

Third  Assistant  Engineer,  31  April,  1863.    Dismissed  36  October,  1863. 
McHatton,  William. 

Midshipman,  10  July,  1799.     Discharged  14  July,  1801,  under  Peace  Establish- 
ment Act. 
McHenry,  Thomas. 

Assistant  Surgeon,  1  July,  1863.     Died  18  August,  1863. 

McIlTaine,  Bloomfleld. 

Midshipman,  9  October,  1862.     Graduated  June,  1866.     Ensign,  13  March,  1868. 
Master,  36  March,  1869.     Lieutenant,  21  March,  1870. 
McIIvaine^  Henry  C. 

Third  Assistant  Engineer,  17  February,  1860.  Second  Assistant  Engineer,  6  Janu- 
ary, 1862.     First  Assistant  Engineer,  1  March,  1864.     Resigned  21   June,  1869. 

McIlTaine,  William  I>. 

Third  Assistant  Engineer,  16  November,  1861.  Second  Assistant  Engineer, 
25  August,  1863.     Resigned  13  October,  1865. 

Mclntire,  Charles. 

Master,  11  January,  1815.     Resigned  3  April,  1815. 

Mcintosh,  Alexander. 

Mate,  21  October,  1861.  Acting  Ensign,  29  August,  1863.  Acting  Master,  good 
conduct  on  Iron  Clad  '' Keohuh,''  4  January,  1864.  Honorably  discharged 
33  June,  1868.     Mate,  35  January,  1870. 

Mcintosh,  Charles. 

Boatswain,  14  July,  1851.     Dismissed  30  July,  1851. 
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Mcintosh,  Cbarles  F. 

Midshipman,  1  November,  1828.     Passed  Midshipman,  14  June,  1834.     Lieutenant, 
35  Februai-y,  1841.     Commander,  3  March,  1857.     Dismissed  SO  April,  1861. 
Mcintosh,  Hampden. 

Midshipman,  36  April,  1798.     Last  appearance  on  Records  of  Navy  Department. 
Mcintosh,  Horace  P. 

Midshipman,  28  June,  1867.     Graduated  6  June,  1871.     Ensign,  14  July,  1872. 
Master,  27  June,  1875. 
Mcintosh,  James  Mc. 

Midshipman,  1  September,  1811.     Lieutenant,  1  April,  1818.     Commander,  28  Feb- 
ruary, 1838.     Captain,  5  September,  1849.     Died  1  Septembe-,  1800 
Mcintosh,  John  B. 

Midshipman,  37  April,  1848.     Resigned  24  May,  1850. 
Mcintosh,  John  Li. 

Acting  Third  Assistant    Engineer,   19   October,   1864.      Honorably  discharged 
19  October,  1865. 
Mcintosh,  Thomas  T. 

Acting  Third  Assistant  Engineer,  4  January,  1863.     Acting  Second  Assistant  En- 
gineer, 3  June,  1863.     Honorably  discharged  7  October,  1808. 
Mcintosh,  W.  A. 

Midshipman,  30  November,  1814.     Resigned  29  November,  1817. 
Mcintosh,  William. 

Midshipman,  30  April,  1800.     Lieutenant,  3  May,  1808.     Resigned  8  December, 
1808. 
Mclntyre,  Alfred  F. 

Acting  Ensign,  37  December,  1864.    Appointment  revoked  33  November,  1865. 

Mclntyre,  Frank  T. 

Acting  Assistant  Paymaster,  4  December,  1863.    Died  on  "DeiSoto,"   13  October, 
1863. 
Mclntyre,  John. 

Third  Assistant  Engineer,  33  July,  1862.     Second  Assistant  Engineer,  15  February, 
1864.    Died  21  May,  1865. 
Mclntyre,  Sylvanus. 

Third  Assistant  Engineer,  24  August,  1861.     Resigned  19  June,  1865. 
McKay,  Charles  E. 

Acting  Midshipman,  29  September,  1857.     Midshipman,   1  June,  1861.    Acting 
Master,  4  September,  1861.     Lieutenant,  16  July,  1863.     Lieutenant-Commander, 
25  July,  1866.     Retired  list,  25  June,  1869. 
McKay,  Daniel. 

Acting  Ensign,  20  March,  1865.     Honorably  discharged  14  May,  1867. 
McKay,  Donald  S. 

Mate.    Appointment  revoked  1  September,  1 862. 
McKay,  John. 

Acting  Master,  18  May,  1861.     Dismissed  6  February,  1868. 
McKay,  John  E. 

Thii-d  Assistant  Enginner,  3  May,  1859.     Resigned  7  July,  1860.     Acting  Third 
Assistant  Engineer,   14  August,   1862.      Acting  Second  Assistant  Engineer, 
13  December,  1863.    Acting  First  Assistant  Engineer,  17  May,  1864.    Honorably 
discharged  13  October,  1868. 
McKaj',  Iianchlan. 

Carpenter,  16  June,  1836.    Resigned  39  August,  1840. 
McKay,  William  H. 

Mate.     Resigned  24  November,  1863. 
McKay,  William  li. 

Acting  Third  Assistant  Engineer,  11  October,  1862.    Resigned  23  November,  1804. 
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aicKean,  F.  B. 

Midshipman,  30  September,  1845.     Resigned  10  May,  1847. 
McKean,  Frederick  G. 

Third  Assistant  Engineer,  19  February,  1861.  Second  Assistant  Engineer. 
21  April,  1863.  First  Assistant  Engineer,  1  December,  1864.  Chief  Engineer^ 
25  November,  1877. 

McKean,  William  I>.,  Jr. 

Mate,  23  April,  1863.     Resigned  29  June,  1863.     Mate,  28  September,  1864.    Hon- 
orably discharged  16  September,  1865. 
McKean,  William  W. 

Midshipman,  30  November,  1814.     Lieutenant,  13  January,  1825.     Commander, 
8  September,  1841.     Captain,' 14  September,  1855.     Retired  list,  27  December, 
1861.    Commodore  on  Retired  list,  16  July,  1862.     Died  23  April,  1865. 
JIcKee,  Hugh  W. 

Midshipman,  25  September,  1861.     Graduated  .Tunc,  1866.     Ensign,  12  March, 
1868.    Master,  36  March,  1869.     Lieutenant,  21  March,  1S70.     Killed  in  attack 
upon  "  Cofrea"   Japan,  11  June,  1871. 
McKee,  Samuel. 

Mate,  17  December,  1863.     Honorably  discharged  1  November,  1865. 

McKeel,  John. 

Midshipman,  3  August,  1805.     Dismissed  17  September,  1805. 

McKeen,  James. 

Acting  Carpenter,  37  November,  1863.     Honorably  discharged  5  August,  1865. 
McKeever,  B.  W. 

Mate,  3  September,  1861.     Resigned  30  September,  1863. 

McKecTer,  Fdwin. 

Mate.  Acting  Ensign  25  May,  1863.  Resigned  18  March,  1865.  Acting  Ensign, 
14  August,  1866.    Resigned  27  June,  1868. 

McKeeTer,  Isaac. 

Midshipman,  1  December,  1809.  Lieutenant,  9  December,  1814.  Commander, 
27  May,  1830.     Captain,  8  December,  1838.    Died  1  April,  1856. 

McKeige,  F. 

Acting  Master,  36  August,  1861.    Resigned  6  September,  1863. 

McKeitlien,  W.  J 

Midshipman,  3  March,  1841.     Dropped. 

JIcKell,  James. 

Acting  First  Assistant  Engineer,  17  March,  1862.     Resigned  8  December,  1863. 

McKendry,  William. 

Acting  Ensign,  11  September,  1862.  Acting  Master,  recommendation  of  Com- 
manding Officer,  13  June,  1864.     Honorably  discharged  19  August,  1865. 

McKennee,  Henry  G. 

Acting  Ensign,  8  October,  1862.  Acting  Master,  recommendation  of  Commanding 
Officer,  29  April,  1864.     Honorably  discharged  17  November,  1865. 

SfcKenney,  John. 

Acting  Third  Assistant  Engineer,  5  January,  1864.    Resigned  15  June,  1865. 

McKenney,'  William. 

Chaplain,  8  September,  1841.    Died  4  May,  1857. 

McKenny,  W.  E. 

Midshipman,  9  June,  1811.  Lieutenant,  5  March,  1817.  Commander,  9  February! 
1887.     Died  24  Augnst,  1839. 

McKensie,  l.ewis. 

Acting  Second  Assistant  Engineer.     Resigned  7  June,  1864. 

McKenzie,  Allen.  . 

Lieutenant,  3  April,  1799.  Last  appearance  on  Records  of  Navy  Department, 
13  April,  1799. 

31 
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McKenzie,  Daniel. 

Midshipman,  17  December,  1810.     Resigned  19  October,  1813. 

nicKenzie,  J)a,Tid  B. 

Mate,  4  November,  1863.     Acting  Ensign,  11  June,  1864.     Honorably  discharged 
7  June,  1865. 

McKenzie,  James  B. 

Acting  Third  Assistant  Engineer,  18  April,  1863.     Honorably  discharged  14  Octo- 
ber, 1865. 

McKenzie,  Kenneth. 

Midshipman,  3  March,  1799.     Discharged  13  August,  1801,  under  Peace  Establish- 
ment Act. 
McKenzie,  Robert  C. 

Mate,  4  October,  1862.     Acting  Ensign,  11   March,  1863.     Acting  Master,  21  No- 
vember, 1864.     Resigned  20  May,  1865. 
MeKenzie,  William. 

Midshipman,  30  November,  1814.     Lost  at  Sea  in  1816. 
McKenzie,  William. 

Acting  Third  Assistant  Engineer,  20  May,  1864.     Appointment  revoked  3  March, 
1865. 
McKerrall,  William. 

Captain,  (to  command  a  Galley,)  11   September,  1798.     Discharged  4  September, 
1801,  under  Peace  Establishment  Act. 
McKewan,  David  P. 

Mate,  "8  September,  1862.    Acting  Ensign,  29  April,  1863.     Dismissed  13  June, 
1868.     Acting  Ensign,  7  June,  1864.     Honorably  discharged  16  July,  1865. 
McKinley,  Edward. 

Assistant  Surgeon,  8  September,  1841.     Died  3  November,  1841. 

McKinley,  Francis. 

Acting  Third  Assistant  Engineer,  11  July,  1863.     Resigned  28  March,  1865. 

McKinley,  Isaac  J. 

Acting  Ensign,  5  September,  1862.    Honorably  discharged  13  August,  1865. 

McKinley,  John. 

Boatswain,  5  April,  1855.     Died  20  May,  1866. 

McKinney,  Wilson  R. 

Midshipman,  20  Jlarch,  1834.     Passed  Midshipman,  16  July,  1840.     Lieutenant, 
3  March,  1847.     Died  18  August,  1851. 
McKinsury,  James  V. 

Midshipman,  1  February,  1826.     Passed  Midshipman,  38  April,  1832.     Lieutenant, 
9  February,  1837.     Commander,  14  September,  1855.     Captain,  16  July,  1862. 
Commodore,  25  July,  1866.     Retired  list,  9  February,  1869.     Died  11  February, 
1873. 
McKiTcr,  John  H. 

Acting  Thii'd  Assistant  Engineer,  4  August,  1864.     Resigned  20  April,  1865. 
McKnight,  George  B. 

Assistant  Surgeon,  16  May,  1829.     Surgeon,  20  February,  1838.     Died  13  May, 
1857. 
McKnight,  John. 

Midshipman,  20  June,  1806.     Dismissed  3  June,  1808. 
McKnight,  Joseph. 

Acting  Third  Assistant  Engineer,  27  May,  1861.    Acting  Second  Assistant  En- 
gineer, 28  October,  1861.     Acting  First  Assistant  Engineer,  27  Januai^,  1863. 
Honorably  discharged  25  October,  1865. 
McKnight,  Robert. 

Midshipman,  13  July,  1799.     Resigned  15  July,  1800. 
McKnight,  S.  D. 

Midshipman,  21  February,  1809.     Lieutenant,  24  July,  1813.     Last  appearance  on 
Records  of  Navy  Department,  1815.     Lost  at  Sea. 
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SIcIiacblan,  James. 

Midshipman,  9  June,  1811.     Last  appearance  on  Records  of  Navv  Department 
1814.    Resigned.  ^ 

McLiacblin,  P. 

Master,  28  July,  1814.     Last  appearance  on  Records  of  Navy  Department,  ISIT. 
Furloughed. 
Mclianahan,  S.  CalTln. 

Third  Assistant  Engineer,  17  Marcli,  1863.     Second  Assistant  Engineer,  25  July 
1866.     Resigned  21  June,  1869. 
McLranataan,  Tenant. 

Midshipman,  12  December,  1839.     Passed  Midshipman,  2  July,  1845.     Killed 
11  February,  1848. 
nicliane,  Allen. 

Midshipman,  J5  April,  1831.     Resigned  26  November,  1838.     Midshipman,  24  May, 
1842.    Passed  Midshipman,  5  August,  1848.    Resigned  6  November,  1853. 
Mcliane,  Charles  S. 

Gunner,  26  December,  1845.     Killed  by  bursting  of  a  cannon  at  Washington  Navy 
Yard,  13  November,  1849. 
McLiane,  Lionls. 

Midshipman,  5  March,  1835.     Passed  Midshipman,  23  June,  1841.     Lieutenant, 
26  September,  1847.    Resigned  21  January,  1850. 
Mcl<ane,  lionis. 

Midshipman,  3  May,  1799.    Resigned  10  February,  1802. 
Mcliane,  William  O. 

Acting  Third  Assistant  Engineer,  3  December,  1861.    Acting  Second  Assistant 
Engineer,  19  December,  1862.    Honorably  discharged  9  April,  1868. 
Mcliaren,  Donald. 

Chaplain,  10  March,  1863. 
Mcl-arty,  William  A. 

Acting  Third  Assistant  Engineer,  1  September,  1864.      Honorably  discharged 
9  March,  1868. 
Mclianghlin,  Augustus. 

Midshipman,  11  January,  1840.    Passed  Midshipman,   11   July,   1846.     Master, 
1  March,  1855.     Lieutenant,  14  September,  1855.    Resigned  26  April,  1861. 
mcliaughlin,  Daniel. 

Mate,  28  May,  1863.    Dismissed  1  December,  1863. 

Mcliaugtalin,  X^dward. 

Chaplain,  19  April,  1826.    Dismissed  2  October,  1829. 
Mcliaughlin,  J.  T. 

Midshipman,  1  December,  1827.    Passed  Midshipman,  10  June,  1833.    Lieutenant, 
28  February,  1838.    Died  6  July,  1847. 
Mcliaughlin,  Michael. 

Acting  Third  Assistant  Engineer,  16  June,  1862.     Acting  Second  Assistant  En- 
gineer, 31  May,  1864.     Honorably  discharged  12  December,  1865. 
Mcliaughlin,  Richard. 

Acting    Third  Assistant  Engineer,  4   February,   1863.      Honorably   discharged 
16  December,  1865. 

Mcliaughlin,  R.  K. 

Acting  Third  Assistant  Engineer,  18  March,  1865.     Honorably  discharged  16  De- 
cember, 1865. 
Mcliaughlin,  Thomas  J. 

Acting  Ensign,  1  October,  1862.     Resigned  30  May,  1864. 

McIiCan,  Arthur  E. 

Mate,  20  November,  1863.     Resigned  28  February,  1865. 

McIiCan,  Daniel. 

Acting  Assistant  Surgeon,  3  October,  1863.     Honorably  discharged  28  December, 
1865. 
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Mcliean,  David. 

Acting  Assistant  Surgeon,  31  March,  1864.     Resigned  13  August,  1864. 

AEcrean,  George  W. 

Acting  Assistant  Paymaster,  14  December,  1864.     Resigned  25  March,  1865. 

McLiean,  Jobn. 

Master's  Mate,  27  April,  1805.     Last  appearance  on  Records  of  Navj-  Deiaartment. 
McLiean,  It,  Robert. 

Acting  First  Assistant  Engineer,    19   November,   1863.     Plonorably  discharged 
14  October,  1865. 
Mcliean,  Robert  H. 

Midshipman,  22  Jmie,  1868.     Graduated  1   June,  1872.     Ensign,  15  July,  1873. 
Master,  25  November,  1877. 
McEiean,  Tboinas  C. 

Midshipman,  21  September,  1864.     Graduated  June,  1868.     Master,  12  July,  1870. 
Lieutenant,  12  December,  1872. 
Mcliean,  Walter. 

Midshipman,  6  June,  1872.     Graduated  20  June,  1876.     Ensign,  23  October,  1878. 
McIiCan,  William. 

Acting  First  Assistant  Engineer,  14  July,  1863.     Honorably  discharged  15  April, 
1866. 
Mcliean,  William. 

Acting  First  Assistant  Engineer,  1   October,  1862.     Honorably  discharged  5  De- 
cember, 1865. 
Mcliean,  W.  B. 

Midshipman,  1  January,  1812.     Resigned  13  October,  1824. 
Mcliean,  William  H. 

Mate,  23  January,  1802.     Acting  Master,  6  June,  1863.     Dismissed  17  July,  1868. 
Acting  Ensign,  5  December,  1863.     Appointment  revoked  (Sick,)  14  May,  1864. 
Acting  Ensign,  28  September,  1864.     Resigned  3  February,  1865. 
McIiCary,  Thomas. 

Acting  Ensign,  23  December,  1863.     Resigned  16  March,  1865. 
Mclieod,  Daniel  C. 

Assistant  Surgeon,  8  February,  1832.     Surgeon,  23  July,  1841.     Died  1  September, 
1852. 
McIiCodj  Norman. 

Mate,  8  September,  1862.     Acting  Ensign,  17  December,  1862.     Honorably  dis- 
charged 21  December,  1868. 
McIiOnd,  Francis. 

Boatswain,  15  September,  1857.     Died  6  May,  1866. 
McMaban,  Jesse. 

Acting  Third  Assistant  Engineer,  1  October,  1862.     Resigned  24  November,  1802. 
McMataon,  Patrick. 

Acting  Third  Assistant  Engineer,  23  September,  1863.     Acting  Second  Assistant 
Engineer,  3  December,  1804.     Acting  First  Assistant  Engineer,  29  June,  1S05. 
Honorably  discharged  27  March,  1868. 
McManns,  Jobn. 

Mate,  7  July,  1863.     Honorably  discharged  13  May,  1868.     Mate,  20  January, 
1870. 
McMaster,  James. 

Assistant  Surgeon,  8  October,  1859.     Surgeon,  11  October,  1863.     Died  4  July, 
1873. 
McMecban,  Andrew  C. 

Midshipman,  24  Februaij,  1863.     Graduated  June,  1868.     Master,  13  July,  1870. 
Lieutenant,  6  January,  1874. 
McMichael,  William  D. 

Mate,  11  November,  1864.     Died  at  New  Orleans,  La.,  15  December,  1864. 
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McMillan,  Charles. 

Acting  Second  Assistant  Engineer,  12  August,  1S03.     Resigned  5  June,  1865. 
McMillan,  James. 

Acting  Assistant  Surgeon,  23  July,  1861.     Resigned  24  June,  1865. 
McMillan,  Roderick. 

Gunner,  1  March,  1860.     Dismissed  25  May,  1860.     Acting  Ensign,  11  February, 
1865.     Honorably  discharged  19  September,  1865. 
McMnllin,  R.  R. 

Midshipman,   10  May,   1820.      Lieutenant,   17  May,  1828.    Killed  by  accident, 
27  January,  1833. 
McMurray,  William  B. 

Mate,  24  January,  1863.     Deserted  19  May,  1863. 
McMnrtrie,  Daniel. 

Assistant  Surgeon,  22  August,  1862.     Surgeon,  29  June,  1872. 
McMnrtrie,  Horace. 

Third  Assistant  Engineer,  3  May,  1859.     Second  Assistant  Engineer,  29  October, 
1861.     First  Assistant  Engineer,  20  May,  1863.     Resigned  28  November,  1865. 
McMnrtrie,  William. 

Purser,  26  May,  1824.     Died  23  March,  1836. 
McNabb,  James. 

Acting    Third    Assistant    Engineer,   23   January,   1864.     Honorably  discharged 
27  September,  1867. 
McIVaboe,  C.  M. 

Mate,  27  May,  1865.    Appointment  revoked  21  February,  1866. 

McNair,  Antoine  R. 

Acting  Midshipman,  22  September,  1856.     Midshipman,  15  June,  1860.    Master, 
19    September,   1861.       Lieutenant,    16   July,   1862.       Lieutenant-Commander, 
25  July,  1866.     Retired  list,  26  October,  1872. 
McXair,  Frederick:  V. 

Acting  Midshipman,  21  September,  1853.     Midshipman,  10  June,  1857.     Passed 
Midshipman,  25  June,  1860.     Master,  24  October,  1800.     Lieutenant,  18  April, 
1861.     Lieutenant-Commander,  20  April,  1864.     Commander,  29  January,  1S72. 
MclVair,  William  G. 

Mate,  7  August,  1862.     Appointment  revoked  (Sick,)  14  May,  1863. 

McBTally,  John. 

Acting  Ensign,  Staff  of  Admiral  Dahlgren,  1  May,  1865.     Honorably  discharged 
29  July,  1865. 
McWally,  William. 

Gunner,  23  December,  1835.     Dismissed  3  January,  1837. 

Mc?famara,  James  B. 

Third  Assistant  Engineer,  8  December,  1863.     Second  Assistant  Engineer,  8  April, 
1864.     Died  33  June,  1864. 

Mc3farry,  Isaac  R. 

Third  Assistant  Engineer,  13  May,  1861.     Second  Assistant  Engineer,  19  February, 
1863.     First  Assistant  Engineer,  1  January,  1865.     Chief  Engineer,  14  Decem- 
ber, 1878. 
McNa-wiglit,  Robert. 

Acting  Third  Assistant  Engineer,  14  March,  1865.     Honorably  discharged  3  De- 
cember, 1865. 

MclVeeley,  J.  S. 

Acting  Assistant  Surgeon.     Resigned  1  September,  1863. 

MclVeil,  Archibald. 

Midshipman,  1  January,  1813.     Lieutenant,  1  April,  1818.    Died  March,  1831. 

McXeil,  B.  P. 

Midshipman,  3  March,  1838.     Resigned  5  November,  1838. 

McNeil,  Daniel. 

Captain,  17  July,  1798.     Discharged  27  October,  1803,  under  Peace  Establishment 
Act. 
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McWeil,  liCwis  W. 

Acting  Third  Assistant  Engineer,  31  May,  1864.     Honorably  discharged  14  August, 
1865. 
MclVeil,  D.,  Jr. 

Midshipman,  12  January,  1799.    Dismissed  9  May,  1807. 

Mc]Veilly,  W.  T. 

Acting  Ensign,  31  October,  1862.     Honorably  discliurged  4  October,  1865. 

MclVellis,  Thomas. 

Acting  Third  Assistant  Engineer,  10  June,  1863.     Acting  Second  Assistant  En- 
gineer, 18  October,  1864.     Honorably  discharged  7  August,  1865. 

McTfelly,  Jolin. 

Boatswain,  9  April,  1838.     Drowned  14  July,  1839 

MclVier,  John. 

Boatswain,  15  January,  1800.    Warrant  returned. 
MclVier,  Thomas. 

Midshipman,  9  June,  1811.     Last  appearance  on  Records  of  Navy  Department, 
1815.     Furloughed. 
MclVitt,  James. 

Mate,  23  April,  1863.     Died  11  August,  1863. 
McXutt,  William  F. 

Acting  Assistant  Surgeon,  24  December,  1863.     Resigned  23  July,  1864 
McPlierson,  George  E. 

Acting  Assistant  Surgeon.     Resigned  36  May,  1865. 
McPherson,  H. 

Master,  1  April,  1814.     Last  appearance  on  Records  of  Navy  Department,  1815. 
Philadelphia. 
McPherson,  John  F. 

Acting  Assistant  Paymaster,  28  January,  1863.     Resigned  5  March,  1863. 
McPherson,  J.  S. 

Midshipman,  20  June,  1806.    Lieutenant,  36  May,  1813.     Commander,  38  March, 
1820.    Died  28  April,  1834. 
McQnade,  James. 

Acting  Third  Assistant  Engineer,  37  Jime,  1864.     Appointment  revoked  15  Sep- 
tember, 1865. 
McQnlnu,  Charles  B. 

Acting  Ensign,  6  November,  1863.    Resigned  33  October,  1864. 
McRae,  Archibald. 

Midshipman,  26  January,  1837.    Passed  Midshipman,  29  June,  1848.     Lieutenant, 
35  June,  1850.     Died  17  November,  1855. 
McRea,  John. 

Lieutenant,  10  September,  1798.    Resigned  20  December,  1808. 
McReynolds,  J.  ]>. 

Assistant  Surgeon,  3  May,  1810.     Surgeon,  2  October,  1811.     Last  appeafance  on 
Records  of  Navy  Department,  1832.     Philadelphia. 
McRitchie,  David  O. 

Acting  Master,  29  October,  1861.    Ensign,  12  March,  1868.     Master,  IS  December, 
1868.     Lieutenant,  21  March,  1870. 
McRoberts,  Jefierson. 

Midshipman,  3  March,  1841.    Dismissed  27  June,  1850. 
McRorle,  O.  W. 

Midshipman,  1  February,  1814.     Died  20  August,  1822. 
McSemple,  Alexander, 

Mate,  24  January,  1868.     Resigned  6  Octobei,  1864. 
McSherry,  Henry  F. 

Assistant  Surgeon,  23  June,  1860.     Surgeon,  23  September,  1863.     Died  1  October. 
1867. 
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McSherry,  Richard  F. 

Assistant  Surgeon,  22  November,  1843.     Resigned  17  April,  1856. 
JKcSweeney,  Edward  B. 

Mate,  14  May,  1864.     Honorably  discharged  5  August,  1865. 
3IcTlione,  Henry. 

Midshipman,  18  April,  1848.    Bismissed  15  November,  1853. 
McTnrk,  Andrew. 

Acting  Third  Assistant  Engineer,  5  April,  1862.     Acting  Second  Assistant  Engi- 
neer, 19  January,  1864.     Honorably  discharged  21  August,  1865. 
McTay,  James. 

Mate,  16  October,  1862.      Acting  Ensign,  25  November,  1863.      Honorably  dis- 
charged 14  June,  1867. 
McTey,  Archibald. 

Acting  Assistant  Paymaster,  6  January,  1864.     Mustered  out  26  January,  1866. 
McM'illiams,  Alexander. 

Assistant  Surgeon,  8  February,  1802.    Resigned  1  April,  1805. 
llcWlllianis,  Alexander  S. 

Acting  Assistant  Paymaster,  24  August,  1863.     Honorably  discharged  15  October, 
1865. 
McWilliams,  John. 

Acting  Third  Assistant  Engineer,  3  August,  1863.     Honorably  discharged  30  Sep- 
tember, 1865. 
Kfeacham,  Jnstin  IV. 

Mate,  1  October,  1862.     Resigned  22  September,  1868. 

Meaeham,  J.  W. 

Acting  Assistant  Paymaster,  30  March,  1865.     Mustered  out  15  September,  1865. 

Meacham,  Peter. 

Acting  Gunner,  33  April,  1864.     Bismissed  4  October,  1864. 

Mead,  George  li. 

Acting  Assistant  Paymaster,  11  September,  1862.     Passed  Assistant  Paymaster, 
23  July,  1866.    Paymaster,  25  January,  1870.    Died  26  November,  1873. 

Mead,  George  V. 

Mate,  17  January,  1863.     Acting  Ensign,  26  October,  1863.    Honorably  discharged 
13  September,  1867. 
Mead,  James  W. 

Acting  Third  Assistant  Engineer,  21  July,  1864.    Resigned  18  April,  1865. 

Mead,  Samnel  H.,  Jr. 

Acting  Ensign,  3  September,  1862.     Acting  Master,  19  November,  1864.    Honor- 
ably discharged  33  January,  1866. 
Mead,  William  H. 

Mate,  31  October,  1861.     Resigned  30  March,  1864. 

Mead,  William  W, 

Midshipman,  30  December,  1861.    Graduated  September,  1865.    Ensign,  1  Decem- 
ber, 1866.    Master,  13  March,  1868.     Lieutenant,  26  March,  1869. 

Meade,  Cyrus  G. 

Acting  Third  Assistant  Engineer,  15  September,   1864.     Honorably   discharged 
7  August,  1865. 
Meade,  Edward. 

Master,  10  July,  1812.     Dismissed  as  Supernumerary,  6  March,  1813. 

Meade,  Edward. 

Master,  3  July,  1798.     Lieutenant,  29  May,  1799.     Discharged  23  October,  1801, 
under  Peace  Establishment  Act. 

Meade,  Henry  M 

Acting   Assistant  Paymaster,   31   January,  1862.     Passed   Assistant   Paymaster, 
33  July,  1866.    Paymaster,  9  April,  1868.    Resigned  23  February,  1872. 
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Meade,  Richard  M. 

Midshipman,  2  April,  1804.     Resigned  11  March,  1815. 

Meade,  Richard  W. 

Midshipman,  1  April,  1826.    Passed  Midshipman,  14  June,  1834.      Lieutenant 
on  Reserved  list,  20  December,  1837.     Commander  on  Active  list,  14  September,. 
1855.     Captain  on  Active  list,  16  July,  1862.     Retired  list,  11  December,  18U7. 
Died  16  April,  1870. 
Meade,  Richard  W.,  Jr. 

Midshipman,  2   October,   1850.     Passed   Midshipman,   20  June,   1856.     Master, 

23  January,  1858.      Lieutenant,   23    January,   1858.      Lieutenant-Commander, 
10  July,  1862.    Commander,  20  September,  1868.     Captain,  13  March,  1880. 

Meader,' Samuel  R. 

Acting  Master,  13  November,  1861.     Honorably  discharged  4  February,  1866. 

Meads,  James. 

Carpenter,  27  January,  1840.     Dismissed  20  April,  1861. 
Mealins,  Stephen. 

Acting  Second   Assistant  Engineer,   26  November,     1861.     Died   20   February,. 
1862. 

Meaney,  Charles  li. 

Acting  Ensign,  26  January,  1863.     Honorably  discharged  18  November,  1865. 
Means,  Edward  J. 

Midshipman,  12  October,  1848.     Resigned  19  June,  1854. 
Means,  John  R. 

Mate,  15  December,  1863.     Appointment  revoked  (Sick,)  29  May,  1863. 
Means,  Mark.  R. 

Acting  Gunner.     Appointment  revoked  (Sick,)  24  April,  1865. 
Mears,  Henry  R. 

Acting  Assistant  Paymaster,  14  April,  1863.     Mustered  out  11  December,  1865. 
Mecham,  John  T. 

Acting  Third   Assistant  Engineer,  1   June,  1864.     Appointment  revoked   (Sick,)- 
29  September,  1864. 
Meckley,  Thomas  W. 

Acting  Assistant  Surgeon,  22  October,  1862.     Resigned  13  May,  1865. 
Mecray,  James,  Jr. 

Acting  Assistant  Surgeon,  5  November,  1863.     Resigned  1  April,  1864. 
Medary,  Jacoh. 

Midshipman,  25  June,  1868.     Graduated  1  June,  1873.     Resigned  8  November, 
1870. 
Medlll,  R.  H. 

Acting  Master,  1  October,  1863.     Dismissed  17  April,  1863. 
Mee,  John. 

Acting  Third  Assistant  Engineer,  28  November,  1862.     Discharged  37  December, 
1864. 

Meeker,  Cornelias  R. 

Midshipman,  30  September,  1863.      Graduated  June,  1867.     Ensign,  18  December, 
1868.     Master,  21  March,  1870.     Lieutenant,  31  March,  1871.     Dismissed  19 
October,  1875. 
Meeker,  Joseph  R. 

Acting  Assistant  Paymaster,   4   November,   1862.      Mustered   out   9  December, 
1865. 
Meeter,  W.  W. 

Acting  Ensign,  24  March,  1864.     Honorably  discharged  21  October,  1865. 
Megathlin,  Anthony  S.. 

Acting  Master,  4  November,  1861.     Honorably  discharged  4  November,  1865. 
Megler,  Joseph  G. 

Mate,  1  October,  1863.     Acting  Ensign,  7   July,    1863.     IIonoral)ly   discharged 

24  October,  1 865. 


GENERAL  NAVY   REGISTER.  489 

Meigs,  John  B. 

MidsMpman,  2  February,  1839.     Dismissed  24  September,  1833. 
Meigs,  Jobn  F. 

Midshipman,  4  October,  1863.     Graduated   June,  18G7.     Ensign,   18   December, 
1868.     Master,  21  March,  1870.     Lieutenant,  21  March,  1871. 
Meire,  Jnlins. 

Professor,  9  November,  1840.     Dropped  4  September,  1848. 
Melchert,  Albert  J. 

Acting  Ensign,  3  August,  1864.     Honorably  discharged  26  June,  1865. 
Melchor,  liewis  M. 

Mate,  9  October,  1867. 
Meldrnm,  Alexander. 

Mate,  5  March,  1862.     Dismissed  32  November,  1862. 
Melisli,  John  G. 

Midshipman,  1  January,  1818.     Dismissed  30  August,  1819. 
Mellach,  Emannel. 

Acting  Assistant  Paymaster,  18  December,  1861.     Resigned  4  November,  1865. 
Passed  Assistant  Paymaster,  23  July,  1866.     Paymaster,  4  March,  1875.     Died 
21  October,  1878. 
Mellen,  Thomas. 

Sailmaker,  16  February,  1861.     Resigned  38  January,  18G3. 
Mellen,  William. 

Acting  Ensign,  25  November,  1863.     Honorably  discharged  30  September,  1865. 

Mellor,  James  W. 

Acting  Second   Assistant  Engineer,  38   October,  1864.      Honorably   discharged 
27  February,  1866.    Acting  Second  Assistant  Engineer,  10  August,  1866.     Mus- 
tered out  30  January,  1868. 
Melson,  William  H. 

Mate,  1  April,  1863.     Resigned  23  January,  1863. 
Melville,  Benjamin  S. 

Acting  Master,  18  July,  1861.    Honorably  discharged  1  August,  1868. 

Melville,  George  W. 

Third  Assistant  Engineer,  29  July,  1861.  Second  Assistant  Engineer,  18  Decem- 
ber, 1863.     First  Assistant  Engineer,  30  January,  1865. 

Melville,  Thomas  W. 

Midshipman,  1  February,  1826.     Resigned  3  June,  1834. 

Melvin,  Josiah. 

Master,  17  October,  1812.     Resigned  11  April,  1814. 

Mench,  Isaao  S. 

Acting  Second  Assistant  Engineer,  3  May,  1864.  Resigned  (Sick,)  19  October, 
1864. 

Mendell,  G.  C. 

Acting  Ensign  and  Pilot,  28  October,  1864.    Honorably  discharged  13  May,  1865. 

Mendenhall,  Samuel. 

Acting  Assistant  Surgeon,  20  February,  1864.     Honorably  discharged  25  October, 
1865. 
Menocal,  Anecito  G. 

Civil  Engineer,  15  July,  1874. 

Mentz,  George  W. 

Midshipman,  26  September,  1866.  Graduated  7  June,  1870.  Ensign,  13  July, 
1872.     Master,  25  January,  1875. 

Menzies,  Gustavns  V.  ^    .       ,  „ 

Midshipman,  21  September,  1861.  Graduated  November,  1864.  Ensign,  1  No- 
vember, 1866.  Master,  1  December,  1866.  Lieutenant,  13  March,  1868.  Lieu- 
tenant-Commander, 25  January,  1870.     Resigned  38  December,  1871. 
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Mercer,  John  F. 

Midshipman,  1  October,  1828.     Passed  Midshipman,  14  June,  1834.     Lieutenant, 
25  February,  1841.    Died  10  February,  1844. 
Mercer,  John  F. 

Midshipman,  4  June,  1799.    Resigned  18  September,  1800. 

Mercer,  John  C. 

Assistant  Surgeon,  8  February,  1832.     Passed  Assistant  Surgeon,  8  November, 
1836.     Surgeon,  9  December,  1869.     Resigned  36  September,  1840. 
Mercer,  John  D. 

Third  Assistant  Engineer,  16  February,  1852.     Resigned  8  July,  1856. 
Mercer,  Joseph. 

Third  Assistant  Engineer,  13  August,  1861.     Resigned  1  May,  1863. 
Mercer,  I^andon. 

Midshipman,  1  January,  1808.     Killed  in  a  duel  22  December,  1811. 
Mercer,  Rohert. 

Midshipman,  14  November,  1799.     Resigned  30  December,  1800. 
Mercer,  Samuel. 

Midshipman,  4  March,  1815.     Lieutenant,  13  January,  1825.     Commander,  8  Sep- 
tember, 1841.     Captain,  14  September,  1855.     Died  6  March,  1862. 
Mercer,  William  R. 

Midshipman,  8  December,  1841.     Passed  Midshipman,  23  August,  1849.     Dropped 
13   September,   1855.      Lieutenant,    Active    list,    15    September,    1855.      Re- 
signed 34  January,  1859. 
Merchant,  Clarke. 

Acting  Midshipman,  39  May,  1852.    Midshipman,  10  June,  1857.     Passed  Mid- 
shipman, 25    June,  I860.     Master,  24  October,  1860.     Lieutenant,  18   April, 
1861.     Commander,  20  December,  1864.     Resigned  10  August,  1865. 
Merchant,  Cornelius  M. 

Acting  Master,  25  January,  1862.     Honorably  discharged  19  August,  1865. 
Merchant,  Robert. 

Acting  Ensign,  25  June,  1863.     Eesigned  3  May,  1865. 
Merchant,  Samuel. 

Acting  Ensign,  3  May,  1864.     Honorably  discharged  13  August,  1865. 
Mercier,  M'illiam  T. 

Third  Assistant  Engineer,  17  January,  1842.      Second  Assistant  Engineer,  10 
July,  1847.    Dismissed  14  August,  1849. 
Meredith,  O.  M. 

Midshipman,  1  October,  1827.     Died  in  1828. 
Meredith,  Henry  C. 

Acting  Assistant  Surgeon,  37  Februai-y,  1865.     Honorably  discharged  9  October, 
1865.  ^  ' 

Meredith,  John  R. 

Acting  Third  Assistant  Engineer,  11  August,  1864.     Honorably  discharced  3  Octo- 
ber, 1865.  ^ 
Meredith,  William  II. 

Acting  Chief  Engineer,  1  October,  1862.     Honorably  discharged  27  May,  1866. 
Meredith,  William  T. 

Assistant  Paymaster,  34  August,  1861.     Paymaster,  20   May,  1863.      Resisned 
13  June,  1866.  ^ 

Meriam,  Frank  B. 

Acting  Master,  31  October,  1861.     Resigned  11  October,  18G4. 
Merian,  Henry  Walton. 

Third  Assistant  Engineer,  35  August,  1862.     Lost  on  the  "  Wee?iaw/cen''  6  Decem- 
ber, 1863. 
Merick,  F.  T. 

Midshipman,  9  June,  1811.    Resigned  25  February,  1813 
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Hero,  William. 

Acting  Ensign,  13  May,  1863.     Honorably  discharged  30  September,  1865. 
Merrell,  Johu  P. 

Midshipman,  20  July,  1863.     Graduated  June,  1867.     Ensign,  18  December,  1868. 
Master,  21  March,  1870.     Lieutenant,  31  March,  1871 
llerriani,  Greenlief  A. 

Midshipman,  24  July,  1866.     Graduated  7  June,  1870.     Ensign,  13  July,  1S71. 
Master,  23  October,  1874. 
Iferrifleld,  Charles  !E. 

Acting  Assistant  Paymaster,  24  February,  1864.    Mustered  out  1  March,  1866. 
Merrigliew,  James. 

Mate.    Died  at  Pensacola,  Florida,  15  September,  1863. 
Merrihew,  Stephen  E. 

Acting  Ensign,  19  March,  1864.     Dismissed  9  March,  1866. 
Merrill.,  Chester  R. 

Acting  Third  Assistant  Engineer,  11  May,  1864.     Appointment  revoked      May, 
1865. 
Merrill,  Daniel. 

Acting  Ensign,  24  June,  1864.    Honorably  discharged  10  July,  1865. 
Merrill,  George. 

Midshipman,  5  February,  1800.     Lieutenant,  30  April,  1808.     Died  18  August, 
1822. 
Merrill,  H.  M. 

Acting  Master,  26  February,  1862.    Honorably  discharged  4  October,  1865. 
Merrill,  J.  Amos. 

Acting  Ensign,  29  November,  1862.    Dismissed  11  June,  1864.     Mate,  17  August, 
1864.    Deserted  30  January,  1865. 
Merrill,  John  M. 

Acting  Master,  12  August,  1861.     Dismissed  26  February,  1862. 
Merrill,  liawson  C. 

Assistant  Paymaster,  29  August,  1861.     Paymaster,  5  September,  1862.     Died 
10  August,  1864. 
Merrill,  LiOUTille  H. 

Acting  Assistant  Paymaster,  4  June,  1864.     Honorably  discharged  16  August, 
1865. 
Merrill,  Richard. 

Gunner,  date  not  known.     Last  appearance  on  Records  of  Navy  Department. 

Merrill,  Samuel. 

Mate,  23  September,  1862.  Acting  Ensign,  23  September,  1863.  Dismissed  12  Au- 
gust, 1868.    Acting  Ensign,  24  October,  1863.    Resigned  9  March,  1864. 

Merrill,  Stephen. 

Purser,  4  December,  1799.     Discharged  23  June,  1801,  under  Peace  Establishment 
Act. 
Merrill,  W.  F. 

Master,  19  July,  1813.    Discharged  7  May,  1813. 
Merrill,  William. 

Mate,  3  October,  1863.     Resigned  3  May,  1865. 

Merriman,  Edgar  C. 

Acting  Midshipman,  21  September,  1857.     Resigned  7  November,  1860.    Acting 
Master,  3  December,  1861.    Acting  Lieutenant,  25  September,  1863.    Lieutenant 
from     6   July,   1862.      Lieutenant-Commander,   35   July,   1866.      Commander, 
13  March,  1875. 
Merriman,  Edward. 

Acting  Second  Assistant  Engineer,  1  October,  1862.  Acting  First  Assistant  Engi- 
neer, 1  December,  1863.  Acting  Chief  Engineer,  1  February,  1863.  Resigned 
1  December,  1864. 
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Merriman,  James  £. 

Mate,  31  March,  1864.     Drowned  from  "  ShamrocJc;'  1  July,  1865. 

Merriman,  J.  Walter. 

Mate,  13  December,  1861.    Acting  Ensign,  28  January,  1864.     Honorably  dis- 
charged 4  March,  1866. 
Merrittaew,  William  M. 

Resigned  24  June,  1863. 
Slerritt,  Edward  D. 

Acting  Third  Assistant  Engineer,  18  October,  1861.  Acting  Second  Assistant  En- 
gineer, 10  February,  1864.     Resigned  14  June,  1865. 

Merritt,  liawson  C 

Assistant  Paymaster,  39  August,  1861.  Paymaster,  5  September,  1862.  Retired 
3  August,  1868.     Died  10  August,  1864. 

Merritt,  Tbeoron. 

Acting  Assistant  Paymaster,  11  September,  1863.     Assistant  Paymaster,  30  June, 

1864.  Resigned  17  March,  1865. 
Merry,  Jolin  F. 

Acting  Ensign,  15  October,  1862.    Acting  Master,  23  September,  1865.    Ensign, 
13  March,  1868.    Master,  18  December,  1868.     Lieutenant,  31  March,  1870. 
Merry,  Thomas  H. 

Lieutenant,  21  June,  1799.     Resigned  18  October,  1799. 
Mershon,  John  S. 

Assistant  Surgeon,  10  December,  1814.     Last  appearance  on  Records  of  Navy  De- 
partment, 1818.     Furloughed. 
Mertz,  Albert. 

Midshipman,  27  June,  1867.     Graduated  1  June,  1873.     Ensign,  15  July,  1873. 
Master,  36  November,  1877. 
Mervine,  W^illiam. 

Midshipman,  16  January,  1809.  Lieutenant,  4  February,  1815.  Commander, 
13  June,  1834.  Captain,  8  September,  1841.  Retired  list,  21  December,  1861. 
Commodore,  Retired  list,  16  July,  1863.  Rear-Admiral,  Retired  list,  85  July, 
1866.     Died  15  September,  1868. 

Messick,  Edward  R. 

Acting  Second  Assistant  Engineer,  1   September,  1864.     Honorably  discharged 
17  June,  1865. 
MesBimer,  J.  G. 

Acting  Ensign,  1  March,  1864.  •  Honorably  discharged  6  June,  1865. 
Messinger,  William  H. 

Second  Assistant  Engineer,  39  October,  1861.     First  Assistant  Engineer,  28  Sep- 
tember, 1864.     Resigned  16  June,  1865. 
Messer,  J.  P. 

Acting  Third  Assistant  Engineer,   6   September,    1864.     Honorably  discharged 
30  September,  1865. 
Messer,  William  W.,  Jr. 

Mate,   15   October,   1861.    Acting  Master,  29   April,  1862.     Dismissed   28  July, 
1863. 
Messersmith,  John  S. 

Assistant  Surgeon,  9  February,  1837.     Surgeon,  13  July,  1853.     Medical  Director, 
3  March,  1871.    Retired  list,  38  June,  1873. 
Messett,  James. 

Mate,  6  June,  1863.     Dismissed  14  April,  1864. 
Metcalf,  Paul. 

Assistant  Surgeon,  23  April,  1799.    Resigned  4  August,  1799. 
Metz,  William  H. 

Mate,  ]  November,  1861.    Acting  Ensign,  11  February,  1864.     Resigned  4  Auril, 

1865.  '- 
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Metzger,  Charles. 

Acting  Second  Assistant  Engineer,  30  November,  1863.     Honorably  discharged 
17  July,  1865. 
Meyer,  John. 

Acting  Third  Assistant  Engineer,  20  April,  1864.    Resigned  6  August,  1864. 
Meyer,  Steuben  P. 

Master,  18  November,  1814.     Resigned  10  September,  1825. 
Meyer,  Thies  ST. 

Mate,  15  November,   1861.     Acting  Master,  36   March,  1862.     Honorably  dis- 
charged 8  October,  1868. 

Meyers,  John  K. 

Acting  Third  Assistant  Engineer,  22  June,  1863.     Appointment  revoked  (Sick,) 
20  October,  1863. 
Michael^  William  H,  C 

Mate,  11   June,   1863.    Acting  Ensign,   16   July,   1864.    Honorably  discharged 
13  June,  1866. 

Michel,  lionis. 

Acting  Assistant  Surgeon,   17  May,  1801.     Resigned  24  August,  1861.     Re-ap- 
pointed 4  October,  1861.    Resigned  15  February,  1»S65. 

Miehelson,  Albert  A. 

Midshipman,  28  June,  1869.     Graduated  31  May,  1873.     Ensign,  16  July,  1874. 
Master,  5  February,  1879. 

Michener,  Abram. 

Third    Assistant    Engineer,    28    October,    1862.      Second    Assistant    Engmeer, 
15  March,  1864.     Resigned  25  September,  1865. 

Michler,  Ambrose  K. 

Assistant  Paymaster,  31  October,  1877. 

Mate)  10  February,   1863.     Acting   Ensign,   15  October,  1863.    Honorably  dis- 
charged 13  September,  1867. 

**Acti]^*  Third  Assistant  Engineer,  28  March,  1864.  Honorably  discharged 
11  January,  1869.  Second  Assistant  Engineer,  20  March,  1871.  Passed  Assist- 
ant Engineer,  24  February,  1878. 

Micks,  William  O. 

Assistant  Surgeon,  16  May,  1829.    Resigned  18  October,  1833. 

Middleton,  Edward.  ,,,.,,.  ..   x         ..oo.     t-    +        <- 

Midshipman,   1   July,  1828.    Passed   Midshipman,  14  June,   1834.     Lieutenant, 
25  February  1841.     Commander,  14  September,  1855.     Captain,  24  April,  1863. 
Commodore,  26  November,   1868.     Retired   list,   11   December,   1872.     Rear- 
Admiral,  Retired  list,  15  August,  1876. 
Middleton,  Electus.  . 

Sailmaker,  15  July,  1841.    Died  3  February,  1857. 

*  Mate,  16March,  1863*.     Acting  Ensign,  18  June,  1864.    Resigned  5  June,  1865. 
^^'A^tfn^Ca'rpente^  23  May,  1863.    Honorably  discharged  10  November,  1865. 

*  Midthfpm'an,  1  November,  1827.     Died  13  April,  1833. 

''■**Spr,?nd*AssUt*nt^n<rineer,  2  May,  1843.  Disrated  to  Third  Assistant  Esgineer. 
38  July  1845  Second  Assistant  Engineer,  10  July,  1847.  Dismissed  5  Octo- 
ber, 1849. 

"'*'*^thig*"ecoiKl  Assistant  Engineer,  9  January,  1864.  Honorably  discharged 
1  December,  1SG8. 
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Mlddlcton,  Joseph. 

Master,  31  July,  1812.     Dischaiged  iiiider  Act,  37  February,  1815. 

Middlcton,  Moses. 

Master,  18  June,  1812.     Discharged  3  Jlay,  1813. 
Middlcton,  O.  H. 

Midshipman,  1  January,  1817.     Resigned  30  June,  1823. 

Middleton,  Robert  J. 

Acting  Second  Assistant  Engineer,  3  November,  1864.     Honorably  discharged 
25  September,  1865. 
Middleton,  Thomas  K. 

Mate.     Appointment  revoked  (Sick,)  29  January,  1862. 
Midget,  B.  F. 

Acting  Ensign  and  Pilot,  13  April,  1865.     Resigned  29  March,  1866. 

Midlam,  Samuel  C 

Acting  First  Assistant  Engineer,  13  December,  1862.      Honorably   discharged 
25  September,  1865. 
Midlam,  Sylvester  W, 

Acting  Third  Assistant  Engineer,  26  January,  1868.     Acting  Second  Assistant 
Engineer,  9  September,  1864.     Honorably  discharged  15  October,  1865. 

Miesbang,  Nicholas. 

Acting  Second  Assistant  Engineer,  1  October,  1862.     Died  from  wounds  on  '■'Red 
Jiover,"  31  January,  1863. 
Mifilen,  Henry. 

Midshipman,  1  December,  1824.     Resigned  22  April,  1831. 
Mil  by,  Robert. 

Acting  Second  Assistant  Engineer,  5  August,  1864.     Honorably  discharged  31  Oc- 
tober, 1865. 
Miles,  Ashton. 

Assistant  Surgeon,  8  March,  1847.     Passed  Assistant  Surgeon,  23  April,  1854. 
Dismissed  1  December,  1858. 
Miles,  Charles,  Jr. 

Slidshipman,  34  June,  1799.     Resigned  21  May,  1804. 
Miles,  Charles  R. 

Midshipman,  37  June,  1868.     Graduated  1  June,  1872.     Ensign,   i5  July,   1873. 
Master,  3d  February,  1878. 
Miles,  John  !L. 

Acting  Second  Assistant  Engineer,  33  April,  1863.     Discharged  29  May,  1864. 
Miles,  Orlando  TV. 

Mate,  18  May,  1864.    Resigned  26  May,  1865. 
Miles,  IVilliam  B. 

Mate,  9  January,  1863.     Resigned  11  April,  1865. 
Milk,  liewis. 

Mate,  13  May,  1863.     Resigned-8  May,  1865. 
Millard,  Samnel  G. 

Mate,  10  February,  1870.     Appointment  revoked  3  October,  1871. 
Miller,  Archibald. 

Acting  Second  Assistant  Engineer,  5  June,  1863.     Resigned  9  October,  ^863. 
Miller,  B.  W. 

Midshipman,  8  March,  1814.     Resigned  39  September,  1814. 
Miller,  Charles. 

Acting  Ensign,  15  October,  1864.     Honorably  discharged  25  July,  1865. 
Miller,  Charles. 

Boatswain,  13  June,  1861.    Resigned  23  May,  1868.     Re-appointed  from  13  June, 
1861. 
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Miller,  Cbarles. 

Boatswain,  21  September,  1860. 
Miller,  Charles  W. 

JIate,  1  October,  1862.     Acting  Ensign,  1  August,  1863.    Acting  Master,  18  May, 
1864.     Honorably  discharged  27  September,  1865. 
Miller,  Daniel  «. 

Acting    Second    Assistant  Engineer,   6   August,   1864.      Honorably   discharged 
7  October,  1865. 
Miller,  Edwin  H. 

Mate,  10  March,  1863.  Acting  Ensign,  13  February,  1864.  Master,  12  March, 
1868.  Lieutenant,  18  December,  1868.  Lieutenant-Commander,  16  June,  1870. 
Died  7  November,  1874. 

Miller,  F.  Aug. 

Mate,  11   September,  1861.      Acting  Ensign,   34   April,   1863.      Acting  Master, 
17  January,  1865.     Ensign,  12  March,  1868.     Master,  18  December,  1868.     Lieu- 
tenant, 31  March,  1870. 
Miller,  Franklin. 

Acting  Assistant  Paymaster,  19  October,  1861.     Mustered  out  37  February,  1866. 
Miller,  Frederick. 
Mate,  22  May,  1865. 
Miller,  Frederick  C. 

Acting  Master,  18  December,  1861.     Honorably  discharged  13  November,  1865. 
Miller,  Frederick  Li. 

Third  Assistant  Engineer,  21  October,  1861.  Second  Assistant  Engineer,  25 
August,  1865.     Resigned  28  May,  1868. 

Miller,  George. 

Acting  Ensign,  4  October,  1864.     Honorably  discharged  3  August,  1865. 

Miller,  George  G. 

Acting  Ensign,  5  September,  1864.     Resigned  13  March,  1865. 
Miller,  Griffen  F. 

Mate,  23  April,  1863.     Honorably  discharged  4  February,  1866. 
Miller,  Harrison. 

Mate,  23  May,  1863.    Resigned  16  September,  1864. 

Miller,  Henry. 

Acting  Second  Assistant  Engineer,  5  August,  1864.     Honorably  discharged  35 
September,  1865. 
Miller,  Henry  W. 

Acting  Midshipman,  29  May,  1852.     Midshipman,  10  June,  1857.     Passed  Mid- 
shipman, 35  June,  1860.     Master,  24  October,  1860.     Lieutenant,  18  April,  1861. 
Commander,  3  March,  1865. 
Miller,  Henry  W. 

Acting  Second  Assistant  Engineer,  34  July,  1863.     Resigned  23  June,  1865. 

Miller,  Horace  B. 

Mate,  7  February,  1863.     Resigned  13  August,  1863. 

Miller,  Isaac. 

Mate,  5  March,  1863.  Acting  Ensign  and  Pilot,  10  November,  1863.  Honorably 
discharged  1  January,  1866. 

Miller,  Jacob. 

Sailmaker,  28  May,  1798.  Last  appearance  on  Records  of  Navy  Department. 
Suspended. 

Miller,  Jacob  W. 

Midshipman,  30  September,  1863.  Graduated  June,  1867.  Ensign,  18  December, 
1868.     Master,  21'March,  1870.     Lieutenant,  21  March,  1871. 

Miller,  James. 

Acting  Second  Assistant  Engineer,  1  October,  1863.    Acting  First  Assistant  En- 
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gineer,  5  March,  1863.     Acting  Chief  Engineer,  35  September,  1863.     Honorably 
discharged  15  Seistember,  1865. 

Miller,  James  A. 

Midshipman,  3  April,  1804.     Dismissed  10  February,  1808. 

Miller,  James  A.  -,_■,-,•■.■, 

Acting  Second  Assistant  Engineer,  10  December,  1863.  Honorably  discharged 
30  October,  1865. 

31iller,  James  F. 

Midshipman,  1  November,  1836.    Passed   Midshipman,  38  April,  1833.     Lieu- 
tenant, 9  February,  1837.    Reserved  list,  13  September,   1855.     Commander, 
Retired  list,  1  July,  1861.    Commodore  on  Reserved  list,  4  April,  1807.     Died 
11  July,  1868. 
Miller,  J.  Dickinson. 

Assistant  Surgeon,  6  December,  1836.     Surgeon,  30  April,  1847.     Medical  Direc-. 
tor,  3  March,  1871.     Retired  list,  6  November,  1873. 
Miller,  Jolin  F. 

Mate,  5  May,  1863.    Resigned  3  December,  1863. 

Miller,  James  M. 

Midshipman,  84  September,  1863.  Graduated  June,  1867.  Ensign,  18  December, 
1868.    Master,  31  March,  1870.     Lieutenant,  31  March,  1871. 

Miller,  James  M. 

Boatswain,  31  September,  1857.     Dismissed  13  June,  1861. 

Miller,  J.  E. 

Acting  Assistant  Surgeon,  6  December,  1873.     Resigned  5  November,  1875. 

Miller,  John. 

Acting  Second  Assistant  Engineer,  31  November,  1863.  Acting  First  Assistant 
Engineer,  39  April,  1864.  Resigned  (Sick,)  8  February,  1865.  Acting  Second 
Assistant  Engineer,  1  December,  1866.     Mustered  out  9  November,  1869. 

Miller,  John. 

Acting  Second  Assistant  Engineer,  1  October,  1863.  Honorably  discharged 
16  September,  1865. 

Miller,  John. 

Boatswain,  16  August,  1838.     Died  36  March,  1851. 
Miller,  John 

Boatswain,  30  July,  1840.    Resigned  33  March,  1843. 
Miller,  John  I>. 

Acting  Second  Assistant  Engineer,  10  June,  1864.    Honorably  discharged  13May, 
1865. 
Miller,  John  M. 

Acting    Second    Assistant    Engineer,    5   August,   1864.     Honorably  discharged 
24  September,  1865. 
Miller,  John  T. 

Acting  Third  Assistant  Engineer,  31  June,  1863.     Resigned  1  March,  1865. 
Miller,  Joseph  B. 

Midshipman,  7  April,  1847.    Died  19  March,  1850. 
Miller,  Joseph  £. 

Carpenter,  10  December,  1853.    Resigned  36  April,  1873. 
Miller «  Joseph  F. 

Acting  Third  Assistant  Engineer,  10  May,  1864.     Honorably  discharged  34  July, 
1865. 
Miller,  Joseph  Ji. 

Midshipman,  10  June,  1854.    Passed  Midshipman,  33  November,  1856.     Master, 
33  January,  1858.     Lieutenant,  19  February,  1860.    Lieutenant-Commander,  16 
July,  1863.    Commander,  35  January,  1870. 
Miller,  Liucas. 

Midshipman,  1  November,  1838.     Died  3  January,  1830. 
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MiUer,  M.  A. 

Acting  Assistant  Surgeon,  11   April,  1863.     Honorably  discharged  8  December, 
1865. 
Miller,  Merrill  A. 

Midshipman,  38  November,  1859.     Ensign,  13  October,  1862.     Lieutenant,  33  Feb- 
ruary, 1864.    Lieutenant-Commander  35  July,  1866.    Commander,  35  November, 
1877. 
Miller^  JT.  W. 

Assistant  Surgeon,  6  January,  1815.     Resigned  18  May,  1819. 
Miller,  Peter- 
Mate,  8  September,  1863.     Appointment  revoked  (Sick,)  1 9  October,  1863. 
Miller,  Philip. 

Boatswain,  16  September,  1859.     Resigned  19  April,  1860. 

Miller,  Pbilip. 

Third  Assistant  Engineer,  20  May,  1863.     Second  Assistant  Engineer,  15  Febru- 
ary, 1864.     Dropped  11  January,  1873. 
Miller    Philip  J. 

Boatswain,  4  June,  1856.    Died  14  June,  1875. 
MiUer,  Richard  I>. 

Midshipman,  10  May,  1820.     Dismissed  6  April,  1829. 

Miller,  Robert. 

Surgeon,  34  May,  1812.     Last  appearance  on  Records  of  Navy  Department.    Dead. 

Miller,  Robert. 

Acting  Third   Assistant  Engineer,  3   November,  1862.      Honorably  dischargcil 
28  September,  1865.     Acting  Third  Assistant  Engineer,  39  January,  1867.     Re- 
signed 17  August,  1867. 
Miller,  Robert. 

Midshipman,  30  April,  1800.  Discharged  5  June,  1801,  under  Peace  Establish- 
ment Act. 

Miller.  Rutas  IV. 

Mate,  38  December,  1863.    Acting  Ensign,  17  October,  1864.    Resigned  9  June,  1865. 

Miller,  Samuel  A. 

Midshipman,  3  January,  1840.    Dismissed  9  February,  1842. 

Miller,  Thomas  J. 

Midshipman,  9  September,  1841.     Resigned  2  February,  1847. 

MiUer,  William. 

Master,  28  January,  1815.    Died  19  May,  1847. 

Miller,  William. 

Midshipman,  3  August,  1800.    Dismissed  26  November,  1807. 

Miller,  William  H. 

Acting  Third  Assistant  Engineer,  14  November,  1861.  Resigned  10  February, 
1863.  Acting  First  Assistant  Engineer,  10  July,  1863.  Honorably  discharged 
6  September,  1865. 

Miller,  William  O.  ^  „  ,        „„ 

Acting  Third  Assistant  Engineer,  26  June,  ,1863.    Dismissed  24  September,  186 J. 

Miller,  William  W.  .  ..       t.       .       . 

Midshipman,  15  March,  1799.     Last  appearance  on  Records  of  Navy  Department, 

1  December,  1800. 

Miller,  William  W. 

Third  Assistant  Engineer,  26  August,  1859.     Resigned  5  August,  1861. 

Millett,  Charles. 

Acting  Ensign,  17  June,  1863.     Resigned  (Sick,)  39  April,  1865. 

Millett,  Fran h.  ^        ^  ^^         ,,     j.    i. 

Mate  31  July,  1863.  Acting  Ensign,  35  December,  1863.  Honorably  discharged 
30'October,'l865. 

n2 
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Millett,  William  H. 

Acting  Ensign,  24  March,  1864.     Honorably  discharged  12  August,  1865. 

Millliolland,  Thomas. 

Acting  Third  Assistant  Engineer,  21  March,  1862.  Acting  Second  Assistant  En- 
gineer, 10  July,  1863.    Resigned  17  December,  1863. 

Milligan,  Charles  W. 

Acting  Thij-d  Assistant  Engineer,  22  December,  1863.     Honorably  discharged, 
24  October,  1865. 
Millisran,  Frank  J. 

Midshipman,  30  June,  1869.     Graduated  1  June,  1874.     Ensign,  17  July,  1876. 

Milligan,  James  F. 

Midshipman,  28  July,  1846.     Resigned  4  April,  1850. 
Milligan,  J.  Li. 

Midshipman,  30  May,  1816.     Resigned  24  April,  1818. 
Milligan^  Robert. 

Midshipman,  18  March,  1839.     Resigned  8  July,  1846. 

Milligan,  Robert  W. 

Third  Assistant  Engineer,  3  August,  1863.     Second  Assistant  Engineer,  35  July,, 
1866.    Passed  Assistant  Engineer,  25  March,  1874. 
Milligan,  William  J. 

Acting  Third  Assistant  Engineer,  27  February,  1863.  Acting  Second  Assistant 
Engineer,  17  December,  1863.    Honorably  discharged  4  December,  1865. 

Millegen,  John. 

Midshipman,  21  July,  1863.     Graduated  June,  1869.     Deserted  16  October,  1869. 

Milliken,  Benjamin  F. 

Acting  Master,  30  August,  1861.     Honorably  discharged  11  February,  1866. 
Milliinan,  Anson  B. 

Midshipman,  31  July,  1866.     Graduated  7  June,  1870.     Retired  list,  14  July,  1874. 
Died  26  December,  1874. 
Mills,  George  £. 

Acting  Ensign,  7  September,  1864.     Honorably  discharged  IS  September,  1865. 
Mills,  Hiram  R. 

Mate,  6  July,  1864.    Honorably  discharged  27  June,  1865. 
Mills,  James  H. 

Acting  Assistant  Surgeon,  28  March,  1863.     Honorably  discharged  36  September,, 
1865. 
Mills,  John. 

Carpenter,  20  July,  1861.    Wholly  retired  6  July,  1880. 
Mills,  John. 

Boatswain,  16  January,  1838.     Died  26  March,  1851. 
Mills,  John  K. 

Midshipman,  15  January,  1841.     Resigned  7  July,  1841. 
Mills,  Osoar  B. 

Acting  Third  Assistant  Engineer,  31  October,  1 863.  Third  Assistant  Engineer, 
16  January,  1863.  Second  Assistant  Engineer,  28  May,  1864.  Retired  26  Octo- 
ber, 1872.    Died  10  August,  1873. 

Mills,  Thomas  B. 

Acting  Midshipman,  81  May,  1852.     Midshipman,  10  June,  1857.     Passed  Mid- 
shipman, 25  Jime,  1860.     Master,  24  October,  1860.     Resigned  16  January,  18^1. 
Mills,  William. 

Acting  Second  Assistant  Engineer,  1  October,  1862.     Acting  First  Assistant  En- 
gineer, 5  February,  1863.    Acting  Chief  Engineer,  13  December,  1863.     Honor- 
ably discharged  2  December,  1865. 
Mills,  William  A. 

Acting  Master,  26  August,  1861.    Honorably  discharged  18  May,  1866. 
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Milne,  Andrew. 

Boatswain,  S  May,  ISGl. 

Milne,  James, 

Midshipman,  30  June,  1799.     Bischarged  ]  3  October,  3  801,  under  Peace  Establish- 
ment Act. 

Milnor,  William. 

Assistant  Surgeon,  3  January,  1838.     Died  19  April,  1833. 
Milstead,  James  W. 

Acting  Third  Assistant  Engineer,  26  February,  1863.     Resigned  13  August  1863 
Acting  Third  Assistant  Engineer,  19  September,  1862.    Acting  Second  Assistant 
Engineer,  1  February,  1864.    Honorably  discharged  1  June,  1867. 
Milton,  James. 

Acting  Assistant  Surgeon,  18  December,  1863.    Honorably  discharged  20  Novem- 
ber, 1865. 

Milton,  John  B. 

Midshipman,  30  July,  1866.     Graduated  7  June,  1870.    Ensign,  13  July,  1871 
Master,  19  November,  1874. 

Milton,  li.  Q,.  C. 

Midshipman,  20  June,  1806.    Resigned  10  February,  1808. 
Milton,  Thomas  S. 

Midshipman,  14  May,  1800.     Resigned  13  October,  1800. 
Miuard,  Charles. 

Acting  Third  Assistant  Engineer,  14  January,  1863.    Resigned  4  April,  1863. 
Minchall,  George. 

Midshipman,  30  July,  1842.     Lost  in  the  "Grampus,"  March,  1843. 
Minchin, C 

Midshipman,  1  January,  1812.     Resigned  18  June,  1822. 
Miner,  SaTid  C 

Mate,  3  December,  1861.     Honorably  discharged  30  November,  1865. 
Miner,  leo  Dwight. 

Cadet  Engineer,  Naval  Academy,  14  September,  1876.     Graduated  10  June,  1880. 
Miner,  Sanford  S. 

Acting  Ensign,  7  December,  1863.     Acting  Master,   15   March,  1865.     Honorably 
discharged  19  November,  1865. 
Miner,  William  H. 

Acting  Master,  1  October,  1862.     Resigned  36  June,  1863. 
Minett,  Henry. 

Midshipman,  8  June,  1873.     Graduated   30  June,  1876.     Ensign,   1    November, 
1879. 
Mingis,  John. 

Acting  Third  Assistant  Engineer,  12  April,  1864.     Resigned  25  April,  1865. 
Minnerly,  Charles. 

Acting  Third  Assistant  Engineer,  20  January,  18G3.      Acting  Second  Assistant 
Engineer,  19  November,  1S63.     Honorably  discharged  S  December,  1865. 
Minor,  Alfred  W. 

Acting  Assistant  Surgeon,  16  December,  1864.    Honorably  discharged  26  October, 
1865. 
Minor,  George. 

Midshipman,  1  April,  1837.    Passed  Midshipman,   10  June,    1838.     Lieutenant, 
28  February,  1838.      Commander,  14   September,   1855.     Resigned,   22  April, 
1861. 
Minor,  James  M. 

Assistant  Surgeon,  7  March,  1838.     Passed  Assistant  Surgeon,  22  November,  1843. 
Resigned  20  September,  1847. 
Minor,  Robert  D. 

Midshipman,  25  February,  1841.     Passed  Midshipman,  10  August,  1847.     Master, 
14  September,  1855.    Lieutenant,  15  September,  1855.    Dismissed  22  April,  1861. 
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Minor,  licwis  W. 

Assistant  Surgeon,  8  February,  1833.     Surgeon,  8  September,  1841.     Dismissed 
7  May,  1861. 
Mlnton,  Jobn. 

Acting    Third    Assistant    Engineer,   20   August,   1863.      Honorably   discharged 
31  August,  1865. 

Mintoyne,  William  li. 

Assistant  Naval  Constructor,  5  August,  1869.     Naval  Constructor,  13  March,  1875. 

Mintzer,  Frederick  W. 

Acting  Ensign,  24  May,  1864.     Honorably  discharged  19  October,  1868. 

mintzer,  IVilliani  Angnstns. 

Third    Assistant    Engineer,   16    January,    1863.       Second    Assistant    Engineer, 
25  July,  1866.     Passed  Assistant  Engineer,  36  September,  1874. 

Minae,  Ciisebins. 

Acting  Third  Assistant  Engineer,  30   September,  1863.     Acting  Second  Assistant 
Engineer,  31  August,  1864.     Honorably  discharged  14  November,  1865. 

Mlnzies,  James. 

Boatswain,  1  October,  1814.     Resigned  1  December,  1814. 

Alinzies,  James. 

Boatswain,  5  December,  1819.     Resigned  34  October,  1835. 

Minzies,  James. 

Boatswain,  23  June,  1839.     Resigned  29  August,  1829. 

Mirow,  Henry. 

Mate,  11  July,  1863.     Resigned  30  July,  1864. 

Mish,  Simon  C. 

Midshipman,  8  January,  1849.     Resigned  25  March,  1856.     Acting  Lieutenant, 
33  September,  1861.     Dismissed  24  December,  1861. 

Missener,  Hillery. 

Third  Assistant  Engineer,  19  February,  1861.     Second  Assistant  Engineer,  10 
January,  1863.     Resigned  7  August,  1868. 
Misset,  Edward. 

Acting  Third  Assistant  Engineer,  19  March,  1864.     Dismissed  14  December,  1804. 
Missimer,  William  H. 

Acting  Third  Assistant  Engineer,  10  December,  1864.     Honorably  discharged  16 
December,  1867. 
Missroon,  John  fit. 

Midshipman,  37  June,  1834.     Passed  Midshipman,  30  February,  1830.     Lieutenant', 
81  December,  1833.     Commander,  14  September,  1855.     Commodore,  16  July, 
1863.    Died  23  October,  1865. 
mitcliell,  Alexander  J. 

Purser,  30  January,  1858.     Died  33  December,  1857. 
Mitctaell,  Alexander  J. 

Midshipman,  9  September,  1841.     Resigned  8  December,  1845. 
Mitchell,  Archibald  N. 

Acting  Midshipman,  20  September,  1858.     Lieutenant,  1  August,  1862.     Lieu' 
tenant-Commander,  35  July,  1866.     Died  14  September,  1873. 
Mitchell,  A.  II. 

Midshipman,  4  March,  1833.     Last  appearance  on  Records  of  Navy  Department 
1836.     Dead. 
Mitchell,  Angnstas. 

Third  Assistant  Engineer,  1  July,  1861.     Resigned  1  May,  1863.     Third  Assistant 
Engineer,  6  October,  1863.     Lost  on  the  "  WeehawTcen,''''  6  December,  1863. 
Mitchell,  Benjamin. 

Acting  Ensign,  9  September,  186,i.     Honorably  discharged  31  October,  1865. 
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Mitcbell,  B.  Rush. 

Assistant  Surgeon,  26  April,  1847.     Passed  Assistant  Surgeon,  18  April,  1854. 
Retired  list,  14  May,  1861.     Dead. 
Mitchell,  Charles  E. 

Acting  Master,  25  May,  1861.     Honorably  discharged  13  February,  1866. 
Mitchell,  Charles  E. 

Acting  Assistant  Paymaster,  14  May,  1863.    Mustered  out  14  January,  1868. 
Mitchell,  Charles  F. 

Acting  Master,  18  December,  1861.    Honorably  discharged  18  April,  1866. 
Mitchell,  Charles  M. 

Midshipman,  19  October,  1841.     Resigned  28  January,  1848. 
Mitchell,  DaTid. 

Midshipman,  18  June,  1813.     Last  appearance  on  Records  of  Navy  Department, 

Mitchell,  F.  J. 

Midshipman,  3  March,  1803.     Lieutenant,  18  February,  1809.     Resigned  37  Novem- 
ber, 1826.  ^ 

Mitchell,  George. 

Midshipman,  20  April,  1800.     Left  the  service  10  April,  1805. 
Mitchell,  Oeorge  B. 

Acting  Ensign,  10  March,  1864.     Appointment  revoked  19  December,  1864. 
Mitchell,  George  J. 

Midshipman,  29  September,  1863.     Graduated  June,  1867.     Ensign,  18  December, 
1868.      Master,  24    March,   1870.      Lieutenant,    31    March,    1871.     Resigned 
8  August,  1874. 
Mitchell,  Henry  A. 

Acting  Assistant  Paymaster,  6  November,  1863.  Honorably  discharged  28  Oc- 
tober, 1865. 

Mitchell,  Henry  W. 

Acting  Assistant  Surgeon,  27  October,  1862.     Honorably  discharged  36  January, 
1866. 
Mitchell,  James. 

Acting  Master,  3  September,  1861.     Appointment  revoked  31  January,  1862. 
Mitchell,  James. 

Acting  Second  Assistant  Engineer,  8  December,  1863.     Honorably  discharged 
16  December,  1865. 
Mitchell,  James. 

Mate,  24  June,  1865.     Resigned  13  July,  1867. 
Mitchell,  Jeremiah. 

Mate,  23  May,  1863.  Acting  Ensign,  27  January,  1864.  Honorably  discharged 
28  August,  1865. 

Mitchell,  John. 

Acting  Third  Assistant  Engineer,  1861.     Resigned  9  April,  1863. 

Mitchell,  John  C. 

Third  Assistant  Engineer,  16  February,  1853.  Resigned  28  April,  1853.  Accept- 
ance of  Resignation  revoked  7  May,  1853.     Resigned  16  November,  1854. 

Mitchell,  John  G. 

Midshipman,  2  October,  1850.  Passed  Midshipman,  20  June,  1856.  Master, 
22  January,  1858.  Lieutenant,  28  January,  1858.  Lieutenant-Commander, 
16  July,  1863.     Killed  23  October,  1868. 

Mitchell.  John  H. 

Midshipman,!  February,  1825.  Passed  Midshipman,  4  June,  1831.  Lieutenant, 
22  December,  1835.     Commander,  14  September,  1855.     Dismissed  37  May,  1861. 

Mitchell,  John  B. 

Mate.  38  December,  1863.  Actmg  Ensign,  10  July,  1865.  Honorably  discharged 
37  October,  1865 
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Mitchell,  I^eslie. 

Midshipman,  4  July,  1805.     Resigned  36  Mcarch,  1806. 

Mitchell,  Iiueo. 

Assistant  Surgeon,  24  July,  1813.     Resigned  17  July,  1823. 

Mitchell,  IVathaniel. 

Midshipman,  1  September,  1811.     Resigned  in  1813. 

Mitchell,  Richard. 

Mate,  21  February,  1863.     Resigned  30  May,  1864. 
Mitchell,  Richard. 

Midshipman,  23  July,  1864.      Graduated  June,  1869.      Ensign,  13   July,  18T0, 
Master,  19  April,  1873.     Lieutenant,  1  December,  1877. 
Mitchell,  R.  B. 

Midshipman,  18  May,  1809.     Resigned  27  February,  1811. 
Mitchell,  Robert. 

Midshipman,  1  September,  1811.  Last  appearance  on  Records  of  Navy  Depart- 
ment, 1815.     Frigate  "  Cfuerriere." 

Mitchell,  Thomas  R. 

Sailmnker,  3  April,  1S07.     Resigned  20  December,  1807. 

Mitchell,  T.  M. 

Acting  First  Assistant  Engineer,  18  July,  1864.     Appointment  revoked  (Sicli,) 
17  January,  1865. 
Mitchell,  T.  Mason. 

Third  Assistant  Engineer,  16  October,  1861.     Resigned  6  December,  1863. 
Mitchell,  William. 

Sailmaker,  8  April,  1838.    Resigned  17  February,  1880. 
Mitchell.  William. 

Sailmaker,  10  June,  1836.     Dropped. 
Mitchell,  William. 

Midshipman,  19  October,  1841.  Passed  Midshipman,  10  August,  1847.  Master, 
4  August,  1855.  Lieutenant,  14  September,  1855.  Lieutenant-Commander, 
16  July,  1862.  Retired  list,  11  January,  1867.  Commander  on  Retired  list, 
4  April,  1867.     Died  16  July,  1871. 

Mitchell,  William. 

Acting  Master,  16  September,  1861.     Resigned  22  January,  1863. 
Mitchell,  William. 

Acting  Third   Assistant  Engineer,   39   September,   1863.     Died   on   "Arizona,'' 
19  November,  1863. 
Mitchell,  William  G. 

Acting  Master,  2  November,  1861.     Honorably  discharged   4   December,   1865. 
Acting  Master,  11  December,  1866.     Mustered  out  10  December,  1867. 
Mitchell,  William  H. 

Acting  Third  Assistant  Engineer,  1  October,  1 863.     Acting  Second  Assistant  En- 
gineer, 26  February,  1863.     Honorably  discharged  13  December,  1865. 
Mitchell,  William  T. 

Acting  Ensign,  17  November,  1863.     Honorably  discharged  27  March,  1866. 
Mix,  Elijah. 

Master,  12  June,  1813.     Last  appearance  on  Records  of  Navy  Department.     Fur- 
loughed. 
Mix,  George  W. 

Assistant  Surgeon,  16  May,  1829.     Resigned  18  October,  1833. 
Mix,  Mervine  P. 

Master,  23   September,    1813.      Lieutenant,    9    December,    1814.      Commander, 
3  March,  1831.     Died  8  February,  1839. 
Mix,  Thomas  M. 

Midshipman,  6  January,  1833.  Passed  Midshipman,  23  June,  1838.  Lieutenant, 
30  March,  1844.     Died  24  August,  1849. 
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Hix,  William  B. 

Mate,  16  September,  1861.     Acting  Ensign,  2  September,  1863.    Honorably  dis- 
charged  16  January,   1866.     Acting   Ensign,   11   December,   1866.     Resigned 
SI  December,  1866. 
Mix,  William  M. 

Acting  Third  Assistant  Engineer,  3  August,  1863.      Acting   Second  Assistant 
Engineer,  4  March,  1865.     Honorably  discharged  12  February,  1866. 
Mixer,  Henry  M. 

Acting  Assistant  Surgeon,  1  October,  1862.    Resigned  28  February,  1865. 
Moakler,  Peter. 

Mate,  15  November,  1863.     Discharged  3  August,  18C5. 
Mookabee,  Joseph  C. 

Acting  Third  Assistant  Engineer,  1  February,  1862.     Acting  Second  Assistant 
Engineer,  12  March,  1863.     Honorably  discharged  19  September,  1865. 
Moeller,  Bernard  J. 

Midshipman,  1   April,  1827.     Passed  Midshipman,  10  June,  1833.     Lieutenant, 
9  December,  1839.     Reserved  list,  13  September,  1855.     Commander,  Retired 
list,  19  June,  1861.     Captain,  Retired  list,  4  April,  1867.     Died  13  February, 
1872. 
Mofiat,  Howard  F. 

Mate,  81  July,  1861.     Acting  Ensign,  21  July,  1862.     Acting  Master,  12  Novem- 
ber, 1864.     Honorably  discharged  1  January,  1869.     Mate,  9  November,  1869. 
Master  on  Retired  list,  24  March,  1873. 
Moffatt,  £dgar  R. 

Acting  Assistant  Paymaster,  4  November,  1862.    Honorably  discharged  17  Novem- 
ber, 1865. 
Moffett,  IVoata  W. 

Third  Assistant  Engineer,  17  December,  1862.     Appointment  revoked  16  Septem- 
ber, 1863. 
Moffett,  William  B. 

Mate,  23  June,  1863.    Honorably  discharged  36  July,  1865. 

Moffitt,  William  J. 

Acting  Third  Assistant  Engineer,  33  October,  1868.  Reduced  to  Fireman,  16 
July,  1864. 

Mognon,  John. 

Acting  Third  Assistant  Engineer,  20  August,  1863.  Honorably  discharged  20  Oc- 
tober, 1865. 

Moir,  John. 

Acting   Secon      Assistant    Engineer,  39  August,   1864.      Honorably   discharged 
9  July,  1867. 
Moliere,  Henry. 

Master,  1  August,  1812.     Cashiered  14  February,  1818. 

Moliere,  lincas. 

Master,  1  August,  1813.  Dismissed  6  March,  1818.  Master,  10  April,  1818.  Last 
appearance  on  Records  of  Navy  Department,  1815.     Philadelphia. 

Mollineanx,  James. 

Acting  Third  Assistant  Engineer,  9  September,  1862.     Resigned  36  May,  1865. 

Moloney,  Daniel. 

Mate,  11  January,  1864.     Honorably  discharged  4  November,  1865. 

Molony    Henry  H.  ,  ^     .         ,  „  t 

Third  Assistant  Engineer,  19  February,  1861.  Second  Assistant  Engineer,  16  Janu- 
ary, 1863.  First  Assistant  Engineer,  1  December,  1864.  Lost  at  Sea,  on  the 
merchant  Steamer  "  Atlanta,"  October,  1865. 

Molony    John.  ^^         ,,    ,.    , 

Mate,  13  uugust,  1863.  Acting  Ensign,  15  February,  1864.  Honorably  discharged 
21  September,  1865. 
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Molloy,  William  C. 

Mate.    Resigned  23  May,  1863. 

Monaghan,  P.  I>.  ,    ,  „  t^        i,      loc- 

Acting  Third  Assistant  Engineer,  1861.    Appointment  revoked  3  December,  18bi. 

Monahon,  Henry  T.  ■„    .        ^„   -r  ■,      -.c^^ 

Midshiprran,  25   July,  1865.     Graduated  June,  1869.      Ensign,  13   July,  1870. 
Master,  18  April,  1873.     Lieutenant,  25  November,  1877. 

Slonkboiise,  Howard.  ,  „  ^ 

Acting  Third  Assistant  Engineer,  16  August,  1864.     Honorably  discharged  3  Oc- 
tober, 18G5. 
Monroe,  Andrew  F.  . 

Midshipman,  3  March,  1841.    Passed  Midshipman,  10  August,  18*7.     Resigned 
14  July,  1854. 

Monroe,  James. 

Acting  First  Assistant  Engiaeer,  16  March,  1864.     Honorably  discharged  36  Feb- 
ruary, 1868. 
Monroe,  William  C. 

Third  Assistant  Engineer,  23  May,  1861.     Second  Assistant  Engineer,  39  October,. 

1862.  Dismissed  26  April,  1869.     Dismissal  revoked  and  resignation  accepted 
1  March,  1871. 

Montague,  James  P. 

Mate,  12  January,  1863.     Acting  Ensign,  21  December,  1863.     Honorably  dis- 
charged 27  October,  1865. 
Montagne,  William. 

Acting  Ensign  and  Pilot,  8  December,  1864.     Resigned  12  May,  1865. 

Monteitli,  W.  li. 

Midshipman,  1  September,  1811.     Lieutenant,  9  December,  1814.     Died  16  Octo- 
ber, 1819. 

Montell,  F.  M. 

Acting  Ensign,  11  December,   1862.    Acting  Master,  recommendation  of  Com- 
manding Officer,  3  May,  1864.     Honorably  discharged  14  November,  1865. 
Montgomery,  A.  M. 

Assistant  Surgeon,  16  July,  1814.     Surgeon,  7  May,  1835.     Died  3  January,  1828. 
Montgomery,  Jobn  B. 

Midshipman,  4  June,  1812.     Lieutenant,  1  April,  1818.     Commander,  9  December, 
1839.     Captain,  6  January,  1853.     Retired  list,  31  December,  1861.     Commo- 
dore on  Retired  list,  16  July,  1863.     Rear-Admiral,  Retired  list,  35  July,  1866. 
Died  25  March,  1873. 
Montgomery;  Sf.  Ii. 

Midshipman,  17  December,  1810.     Lieutenant,  9  December,  1814.     Died  at  Sea,. 
30  July,  1824. 
Montgomery,  Samuel. 

Acting  Second  Assistant  Engineer,  22  October,  1862.     Dismissed  20  Decembei, 
1862. 
Montgomery,  W.  H. 

Midshipman,  21  December,  1837.    Passed  Midshipman,  39  June,  1843.     Drowned 
in  November,  1846. 
Montgomery,  William  J. 

Third  Assistant  Engineer,  33  May,  1861.     Second  Assistant  Engineer,  39  October,. 

1863.  First  Assistant  Engineer,  35  July,  1866.     Resigned  35  October,  18.69. 
Montgomery,  William  S. 

Acting  Second  Assistant  Engineer,  28  Februai-y,  1862.     Resigned  5  June,  j863. 
Moody,  William. 

Mate,  4  February,  1863.     Acting  Ensign,  for  cool  and  gallant  conduct  under  hre 

of  enemy,  33  July,   1864.     Honorably  discharged  38  October,  1865.     Acting 

Ensign,  33  June,  1868.    Mustered  out  13  March,  1868. 
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Mooney,  John. 

Midshipman,  13  December,  1831.    Passed  Midshipman,  15  June,  1887.     Lieuten- 
ant, 8  September,  1841.    Drowned  3  June,  1855. 
Mooney,  Jolin« 

Master,  23  January,  1809.     Last  appearance  on  Records  of  Navy  Department, 
1815.     "Wilmington,  N.  C. 
Mooney,  Tbomas. 

Mate.  29  March,  1870.    Appointment  revoked  27  January,  1873. 
Moor,  Henry. 

Midshipman,  1  March,  1825.    Passed  Midshipman,  4  June,  1831.    Lieutenant,  22 
December,  1835.     Killed  by  explosion  of  boiler  21  March,  1853. 
Moore,  Alfred  F. 

Acting  Second  Assistant  Engineer,  5  March,  1864.    Appointment  revoked  (Sick.) 
16  July,  1864. 

Moore,  Andrew  li. 

Chaplain,  1  July,  1809.     Purser,  17  September,  1811.    Last  appearance  on  Records 
of  Navy  Department. 
Moore,  Andrew  M. 

Assistant  Surgeon,  12  April,  1869. 
Moore,  Austin, 

Acting  Third  Assistant  Engineer,  31  May,  1864.    Honorably  discharged  29  June, 
1865. 
Moore,  Benjamin  I>. 

Midshipman,.  2  February,  1829.     Resigned  2  January,  1843. 
Moore,  Charles. 

Acting  Ensign,  8  April,  1863.    Honorably  discharged  9  December,  1866. 
Moore,  Charles. 

Midshipman,  5  February,  1800.     Last  appearance  on  Records  of  Navy  Department, 
25  August,  1802.     Dead. 
Moore,  Charles  B.  T. 

Midshipman,  28  September,  1869.     Graduated  31  May,  1873.    Ensign,  14  July, 
1874. 

Moore,  Charles  D. 

Mate,  13  April,  1864.    Deserted  30  June,  1865. 

Moore,  Charles  F. 

Mate,  18  June,  1863     Acting  Ensign,  1  July,  1864.    Honorably  discharged  5  No- 
vember, 1865. 

Moore,  Charles  P. 

Mate,  2  May,  1862.     Appointment  revoked  24  November,  1862.     Mate,  4  August, 
1863.     Lost  at  Sea,  "  Bainhridge,"  21  August,  1863. 

Moore,  Cornelius. 

Assistant  Surgeon,  26  May,  1824.     Dismissed  21  November,  1834. 

Moore,  I>elaney  S. 

Midshipman,  18  July,  1814.    Killed  at  Mahone  in  1816. 

Moore,  l^dward  K. 

Midshipman,    1   October,  1864.     Graduated   Jime,  1868.    Master,   12   July,  1870. 
Lieutenant,  1  March,  1873. 

Moore,  Edwin  W. 

Midshipman,  1  January,  1825.     Passed  Midshipman,  4  June,  1831.     Lieutenant, 
3  March,  1835.     Resigned  16  July,  1836 

Moore.  Frank  K. 

Acting  Assistant  Paymaster,  24  May,  1862.     Honorably   discharged   15   January, 
1867. 

Moore,  George  H. 

Acting  Third  Assistant  Engineer,  11  March,  1864.     Acti]i<;  Second  Assistant  Ec 
gineer,  12  June,  1865.     Honorably  discharged  20  November,  1867. 
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Moore,  Gilbert  H. 

Mate,  7  January,  1864.    Killed  in  action,  "  BtocTcadale,'"  16  May,  1864. 

Moore,  O.  Washington. 

Acting  Assistant  Paymaster,  8  October,  1861.     Dismissed  11  September,  1863. 

Moore,  Henry  T. 

Acting  Volunteer  Lieutenant,  26  August,  1861.     Resigned  14  June,  1863. 

Moore,  Henry  W. 

Mate,  19  January  1863.     Dismissed  31  March,  1863. 

Moore,  Henry  W. 

Acting  Third  Assistant  Engineer,  26  October,  1863.     Acting  Second  Assistant  En- 
gineer, 3  August,  1864.    Honorably  discharged  38  October,  1865. 
Moore,  Homer  J. 

Midshipman,  4  July,  1805.     Resigned  6  December,  1810. 

Moore,  James. 

Gunner,  30  June,  1799.  Last  appearance  on  Records  of  Navy  Department,  1  March, 
1808.  Gunner,  1  March,  1808.  Last  appearance  on  Records,  of  Navy  Depart- 
ment, 9  November,  1812. 

Moore,  James  H. 

Mate,  25  Julv,  1863.     Acting  Ensign,   14   August,  1865.     Honorably  discharged 
8  November,  1868. 
Moore,  James  G. 

Acting    Second    Assistant    Engineer,   5   August,  1864.      Honorably    discharged 
25  September,  1865. 
Moore,  James  H. 

Midshipman,  10  February,  1838.     Passed  Midshipman,  20  May,   184.1.     Master, 
5  April,  1852.     Lieutenant,  7  January,  1853.     Died  18  October,  18G0. 
Moore,  Jolin  D. 

Mate,  25  February,  1864.     Honorably  discharged  1  November,  1865. 
Moore,  John  H. 

Midshipman,   29   July,   1865.     Graduated   June,   1869.     Ensign,    13    July,    1870. 
Master,  15  February,  1873.     Lieutenant,  21  September,  1876. 
Moore.  John  M. 

Mate,  9  September,  1862.     Acting  Ensign,  3  November,  1864.     Honorably  dis- 
charged 11  May,  1865. 
Moore,  John  S. 

Acting  First  Assistant  Engineer,  3  September,  1863.  Honorably  discharsed  3  Oc- 
tober, 1865. 

Moore,  John  White. 

Third  Assistant  Engineer,  31  May,  1853.     Second  Assistant  Engineer,  25  June, 
1855.    First  Assistant  Engineer,  31  July,  1858.     Chief  Engineer,  5  August,  1861. 
Moore,  J.  W. 

Acting  Assistant  Surgeon,  39  May,  1861.     Resigned  28  November,  1862. 
Moore,  liemnel  H. 

Acting  Third  Assistant  Engineer,  24  April,  1865.  Honorably  discharged  15  Feb- 
ruary, 1866. 

Moore,  Licwis  H. 

Acting  Ensign      March,  1865.     Resigned  8  November,  1865. 
Moore,  jVicholas  E. 

Mate,  11  August,  1864.     Resigned  25  April,  1865. 
Mojore,  N.  T.  H. 

Assistant  Suvgeon,  13  October,  1840.     Died  35  April,  1843. 
Moore,  Winchester  E. 

Acting  Thi)d  Assistant  Engineer,  15  August,  1864.  Honorably  discharged  10  Julv 
1865.  ^' 

Moore,  Oliver  G. 

Mate,  14  October,  1862.     Dismissed  19  March,  1864. 
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Sloore,  Robert. 

Acting  First  Assistant  Engineer,  27  October,  18G3.     Dismissed  1  November,  18C;!. 
Moore    Robert  B. 

Mate,  11  October,  1864.     Resigned  25  May,  1865. 
Moore    Robert  S. 

Purser  13  September,  1841.     Died  3  April,  1845. 
Moore    Rydon  Gt. 

Midshipman,  3  February,  1829.     Dismissed  28  February,  1834. 
Moore,  Saninel. 

Acting   Third   Assistant    Engineer,   34   January,    1865.      Honorably   discharged 
33  September,  1865. 
Moore    Thomas. 

Carpenter  4  March,  1806.     Died  37  August,  1807. 
Moore,  Thomas. 

Acting  Ensign,  31  December,  1862.     Acting  Master,  14  January,  1864.     Honorably 
discharged  16  November,  1865. 
Moore,  Thomas  M. 

Master,  39  June,  1812.     Resigned  1  November,  1814. 
Moore,  William  E. 

Acting  Second  Assistant  Engineer,  18  October,   1861.     Acting  First  Assistant 
Engineer,  6  November,  1863.     Resigned  29  March,  1865. 
Moore,  William  I. 

Midshipman,  14  April,  1862.  Graduated  June,  1866.  Ensign,  12  March,  1838. 
Master,  26  March,  1869.     Lieutenant,  21  March,  1870. 

Moore,  W.  M.  A. 

Midshipman,  19  August,  1833.    Resigned  8  March,  1832. 
Moore,  William  Stnrtevant. 

Acting  Third  Assistant  Engineer,  under  instruction  Naval  Academy,  10  October, 
1866.  Third  Assistant  Engineer,  2  June,  1868.  Second  Assistant  Engineer, 
3  June,  1869.     Passed  Assistant  Engineer,  11  June,  1876. 

Moore,  William  T. 

Acting  First  Assistant  Engineer,  5  August,  1864.     Dismissed  25  May,  1865. 

Moorehead,  Joseph. 

Midshipman,  9  November,   1813.     Lieutenant,   13   January,    1825.     Commander, 
8  September,  1841.     Died  11  June,  1854. 
Moorehead,,  Joseph. 

Midshipman,    1   April,   1838.     Passed  Midshipman,   14  June,    1834.     Dismissed 
15  February,  1840. 
Moores,  Frederick  W. 

Master,  not  in  line  of  promotion,  19  May,  1837.  Reserved  list,  14  September, 
1855.     Died  23  July,  1869. 

Moores,  F.  W.,  Jr. 

Acting  Third  Assistant  Engineer,  14  July,  1863.    Honorably  discharged  36  March, 
1867. 
Moores,  John  W. 

■  Midshipman,  10  May,  1830.     Lieutenant,  17  May,  1838.     Resigned  23  September, 
1841. 
Moores,  Robert  B. 

Acting  Ensign,  IS  June,  1863.     Honorably  discharged  16  August,  1865. 

Moores,  William  J. 

Acting  Third  Assistant  Engineer,  15  July,  1864.     Honorably  discharged  19  Feb- 
ruary, 1867. 
Morales,  Joseph. 

Midshipman,  1  January,  1813.     Resigned  m  1818. 

Morales,  Manuel. 

Midshipman,  1  December  1809.     Dismissed  11  July,  1814. 
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Sloran,  Charles. 

Mate,  7  October,  1864.     Honorably  discharged  3  October,  1865. 

Moran,  Charles. 

Acting  Gunner,  9  December,  1864.     Honorably  discharged  36  March,  1866. 

Moran,  Charles. 

Gunner,  7  February,  1870.     Died  7  February,  1873. 

Moran,  Charles. 

Gunner,  17  June,  1858.     Dismissed  33  May,  1861. 

Moran,  Edward. 

Acting  Third  Assistant  Engineer,  38  July,  1864.     Appointment  revoked  35  April, 
1865. 
Moran<  Edwin, 

Acting  Thii-d  Assistant  Engineer,  33  August,  1863.  Resigned  33  September, 
1863. 

Moran,  James. 

Mate,  23  January,  1865.    Honorably  discharged  1  March,  1868. 

Moran,  John  M. 

Acting  Third  Assistant  Engineer,  3  March,  1864.     Honorably  discharged  17  Janu- 
ary, 1866. 
Moran,  William. 

Acting  Third  Assistant  Engineer,  20  November,  1862.     Honorably  discharged 
11  November,  1865. 
Morehead,  Joseph  W. 

Acting  Ensign,  34  January,  1868.    Acting  Master,  3  December,  1863.     Honorably 
discharged  13  September,  1865. 
Morehonse,  Alanson  J. 

Mate,  30  January,  1863.     Appointment  revoked  19  February,  1863.     Mate,  20  May, 
1862.     Died  9  April,  1864. 
Moreland,  Henry  O. 

Acting  Second  Assistant  Engineer,  19  September,  1864.     Honorably  discharged 
14  October,  1865. 
Morey,  Benjamin  F. 

Acting  First  Assistant  Engineer,  2  August,  1864.     Dismissed  13  November,  1864. 
Morey,  Frank  C. 

Acting  Third  Assistant  Engineer,  11  July,  1863.     Acting  Second  Assistant  En- 
gineer, 8  March,  1865.     Honorably  discharged  11  November,  1865. 
Morgan,  Albert  H. 

Mate,  25  February,  1864.     Appointment  revoked  17  October,  1864. 
Morgan,  Benjamin. 

Midshipman,  2  November,  1835.     Resigned  1  September,  1837. 
Morgan,  Charles  J. 

Acting  Third  Assistant  Engineer,  17  August,  1863.  Appointment  revoked  (Sick,) 
25  November,  1864.  Acting  Third  Assistant  Engineer,  29  January,  1867.  Mus- 
tered out  3  February,  i869. 

Morgan,  Charles  O. 

Acting  Third  Assistant  Engineer,  19  March,  1862.  Acting  Second  Assistant 
Engineer,  17  June,  1863.  Acting  First  Assistant  Engineer,  14  beptember,  18'j4. 
Dismissed  36  January,  1865. 

Morgan,  Charles  W. 

Mate,  23  June,  1864.  Resigned  27  August,  1864.  Mate,  21  March,  1866.  Dis 
charged  1  February,  1868. 

Morgan,  Charles  W. 

Midshipman,  1  January,  1808.     Lieutenant,  3  March,  1813.    Commander,  15  April, 
1820.     Captain,  21  February,  1831.    Died  5  January,  1853. 
Morgan,  Cyrns  R. 

Third  Assistant  Engineer,  17  December,  1861.     Resigned  3  Apr'l,  1864. 
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Horgan,  David  B. 

Midshipman,  1  February,  1827.     Resigned  25  March,  1833. 
Horgaii,  Edmund. 

Acting  Ensign,  1  October,  1862.     Acting  Master,  3  March,  1864.     Honorably  dis- 
charged 21  September,  1865. 
Morgan,  Edward. 

Acting  Master,  1  October,  1862.     Acting  Volunteer  Lieutenant,  5  August,   1863. 
Honorably  discharged  4  November,  1865. 
Morgan,  George  E. 

Midshipman,  18  February,  1841.     Passed  Midshipman,  10  August,  1847.     Master, 
1  March,  1855.     Lieutenant,  14  September,  1855.     Died  6  January,  1856. 
Morgan,  James. 

Gunner,  3  November,  1798.     Last  appearance  on  Records  of  Navy  Department,  11 
December,  1798. 
Morgan,  Jobn  B. 

Acting  Second  Assistant  Engineer,  28  December,  1861.     Dismissed  16  April,  1863. 
Morgan,  Josepb. 

Third  Assistant  Engineer,  16  November,  1861.     Second  Assistant  Engineer,  25 
August,  1863.     Resigned  5  January,  1866. 
Morgan,  Mordecai. 

Assistant  Surgeon,  28  December,  1818.     Surgeon,  10  July,  1824.     Died  22  Julv, 
1841. 

Morgan,  Nathaniel  S. 

Mate,  16  November,  1861.     Acting  Master,  11  June,  1862.     Acting  Volunteer 
Lieutenant,  5  April,  1865.     Deserted  4  September,  1866. 
Morgan,  Paul. 

Mate,  1  October,  1862.     Acting  Ensign,  10  March,  1864.     Honorably  discharged 
5  August,  1866. 
Morgan,  Peleg  W. 

Mate,  4  April,  1862.     Acting  Ensign,  1  September,  1863.     Died  14  July,  1865. 
Morgan,  Richard. 

Acting  Third  Assistant  Engineer,  10  May,  1864.    Resigned  1  July,  1865 
Morgan,  Thomas. 

Acting  Ensign,  3  May,  1864.    Honorably  discharged  15  July,  1865. 
Morgan,  Tan  B. 

Midshipman,  8  December,  1836.     Passed  Midshipman,  1   July,  1842.     Master, 
25  March,  1849.     Lieutenant,  26  October,  1849     Reserved  list,  13  September, 
1855.     Lieutenant  on  Active  list,  26  October,  1849.     Dismissed  28  June,  1861. 
Morgan,  William  A. 

Mate,  8  May,  1862.     Acting  Ensign,  2  June,  1863.     Acting  Master,  27  October, 
1864.    Honorably  discharged  4  January,  1866.     Acting  Master,  13  April,  1866. 
Ensign,  12  March,  1868.     Master,  18  December;  1868.     Lieutenant,  21  March, 
.  1870. 

Mork,  James. 

Master,  14  July,  1812.    Lieutenant,  37  April,  1816.    Resigned  31  July,  1818. 

Morley,  B. 

Acting  Master,  17  May,  1861.     Resigned  17  October,  1861. 

Morley,  Gideon  M. 

Acting  Second  Assistant  Engineei-,  6  June,  1864.     Appointment  revoked  (Sick.) 
24  August,  1864. 

Morong,  John  C 

Acting  Ensign,  1  April,  1863.     Acting  Master,  1  June,  1864.     Ensign,  12  March, 
1868.     Master,  18  December,  1868.     Lieutenant,  21  March,  1870. 

Morrell,  Henry. 

Midshipman,  30  June,  1869.     Graduated  31  May,  1873.    Ensign,  16  July,  1874. 
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Morrell,  James. 

Sailmaker,  13  July,  1800.     Discharged  8  May,  1801. 
Morrell,  Joseph. 

Gunner,  28  March,  1814.     Resigned  31  May,  1815. 
Morrell,  Moses. 

Midshipman,  16  January,  1809.     Last  appearance  on  Records  of  Navy  Department, 
1815.    Tiigsite, '' President." 
Morrell,  Robert. 

Surgeon,  31  May,  1810.     Last  appearance  on  Records  of  Navy  Department,  1815. 
New  Orleans. 
Morrell,  William. 

Midshipman,  11  May,  1798.     Discharged  13  October,  1801,  under  Peace  Establish- 
ment Act. 
Morrill,  Ferdinand  G. 

Acting  Ensign,  1  October,  1864.     Honorably  discharged  16  September,  1806. 
Morrill,  Kichard. 

Gunner,  1  September,  1803.     Killed  by  accident  in  the  Mediterranean. 
Morrill,  S.   J. 

Master,  7  July,  1813.    Discharged  7  May,  1813. 
Morris,  Benjamin  F. 

Mate,  37  May,  1863.     Resigned  15  December,  1863.     Acting  Ensign,  38   January, 
1864.     Honorably  discharged  27  May,  1866. 
Morris,  Charles. 

Purser,  4  February,  1799.     Discharged  18  November,  1801,  under  "°eace  Establisli- 
ment  Act. 
Morris,  Charles. 

Mate,  18  September,  1863.     Died  25  September,  1863. 
Morris,  Charles. 

Midshipman,  1  July,  1799.     Lieutenant,  38  January,   1807.     Captain,       March, 
1813.     Died  37  January,  1856. 
Morris,  Charles  Maningault. 

Midshipman,  13  December,  1837.    Passed  Midshipman,  39  June,  1843.     Master, 
26  March,  1851.     Lieutenant,  13  October,  1851.     Resigned  29  January,  1861. 
Morris,  Charles  V. 

Master,  not  in  line  of  promotion,  19  July,  1843.     Reserved  list,  14  September,  1855. 
Morris,  Charles  V. 

Midshipman,  1  January,  1818.     Resigned  20  October,  1837. 
Morris,  Charles  W. 

Midshipman,  12  September,  1829.     Passed  Midshipman,  3  July,  1835.     Lieutenant, 
25  February,  1841.     Died  of  wounds  received  in  action  1  November,  1846. 
Morris,  David. 

Acting  Third  Assistant  Engineer,  8  September,  1863.  Acting  Second  Assistant 
Engineer,  28  September,  1864.    Honorably  discharged  14  December,  1865.  v 

Morris,  Francis. 

Actmg  Midshipman,  27  September,  1860.  Ensign,  1  October,  186:!.  Master, 
10  May,  1866.  Lieutenant,  31  February,  1867.  Lieutenant-Commander, 
13  March,  1868. 

Morris,  Frank  B. 

Mate,  18  October,  1864.     Resigned  30  May,  1865. 
Morris,  GJeorge  TJ. 

Midshipman,  14  August,   1846.      Passed  Midshipman,  8  June,   1853.      Mas-ter, 

15  September,  1855.     Lieutenant,  16  September,  1855.     Lieutenant-Commander, 

16  July,  1863.     Commander,  25  July,  1866.     Died  15  August,  1875. 
Morris,  H.  A.  H. 

Midshipman,  1  January,  1817.     Cashiered  22  December,  1827. 
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Morris,  Henry  W. 

Midshipman,  31  August,  1819.     Lieutenant,  17  May,  1838.     Commander,  13  Octo- 
ber,  1849.     Captain,  37  December,  1856.     Commodore,  16  July,   1863.     Died 
14  August,  1863. 
Morris,  Isaac  Ji. 

Midshipman,  7  July,  1836.    Passed  Midshipman,  1  July,  1843.     Died  4  January 
1848.  r         ,  J,  J, 

Morris,  Isaac  T. 

Acting    Midshipman,    30     September,    1860.      Graduated    June,    1866.      Died 
35  December,  1866. 
Morris,  Jacob. 

Master,  date  not  known.     Resigned  10  December,  1834. 
Morris,  James. 

Acting  Third  Assistant  Engineer,  13  July,  1864.     Appointment  revoked  5  Jime, 
1865. 

Morris,  James. 

Carpenter,  38  May,  1798.     Last  appearance  on  Records  of  Navy  Department. 

Morris,  James  Li. 

Midshipman,  9  June,  1811.     Lieutenant,  37  April,  1816.     Resigned  10  September, 
1837. 

Morris,  John. 

Boatswain,  38  October,  1838.    Retired  list,  31  December,  1861.     Died  18  January. 
1875. 
Morris,  Jotan. 

Acting  Second  Assistant  Engineer,  6  August,  1864.     Deserted  September,  1864. 
Morris,  Jnlins  R. 

Acting  Assistant  Paymaster,  31   December,  1863.      Resigned   (Sick,)  30  March, 
1865. 
Morris,  Miles  H. 

Purser,  3  January,  1858.     Dismissed  1  June,  1861. 
Morris,  JVoadiah. 

Chaplain,  6  July,  1803.     Purser,  10  December,  1803.     Last  appearance  on  Records 
of  Navy  Department,  4  October,  1806.     Dead. 
"Morris,  Richard  H. 

Midshipman,   10  May,    1830.      Lieutenant,   17  May,  1838.      Died  5  November, 
1837. 
Morris,  Richard  T. 

Captain,  8  June,  1798.    Dismissed  14  May,  1804. 

Morris,  Robert. 

Acting  Ensign,  3  March,  1864.     Honorably  discharged  19  November,  1865. 

Morris,  Robert  S. 

Midshipman,  38  December,  1837.     Died  18  November,  1839. 
Morris,  Watson. 

Boatswain,  date  not  known.     Discharged  in  1818. 

Morris,  William. 

Mate,  3  November,  1863.     Honorably  discharged  31  June,  1864. 

Morris,  Williaui  O. 

Mate,  30  January,  1863.     Acting  Ensign,  3  April,  1863.     Acting  Master,  13  May, 
1863.     Honorably  discharged  14  April,  1868. 
Morris,  William  H. 

Acting  Third  Assistant  Engineer,  37  May,  1861.  Acting  Second  Assistant  En- 
gineer, 17  February,  1863.  Acting  First  Assistant  Engineer,  18  April,  1864. 
Honorably  discharged  7  March,  1866. 

Morrisey,  John,  Jr. 

Acting  Ensign,  38  March,  1864.     Honorably  discharged  16  September,  1865. 
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Moi-R-lson,  E.  D. 

Assistant  Surgeon,  34  July,  1813.     Dismissed  16  February,  1818. 

Morrison,  George  F. 

Midshipman,  5  November,  1849.     Passed  Midshipman,  13  June,  1855.     Master, 
16  September,  1855.     Lieutenant-Commander  on  Keserved  list.     Master,  on  Re- 
tired list  from  15  March,  1877. 
Morrison,  George  M. 

Acting  Third  Assistant  Engineer,  38  May,  1864.     Honorably  discharged  27  Sep- 
tember, 1865. 
Morrison,  Guy. 

Mate,  1  June,  1863.     Resigned  27  January,  1864. 
Morrison,  Henry. 

Midshipman,  1  March,  1799.     Last  appearance  on  Records  of  Navy  Department. 
Morrison,  James. 

Midshipman,  20  June,  1806.     Resigned  11  November,  1809. 
Morrison,  James  S. 

Third  Assistant  Engineer,  3  May,  1859.     Second   Assistant  Engineer  3  October, 
1861.     First  Assistant  Engineer,  20  May,  1863.     Dropped  7  December,  1873. 
Morrison,  Jesse  C. 

Carpenter,  25  April,  1843.     Died  16  April,  1846. 

Morrison,  J.  D. 

Midshipman,  8  March,  1832.     Resigned  31  December,  1839. 

Morrison,  Robert  R. 

Acting  Third  Assistant  Engineer;  7  April,  1862.     Acting  Second  Assistant  Engi- 
neer, 17  October,  1863.    HonoraWy  discharged  28  October,  1865.    Acting  Second 
Assistant  'Engineer,  21  August,  1866.     Mustered  out  14  May,  1868. 
Morrison,  Samuel. 

Gunner,  4  March,  1823.     Died  31  August,  1833. 
Morrow,  James. 

Acting  Third  Assistant  Engineer,  37  May,  1861.     Resigned  10  December,  1861. 
Morrow,  T,.  G. 

Acting  Assistant  Paymaster,  19  January,  1865.    Honorably  discharged  7  October, 
1865. 
Morrow,  Richard  P. 

Acting  First  Assistant  Engineer,  18  March,  1864.    Honorably  diacharged  6  No- 
vember, 1865. 
Morse,  Edmund  IL. 

Acting  Second  Assistant  Engineer,  16  March,  1864.    Appointment  revoked  (Sick,) 
3  December,  1864. 
Morse,  Edward  A. 

Mate,  4  January,  1864.    Honorably  discharged  14  October,  1865. 
Morse,  Esrom. 

Mate,  34  October,  1863.     Resigned  3  March,  1863. 
Morse,  De  Witt  C. 

Mate,  25  January,  1864.     Died  at  Mound  City,  111.,  11  December,  1864. 
Morse,  Franklin  A. 

Acting  Third  Assistant  Engineer,  10  November,  1863.     Honorably  discharged 
7  November,  1865. 
Morse,  George  F. 

Acting  Ensign,  11  October,  1863.     Honorably  discharged  16  September,  1865. 
Morse,  Jerome  E. 

Midshipman,  13  October,  1863.     Graduated  June,  1866.     Ensign,  12  March,  1868. 
Master,  21  March,  1870.     Lieutenant,  21  March,  1871.     Retired  22  July,  1874. 
Morse,  John. 

Acting  Third  Assistant  Engineer,  21  June,  1862.     Resigned  8  May,  1863. 
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3Iorse,  John  O. 

Acting  Ensign,  7  October,  1S02.  Acting  Master,  18  June,  1864.  Dismissed  17  Oc- 
tober, 1864. 

Morse,  Joseph  T. 

Mate,  30  November,  1863.     Appointment  revoked  (Sick,)  11  February,  1864. 
Morse,  I^a  Roy  F. 

Acting  Assistant  Surgeon,  14  November,  1863.  Honorably  discharged  7  Decem- 
ber, 1865. 

Morse,  li.  R.  M. 

MidsHpman,  10  May,  1820.     Resigned  17  October,  1820. 

Morse,  Theodore  S. 

Mate,  §  May,  1864.     Honorably  discharged  13  November,  1865. 

Morse,  William  H. 

Master's  Mate,  1  July,  1839.     Second  Master,  3  March,  1849.    Kesigned  35  May, 
1859. 
Morse,  William  H. 

Mate,  6  June,  1862.    Honorably  discharged  8  December,  1865. 

Morson,  Hugh. 

Assistant  Surgeon,  4  April,  1831.  Passed  Assistant  Surgeon,  1  August,  1837. 
Kesigned  6  September,  1887.  Assistant  Surgeon,  8  September,  1841.  Resigned 
8  December,  1843. 

Mortimer,  George. 

Actii.,  Third  Assistant  Engineer,  18  July,  1864.     Honorably  discharged  9  August, 
1865. 
Mortimer,  George  IL, 

Acting  Second  Assistant  Engineer,  18  November,  1863.    Dismissed  13  June,  1864. 

Mortimer,  William. 

Acting  Gunner,  18  April,  1863.     Appointment  revoked  30  November,  1864. 

Morton,  Francis  P. 

Acting  Assistant  Paymaster,  11  April,  1863.     Mustered  out  14  December,  1865 

Morton,  Francis  T. 

Acting  Assistant  Paymaster,  4  June,  1862.     Resigned  29  September,  1862. 

Morton,  George  W. 

Acting  Assistant  Paymaster,  25  September,  1861.     Mustered  out  7  July,  1867. 

Morton,  Gilbert. 

Acting  Gunner,  1  October,  1862.  Promoted  Acting  Master,  6  October,  1863. 
Honorably  discharged  12  October,  1865.  Acting  Master,  30  May,  1867.  Ensign, 
12  March,  1868.     Retired  list,  14  February,  1874. 

Morton,  Henry  B. 

Acting  Ensign,  3  March,  1865.     Honorably  discharged  13  June,  1865. 

Morton,  John  W. 

Acting  Third  Assistant  Engineer,  21  March,  1864.    Honorably  discharged  9  Janu- 
ary, 1866. 
Morton,  Joseph  B. 

Mate,  23  April,  1863.    Resigned  28  November,  1864. 

Morton,  Joseph  G. 

Acting  Assistant  Paymaster,  19  November,  1864.  Honorably  discharged  18  Oc- 
tober, 1865. 

Morton,  Pliny.  .o. ,     t     ^  t>       j      4- at 

Assistant  Surgeon,  10  December,  1814.  Last  appearance  on  Records  of  Navy 
Department,  1815.    Frigate  "  United  States." 

Morton,  Thomas  H. 

Acting  Master,  26  December,  1861.    Resigned  29  May,  1863. 

Morton.  William  R. 

Mate  15  October,  1861.    Dismissed  11  April,  1862.    Mate,  24  April,  1863.    Re- 
signed 15  July,  1862 
33 
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Mory,  Joseph. 

Carpenter,  1  August,  1800.     I^ast  appearance  on  Recoras  of  Navy  Department 

Moseley,  James  C. 

Acting  Midshipman,  20  M.iy,  1852.     Midshipman,  1  October,  185G.     Passed  Mid- 
shipman, 29  April,   1859.     Master,  5  September,  1859.     Lost  in  the  ^'Levant,'"- 
18  September,  18C0. 
Moseley,  Josepli. 

Acting  Master,  29  October,  1861.     Resigned  (Sick,)  21  May,  1803. 
Moseley,  Joseph. 

Acting  Ensign,  8  November,   1863.     Appointment  revoked  (Sick,)  6  December,. 
1863. 
Moseley,  Samuel. 

Assistant  Surgeon,  17  August,  1826.     Surgeon,  4  April,  1831.     Resigned  13  April,. 
1852. 
Moser,  Henry. 

Mate,  34  March,  1863.     Appointment  revoked  15  April,  1868. 
Moser,  Jeflerson  F. 

Midshipman,  29  September,  1864.     Graduated  Jun-e,  1868.     Master,  13  July,  1870. 
Lieutenant,  19  August,  1873. 
Moses,  Alexander. 

Mate,  30  July,  1863.     Resigned  7  August,  1865. 
Moses,  C  liCe. 

Acting  Master,  33  January,  1862.    Resigned  18  August,  1863. 
Moses,  Edward. 

Acting  Master,  17  May,  1863.     Died  18  May,  1864. 
Moses,  Jabez  H. 

Acting  Assistant  Surgeon,  19  February,  1864.     Honorably  discharged  10  October, 
1865. 
Moses,  lieonard. 

Carpenter,  6  July,  1850.     Died  30  August,  1857. 
Moses,  Philip. 

Midshipman,  17  May,  1800.     Discharged  39  April,  1801,  under  Peace  Establish- 
ment Act. 
Mosher,  Charles  R. 

Third  Assistant  Engineer,  20  May,  1863.     Resigned  3  March,  1806. 
Mosher,  William. 

Mate,  15  July,  1864.    Resigned  31  October,  1868. 
Mosher,  William. 

Midshipman,  7  March,  1814.     Resigned  27  April,  1815. 
Moshier,  William. 

Boatswain,  3  April,  1808.     Discharged  8  August,  1803. 
Mosier,  Edward  T. 

Mate,  9  January,  1864.    Honorably  discharged  18  September,  1867. 
Moslander,  William. 

Acting  Master,  37  December,  1861.     Honorably  discharged  31  October,  1865. 
Mosman,  B.  Frank. 

Acting  Master,  3  July,  1861.     Resigned  7  November,  1863. 
Moss,  Charles  B. 

Chief  Engineer,  39  May,  1844.     Dropped  30  January,  1846. 
Moss,  Jasper  H. 

Mate,  15  September,  1864.    Honorably  discharged  15  July,  1865. 
Moss,  Joseph. 

Mate,  20  December,  1861.     Acting  Ensign,  15  September,  1863.     Dead. 
Moss,  Michael. 

Acting  Third  Assistant  Engineer,   9   October,   1861.     Resigned   21    November 
1861. 
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Mossington,  Walter. 

Acting  Third  Assistant  Engineer,  16  July,  1863.     Honorably  discharged  19  Novi  -  i 
ber,  1865.  ^ 

Motley,  A. 

Midshipman,  16  January,  1809.    Last  appearance  on  Records  of  Navy  Department 
1815     Portland,  Massachusetts. 
Mott,  George  B. 

Acting  Ensign,  1  April,  1863.     Honorably  discharged  17  August,  1865. 
Mott,  John. 

Lieutenant,  9  February,  1805.     Resigned  6  February,  1806 
Mott,  AVilliam  H. 

Acting  Third  Assistant  Engineer,  17  May,  1864.     Acting  Second   Assistant  En- 
gineer, 2  June,  1865.     Honorably  discharged  11  December,  1865. 
Mott,  William  H. 

Mate,  13  February,  1864.     Honorably  discharged  31  November,  1866. 
Mott,  William  IX. 

Midshipman,  7  August,  1813.     Lieutenant,  1  April,  1818.     Died  4  July,  1824. 
Mott,  William  H. 

Midshipman,  1  January,  1812.     Dismissed  7  July,  1813. 
Mott,  William  H. 

Mate,  9  July,  1862.    Honorably  discharged  31  November,  1866. 
Motte,  William  S. 

Midshipman,  2  March,  1799.     Resigned  33  September,  1799. 
Moule,  John  J. 

Acting  Ensign,  28  January,  1864.     Honorably  discharged  33  October,  1865. 
Mount,  Edward. 

Master,  28  June,  1815.     Last  appearance  on  Records  of  Navy  Department. 
Mountain,  J.  M. 

Midshipman,  16  January,  1809.     Resigned  19  December,  1809. 
Mowatt,  James. 

Acting  First  Assistant  Engineer,  15  November,  1861.    Resigned  1  August,  1862. 
Mowbray,  William. 

Gunner,  17  September,  1861.     Resigned  19  July,  1865. 
Mower,  Henry  K. 

Midshipman,  1  March,  1835.     Died  in  April,  1828. 
Mowson,  Robert. 

Mate,  25  January,  1865.     Deserted  33  March,  1867. 
Moxley,  Caleb  H. 

Acting  Third  Assistant  Engineer,  28  March,  1864.     Honorably  discharged  28  Oc- 
tober, 1865. 
Moxley,  Henry. 

Acting  Third  Assistant  Engineer,  29  December,  1863.      Honorably  discharged 
9  December,  1865. 

Moxon,  Henry  C 

Acting  Chief  Engineer,  4  February,  1863.     Died  3  August,  1863. 

Moyer,  Josepb. 

Acting  Ensign,  1  October,  1862.     Honorably  discharged  12  October,  1865. 

Moyle,  Samuel. 

Acting   Third    Assistant    Engineer,   28    March,   1865.       Honorably    discharged 
17  March,  1866. 

Moyles,  Henry. 

Acting  Second  Assistant  Engineer,  21  October,  1862.     Acting  First  Assistant  En- 
gineer, 22  March,  1865.     Honorably  discharged  36  November,  1865. 

Much,  George  W. 

Assistant  Naval  Constructor,  17  May,  1866.     Naval  Constructor,  15  April,  1871. 
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Mndge,  William  C. 

Mate,  26  May,  1864.     Honorably  discharged  25  October,  1865. 

Mnhatha,  Robert. 

Acting  First  Assistant  Engineer,  1  October,  1862.    Honorably  discharged  28  No- 
vember, 1865. 
Mnhlenbnrg,  P.,  Jr. 

Midshipman,  20  June,  1806.     Resigned  2  May,  1808. 

Muir,  ISobert. 

Acting   Third    Assistant    Engineer,   24  January,   1865.     Honorably   discharged 
15  September,  1868. 
Mnir,  Walter. 

Acting  Ensign,  1  October,  1862.     Resigned  10  April,  1865. 

Mulcare,  Slichael. 

Acting  Third  Assistant  Engineer,   28   January,    1863.      Honorably   discharged 
12  July,  1865. 
Mnldaiir,  Alonzo  W. 

Acting  Master,  18  October,  1861.  Acting  Volunteer  Lieutenant,  24  May,  1804. 
Honorably  discharged  19  November,  1866.  Acting  Master,  23  April,  18U7. 
Lieutenant,  12  March,  1808.  Lieutenant-Commander,  18  December,  1868. 
Lost  on  "  Oneida,"  Yokohama,  Japan,  24  January,  1870. 

Mnlford,  A.  B. 

Acting  Master,  26  August,  18G1.    Honorably  discharged  10  November,  1868. 

Mnlford,  Ezekiel. 

Midshipman,  1  February,  1826.     Resigned  7  June,  1830. 

Mnlford,  James  H.,  Jr. 

Passed  Assistant  Paymaster,  23  July,  1866.     Resigned  26  November,  1866. 

Mnlford,  Joseph  W. 

Acting  Ensign,  12  July,  1864.     Honorably  discharged  6  December,  1865. 

Mnlford,  Richard. 

Master's  Mate,  date  not  known.     Master,   3   July,   1813.     Last   appearance  on 
Records  of  Navy  Department,  1815.     New  York. 
Mnlholland,  John. 

Acting  Third  Assistant  Engineer,  13  September,  1862.     Dismissed  21  April,  1863. 
Mnll,  Alexander  M. 

Midshipman,  1  January,  1818.    Lieutenant,  3  March,  1827.     Died  19  July,   1830. 

Mnll,  Jacob. 

Master,  13  February,  1809.     Struck  oflf  4  May,  1825.     Master,  5  August,  1825. 
Died  29  January,  1851. 
Mull,  Thomas  A. 

Midshipman,  1  December,  1824.    Passed  Midshipman,  28  April,  1832.     Dismissed 
12  March,  1838. 
Mnllahan,  Thomas. 

Acting  Second  Assistant  Engineer,  27  February,  1863.     Dead. 
Mnllan,  Dennis  W. 

Acting  Midshipman,  21  September,  1860.     Ensign,  1  October,  1863.     Master,  10 
May,  1866.     Lieutenant,  21  February,  1867.     Lieutenant-Commander,  12  March 
1868. 
Mnllan,  Horace  E. 

Acting  Midshipman,  25  September,  1857.    Midshipman,  1  June,  1861.     Acting 
Master,  23  September,  1861.      Lieutenant,  16   July,   1862.      Lieutenant-Com- 
mander, 25  July,  1866.     Dropped  18  August,  1876.     Restored  to  original  posi- 
tion as  Lieutenant-Commander,  16  July,  1878.     Commander,  8  February,  1879. 
Mnllany,  J.  R.  Madison. 

Midshipman,  7  January,  1832.  Passed  Midshipman,  23  June,  1838.  Lieutenant, 
28  February,  1844.     Commander,  18  October,  1861.     Captain,  25  July,  1866. 
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Commodore,   15  August,   1870.      Rear-Admiral,  5   June,  1874.      Retired  list, 
36  October,  1879. 

Mullen,  Anthony  X.  E. 

Third  Assistant  Engineer,  12  August,  1801.     Second  Assistant  Engineer,  21  April, 

1863.  First  Assistant  Engineer,  25  January,  1865.     Died  20  September,  1877. 
Mullen,  J.  W. 

Mate,  10  September,  1864.     Resigned  15  May,  1865. 
Mullen,  William. 

Acting  Ensign,  16  March,  1865.     Honor.ably  discharged  27  August,  1805. 
Mullen,  William  M. 

Mate,  30  August,  1864.     Honorably  discharged  6  November,  1865. 
Mulligan,  Barry  D. 

Acting  Third  Assistant  Engineer,  18  April,  1862.     Acting  Second  Assistant  Engi- 
neer, 18  October,  1863.     Resigned  17  September,  1803.     Acting  Third  Assistant 
Engineer,  8  August,  1864.     Honorably  discharged  1  December,  1865. 
Mulligan,  Richard  T. 

Midshipman,  5  June,  1871.     Graduated  20  June,  1876.     Ensign,  2  January,  1880. 
Mulllns,  John. 

Acting  Master  and  Pilot,  9  January,  1805.     Honorably  discharged   11  October, 
1865. 
Mullowny,  Edward. 

Midshipman,  21  June,  1839.     Last  appearance  on  Records  of  Navy  Department, 
19  September,  1840. 
Mullowny,  John. 

Lieutenant,  9  March,  1798.    Discharged  26  September,  1801,  under  Peace  Estab- 
lishment Act. 

Mulready,  John. 

Acting  Third  Assistant  Engineer,  24  July,  1863.     Acting  Second  Assistant  En- 
ineer,  10  May,  1865.     Honorably  discharged  26  February,  1868 

Mnlready,  Robert. 

Acting  Third  Assistant  Engineer,  13  November,  1862.     Acting  Second  Assistant 
Engineer,  23  February,  1864.     Acting  First  Assistant  Engineer,  30  November, 

1864.  Honorably  discharged  1  December,  1865. 

Mumford,  William. 

Purser,  13  November,  1799.     Discharged  10  September,  1801,  under  Peace  Estab- 
lishment Act. 
Mnn,  Hugh  J. 

Midshipman,  10  May,  1820.     Died  28  May,  1831. 

Munee,  Thomas  Q. 

•  Acting  Midshipman,  22  September,  1857.     Resigned  10  March,  1800. 

Mnncy,  Milton  B. 

Mate,    8    December,   1863.      Acting    Ensign,   11   June,    1863.      Actmg    Master, 
35  March,  1865.     Honorably  discharged  12  December,  1805. 

Mundy,  George. 

Acting  Ensign,  1  October,  1862.     Resigned  24  April,  1863. 

Mundy,  George. 

Acting  Master,  14  August,  1861.     Acting   Volunteer  Lieutenant,  18  March,  1864. 
Honorably  discharged  16  December,  1805. 

Munger,  John  A.  .  ,,         ,    .     •  ^    ^ 

Acting  Third  Assistant  Engineer,  35  November,  1861.     Acting  Second  Assistant 
Engineer,  19  December,  1802.     Resigned  23  May,  1803. 

Munn,  James  P.  „         ,,     ,. 

Acting  Ensign,  Admiral  Stribling's  Staff,  23  September,  1804.     Honorably  dis- 
charged 13  January,  1860. 

Munn,  Samuel  E. 

Midshipman,  27  August,  1833.     Passed  Midshipman,23  March,  1839.     Lieutenant, 
31  December,  1833.     Died  23  November,  1854. 
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Mnnro,  Richard  A. 

Boatswain,  25  July,  1836.    Died  37  March,  1882. 
Munroe,  Benianiin  F. 

Acting  Assistant  Paymaster,  7  September,  1863.     Mustered  out  27  August,  1865. 

Munroe,  Frank  H. 

Mate,  37  July,  lfci63.     Honorably  discharged  16  August,  1865. 

Munroe,  John. 

Boatswain,  14  January,  1840.     Resigned  9  August,  1852. 

Munroe,  John. 

Acting  Third  Assistant  Engineer,  1  February,  1863.     Died  9  Scpiomber,  1863. 

Munroe,  Joseph  W. 

Acting  Ensign,  1  July,  1864.     Honorably  discharged  16  November,  1865. 

Munroe,  William  H. 

Mate,  14  April,  1862.     Resigned  6  October,  1863. 
Munroe,  Willis  F. 

Acting  Master,  17  September,  1861.     Died  from  wounds  received   in  Battle  of 
Galveston,  1  February,  1863. 
Munson,  Charles  A.,  Jr. 

Mate,  16  April,  1863.     Resigned  23  June,  1863. 
Munson,  James. 

Acting  Second  Assistant  Engineer,  9  June,  1863.     Dismissed  7  October,  1863. 
Murdangli,  James. 

Assistant  Surgeon,  13  July,  1799.     Permitted  to  retire  27  May,  1801. 
Mnrdaugh,  W^illiam  H. 

Midshipman,  9  September,  1841.     Passed  Midshipman,  10  August,  1847.     Master, 
14  September,  1855.    Lieutenant,  15   September,  1855.     Dismissed   31    April, 
1861. 
Murdoch,  James. 

Lieutenant,  15  November,  1799.    Discharged  14  April,  1801,  under  i'cace  Estab- 
lishment Act. 
Murdoch,  James  W. 

Lieutenant,  9  August,  1804.     Out  of  service  25  June,  1800. 
Murdoch,  Joseph. 

Midshipman,  14  November,  1798.     Last  appearance  on  Records  oi  Navy  Depart- 
ment, 16  July,  1801. 
Murdoch,  Joseph  B. 

Midshipman,  26  July,  1866.     Graduated  7  June,  1870.     Ensign,  13  July,  1871. 
Master,  2  February,  1874.     Lieutenant,  10  March,  1880. 
Murphy,  Benjamin  B. 

Acting  Carpenter,  12  May,  1869.     Appointment  revoked  7  June,  1873. 
Murphy,  Charles  J. 

Mate,  2  November,  1864.    In  service. 
Murphy,  Daniel. 

Second  Assistant  Engineer,  12  November,  1843.     Resigned  25  November,  1848. 
Murphy,  Daniel  S. 

Acting  Master,  18  December,  1861.     Honorably  discharged  31  October,  1865. 
Murphy,  Henry. 

Sailmaker,  1  August,  1809.     Last  appearance  on  Records  oi  Navy  Department, 
1815.     Bvig '' Argus.'' 
Murphy,  Jeremiah. 

Mate,  8  January,  1863.     Appointment  revoked  (Sick,)  26  February,  1864. 
Murphy,  J.  C. 

Mate,  17  July,  1861.     Acting  Ensign,  30  April,  1863.      Honoraljly  discharged 
4  October,  1865. 
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Jlnrpby,  John  D. 

Assistant  Surgeon,  24  January,  1862.     Died  26  October,  1867. 
Murphy,  John  M. 

Midshipman,  18  February,  1841.     Resigned  17  December,  1846. 
Murphy,  John  M. 

Midsliipman,  18  February,  1841.     Passed  Midshipman,  10  August,  1847.    Re- 
signed 10  May,  1853.     Acting  Lieutenant,  4  December,  1862.     Resigned  30  July, 
1864. 
Murphy,  Michael. 

Acting  Ensign,  20  April,  1864.     Honorably  discharged  20  August,  1865. 
Murphy,  Monroe. 

Third  Assistant  Engineer,  18    November,   1862.      Second   Assistant    Engineer, 
23  March,  1864.     Resigned  6  December,  1865. 
Mnrphy,  Patrick. 

Acting  Ensign,  12  December,  1863.     Resigned  23  April,  1803. 
Mnrphy,  Patrick  J. 

Acting  Third  Assistant  Engineer,   11   January,   1864.      Honorably   discharged 
10  July,  1866. 
Mnrphy,  Peter  U. 

Midshipman,  13  May,   1834.     Passed  Midshipman,   8   July,    1839.     Lieutenant, 
29  May,  1846.     Dismissed  21  April,  1861. 
Mnrphy,  R.  B.  K. 

Acting  Master  and  Pilot,  15  June,  1865.     Honorably  discharged  30  September, 
1865. 
Mnrphy,  Samuel  W. 

Acting  Third  Assistant    Engineer,   8   February,   1865.      Honorably   discharged 
13  September,  1865. 
Mnrphy,  William  K. 

Midshipman,  8  February,  1847.     Appointment  revoked  2  May,  1848. 

Murray,  Albert  S. 

Third  Assistant  Engineer,  19  February,  1861.     Second  Assistant  Engineer,  16  Jan- 
uary, 1863.     Killed  on  the  "  Chenango,"  15  April,  1864. 
Mnrray,  Alexander. 

Midshipman,  33  August,  1835.  Passed  Midshipman,  23  June,  1841.  Master, 
23  March,  1847.  Lieutenant,  12  August,  1847.  Reserved  list,  13  September, 
1855.  Lieutenant  on  Active  list,  13  August,  1847.  Commander,  16  July,  1863. 
Captain,  35  July,  1866.  Commodore,  19  June,  1871.  Rear-Admiral,  2G  April, 
1376.  Retired  list,  30  April,  1878. 
Murray,  Alexander. 

Captain,  1  July,  1798.    Died  6  October,  1821. 

Murray,  Alexander  M. 

Midshipman,  1  January,  1817.     Last  appearance  on  Records  of  Navy  Deparrment, 
6  March,  1832.     Dead. 

Murray,  Charles.  . 

Purser,  31  March,  1843.     Retired  list,  6  January,  1864.     Pay  Director.     Retired 
3  March,  1871.     Died  7  June,  1873. 

Murray,  Charles. 

Mate,  11  June,  1863.     Honorably  discharged  12  December,  1865. 

"mdsh'ipman,  13  j'uly,  1799.  Lieutenant,  26  January,  1807.  Resigned  39  October, 
1811. 

"mdsMpman  29  April,  1836.  Passed  Midshipman,  1  July,  1843.  Master,  4  No- 
vember 1848.  Lieutenant,  24  July,  1849.  Commander,  16  July,  1863.  Retired 
list  8  June,  1867.  Captain  on  Retired  list,  23  June,  1867.  Died  11  July, 
1868. 
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Mnrray,  George. 

Midshipman,  15  November,  1809.     Resigned  26  March,  1811. 

Mnrray,  George. 

Midshipman,  6  January,  1809.     Resigned  18  December,  1809. 

Murray,  George  J. 

Acting  Master,  24  March,  1863.     Appointment  revoked  3  June,  1863. 

Murray,  Jacob  M. 

Third  Assistant  Engineer,  23  June,  1863.     Resigned  13  May,  1865. 
Murray,  James  D. 

Purser,  3  June,  1858.     Pay  Inspector,  3  March,  1871.     Pay  Director,  25  September^ 
1875. 
Murray,  James  M. 

Assistant  Surgeon,  29  December,  1877. 
Murray,  Jobn. 

Acting  Gunner,  19  March,  1864.     Honorably  discharged  21  January,  1866. 
Mnrray,  Robert  E. 

Acting  Third  Assistant  Engineer,  27  May,  1864.     Honorably  discharged  29  July,, 
1866.     Acting  Third   Assistant   Engineer,   3   December,    1866.     Mustered  out 
9  December,  1867. 
Murray,  Tbomas  IV. 

Acting  Assistant  Paymaster,  18  September,  1862.     Mustered  out  18  August,  1865. 

Murray,  William  I>. 

Acting  Ensign,  13  September,  1864.     Honorably  discharged  31  July,  1865. 

Muse,  Jobn. 

Purser,  16  April,  1799.     Discharged  18  November,  1801,  under  Peace  Establish- 
ment Act. 
Muse,  Jobn  B. 

Midshipman,  1  April,  1838.     Resigned  3  June,  1838. 
Mnse,  Liewis  S. 

Midshipman,  11  December,  1809.     Resigned  10  December,  1810. 
Muse,  Tbomas  E. 

Midshipman,  30  September,  1869.     Graduated  31  May,  1873,     Ensign,  16  July,. 
1874.    Died  9  December,  1877. 
Muse,  William  B. 

Midshipman,   1   July,   1836.     Passed  Midshipman,   1   July,   1842.      Lieutenant,, 
2  June,  1850.     Resigned  9  June,  1852. 
Muse,  William  T. 

Midshipman,  1  June,   1828.     Passed   Midshipman,  14  June,   1834.     Lieutenant, 
29  December,  1840.    Commander,  14  September,  1855.    Dismissed  3  April,  1861. 
MnsgraTe,  Edward  G. 

Acting  Assistant  Paymaster,  5  August,  1863.    Resigned  (Sick,)  6  September,  1864.. 
Mnsgrave,  William. 

Third  Assistant  Engineer,  3  May,  1859.     Second  Assistant  Engineer,  1  July,  1861^. 
First  Assistant  Engineer,  20  May,  1863.     Resigned  12  September,  1865. 
Mnsbaway,  Jobn 

Boatswain,  30  October,  1799.     Resigned  1  April,  1800. 
Mnsson,  Liewis  F. 

Midshipman,  11  March,  1835.     Resigned  12  April,  1837. 
Myers,  A.  G. 

Acting  Assistant  Paymaster,  5  March,  1862.     Resigned  14  January,  1863. 

Myers,  A.  J. 

Acting  Assistant  Paymaster,  13  June,  1864.     Resigned  13  March,  1865. 

Myers,  Cbarles. 

Mate,  8  April,  1862.     Resigned  (Sick,)  14  June,  1864. 
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Myers,  E.  F. 

Mate,  19  July,  1867.     Resigned  23  March,  1870. 
Myers,  Henry. 

Purser,  21  June,  1854.     Resigned  1  February,  1861. 

Myers,  H.  G. 

Midshipman,  25  November,  1825.  Passed  Midshipman,  4  June,  1831.  Died 
16  September,  1834. 

Myers,  H.  H. 

Midshipman,  1  April,  1819.     Died  9  August,  1820. 
Myers,  Jobn. 

Acting  Ensign,  4  November,  1863.     Acting  Master,  8  July,  1864.     Honorablv  dis. 
charged  13  August,  1865. 
Myers,  John  C 

Mate,  18  November,  1862.     Dismissed  6  December,  1863. 
Myers,  J.  C 

Acting  Boatswain,  9  December,  1861.     Dismissed  13  December,  1861. 
Myers,  John  P. 

Boatswain,  24  July,  1827.     Appointment  revoked  8  May,  1828. 
Myers,  Joseph. 

Midshipman,  6  December,  1814.  Lieutenant,  13  January,  1825.  Commander,. 
8  September,  1841.  Reserved  list,  13  September,  1855.  Resigned  22  Aprif 
ISM.  ^     '■ 

Myers,  Joseph  O. 

Carpenter,  4  November,  1852.    Died  28  August,  1878. 
Myers,  Julian. 

Midshipman,  2  March,  1839.     Passed  Midshipman,  2  July,  1845.     Master,  21  Feb- 
ruary, 1854.     Lieutenant,  20  September,  1854.     Dismissed  6  December,  1861. 
Myers,  Meredith, 

Midshipman,  2  February,  1829.     Resigned  7  July,  1829. 
Myers,  Robert. 

Carpenter,  9  March,  1802.     Last   appearance  on  Records   of  Navy  Department 
19  March,  1802. 
Myers,  Ross  M. 

Mate,  13  August,  1863.  Resigned  25  September,  1868.  Acting  Third  Assistant 
Engineer,  18  August,  1864.     Resigned  (Sick,)  30  January,  1865. 

Myers,  T.  D. 

Assistant  Surgeon,  27  September,  1870. 

Myers,  Thomas  J. 

Acting  Third  Assistant  Engineer,  13  July,  1864.     Honorably  discharged  4  Novem- 
ber, 1865. 
Myers,  William. 

Midshipman,  16  January,  1802.  Last  appearance  on  Records  of  Navy  Depart- 
ment, 19  March,  1809. 

Myers,  William  H. 

Gunner,  16  July,  1841.     Resigned  15  December,  1847. 

Myers,  William  W. 

Acting  Assistant  Surgeon,  27  September,  1863.  Appointment  revoked  7  August, 
1865.  Acting  Assistant  Surgeon,  13  December,  1873.  Appointment  revoked 
31  December,  1874. 

Mygatt,  Jared  P.  K.. 

Midshipman,  24  September,  1847.  Passed  Midshipman,  10  June,  1853.  Master, 
15  Septemiser,  1855.  Lieutenant,  16  September,  1855.  Resigned  16  September, 
1855.     Acting  Lieutenant,  13  May,  1861.     Resigned  (Sick,)  13  December,  1861. 

Myrick,  Jobn. 

Gunner,  8  August,  1811.    Last  appearance  on  Records  of  Navy  Department,  1815. 
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Myrick,  John. 

Gunner,  13  June,  1836.     Died  17  September,  1863. 

Mytlnger,  John  li.. 

Mate,  38  October,  1863.     Died  23  September,  1864. 

STabor,  Frank  W. 

Midshipman,  21  September,  1867.  Graduated  6  June,  1871.  Ensign,  14  July, 
1872.    Master,  11  February,  1875. 

!NagIe,  Augustus  F. 

Third  Assistant  Engineer,  3  August,  1863.     Resigned  3  May,  1865. 

]Vagle,  Charles  F. 

Third  Assistant  Engineer,  3  August,  1863.  Appointment  revoked  8  January, 
1866.  Restored  to  the  service,  12  January,  1866,  with  original  date.  Second 
Assistant  Engineer,  25  July,  1866.  Passed  Assistant  Engineer,  15  April,  1874. 
In  service. 

Naile,  Frederick  J. 

Acting   Midshipman,   27   October,   1859.     Ensign,   24   February,   1863.     Master, 
22  February,  1864.     Lieutenant,   33  February,   1864.     Lieutenant-Commander, 
25  July,  1866.     Retired  list,  18  January,  1871. 
IVailer,  Jefferson. 

Midshipman,  1  January,  1825.     Resigned  8  July,  1830. 

Nalle,  Thomas  B. 

Purser,  17  October,  1839.    Resigned  31  July,  1861. 

]Vapheys,  Benjamin  F. 

Acting  Third  Assistant  Engineer,  3  March,  1864.     Resigned  10  May,  1865. 

Napheys,  George  H. 

Acting  Assistant  Surgeon,  23  July,  1864.     Resigned  8  September,  1865. 

IVapier,  Fdward. 

Mate,  1  October,  1862.     Resigned  21  August,  1863. 

'Sstsb.,  Daniel  M.  W. 

Carpenter,  30  October,  1860.     Resigned  15  Februa,ry,  1862. 

Tfash,  D.  M.  W. 

Acting  Carpenter,  8  January,  1880. 
]Vash,  DaTid  M.  W. 

Acting  Midshipman,  30  October,  1860.     Resigned  15  February,  1863. 
JVash,  Francis  S. 

Assistant  Surgeon,  33  December,  1877. 

Nash,  James. 

Mate,  3  July,  1863  Acting  Gunner,  4  February,  1863.  Resigned  25  January, 
1864.     Gunner,  33  April,  1864.     Dismissed  15  October,  1864.     Acting  Gunner, 

6  March,  1865.     Honorably  discharged  16  April,  1866.     Acting  Boatswain, 

7  May,  1867. 
Nash,  James  H. 

Acting  Ensign,  80  January,   1863.      Honorably  discharged    6   February,   1866. 
Acting  Ensign,  10  October,  1866.     Mustered  out  31  October,  1866. 
Nash,  Tames  H. 

Acting  Third  Assistant  Engineer,  39  January,  1867.     Died  on  "  Yantic,"  23  No- 
vember, 1867. 
Nash,  James  U. 

Acting  Third  Assistant  Engineer,  1    September,  1863.      Honorably  discharged 
18  October,  1865. 
Nash,  Overton  M. 

Acting  Ensign,  18  June,  1864.     Honorably  discharged  2  April,  1866. 
Nash,  Richard. 

Acting  Third  Assistant  Engineer,  22  October,  1863.  Acting  Second  Assistant 
Engineer,  11  October,  1864.     Honorably  dischai-ged  15  July,  1865. 
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Ifason,  John. 

Mate,  17  April,  1864.     Acting  Ensign  and  Pilot,  4  July,  1864.     Appointment 
revoked  9  June,  18C5. 
Nassau,  E.  A. 

Mate.     Dismissed  32  April,  1863. 
Sfauinan,  William  H. 

Second  Assistant  Engineer,  34  April,  1872.     Passed  Assistp.it  Engineer,  34  Feb- 
ruary, 1878. 

Nawnali,  Benjamin. 

Acting  Second  Assistant  Engineer,  27  October,  1862.    Dismissed  31  October,  1863. 
JTaylor,  B.  B. 

Acting  Master,  13  September,  1861.     Resigned  24  April,  1862. 
Naylor,  Samuel. 

Lieutenant,  23  May,  1798.     Resigned  3  December,  1798. 
Sfazro,  Arthur  P. 

Midshipman,  30  July,  1865.     Graduated  4  June,  1869.     Ensign,  13  July,  1870. 
Master,  36  July,  1871.     Lieutenant,  19  November,  1874 
Nazro,  James. 

Midshipman,  30  June,  1799.     Resigned  30  September,  1800. 
Neal,  Benedict. 

Midshipman,  2  April,  1804.     Lieutenant,  4  June,  1810.     Died  1  September,  1815. 
Neal,  Elias  C 

Acting  Assistant  Surgeon,  37  February,  1864.    Honorably  discharged  25  Decem- 
ber, 1865. 
Sfeal,  l¥illiam  Silver. 

Third  Assistant  Engineer,  35  August,  1862.     Second  Assistant  Engineer,  20  Feb- 
ruary, 1864.     First  Assistant  Engineer,  1  January,  1868.    Resigned  3  September, 
1873. 
STeale,  Francis  I>. 

Acting  Third  Assistant  Engineer,  33  February,  1865.      Honorably   discharged 
17  July,  1865. 
Neale,  Hamlet. 

Midshipman,  2  April,  1804.     Last  appearance  on  Records  of  Navy  Department, 
May,  1808.     Dead. 
Nealis,  James. 

Mate,  20  July,  1862.     Honorably  discharged  24  October,  1805. 

STeall,  William  B. 

Acting  Second  Assistant  Engineer,  15  December,  1863.     Dismissed  13  August, 
1868. 

Nearns,  Hamilton  C. 

Acting  First  Assistant  Engineer,  13  December,  1862.     Resigned  23  April,  1863. 

Jfeeld,  John  B. 

Acting  Master,  1  October,  1863.     Acting  Volunteer  Lieutenant,  37  May,  1865. 
Honorably  discharged  26  November,  1865 

Neely,  James  H. 

Mate,  11  November,  1863.     Acting  Ensign,  14  February,  l864.     Honorably  dis- 
charged 6  October,  1865. 

STeely,  Thomas. 

Acting  Third  Assistant  Engmeer,  13  May,  1863.     Acting  Second  Assistant  En- 
gineer, 14  January,  1864.     Honorably  discharged  8  December,  1805. 

JTegley,  William  C. 

Midshipman,  36  July,  1865.     Graduated  4  June,  1869.     Resigned  10  August,  1873. 

Neil,  Cecil  C. 

Mate,  5  March,  1862.     Acting  Ensign,  39  March,  1864.     Honorably  discharged 
10  July,  1865.     Gunner,  3  January,  1870. 
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Weil,  Charles  H. 

Mate,  15  May,  18G3.     Resigned  14  JIarch,  18G5. 

Xeil,  William. 

Acting  Ensign,  9  April,  1803.     Acting  Master,  31  May,  1864.     Honorably  dis- 
charged 4  December,  1805. 

Neil,  M'illiam  T. 

Acting  Third  Assistant  Engineer,  3  August,  1803.     Resigned  6  March,  1805. 

Weill,  Robert  C. 

Midshipman,  7  June,  1799.     Died  in  August,  1799. 

Weill,  William  C. 

Midshipman,  10  January,  1809.     Dismissed  11  January,  181 1 

Weill,  John  E. 

Third  Assistant  Engineer,  26  August,  1859.     Second  Assistant  Engineer.  21  Octo- 
ber, 1861.     Resigned  23  November,  1865. 
W^eilson,  Edward  R. 

Midshipman,  27  October,  1841.     Resigned  11  October,  1843 
Weilson,  George  Crawford. 

Third  Assistant  Engineer,  13  October,  1803.     Second  Assistant  Engineer,  1  Janu- 
ary, 1808.     Resigned  5  July,  1876. 
Weilson,  George  W. 

Mate,  24  October,  1861.    Acting  Ensign,  30  August,  1802.     Dismissed  19  June, 
1803. 
Weilsoii,  Harold. 

Mate,  29  March,  1870. 
Weilsoii,  John  Ji. 

Assistant  Surgeon,   28  April,   1870.      Passed  Assistant   Surgeon,   20   February, 
1875. 
Weilson,  William. 

Midshipman,  20  June,  1799.     Last  appearance  on  Records  of  Navy  Department, 
0  June,  1800.     Furloughed. 
Weilson,  William. 

Acting  Assistant  Surgeon,  10  February,  1863.    Resigned  11  June,  1864. 
Wellis,  Charles  F. 

Acting  Ensign,  22  September,  1863.     Resigned  3  June,  1864. 
Wellman,  Charles 

Acting  Ensign,  8  July,  1804.    Honorably  discharged  10  August,  1865. 
Welson,  Aaron  H. 

Acting  Assistant  Paymaster,  7  July,  1803.     Resigned  28  March,  1805.    Assistant 
Paymaster,   21    February,  1867.      Passed  Assistant  Paymaster,   30  June,  1869. 
Resigned  14  December,  1801 
Welson,  Andrew. 

Acting  Ensign,  2  July,  1803.     Honorably  discharged  28  October,  1805 
Welson,  Armistead. 

Midshipman,  30  November,  1814.     Resigned  30  June,  1817. 
Welson,  Renjamin. 

Mate,  18  September,  1804.     Honorably  discharged  9  February,  1866. 
Welson,  Charles. 

Acting  Ensign,  24  February,  1803.    Honorably  discharged  27  September,  1865. 
Welson,  Christian. 

Sailmaker,  21  December,  1836.     Resigned  7  August,  1835. 
Welson,  George. 

Acting  Second  Assistant  Engineer,  29  September,  1864.     Honorably  discharged 
30  October,  1865. 
Welson,  George  E. 

Acting  Master,  9  April,  1862.     Acting  Volunteer  Lieutenant,  22  December,  ISO). 
Honorably  discharged  6  December,  1865. 
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Nelson,  Henry  C. 

Assistant  Surgeon,  9  May,  18C1.     Passed  Assistant  Surgeon,  26  October,  1863. 
Sui-geon,  25  October,  1864.     Medical  Inspector,  20  April,  1879. 
Sfelson,  John  D. 

Midshipman,  21  September,  1799.     Dismissed  30  December,  1799. 
Nelson,  John  Ti. 

Midshipman,  10  March,  1838.     Dismissed  19  August,  1845. 
IWelson,  Joseph  S. 

Midshipman,  16  January,  1809.     Resigned  1  June,  1809. 
Nelson,  Robert  S. 

Midshipman,  1  January,  1812.     Discharged  16  June,  1812. 
Nelson,  P.  T. 

Midshipman,  20  June,  1806.     Last  appearance  on  Records  of  Navy  Department, 

4  November,  1806.     Furloughed. 
Nelson,  Robert  P. 

Mate,  22  August,  1863.     Acting  Ensign,  16  July,  1864.     Honorably  discharged 
27  October,  1865. 
Nelson,  Thomas. 

Mate,   8   January,   1862.      Acting  Ensign,   7   November,   1802.     Acting  Master, 

27  March,  1865.     Master,   21  March,   1868.     Lieutenant,   12  December,   1868. 
Lieutenant-Commander,  25  January,  1870. 

Nelson,  Thomas  H. 

Acting  Second  Assistant  Engineer,  25  March,  1864.    Honorably  discharged  12  May, 
1865. 
Nelson,  Thomas  J. 

Assistant  Surgeon,  7  August,  1819.     Resigned  15  May,  1820. 

Nelson,  Thomas  N. 

Mate,  6  January,  1863.     Died  in  New  York,  23  April,  1875. 

Nelson,  Valentine  S. 

Cadet  Midshipman,  6  June,  1873.     Graduated  18  June,  1879. 

Nelson,  William. 

Mate,  19  November,  1861.     Acting  Ensign,  18  June,  1863.     Honorably  discharged 

5  November,  1865. 

Nelson,  William. 

Acting  Master  and  Pilot,  1  October,  1864.     Honorably  discharged  23  January, 
1866. 
Nelson,  William. 

Midshipman,  28  January,  1840.  Passed  Midshipman,  11  July,  1846.  Master, 
19  September,  1854.  Lieutenant,  18  April,  1855.  Lieutenant-Commander, 
16  July,  1862.  Detailed  for  duty  in  United  States  Volunteer  Army,  and  died 
as  Major-General,  29  September,  1862. 

Nelson,  William. 

Boatswain,  5  June,  1872.     Died  8  January,  1874. 

Nelson,  William  A. 

Assistant  Surgeon,  9  December,  1839.     Surgeon,  21  November,  1854.     Resigned 

28  July,  1858. 

Nesbit,  Thomas.  ,       ,.    , 

Acting  Third  Assistant  Engineer,  14  November,   1861.     Honorably  discharged 

13  January,  1863. 

Nesbitt,  Andrew. 

Acting  Third  Assistant  Engineer,  13  February,  1862.     Died  9  March,  1862. 

Nesen,  Joseph  H. 

Acting  Third  Assistant  Engineer,  17  June,  1863.  Acting  Second  Assistant  En- 
gineer, 8  March,  1865.    Died  24  October,  1866. 
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Westell    D.  D.  T. 

Acting  Assistant  Surgeon,  35  January,  1863.     Appointment  revoked  6  June,  1865. 

Neville,  Frederick  A. 

Midshipman,  10  May,  1820.  Lieutenant,  17  May,  1838.  Commander,  15  July, 
1851.    Reserved  list,  13  September,  1855.     Dismissed  9  December,  1861. 

BfeTille,  John  S. 

Midshipman,  2  May,  1833.  Passed  Midshipman,  18  July,  1839.  Master,  31  Octo- 
ber, 1846.  Resigned  23  January,  1847.  Acting  Lieutenant,  13  May,  1861. 
Appointment  revoked  13  November,  1861. 

?fevltt,  John. 

Midshipman,  80  May,  1808.    Lieutenant,  33  February,  1809.    Resigned  5  January, 

1811. 

Ke\r,  Joseph  W. 

Assistant  Surgeon,  8  February,  1803.  Surgeon,  38  June,  1809.  Died  23  Septem- 
ber. 1815. 

iVew,  Philip. 

Gunner,  26  March,  1800.     Last  appearance  on  Records  of  Navy  Department. 

]Vew    TFRlter  TV. 

Assistant  Surgeon,  5  March,  1811.  Surgeon,  6  October,  1818.  Resigned  33  Decem- 
ber, 1824. 

Newbegin,  John  S. 

Mate,  5  September,  1863.     Honorably  discharged  16  August,  1865. 

IVewcomb,  Frank  H. 

Mate,  4  November,  1863.     Resigned  6  May,  1865. 

iSfewcomb,  Henry  S. 

Midshipman,  31  July,  1838.  Passed  Midshipman,  30  May,  1844.  Master,  4  Sep- 
tember, 1852.  Lieutenant,  28  June,  1853.  Lieutenant-Commander,  16  July, 
1862.    Commander,  21  September,  1862.    Died  34  October,  1863. 

Newcomb,  H.  S. 

Midshipman,  16  January,  1809.    Lieutenant,  34  July,  1813.    Drowned  1  November, 
1835. 
Newcomb.  Simon. 

Professor,  31  September,  1861. 
Neweomb,  Walter. 

Midshipman,  11  January,  1813.     Lieutenant,  38  March,  1830.    Last  appearance  on 
Records  of  Navy  Department,  9  August,  1833.     Dead. 
Newcombe,  George  D. 

Mate,  17  November,  1863.    Acting  Ensign,  9  February,  1863.     Appointment  re- 
voked 4  March,  1863.    Re-appointed  19  March,  1868.     Acting  Master,  39  Octo- 
ber, 1864.    Honorably  discharged  30  October,  1865.    Acting  Master,  39  Septem- 
ber, 1866.    Resigned  5  Februaiy,  1867. 
Neweombe,  John  B. 

Mate,  31  August,  1863.    Resigned  6  May,  1865. 
Xewcomer,  Joseph  W. 

Acting  Assistant  Surgeon,  15  March,  1864.     Assistant   Surgeon,  1  April,  1864. 
Resigned  34  August,  1865. 
IVewell,  Chester. 

Chaplain,  8  September,  1841.     Retired  list,  8  July,  1865. 
IVewell,  David. 

Acting  Third  Assistant  Engineer,  39  July,  1863.     Acting  Second  Assistant  Engi- 
neer, 3  October,  1864.     Honorably  discharged  33  August,  1865. 
Newell,  Frederick. 

Acting  Ensign,  8  May,  1863.     Honorably  discharged  11  November,  1865. 
Newell,  Harnian. 

Third  Assistant  Engineer,  22  September,  1849.  Second  Assistant  Engineer,  26 
February,  1851.  First  Assistant  Engineer,  21  May,  1853.  Chief  Engineer,  33 
April,  1859.    Died  34  March,  1880. 
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Newell,  Jobn  S. 

Midshipman,  38   September,   1861.      Graduated   34   September,   1865.     Ensign, 
1   December,   1866.     Master,   12   March,   1868.      Lieutenant,   26   March,   1809. 
Lieutenant-Commander,  23  .January,  1880. 
JTewell,  liloyd  B. 

Midshipman,  10  May,  1820.     Lieutenant,  17  May,   1828.     Commander,  6  April, 
1851.     Reserved  list,  13  September,  1855.     Died  36  April,  1801. 
Jfewell,  Thomas  M. 

Master,  11  September,  1813.    Lieutenant,  9  December,  1814.    Commander,  3  March, 
1831.    Captain,  28  January,  1840.    Reserved  list,  13  September,  1855.    Resisned 
18  March,  1861. 
Newball,  Bicbard  H. 

Acting  Third  Assistant  Engineer,  7  June,  1864.    Honorably  discharged  13  No- 
vember, 1865. 

Newlin,  George. 

Mate,  33  January,  1863.     Appointment  revoked  10  September,  1866. 
NeTflin    John  Ii. 

Mate,  4  April,  1863.     Dismissed  28  June,  1863. 
Newman,  Allen  M. 

Acting  Master,  9  October,  1861.     Honorably  discharged  36  October,  1865. 
Newman,  GnstaTUS. 

Gunner,  6  September,  1836.     Died  3  May,  1853. 
Newman,  John. 

Midshipman,  31  October,  1799.     Died  3  August,  1800. 
Newman,  John  M. 

Acting  Third  Assistant  Engineer,  3   September,   1864.     Honorably   discharged 
4  December,  1865. 
Newman,  !L.  Howard. 

Midshipman,  34  September,  1847.    Passed  Midshipman,  10  June,  1853.    Master, 

15  September,  1855.     Lieutenant,  16  September,  1855.     Lieutenant-Commander, 

16  July,  1862.     Died  31  May,  1866. 
Newman,  Montgomery. 

Midshipman,  21  November,  1800.     Discharged  12  May,  1801,  under  Peace  Estab- 
lishment Act. 
Newman,  Morris. 

Master,  1  August,  1801.    Discharged  8  April,  1803. 

Newman,  Sewell  H. 

Acting  Ensign,  1  October,  1863.    Acting  Master,  13  June,  1865.    Honorably  dis- 
charged 20  March,  1866. 
Newman,  Thomas  H. 

Midshipman,  1  January,  1819.    Died  in  May,  1821. 
Newman,  Timothy. 

Commander,  1  July,  1799.     Died  15  August,  1800. 
Newman,  IVilliam. 

Midshipman,  3  July,  1801.     Resigned  14  June,  1803. 
Newman,  William  IS. 

Mate,  13  October,  1861.     Acting  Master,  3  February,  1862.     Ensign,  13  March, 
1868.     Master,  18  December,  1868.     Lieutenant,  21  March,  1870. 

Newman,  W.  D. 

Midshipman,  1  February,  1814.     Lieutenant,  13   January,   1825.      Commander, 
8  September,  1841.     Died  9  October,  1844. 

Newsham,  Peter. 

Boatsvyain,  10  August,  1805.     Last  appearance  on  Records  of  Navy  Department. 

Newton,  Edwin  B. 

Midshipman,  1  January,  1819.     Last  appearance  on  Records  of  Navy  Department, 
30  March,  1832.     Dead. 
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Xcwton,  G.  Bolton. 

Acting  Assistant  Paymaster,  4  June,  1SC3.     Resigned  18  June,  1SC3. 
Xewton,  H.  C. 

Midshipman,  18  June,  1813.     Lieutenant,  28  March,  1820.     Resigned  29  Apnl, 
1828. 
IVewton,  Isaac. 

First  Assistant  Engineer,  15  June,  1861.     Resigned  8  February,  1805. 

Newton,  James  J. 

ActingThird  Assistant  Engineer,  19  September,  1803.     Dismissed  15  May,  1863. 

Newton,  Joel  W. 

Chaplain,  30  May,  1844.     Died  29  October,  1865. 
Newton,  John  T. 

Midshipman,  16  January,  1809.     Lieutenant,  24  July,  1813.     Commander,  3  March, 
1827.     Captain,  9  February,  1887.     Died  28  July,  1837. 
Newton,  John  T. 

Midshipman,  14  October,  1872.     Graduated  20  June,  1876.     Ensign,  9  May,  1878. 
Newton,  Joseph  I>. 

Acting  Second  Assistant  Engineer,  10  August,  1864.    Honorably  discharged  3  July, 
1865. 
Newton,  Joseph  T. 

Acting  Second  Assistant  Engineer,  24  October,  1801.     Resigned  17  December, 
1863. 
Newton,  Thomas. 

Mate,  5  December,  1861.     Deserted  27  November,  1866. 
Newton,  Tl'illiam  £. 

Midshipman,  24  September,  1832.     Struck  off  15  June,  1839. 
Newton,  Willis  H. 

Acting  Third  Assistant  Engineer,  7  March,  1863.     Deserted  30  August,  1863. 
Neylan,  Thomas  F. 

Mate,  26  June,  1863.    Resigned  11  August,  1863. 
Neyle,  Charles. 

Midshipman,  9  May,  1800.     Discharged  13  August,  1801,  under  Peace  Establish- 
ment Act. 
Nichol,  William  T.. 

Assistant  Surgeon,  38  June,  1853.    Resigned  21  November,  1855. 
Nicholas,  George  W. 

Midshipman,  20  June,  1807.    Died  15  September,  1809. 
Nicholas,  J.  N. 

Midshipman,  1  January,  1808.     Resigned  1  September,  1809. 
Nicholas,  John  S. 

Midshipman,  6  June,  1815.     Lieutenant,  28  April,  1826.     Commander,  29  July, 
1842.     Reserved  list,  14  September,  1855.     Captain  on  Active  list,  14  Septem- 
ber, 1855.    Died  18  July,  1865.  ' 
Nicholls,  Benjamin  R. 

Midshipman,  8  July,  1833.     Passed  Midshipman,  8  July,  1839.     Resigned  5  Mav. 
1841.  °  ■" 

Nicholls,  Joseph  B. 

Acting  Master,  4  November,  1861.     Resigned  4  March,  1863. 
Nicholls,  Bohert  H. 

Master,  13  January,  1839.     Appointment  revoked  10  January,  1846. 
Nicholls,  Thomas. 

Master,  6  May,  1812.    Died  12  December,  1823. 
Nicholls,  W.  F. 

Midshipman,  17  January,  1800.     Resigned  18  September,  1804. 
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Ificliols,  Alptaens. 

Acting  Third  Assistant  Engineer,  13  January,  1864.     Honorably  discharged  4  No- 
vember, 1865. 
Srichols,  Charles  B. 

Acting  Third  Assistant  Engineer,  1  October,  1864.    Honorably  discharged  28  April, 
1869. 
STicbols,  Charles  H. 

Mate,  11  February,  1863.     Resigned  6  June,  1864. 
IVicIiols,  Clement. 

Acting  Ensign,  30  June,  1864.     Honorably  discharged  19  September,  1865. 
Nichols,  Cyrus  B. 

Acting  Ensign,  3  September,  1864.     Honorably  discharged  17  July,  1865. 

Nichols,  David  C. 

Midshipman,  1  December,  1811.    Resigned  16  January,  1814. 

Nichols,  Edward  P. 

Midshipman,  14  December,  1836.     Passed  Midshipman,  1  July,  1842.     Master, 

3  August,  1849.  Lieutenant,  13  March,  1850.  Commander,  16  July,  1863. 
Captain,  35  July,  1866.  Commodore,  34  May,  1873.  Rear-Admiral,  26  Feb- 
ruary, 1878. 

Nicbols,  Francis. 

Midshipman,  18  June,  1812.    Resigned  29  November,  1813. 

Nichols,  Franlt  W. 

Midshipman,  34  September,  1863.     Graduated  6  June,  1867.     Ensign,  18  December, 
1868.    Master,  31  March,  1870.     Lieutenant,  31  March,  1873. 

Nichols,  Oeorge. 

Captain,  (to  command  a  Galley,)  30  November,  1798.    Last  appearance  on  Records 
of  Navy  Department. 
Nichols,  Henry  E. 

Midshipman,    38    September,   1861.      Graduated   24   September,   1865.     Ensign, 
1  December,  1866.     Master,  13  March,  1868.     Lieutenant,  26  March,  1869. 

Nichols,  liloyd. 

Midshipman,  3  January,  1801.-    Discharged  31  August,  1801,  under  Peace  Estab- 
lishment Act. 

Nichols,  B.  S. 

Purser,  19  October,  1813.    Last  appearance  on  Records  of  Navy  Department. 

Nichols,  Robert  H. 

Midshipman,  1  September,  1811.    Resigned  1  April,  1828. 

Nichols,  Robert  H. 

Master,  13  January,  1839.     Appointment  revoked  10  January,  1846. 

Nichols,  Rodney. 

Acting  Second  Assistant  Engineer,  31  March,  1863.     Acting  First  Assistant  Engi- 
neer, 9  February,  1864.     Appointment  revoked  (Sick,)  29  June,  1864. 

Nichols,  Smith  W. 

Acting  Midshipman,  37  September,  1858.    Lieutenant,  1  August,  1863.     Lieuten- 
ant-Commander, 25  July,  1866.     Commander,  26  April,  1876. 

Nichlos,  Thomas  T., 

Acting  Second  Assistant  Engineer,  33  December,  1864.     Honorably  discharged 

4  November,  1865. 

Nicholson,  A.  A. 

Midshipman,  1  January,  1817.     (See  Marine  Corps.) 

Nicholson,  D.  Carroll. 

Mate,  31  December,  1869.    Resigned  26  May,  1871. 
Nicholson,  Edward  D. 

Midshipman,  39  May,  1805.     Died  15  July,  1807. 

34 


530  GENEEAL  NAVY  REGISTER. 

STiclioIson,  Qeorge. 

Boatswain,  8  August,  1803.     Died  29  July,  1809. 
Nicholson,  Henry  C. 

Acting  Assistant  Surgeon,  11  May,  1868.     Resigned  21  March,  1864. 
Nicholson,  James. 

Midshipman,  1  January,  1812.     Last  appearance  on  Records  of  Navy  Department, 
181C.     Frigate  "  United  States:' 
Nicholson,  James. 

Midshipman,  1  December,  1809.     Lieutenant,  5  March,  1817.     Last  appearance  on 
Records  of  Navy  Department,  25  June,  1819.     Dead. 
Nicholson,  James. 

Midshipman,  29  July,  1800.     Resigned  21  April,  1804. 
Nicholson,  James. 

Acting  Third  Assistant  Engineer,  12  July,  1864.     Resigned  10  May,  1865. 
Nicholson,  James. 

Master,  31  August,  1813.     Discharged  15  April,  1815. 
Nicholson,  James  TV.  A. 

Midshipman,  10  February,  1838.     Passed  Midshipman,  20  May,  1844.     Master, 
11  June,  1851.     Lieutenant,  24  April,  1852.     Commander,  16  July,  1862.     Cap- 
tain, 25  July,  1866.    Commodore,  8  November,  1873. 
Nicholson,  John. 

Acting  Master  and  Pilot,  1  October,  1864.     Appointment  revoked  5  June,  1860. 
Nicholson,  John. 

Midshijiman,  1  May,  1800.    Last  appearance  on  Records  of  Navy  Department, 
25  August,  1802.     Furloughed. 
Nicholson,  John. 

Carpenter,  28  April,  1809.     Died  9  September,  1814. 
Nicholson,  John  B. 

Midshipman,  1  May,  1800.    Lieutenant,  20  February,  1807.     Cashiered  8  Decem- 
ber, 1809. 
Nicholson,  John  B. 

Surgeon,  22  October,  1799.    Died  28  April,  1800. 
Nicholson,  Jos. 

Midshipman,  15  July,  1803.     Lieutenant,  15  June,  1809.     Died  29  August,  1831. 
Nicholson,  Jos.  J. 

Midshipman,  2  April,  1804.    Lieutenant,  4  June,  1810.     Commander,  5  March, 
1817.    Captain,  3  March,  1827.    Died  12  December,  1838. 
Nicholson,  Jos.  M. 

Midshipman,  30  August,  1816.     Lieutenant,  28  April,  1826.     Died  5  April,  1833. 
Nicholson,  Michael  J. 

Mate,  23  June,  1862.     Acting  Ensign,  22  March,  1865.     Honorably  discharged 
31  October,  1865. 
Nicholson,  N.  D. 

Midshipman,  1  January,  1808.     Lieutenant,  24  July,  1813.     Died  24  June,   1822. 
Nicholson,  Re$;inald  F. 

Midshipman,  30  September,  1869.     Graduated  31  May,  1873.     Ensign,  16  July, 
1874. 
Nicholson,  Samuel. 

Captain,  10  June,  1794.     Died  29  December,  1811. 
Nicholson,  Samuel,  Jr. 

Midshipman,  30  April,  1798.     Died  25  September,  1798. 
Nicholson,  Seth. 

Midshipman,  20  June,  1806.     Resigned  24  July,  1809. 
Nicholson,  SomerTille. 

Midshipman,  21  June,  1839.     Passed  Midshipman,  2  July,  1845.     Master,  9  Sep- 
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tember,  1853.  Lieutenant,  5  May,  1854.  •  Lieutenant-Commander,  16  July,  1803. 
Commander,  2  January,  1863.  Captain,  10  June,  1870.  Retired  list,  8  May, 
1878. 

Nicbolson,  William. 

Master,  14  August,  1813.     Last  appearance  on  Records  of  Navy  Department,  1815. 
iKiiclioIson,  William  B. 

Midshipman,  17  March,  1817.     Lieutenant,  13  January,  1825.     Bled  15  October, 
1827. 

]yictaolsoii,  William  C. 

Midshipman,  18  June,  1812.     Lieutenant,  3  March,  1831.     Commander  8  Septem- 
ber,  1841.      Captain,    23    August,    1855.      Retired  list,   21   December,  1861. 
Commodore  on  Retired  list,  16  July,  1862.     Died  25  July,  1872. 
Nicholson,  William  I>. 

Midshipman,  4  October,  1863.     Graduated  June,  1867.    Ensign,  18  December, 
1868.     Master,  21  March,  1870.     Resigned  12  June,  1871. 
Nicholson,  W.  R. 

Midshipman,  2  March,  1803.     Last  appearance  on  Records  of  Navy  Department, 
4  June,  1803.     Killed  in  a  duel. 
Nickell,  Hngh. 

Master,  4  February,  1809.    Resigned  15  May,  1809. 
Nickels,  John  A.  H. 

Midshipman,  8  October,  1864.     Graduated  4  June,  1869.     Ensign,  12  July,  1870. 
Master,  20  November,  1872.    Lieutenant,  10  June,  1876. 
Nickels,  J. . Frederick. 

Acting  Volunteer  Lieutenant,  26  August,  1861.     Acting  Volunteer  Lieutenant- 
Commander,  6  May,  1865.     Honorably  discharged  26  August,  1865. 
Nickerson,  Franklin. 

Acting  Assistant  Surgeon,  16  November,  1863.     Resigned  5  November,  1864. 
Nickerson,  Hiram  B. 

Mate,  16  October,  1862.    Appointment  revoked  (Sick,)  10  February,  1863. 
Nickerson,  Linther. 

Acting  Master,  30  August,  1861.     Died  on  the  "/.  S.  GTiambers,"  15  August,  1864. 
Nickerson,  Marcus  A. 

Acting  Ensign,  81  March,  1864.     Honorably  discharged  21  October,  1865. 
Nickerson,  SylTanns.  ^ 

Acting  Master,  31  March,  1862.    Acting  Volunteer  Lieutenant,  20  February,  1865. 
Honorably  discharged  4  April,  1868. 
Nickerson,  Theodore. 

Acting  Ensign,  25  April,  1864.     Honorably  discharged  23  November,  1865. 
Nickerson,  Thomas. 

Mate,    7  March,  1864.    Honorably  discharged  3   October,  1865.     Mate,  25  May, 
1866.    Resigned  8  October,  1868. 

Nickerson,  William  M. 

Assistant  Surgeon,  2  March,  1867.     Retired  list,  15  May,  1874. 

NicoU,  William  Li. 

Third    Assistant    Engineer,    21    October,    1861.      Second    Assistant    Engineer 
3  August,  1863.     First  Assistant  Engineer,  11  October,  1866. 

Nicolson,  John  B. 

Midshipman,  4  July,  1805.     Lieutenant,  20  May,  1813.     Commander,  5  March, 
1817.    Captain,  24  April,  1828.     Died  9  November,  1846. 

Nicolson,  John   O. 

Midshipman,   24  June,  1869.     Graduated   15  October,  1874.      Ensign,  17  July, 
1875. 
Nicolson,  William. 

Master,  28  Januai^,  1809.     Resigned  3  June,  1809. 
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IVields,  Henry  C. 

Mate,  11  February,  1863.  Acting  Ensign,  11  July,  1864.  Acting  Master,  4  No- 
vember, 1864.  Master,  13  March,  1868.  Lieutenant,  18  December,  1S68. 
Lieutenant-Commander,  1  July,  1870.     Died  13  December,  1880. 

Ifiles,  Hezekiali. 

Midshipman,  10  February,  1888.     Died  33  December,  1841. 

Tfiles,  Kossutb. 

Midshipman,  33  September,  1865.  Graduated  4  June,  1869.  Ensign,  13  July, 
1870.     Master,  1  March,  1873.     Lieutenant,  30  September,  1876. 

JViles,  Marston. 

Acting  Midshipman,  35  September,  1860.     Ensign,  38  May,  1863.     Master,  10  No- 
vember,   1865.      Lieutenant,    10    November,     1866.      Lieutenant-Commander, 
13  March,  1868.     Resigned  35  December,  1871. 
Niles,  IVathan  £. 

Midshipman,  38  July,  1864.  Graduated  3  June,  1868.  Ensign,  19  April,  1869. 
Master,  13  July,  1870.     Lieutenant,  7  July,  1874. 

9fllson,  Julius. 

Acting  Ensign,  30  November,  1863.     Acting  Master,  33  November,  1864.     Honora- 
bly discharged  16  July,  1866. 
Xisbet,  Richard. 

Acting  Carpenter,  13  October,  1863.     Resigned  17  February,  1865. 
STixon,  John  W. 

Purser,  34  December,  1857.     Resigned  15  April,  1861. 
Nixon,  Z.  W. 

Midshipman,  18  June,  1813.     Lieutenant,  38  March,  1830.     Resigned  31   March, 
1836. 
Noble,  Abijah  W. 

Purser,  10  January,  1799.     Resigned  36  February,  1800. 
lVobIe«  James, 

Midshipman,  37  May,  1834.     Passed  Midshipman,  30  February,  1830.    Lieutenant, 
31  December,  1833.    Dropped  13  September,  1855. 
Noble,  James  D. 

Acting  Assistant  Surgeon,  30  February,  1865.     Honorably  discharged  13  January, 
1866. 
Noble,  James  J. 

Third  Assistant  Engineer,  19  February,  1861.     Second  Assistant  Engineer,  30  May, 
1863.     Retired  5  January,  1866.     Resigned  3  March,  1866. 
Noble,  Mason. 

Chaplain,  30  March,  1853.     Retired  list,  18  March,  1871. 
Noe,  Hepry. 

Mate.     Resigned  19  June,  1863. 
Noe,  James  W. 

Acting  Second  Assistant  Engineer,  1863.     Resigned  3  November,  1863. 
Noell,  Jacob  E. 

Midshipman,   3    December,   1861.      Graduated  34    September,    1865.       Ensign, 
1   December,   1866.      Master,   13   March,   1868.     Lieutenant,   36  March,   1869. 
Lieutenant-Commander,  3  August,  1879. 
Noell,  York. 

Midshipman,  34  September,  1870.    Graduated  1  June,  1874.    Ensign,  17  July,  1876. 
Nolan,  Joseph. 

Acting  Second  Assistant  Engineer.     Dismissed  19  July,  1864. 
Nolan,  William. 

Mate,  6  November,  1865.    Dismissed  30  October,  1865. 
Nolan,  William  P. 

Acting  Third  Assistant  Engineer,  39  July,  1863.  Acting  Second  Assistant  En- 
gineer, 31  July,  1863.  Acting  First  Assistant  Engineer,  33  November,  1864. 
Honorably  discharged  5  October,  1865. 
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Noland,  C.  St.  O. 

Midshipman,  16  June,  1834.     Passed  Midshipman,  1 6  July,  13-10.     :\Iaster,  6  No- 
vember, 1846.     Lieutenant,  25  February,  1847.     Resigned  29  June,  1S54. 
Sfoland,  Martin  C. 

Acting  Third  Assistant  Engineer,  8  May,  1863.     Honorably  discbars^ed  1.^  Decem- 
ber, 1865. 
Noland,  William  H. 

Midshipman,  13  December,  1823.    Passed  Midshipman,  23  March,  1829.     Lieu- 
tenant, 31  December,  1833.     Dropped  18  September,  1855. 
Nolton,  €.  O. 

Mate,  4  February,  1870.     Resigned  25  November,  1871. 
Wones,  Henry  B. 

Third  Assistant  Engineer,  23    September,   1853.      Resigned   19   August,  1856. 
Second  Assistant  Engineer,  28  May,  1861.     First  Assistant  Engineer,  1  July, 
1861.     Chief  Engineer,  14  December,  1864. 
Nones,  J.  B. 

Midshipman,  1  February,  1814.     Resigned  2  July,  1821. 
Xones,  Jefferson  H. 

Midshipman,  19  December,  1840.    Appointment  revoked  3  February,  184P 
Sfones,  Washington  H. 

Third  Assistant  Engineer,  8  March,  1850.     Second  Assistant  Engineer,  26  Feb- 
ruary, 1851.     Died  9  September,  1853. 
Noonan,  David  A. 

Acting    Third    Assistant    Engineer,   25   August,   1864.     Honorably   discharged 
23  February,  1869. 

Nooney,  Janices,  Jr. 

Professor  of  Mathematics,  34  May,  1838.     Resigned  13  May,  1 840. 
Norlleet,  Ernest. 

Assistant  Surgeon,  21  May,  1874. 
3forie,  William. 

Acting  Third  Assistant  Engineer,  3  September,   1863.     Honorably  discharged 
18  October,  1865. 

]Vornian,  Benjamin  F. 

Acting  Second  Assistant  Engineer,  4  May,  1863.     Resigned  5  September,  1863. 
Norman,  James  M. 

Acting  Ensign  and  Pilot,  3  May,  1864.     Appointment  revoked  8  June,  1865. 
Norris,  Charles  A. 

Acting  Second  Assistant  Engineer.     Resigned  14  April,  1864. 
Norris,  Ciiarles  F. 

Mate,  30  March,  1870.     Resigned  2  September,  1870. 

Norris,  George  A. 

Midshipman,  27  September,  1862.     Graduated  12  June,  1866.     Ensign,  12  March, 
1868.     Master,  26  March,  1869.     Lieutenant,  21  March,  1870. 

3f orris,  George  E. 

Acting  Third  Assistant  Engineer,  10  May,  1864.     Honorably  discharged  28  Octo- 
ber, 1865. 
Norris,  James. 

Assistant  Surgeon,  10  December,  1814.    Resigned  20  June,  1826. 

JVorris,  John  A. 

Midshipman,  27  September,  1865.    Graduated  4.  June,  1869.     Ensign,  12  July, 
1870.    Master,  10  October,  1872.     Lieutenant,  20  October,  1875. 

Xorris,  Otho. 

Midshipman,  16  January,  1809.    Lieutenant,  24  July,  1813.    Commander,  3  March, 
1827.     Lost  in  the  "  B<rmet,"  10  September,  1829. 

iVorris,  Thomas  £. 

Purser,  30  June,  1840.    Resigned  29  August,   1845. 


534  GENERAL   NAVY  REGISTER. 

Norris,  fl'illiam  H. 

Mate,  3  November,  1863.     Dismissed  31  January,  1863. 
Xorth,  George. 

Midshipman,  10  September,  1798.     Resigned  4  December,  1800. 
Xorth,  Gould. 

Carpenter,  16  May,  1871. 
North,  Henry  II. 

Acting  Master  and  Pilot,  1   September,  1864.     Honorably  discharged  8  October, 
1868. 
JVorth,  James  H. 

Midshipman,  39  May,  1839.     Passed  Midshipman,  5  July,   1835.      Lieutenant, 
8  September,  1841.     Resigned  15  January,  1861. 
STorth,  Jobn  W. 

Sailmaker,  3  July,  1849.     Retired  list,  15  October,  1879. 
]K^orth,  Joseph. 

Purser,  24  July,  1818.     Last  appearance  on  Records  of  Navy  Department,  1816. 
Frigate  "Macedonian.'''' 
North,  Joseph  IV. 

Mate,  11  August,  1861.    Acting  Ensign,  28  September,  1863.     Honorably  dis- 
charged 23  September,  1865. 
North,  William  F. 

Acting  Master,  9  September,  1861.     Dismissed  19  June,  1865. 
Northrop,  Job. 

Midshipman,  33  January,  1815.     Resigned  7  October,  1816. 
Northrup,  F.  U. 

Mate,  30  March,  1863.    Resigned  33  May,  1865. 
Northnp,  Gould. 

Carpenter,  16  May,  1871. 
Norton,  Charles. 

Mate,  4  April,  1862.  Acting  Ensign,  10  September,  1863.  Acting  Master,  11  Au- 
gust, 1863.  Acting  Volunteer  Lieutenant,  15  February,  1865.  Honorably  dis- 
charged 3  February,  1867. 

Norton,  Charles. 

Acting  Third  Assistant  Engineer,  24  August,  1864.     Honorably  discharged  9  July, 
1865. 
Norton,  Charles  F. 

Midshipman,  23  July,  1863.     Graduated  3  June,  1868.     Ensign,  19  April,  1869. 
Master,  12  July,  1870.     Lieutenant,  6  January,  1875. 
Norton,  Ch.  M. 

Midshipman,  5  May,  1806.     Resigned  15  April,  1809. 
Norton,  Charles  S. 

Acting  Midshipman,  3  October,  1851.     Midshipman,  9  June,  1855.     Passed  Mid- 
shipman, 15  April,  1858.    Master,  4  November,  1858.     Lieutenant,  24  November, 
1860.    Lieutenant-Commander,  16  July,  1863.     Commander,  1  July,  1870. 
Norton,  Frederic  H. 

Acting  Third  Assistant  Engineer,  15  February,  1865.     Resigned  31  October,  1867. 
Norton,  Harold  Percival. 

Cadet  Engineer,  Naval  Academy,  1  October,  1874.     Graduated  10  June,  1879. 
Norton,  Hiram  W. 

Acting  Ensign,  17  May,  1864.     Honorably  discharged  6  February,  1866. 
Norton,  Ichabod. 

Acting  Assistant  Paymaster,  2  October,  1863.     Resigned  29  June,  1865. 
Norton,  John  F. 

Acting  Assistant  Surgeon,  34  December,  1862.  Appointment  revoked  4  Septem- 
ber, 1863. 
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IXorton,  liot. 

Mate,  5  June,  1864.     Honorably  discharged  14  June,  1867.     Mate,  30  December, 
1869.     Supposed  to  have  been  drowned  1872. 
Norton,  Michael. 

Acting  Second  Assistant  Engineer,  1  October,  1 862.     Resigned  23  November,  1864. 
Xorton,  Richard  C. 

Chaplain,  7  August,  1815.     Last  appearance  on  Records  of  Navy  Department. 
]Vorton,  Shiibal  C,  Jr. 

Acting  Ensign,  20  January,  1864.    Honorably  discharged  7  August,  1865. 
NorTcll,  Hendrick. 

Midshipman,  1  April,  1828.     Passed  Midshipman,  14  June,  1834.     Died  18  May, 
1837.  r        .  >  J, 

Bforvell,  Joseph. 

Midshipman,  13  January,  1834.     Resigned  1  May,  1838. 
:^orwood,  John  O. 

Midshipman,  3  July,  1799.    Discharged  12  October,  1801,  under  Peace  Establish- 
ment Act. 

Nostrand,  Warner  H. 

Midshipman,  34  September,  1870.     Graduated  1  June,  1874.     Ensign,  17  July, 
1875. 
Xott,  Hugh. 

Acting  Assistant  Paymaster,  17  February,  1863.     Honorably  discharged  13  Decem- 
ber, 1865. 
Nottingham,  J.  H. 

Midshipman,  4  November,  1841.     (See  Upshur.) 
Nonrse,  Charles  J. 

Assistant  Surgeon,  1  June,  1876.    Died  23  July,  1880. 
Nonrse,  Joseph  E. 

Professor,  31  May,  1864. 
Nowland,  J.  !L. 

Midshipman,  1  January,  1818.    Last  appearance  on  Records  of  Navy  Department, 
1831.     Ship  "  John  Adams." 
Nojes,  Allen  H.. 

Mate,  5  October,  1861.    Acting  Ensign,  1  September,  1864.    Honorably  discharged 
5  November,  1865.     Acting  Ensign,  14  December,  1866.     Mustered  out  21  De- 
cember, 1868. 
Noyes,  JBontelle. 

Midshipman,  26  September,  1864.    Graduated  3  June,  1868.     Ensign,  19  April, 
1869.     Master,  12  July,  1870.     Lieutenant,  14  February,  1873. 
Noyes,  Charles  E.  P. 

Acting  Ensign,  16  September,  1864.     Honorably  discharged  24  July,  1865. 
Noyes,  Charles  H. 

Acting  Assistant  Paymaster,  38  August,  1861.    Resigned  17  January,  1865. 
Noyes,  Henry  M. 

Acting  Third  Assistant  Engineer,  21  November,  1863.     Acting  Second  Assistant 
Engineer,  13  December,  1864.    Honorably  discharged  21  August,  1865. 
Noyes,  Joseph. 

Midshipman,  18  June,  1813.     Resigned  21  June,  1813. 

Noyes    William  H.  D. 

Acting  Assistant  Surgeon,  4  September,  1861.     Resigned  28  November,  1862. 

Tfngent,  David  E. 

Acting  Third  Assistant  Engineer,  26  September,  1863.    Resigned  (Sick,)  31  March, 
1865. 
Nngent,  Richard. 

Acting  Third  Assistant  Engineer,  13  September,  1864.     Dismissed  2  December, 
1864. 
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Xnlton,  Christopher  H. 

-Acting  Second  Assistant  Engineer,  6  December,   1866.      Honorably  dischar2;ed 
24  September,  1869. 
]VnIton,  Christopher. 

Acting  Third  Assistant  Engineer,  16  June,  1862.     Acting  Second  Assistant  Engi- 
neer, 26  July,  1864.    Honorably  discharged  34  Septembei-,  1869. 

IVnlty,  Thomas. 

Mate,  13  May,  1863.     Resigned  20  August,  1863. 
Nnntz,  John. 

Master,  7  July,  1812.     Died  2T  December,  1834. 
Nntter,  Jacoh. 

Gunner,  11  January,  1799.    Resigned  5  February,  1800. 
Nutting,  William  G. 

Acting  Master,  26  August,  1861.     Appointment  revoked  24  March,  1865. 
Nutz,  IVilliam  R. 

Acting  Third  Assistant  Engineer,  24  December,  1862.     Acting  Second  Assistant: 
Engineer,  14  January,  1864.    Honorably  discharged  15  October,  1865. 
Nyborg,  William. 

Acting  Ensign,  30  November,  1863.     Acting  Master,  22  November,  1864.     Honora- 
bly discharged  13  September,  1867. 
STye,  Edward  C. 

Mate,  26  December,  1863.     Acting  Ensign,  12  November,  1864.     Honorably  dis- 
charged 4  November,  1865. 
STye,  Franklin  K.  S. 

Mate,  27  July,  1863.     Resigned  10  June,  1864. 
Nye,  Haile  C. 

Midshipman,  38  July,  1866.     Graduated  7  June,  1870.     Ensign,   13  July,  1872. 
Master,  1  January,  1875. 

Wye,  Prince  M. 

Mate,  10  December,  1863.     Discharged  3  June,  1864. 
Nye,  William  C. 

Mate,  5  March,  1862.    Honorably  discharged  21  January,  1860. 
Nyman,  Frank.  W. 

Third  Assistant  Engineer,  19  February,  1863.     Resigned  21  April,  1864. 
Nyman,  Jay. 

Mate,  9  April,  1864.     Honorably  discharged  13  November,  1865. 
Nystrom,  John  W. 

Acting  First  Assistant  Engineer,  29  July,  1864.     Acting  Chief  Engineer  28  Peb- 
ruai7, 1865.     Resigned  8  July,  1865. 

Oakes,  Frederick. 

Midshipman,  8  May,  1832.     Resigned  1  May,  1837. 
Oakford,  Isaac  R. 

Third  Assistant  Engineer,  1  July,  1861.    Second  Assistant  Engineer,  18  December 
1862.     Resigned  13  October,  1865. 
Oakley,  Charles  H. 

Midshipman,  30  March,  1842.    Dismissed  2  October,  1845. 
Oakley,  Charles  H. 

Assistant  Surgeon,  2  October,  1844.     Died  24  July,  1851. 
Oakley,  Engene  H. 

Midshipman,  2   August,   1847.      Passed  Midshipman,   15   June,   1844.     Master, 
16  September,  1855.     Lieutenant,  17  September,  1855.     Resigned  9  May,  1856! 
Oakley,  Farnam  L.. 

Acting  Assistant  Paymaster,  24  February,  1864.    Mustered  out  10  September,  1865.. 
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Oakley,  Henry. 

Mate,  9  July,  1862.    Acting  Ensign,  3  March,  1863.    Acting  Master,  14  May,  1864. 
Resigned  21  November,  1864. 
Oaks,  CalTin. 

Carpenter,  12  June,  1826.     Resigned  26  August,  1833. 
Oates,  John  H. 

Mate,  7  January,  1852.     Dismissed  13  June,  1862. 
Oatley,  John  C. 

Mate,  13  September,  1864.    Acting  Ensign,  27  November,  1864.    Honorably  dis- 
charged 15  January,  1868. 
Oberly,  Aaron  S. 

Assistant  Surgeon,  30  July,  1861.    Passed  Assistant  Surgeon,  22  June,  1864.     Sur- 
geon, 19  June,  1866. 
Oberly,  Hubert. 

Mate,  25  April,  1863.    Acting  Ensign,  7  July,  1863.    Appointment  revoked  22  Jan- 
uary, 1866. 

O'Brien,  Douglas  F. 

Mate,  19  December,  1861.     Acting  Ensign,  31  July,  1863.    Honorably  discharged 
20  July,  1865. 

O'Brien,  Edward. 

Midshipman,  80  October,  1799.     Dismissed  11  May,  1804. 
O'Brien,  Gab.  A. 

Midshipman,  1  January,  1825.    Resigned  8  March,  1881. 
O'Brien,  Hugh. 

Acting  Second  Assistant  Engineer,  28  December,  1861.    Dismissed  5  May,  1862. 
O'Brien,  James. 

Mate,  4  October,  1862.     Dismissed  10  March,  1862. 
O'Brien,  John  S. 

Mate,  27  July,  1863.    Honorably  discharged  30  December,  1867. 
O'Brien,  Oliver. 

Mate,  meritorious  conduct,  1  December,  1864.    Deserted  25  April,  1865. 
O'Brien,  Samuel  A. 

Mate,  19  December,  1861.    Resigned  5  August,  1863. 
O'Brien,  William  P. 

Acting  Ensign,  15  August,  1862.     Resigned  6  June,  1863. 
O'Bryan,  Arthur. 

Acting  Third  Assistant  Engineer,  21  May,  1864.     Honorably  discharged  16  Octo- 
ber, 1865. 
O'Bryon,  Edward  D. 

Mate,  11  June,  1863.     Appointment  revoked  1  December,  1864. 

O'Callaghan,  Edward  J. 

Acting  Assistant  Surgeon,  23  December,  1863.     Dismissed  6   September,  1865. 

O'Callahan,  IK^iehoIas. 

Purser,  24  February,  1801.     Last  appearance  on  Records  of  Navy  Department. 

Ochiltree,  SaTid. 

Midshipman,  21  June,  1839.    Passed  Midshipman,  11  July,  1846.    Master,  1  March, 
1855.    Dropped  13  September,  1855. 

O'Conner,  J.  C. 

Appointed  Sailmaker,  21  May,  1836.    Resigned  25  July,  1839. 

O'Connor,  John. 

Mate,  10  February,  1863.     Appointment  revoked  3  January,  1866. 

O'Connor,  Chris. 

Midshipman,  18  June,  1812.     Discharged  25  May,  1813. 

O'Connor,  Frederick  A. 

Mate,  12  January,  1868.     Acting  Ensign,  21   January,  1864.     Acting  Master,  28 
June,  1865.     Honorably  discharged  27  December,  1867. 
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O'Connor,  Nicholas. 

Master.  35  September,  1813.     Last  appearance  on  Records  of  Navy  Deijartment. 

O'Connor,  Nicholas. 

Master,  17  October,  1813.     Dismissed  25  August,  1813. 
O'Connor,  Peter. 

Mate,  19  November,  1861.  Acting  Ensign,  15  March,  1864.  Honorably  discharged 
4  March,  1866.    Mate,  5  October,  1865.     Mustered  out  27  August,  1868. 

O'Connor,  Thomas  W. 

Acting  Second  Assistant  Engineer,  31  July,  1862.  Acting  First  Assistant  En- 
gineer, gallantry,  25  September,  1862.  Honorably  discharged  12  August,  1865. 
Acting  First  Assistant  Engineer,  21  May,  1866.     Mustered  out  23  July,  1867. 

O'Conway,  J.  M.  S. 

Surgeon,  27  June,  1814.     Resigned  5  November,  1821. 
Odbert,  Henry  S. 

Mate,  26  August,  1864.     Honorably  discharged  36  October,  1865. 
Odell,  AlTin  A. 

Acting  Third  Assistant  Engineer,  21  April,  1863.     Honorably  discharged  16  Oc- 
tober, 1865. 
Odell,  George  S. 

Acting  Third  Assistant  Engineer,  8  July,  1868.     Acting  Second  Assistant  En- 
gineer, 29  July,  1865.    Honorably  discharged  1  October,  1867. 
Odend'hal,  John. 

Mate,  20  January,  1870.    In  service. 
Odenhelmer,  W. 

Midshipman,  17  December,  1810.    Lieutenant,  16  July,  1814.     Died  13  November, 
1815. 
Odeon,  William  J. 

Acting  Second  Assistant  Engineer,  1862.    Resigned  28  February,  1868. 
Odiorne,  liCfi  li. 

Mate,  5  October,  1863.     Acting  Ensign,  39  November,  1864.     Resigned  29  June, 
1865. 
Odiorne,  Walter  C 

Mate,  26  August,  1861.    Acting  Ensign,  34  April,  1863. 
O'Donnell,  James. 

Mate,  32  October,  1868.    Resigned  22  May,  1866. 
O'Driscoll,  Cornelius. 

Lieutenant,  26  April,  1799.    Discharged  15  April,  1801. 
Oellers,  James  P. 

Lieutenant,  24  July,  1818.     Died  20  February,  1849. 
Ogden,  Henry  W. 

Midshipman,   1    September,   1811.      Lieutenant,   5    March,   1817.      Commander, 
81  January,  1838.     Captain,  5  February,  1848.     Reserved  list,  18  September, 
1855.    Died  25  August,  1860. 
Ogden,  James. 

Acting  Third  Assistant  Engineer,  15  December,  1862.     Acting  Second  Assistant 
Engineer,  7  June,  1864.     Honorably  discharged  3  October,  1865. 
Ogden,  Jnlien  S. 

Acting  Third  Assistant  Engineer,  under  instruction  Naval  Academy,  10  October, 
1866.    Third  Assistant  Engineer,  2  June,  1868.     Second  Assistant  Engineer, 
2  June,  1869.     Passed  Assistant  Engineer,  30  October,  1875. 
Ogden,  I<ewis, 

Midshipman,  1  March,  1825.    Dismissed  1  June,  1882. 
Ogden,  William  A. 

Midshipman,  1  September,  1811.     Resigned  7  May,  1812. 
Ogden,  William  B. 

Acting  First  Assistant  Engineer,  5  May,  1863.  Appointment  revoked  (Sick  ) 
20  November,  1863. 


GENERAL  NAVY  REGISTER.  539 

Ogden,  William  H. 

Acting  Second  Assistant  Engineer,  9  October,  1861.     Appointment  revoked  (Sick  ) 

21  April,  1863.  ' 

Ogden,  William  S. 

Midshipman,  36  July,  1820.     Lieutenant,  17  May,  1828.     Commander,  23  April, 
1851.    Retired  15  January,  1863.     Died  U  August,  1866. 
Oglevie,  Peter. 

Midshipman,  6  January,  1800.     Lieutenant,  18  May,  1804.     Lost  at  Sea  in  1805. 
OgilTie,  James. 

Acting  Master,  26  August,  1861.     Honorably  discharged  0  June,  1868. 
OgilTie,  James  O. 

Chaplain,  15  September,  1825.     Last  appearance  on  Records  of  Navy  Department. 
O'Grady,  Henry  S. 

Mate,  13  March,  1863.     Acting  Ensign,  3  November,  1863.     Dismissed  16  Novem- 
ber, 1864. 
O'Hara,  Henry  W. 

Mate,  20  February,  1863.     Acting  Ensign,  6  July,  1864.     Honorably  discharged 
3  May,  1868. 
O'Hara,  Micliael. 

Assistant  Surgeon,  31  May,  1854.     Resigned  80  June,  1858. 
O'Kane,  James. 

Acting  Midshipman,  30  September,  1856.     Midshipman,  15  June,  1860.     Master, 
19    September,    1861.    Lieutenant,    16    July,    1863.     Lieutenant-Commander, 

22  April,  1866.     Commander,  6  January,  1874. 
O'Keefe,  Daniel  J. 

Acting  Third  Assistant  Engineer,  18  April,  1864.    Honorably  discharged  15  May, 
1865. 
O'Keefe,  John  F. 

Acting  Third  Assistant  Engineer,  10  June,  1864.    Honorably  discharged  19  August, 
1865. 
O'Kell,  Peter. 

Acting  Ensign,  5  October,  1863.    Acting  Master,  5  June,  1863.     Acting  Volunteer 
Lieutenant,  8  November,  1864.     Honorably  discharged  34  November,  1865. 

Olcott,  £.  R. 

Acting  Ensign,  special  duty,  6  December,  1863.     Appointment  revoked  1  Septem- 
ber, 1864. 
Olcott,  Engene  S. 

Assistant  Surgeon,  34  January,  1862.    Resigned  6  January,  1864. 

Olcott,  Henry, 

Midshipman,  5  November,  1809.     Resigned  29  April,  1812. 

O'liCary,  Arthur. 

Acting  Ensign,  5  June,  1863.    Honorably  discharged  9  December,  1868. 

Oler,  Henry  D. 

Mate,  12  May,  1866.     Resigned  15  May,  1867. 

Olipbant.  Joseph  B. 

Purser,  1  June,  1861.    Died  1  September,  1863. 

OliTcr,  Charles  B. 

Master's  Mate,  3  May,  1843.     Gunner,  2  June,  1846.    Dismissed  21  April,  1861. 

Oliver,  Edwin  W. 

Midshipman,  9  November,  1841.     Resigned  1  June,  1842. 

Oliver,  Francis  A. 

Acting  Ensign,  15  July,  1863.     Acting  Master,  3  February,  1864.    Appomtment 
revoked  31  May,  1864. 
Oliver,  Francis  A. 

Boatswain,  28  May,  1850.     Dismissed  3  November,  1856. 
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Oliver,  Henry  H. 

Acting  Third    Assistant    Engineer,   20   January,    1864.     Honorably   discharged 

29  August,  1866. 
Oliver,  James. 

Mate,  5  September,  1866.     Acting  Ensign,   9   September,   1864.     Honorably  dis- 
charged 25  August,  1865.     Mustered  out  1  May,  1869. 
Oliver,  James  H. 

Cadet  Midshipman,  13  June,  1879.     Graduated  18  June,  1879. 
Oliver,  Paul  A. 

Master,  25  April,  1814.    Resigned  9  March,  1815. 
Olmstead,  Edmund  F. 

Master's  Mate,  3  May,  1843.     Second  Master,  2  March,  1849.     Master,  1  September, 
1851.    Reserved  list,  10  October,  1855.    Died  7  February,  1857. 
Olmstead,  JEdward. 

Midshipman,  17  December,  1810.     Last  appearance  on  Records  of  Navy  Depart- 
ment, 1815.    New  York. 
Olmstead,  George  A. 

Mate,  20  November,  1863.     Honorably  discharged  24  August,  1867. 
Olmstead,  li.  £■. 

Third  Assistant  Engineer,  4  April,  1861.     Resigned  22  September,  1862. 
Olsen,  Christian. 

Carpenter,  7  March,  1853.     Died  12  June,  1855. 
Olson,  £dmnnd. 

Second  Assistant  Engineer,  13  July,  1861.  First  Assistant  Engineer,  15  October, 
1863.  Chief  Engineer,  27  October,  1874.  Lost  on  the  ''Huron;'  24  November, 
1877. 

Omensetter,  George  W. 

Gunner,  27  November,  1861. 
Omensetter,  Robert  lu. 

Mate,  12  July,  1862.     Acting  Ensign,   15  June,  1864.      Honorably  discharged 

30  November,  1865. 
Omey,  William  B. 

Mate,  18  January,  1864.     Honorably  discharged  18  January,  1868. 
O'Bfeal,  Robert  H. 

Boatswain,  13  June,  1831.     Died  4  August,  1847. 
O'Sfeale,  John. 

Midshipman,  29  July,  1806.     Resigned  16  July,  1807. 
O'Weale,  Richard. 

Midshipman,  1  January,  1812.     Resigned  9  August,  1817. 
O'Jfeale,  Robert  H. 

Boatswain,  13  June,  1831.     Died  4  August,  1847. 
O'Neil,  A.  F. 

Acting  Ensign,  1    October,   1862.     Acting   Master,   16   February,  1868.     Acting 
Volunteer  Lieutenant,  24  October,  1883.     Dismissed  30  June,  1864. 
O'Neil,  Charles. 

Mate.    Acting  Master,  1  May,  1862.    Acting  Volunteer  Lieutenant,  30  May,  1865. 
Lieutenant,  12  March,  1868.     LieutenantCommander,  18  December,  1868. 
O'lVeil,  James. 

Acting  Third  Assistant  Engineer,  22  April,  1863.     Acting  Second  Assistant  En- 
gineer, 30  April,  1864.    Honorably  discharged  26  February,  1868. 
O'Neil,  John. 

Acting    Third  Assistant  Engineer,   21   October,   1862.      Honorably   discharged 
2  December,  1866. 

O'lVeill,  Charles  F. 

Mate,  26  May,  1863.    Honorably  discharged  13  June,  1867. 


GENERAL   NAVY  REGISTER.  541 

O'BTeiU,  Charles  W. 

Acting  Third  Assistant  Engineer,  16  April,  1803.     Acting  Second  Assistant  En- 
gineer, 15  December,  1864.    Plonorably  discharged  14  October,  1868. 
O'Neill,  H.  B. 

Acting  Ensign,  7  August,  1863.     Resigned  2  March,  1865. 
O'Neill,  William  J. 

Acting  Third  Assistant  Engineer  11  October,  1864.  Honorably  discharged  18  Sep- 
tember, 1865. 

Opie,  Licroy. 

Midshipman,  21  May,  1800.  Discharged  5  May,  1801,  under  Peace  Establishment 
Act. 

Opp,  Henry  K. 

Acting  Assistant  Paymaster,  5  February,  1864.     Honorably  discharged  9  October, 

Orchard,  John  M. 

Cadet  Midshipman,  11  June,  1873.  Graduated  18  June,  1879.  Ensign,  11  July, 
1880. 

Orcntt,  Angnstns  C. 

Mate,  19  May,  1864.     Resigned  24  May,  1865. 
Orcntt,  John  A. 

Mate,  7  December,  1868.     Honorably  discharged  2  May,  1866. 
Orcntt,  William  K. 

Mate,  5  August,  1863.    Resigned  (Sick,)  18  March,  1864. 
Ord,  James. 

Midshipman,  9  June,  1811.    Resigned  18  April,  1813. 
Ordway,  William  A. 

Mate,  9  October,  1862.    Acting  Ensign,  33  December,  1863.    Honorably  discharged 
20  June,  1866. 
Organ,  David. 

Acting  Ensign,  9  November,  1863.    Acting  Master,  22  December,  1804.    Honorably 
discharged  1  November,  1865.     Acting  Master,  12  September,  1866.     Died  18 
August,  1868. 
Orme,  J.  George. 

Acting  Assistant  Paymaster,  11  May,  1864.     Mustered  out  21  November,  1865. 
Ormond,  John  O. 

Mate.     Resigned  19  February,  1862.     Acting  Master,  30  April,  1862.     Dismissed 
1  April,  1868. 
Ormsby,  George  F. 

Cadet  Midshipman,  34  September,  1873.     Graduated  4  June,  1880. 
Ormshy,  Robert. 

Purser,  35  April,  1813.     Last  appearance  on  Records  of  Navy  Department,  1816. 
Pnrloughed. 
Orne,  Joshna. 

Midshipman,  16  January,  1809.     Resigned  39  October,  1810. 

Orr,  Hector. 

Surgeon,  3  March,  1799.  Discharged  10  June,  1801,  under  Peace  Establishment 
Act 

Orr,  William  JL. 

Acting  Second  Assistant  Engineer,  31  March,  1865.  Resigned  18  December, 
1865. 

Orswell,  George  B. 

Acting  First  Assistant  Engineer,  21  Februai-y,  1862.  Honorably  discharged 
36  December,  1865.  Acting  First  Assistant  Engineer,  7  April,  1866.  Mus- 
tered out  37  August,  1867. 

Ortega,  John. 

Mate,  30  August,  1864.    Deserted  June,  1865. 
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Osborn,  Arthur  P. 

Midshipman,  25  July,  1865.     Graduated  June,  1869.     Ensign,  13   July,  1870. 
Master,  12  July,  1871.     Lieutenant,  23  October,  1874. 

Osborn,  Francis  G. 

Acting  Ensign,  30  August,  1863.    Acting  Master,  6  December,  1864.     Honorably 
discharged  16  July,  1866. 
Osborn,  James. 

Acting  Second  Assistant  Engineer,  10  September,  1861.     Resigned  14  February, 
1863. 
Osborn,  Marcns  B. 

Acting  Assistant  Paymaster,  11  October,  1861.    Resigned  16  September,  1863. 

Osboru,  Victor  M. 

Acting  Third  Assistant  Engineer,  27  March,  1865.     Resigned  30  November,  1867. 
Osborn,  TFilliam  A. 

Mate,  14  May,  1863.    Resigned  17  May,  1865. 
Osborne,  Cbarles  A. 

Mate,  13  June,  1863.    Honorably  discharged  36  August,  1865. 
Osborne,  liConard. 

Assistant  Surgeon,  24  July,  1813.     Surgeon,  27  March,  1818.    Died  5  October,  1837. 
Osgood,  George  C 

Acting  Assistant  Surgeon,  36  February,  1863.    Honorably  discharged  19  January, 
1866. 
Osgood, Joseph. 

Master,  3  July,  1813.     Died  8  August,  1813. 
O'Shannessy,  James. 

Midshipman,  9  July,  1833.    Resigned  27  February,  1839. 
Osterhaas,  Hngo. 

Midshipman,  25  September,  1865.     Graduated  7  June,  1870.     Ensign,  13  July, 
1871.    Master,  12  February,  1874.     Lieutenant,  13  March,  1880. 
Osterhonit,  Davis  I>. 

Acting  Third  Assistant  Engineer,  24  August,  1864.     Honorably  discharged  5  Oc- 
tober, 1865. 
Osterloh,  John  C. 

Acting  Assistant  Paymaster,  33  January,  1864.     Honorably  discharged  6  October, 
1865. 
Osternieyer,  William. 

Acting  Carpenter,  28  June,  1864.     Honorably  discharged  21  September,  1865. 
Ostranger,  A.  ]I. 

Acting  Ensign,  4  January,  1864.     Honorably  discharged  1  August,  1865. 
O'SiilIiTan,  W.  R. 

Midshipman,  1  November,  1828.     Dismissed  10  December,  1830. 
Otis,  Arthnr  H. 

Midshipman,  9  September,  1841.     Resigned  10  August,  1849. 
Otis,  James  F. 

Acting  Ensign,  29  October,  1863.    Acting  Master,  30  January,  1865.     Honorably 
discharged  19  August,  1865. 
Otis,  Jenks  H. 

Assistant  Surgeon,  19  April,  1851.    Passed  Assistant  Surgeon,  10  April,  1856. 
Surgeon,  3  June,  1861.     Died  27  August,  1864. 
Otis,  William  H. 

Mate,   11   September,   1863.      Acting  Ensign,   30   September,  1863.      Honorably 
discharged  11  August,  1865. 

Otley,  William. 

Acting  Second  Assistant  Engineer,   9   February,   1864.    Honorably   discharged 
23  August,  1865.  ^ 
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Otter,  William, 

Acting  Carpenter,  6  July,  1864.     Honorably  discharged  19  February,  1866. 
Ottignon,  Charles  F. 

Acting  Master,  special  duty  as  Brill  Officer,  31  October,  1863.     Appointment 
revoked  37  October,  1864. 
Ottiwell,  William. 

Acting  Master,  10  June,   1861.     Appointment  revoked    (Sick,)  14  April,  1868. 
Acting  Ensign,  1  October,  1863.     Honorably  discharged  3  December,  1865. 
Ovatt,  James. 

Mate,  1  October,  1862.    Promoted  Acting  Ensign,  9  October,  1863.     Honorably 
discharged  24  June,  1866. 
OTerman,  John. 

Carpenter,  32  October,  1841.    Died  19  March,  1845. 
Overn,  John. 

Acting  Third  Assistant  Engineer,  1  August,  1862.     Resigned  24  March,  1863. 
Overn,  John  J. 

Carpenter,  2  May,  1866.     Died  10  June,  1867. 
Overton,  Daniel  B. 

Acting  First  Assistant  Engineer,  81  August,  1864.    Honorably  discharged  33  Sep- 
tember, 1865. 
Overton,  P.  H. 

Midshipman,  30  November,  1814.    Resigned  18  November,  1831. 
Owen,  Alfred  M. 

Assistant  Surgeon,  30  May,  1869.    Passed  Assistant  Surgeon,  18  March,  1874. 
Owen,  Charles  W. 

Acting  Ensign,  3  August,  1864.    Honorably  discharged  11  August,  1865. 
Owen,  £lias  K. 

Midshipman,  7  December,  1848.    Passed  Midshipman,  15  June,  1854.     Master, 

15  September,  1855.    Lieutenant,  16  September,  1855.     Lieutenant-Commander, 

16  July,  1863.    Commander,  25  July,  1866.    Retired  list,  9  June,  1876.    Died 
8  April.  1877. 

Owen,  lieander  Co 

Acting  Endgn,  13  September,  1864.    Honorably  discharged  35  July,  1865. 
Owen,  O.  I>arwin. 

Acting  Ensign,  16  February,  1865.    Honorably  discharged  17  September,  1867. 
Owen,  Silas. 

Mate,  S  September,  1863.    Dismissed  21  May,  1863.     Acting  Ensign,  35  Novem- 
ber, 1863.    Acting  Master,  25  July,  1865.    Honorably  discharged  4  November, 
1865. 
Owen,  William  H. 

Acting  Assistant  Paymaster,  30  September,  1863.     Resigned  8  October,  1863. 

Owen,  William  R. 

Mate,  18  April,  1863.    Acting  Ensign,  11  June,  1863.     Resigned  13  March,  1865. 

Owens,  A.  A. 

Acting  Master,  13  May,  1863.    Honorably  discharged  13  August,  1865. 

Owens,  Forrest  B. 

Acting  Ensign  and  Pilot,  13  December,  1868.  Acting  Master  and  Pilot,  1  Octo« 
ber,  1864.    Honorably  discharged  39  November,  1865. 

Owens,  James  U. 

Carpenter,  4  November,  1852.    Died  10  October,  1878. 

Owens,  John. 

Acting  Ensign,  3  August,  1864.    Honorably  discharged  13  July,  1865. 

Owens,  Thomas. 

Acting  Assistant  Surgeon,  16  August,  1864.  Honorably  discharged  38  December, 
1869.  Acting  Assistant  Surgeon,  8  February,  1870.  Honorably  discharged  30 
June,  1879. 
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Owings,  John  C. 

Master,  15  September,  1806.     Resigned  23  February,  1810. 

Owings,  Saninel  J. 

Acting  Ensign,  3  September,  1863.     Died  at  St.  Louis,  Mo.,  October,  1863. 

Owins,  John. 

Gunner,  7  March,  1842.     Dropped  20  April,  1861. 

Pace,  DaTid. 

Acting  Third  Assistant  Engineer,  13  August,  1863.     Acting  Second  Assistant  Ee. 
gineer,  20  March,  1865.     Appointment  revoked  29  December,  1866. 

Packard,  Harrison  I>. 

Mate,  21  January,  1864.     Acting  Ensign,  1  December,  1864.     Honorably  discharged 
16  May,  1865. 

Packard,  Henry. 

Acting  Assistant  Paymaster,  25  September,  1861.     Died  29  January,  1862. 

Packard,  R.  G. 

Civil  Engineer,  28  November,  1866.     Commissioned  28  March,  1867.     Resigned 
28  April,  1869. 
Packer,  Charles  H. 

Mate,  1  November,  1861.    Acting  Ensign,  1  February,  1864.     Dismissed  10  August, 
1864. 
Packett,  John. 

Midshipman,  16  January,  1809.     Lieutenant,  24  July,  1818.     Died  29  March,  1820. 

Paddock,  Samuel  B. 

Acting  Midshipman,  26  September,  1856.     Midshipman,  15  June,  1860.     Acting 
Master,  26  June,  1861.    Appointment  revoked  24  July,  1861. 

Page,  Benjamin. 

Midshipman,  26  March,  1800.     Resigned  7  July,  1803. 

Page,  Benjamin. 

Midshipman,   17   December,   1810.      Lieutenant,  27   April,   1816.      Commander, 
32  December,  1835     Captain,  8  September,  1841.     Reserved  list,  13  September, 
1855.    Died  16  April,  1858. 
Page,  Benjamin. 

Acting  Assistant  Paymaster,  12  June,  1862.     Resigned  30  December,  1865. 
Page,  Benjamin. 

Mate.     Appointment  revoked  (Sick,)  19  May,  1862. 

Page;  Charles  H. 

Acting  Assistant  Surgeon,  2  February,  1863.     Surgeon,  22  September,  1863.    Died 
24  December,  1867. 
Page,  David  P. 

Acting  Ensign,  2  December,  1863.    Acting  Master,  23  November,  1864.     Honor- 
ably discharged  28  October,  1865. 
Page,  Henry. 

Midshipman,  5  February,  1800.     Resigned  7  June,  1803. 
Page,  Henry  M. 

Mate,  11  January,  1865.     Resigned  30  June,  1865. 
Page,  Henry  T. 

Mate,  23  November,  1863.     Acting  Ensign,  4  September,  1864.     Honorably  dis- 
charged 3  June,  1865. 
Page,  Hugh  M. 

Midshipman,   1   September,  1811.     Lieutenant,  1    April,   1818.     Commander,  28 
February,  1838.     Captain,  29  May,  1850.     Reserved  list,  13  September,  1855. 
Resigned  19  April,  1861. 
Page,  James. 

Surgeon,  23  April,  1837.     Died.  15  March,  1832. 
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Page,  Jsiiiics. 

Assistant  Surgeon,  7  September,  1807.  Surgeon,  5  March,  1811.  Resigned  14 
June,  1824. 

Page,  JereiiiiaU  J. 

Acting  Assistant  Surgeon,  14  February,  1874.     Assistant  Surgeon,  Retired  list,  30 
June,  1879. 
Page,  John    TV. 

Mate,  19  Novem-ber,  1861.     Resigned  29  October,  1862. 
Page,  Liewis  B. 

Midshipman,  9  March,  1809.     Dismissed   8  March,  1813.     Master,  6  April,  1813. 
Died  16  September,  1826. 
Page,  OctaTius  A. 

Midshipman,  6  June,  1800.     Lieutenant,  9  February,  1807.     Died  in  June,  1813. 
Page,  Richard  £■. 

Midshipman,  1  March,  1824.    Passed  Midshipman,  20  February,  1830.    Lieutenant, 
26  March,  1834.     Commander,  14  September,  1855.     Dismissed  18  April,  1861. 
Page,  Robert  JV. 

Midshipman,  3  May,  1800.     Discharged  24  September,  1801,  under  Peace  Estab- 
lishment Act. 
Page,  Tbonias  J. 

Midshipman,  1  October,  1827.    Passed  Midshipman,  10  June,  1883.     Lieutenant, 
20  December,  1839.     Commander,  14   September,  1855.     Dismissed  22  April, 
1861. 
Page,  William. 

Midshipman,  1  January,  1817.     Resigned  3  January,  1820. 
Page,  William  M. 

Assistant  Surgeon,  31  October,  1855.  Passed  Assistant  Surgeon,  4  May,  1860. 
Surgeon,  1  August,  1861.     Dismissed  10  October,  1861. 

Paget,  John  H. 

Acting  Third  Assistant  Engineer,  9  May,  1861.  Acting  Second  Assistant  Engi- 
neer, 28  May,  1868.  Acting  First  Assistant  Engineer,  8  March,  1864.  Honoi\i  bly 
discharged  28  March,  1867. 

Paine,  Amasa. 

Midshipman,  1  May,  1832.  Passed  Midshipman,  24  May,  1828.  Lieutenant, 
3  March,  1831.  Commander,  13  April,  1853.  Reserved  list,  13  September,  1855. 
Captain  on  Reserved  list,  9  June,  1862.     Died  27  July,  1863. 

Paine,  A.  O. 

Acting  Ensign,  5  January,  1863.     Dismissed  27  May,  1863. 

Paine,  Francis  THL. 

Acting  Ensign,  35  August,  1863.  Acting  Master,  9  November,  1864.  Honorably 
discharged  13  September,  1867. 

Paine,  Frederick  II. 

Midshipman,  37  July,  1863.  Graduated  June,  1867.  Ensign,  18  December,  1868. 
Master,  31  March,  1870.     Lieutenant,  30  June,  1871. 

Paine,  James  O. 

Mate,  5  October,  1861.  Appointment  revoked  22  March,  1864.  Mate,  33  Septem- 
ber, 1864.     Honorably  discharged  20  February,  1866. 

Paine,  John  S. 

Midshipman,  29  November,  1813.  Lieutenant,  13  January,  1835.  Commander, 
8  September,  1841.     Reserved  list,  13  September,  1855.     Died  2  May,  1859. 

Paine,  Orris  S. 

Midshipman,  2  July,  1814.     Resigned  27  February,  1815. 

Paine,  Samuel  T. 

Mate,  16  July,  1864.     Died  on  "  Kearmrge,''  28  March,  1866. 
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Paine,  Siiiuner  V. 

Midshipman,  31  September,  ISGo.     Graduated  June,  1809.     Ensign,  13  July,  1870. 
Master,  13  Jul}',  1871.     Lieutenant,  7  October,  1874. 

Paine,  Theodore  H. 

Acting  Ensign,  17  April,  1863.     Acting  Master,  33  April,  1865.     Honorably  dis- 
charged lb  November,  1865. 
Paine,  Thomas. 

Master,  10  October,  1813.     Lieutenant,  1  December,  1815.     Commander,  3  March, 
1835.     Captain,  8  September,  1841.     Reserved  list,  13  September,  1855.     Died 
9  November,  1859. 
Painter,  Francis  J. 

Acting  Assistant  Paymaster,  17  February,   1863.     Passed  Assistant   Paymaster,. 
33  July,  1866.     Retired  list,  13  May,  1869 
Painler,  George. 

Carpenter,  9  April,  1804.     Last  appearance   on  Records   of  Navy   Department,, 
1  September,  1809. 
Painter,  Joseph  E. 

Acting  Assistant  Surgeon,  5  August,  1870.     Died  15  March,  1878. 
Palfrey,  Robert  B. 

Mate,  5  April,  1864.     Appointment  revoked  13  May,  1864. 
Pallett,  Robert. 

Acting  Third  Assistant  Engineer,  36  April,  1863.     Acting  Second  Assistant  Engi- 
neer, 3  March,  1863.    Honorably  discharged  4  September,  1865. 
Palmer,  Albert  S. 

Second  Assistant  Engineer,  14  January,  1839.     Previous  appointment  revoked^ 
and  appointed  Second  Assistant  Engineer,  38  July,  1S45.     Hesitrned  15  Julv 
1848. 
Palmer,  Archy  S. 

Acting  Ensign,  15  July,  1863.    Honorably  discharged  8  Decembi  r,  1865. 
Palmer,  Charles  F. 

Mate,  35  January,  1863.  Acting  Ensign,  30  August,  18GJ.  Honorably  discharia^t 
18  January,  1866.  " 

Palmer,  Engene  P. 

Mate,  9  June,  1863.     Resigned  31   October,  1863.     Mate.  7  July,  18(1:!.     Actiuff 
Gunner,  9  April,  1864.    Honorably  discharged  31  December,  18G6. 
Palmer,  Oeorge  I<. 

Acting  Third  Assistant  Engineer,  31  January,  1863.  Appointment  revoked  17 
March,  1863.  Acting  Second  Assistant  Engineer,  8  December,  1863.  Drowned 
15  January,  1865. 

Palmer,  Oeorge  W. 

Assistant  Surgeon,  18  August,  1836.  Passed  Assistant  Surgeon,  3  March  1835 
Died  6  November,  1836.  ' 

Palmer,  Oeorge  W. 

Acting  Master,  33  August,  1861.     Dismissed  14  December,  1801. 
Palmer,  James  C 

Assistant  Surgeon,  36  March,  1834.     Surgeon,  37  October,  1841.     Medical  Direc- 
tor, 3  March,  1871.    Retired  list,  89  June,  1873. 
Palmer,  James  S. 

Midshipman,  1  January,  1835.     Passed  Midshipman,  4  June,  1831.     Lieutenant 
?.'^,^,'^cember,  1836     Reserved  list,  13  September,  1855.     Commander,  Active 
list,  14  September,  1855.     Captain  on  Active  list,  16  July,  1802.     Commodore 
7  Februai-y,  1863.     Rear-Admiral,  25  July,  1866.     Died  7  December,  1867. 
Palmer,  John  H. 

Mate,  15  November,  1861.    Resigned  31  March,  1863. 
Palmer,  John  W. 

Midshipman,  30  November,  1814.     Resigned  15  April,  1828. 
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Palmer,  Jolin  W. 

Master's  Mate,  1  July,  1840.     Died  33  July,  1851. 
Palmer,  iLambert  G. 

Midshipman,  20  July,  1863.  Graduated  June,  1868.  Ensign,  19  April,  1860. 
Master,  13  July,  1870.  Lieutenant,  10  November,  1872.  Lost  in  the  "  Huron," 
24  November,  1877. 

Palmer,  Marshall  £. 

Midshipman,  23  March,  1848.     Resigned  13  May,  1853. 
Palmer,  ISobert. 

Lieutenant,  6  March,  1799.  Discharged  8  December,  1801,  under  Peace  Establish- 
ment Act. 

Palmer,  Robert. 

Master,  7  May,  1813.     Dismissed  3  April,  1814. 
Palmer,  William  H. 

Acting  Assistant  Paymaster,  25  October,  1864.    Honorably  discharged  15  Octooer, 
1865. 
Pancake,  William  I>. 

Acting  Third  Assistant  Engineer,  20  October,  1863.  Honorably  discharged  2  Oc- 
tober, 1865. 

Pancoast,  Allen  A. 

Acting  Assistant  Paymaster,  5  August,  1861.     Resigned  30  January,  1864. 

Pancoast,  John  A. 

Acting  Third  Assistant  Engineer,  17  February,  1864.      Honorably  discharged 
80  August,  1865. 
Pangborn,  Henry  H. 

Paymaster,  1  June,  1861.    Died  31  July,  1866. 

Papanti,  Frank  Li. 

Mate,  14  October,  1868.    Honorably  discharged  10  July,  1805. 

Pardee,  Joseph  W. 

Mate,  4  April,  1864.  Appointment  revoked  10  October,  1864.  Mate,  4  February, 
1865.    Honorably  discharged  15  August,  1865. 

Pardee,  S.  S. 

Mate,  20  December,  1861.    Dismissed  1  May,  1802. 

Paris,  Russel  C. 

Cadet  Midshipman,  23  September,  1873.  Graduated  18  June,  1879.  Resigned 
1  December,  1880. 

Park,  Charles  S. 

Acting  Assistant  Paymaster,  21  October,  1864.     Honorably  discharged  2  August, 

1865. 
Park,  David  B. 

Sailmaker,  3  August,  1844.     Died  5  August,  1848. 

Park,  Edward  G.  .„.,,.    ,^         , 

Acting  Third  Assistant  Engineer,  27  December,   1864.    Honorably   discharged 

30  April,  1868. 

Park,  John.  ,     „         „,,,., 

Surgeon,  14  October,  1799.    Discharged  6  July,  1801,  under  Peace  Establishment 

Act. 

Park,  Stephen  A. 

Mate,  23  January,  1864.     Honorably  discharged  6  August,  1865. 

Park,  William  D. 

Acting  Third  Assistant  Engineer,  23  May,  1863.     Died  11  July,  1863. 

Park,  William  Dnnlap.  ,   .„  t.  u  -,„„„ 

Third  Assistant  Engineer,  4  February,  1863.  Dismissed  17  February,  1863. 
Third  Assistant  Engineer,  17  December,  1863.     Died  11  July,  1863. 

Park    W.  W. 

Acting  Assistant  Sm'geon,  1  May,  1863.     Died  3  August,  1863. 
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Parke,  Cornoliiis  T. 

Third  Assistant  Engineer,  26  February,  1851.     Eesigned  31  May,  1854. 

Parke,  Jolin  G. 

Acting  Assistant  Surgeon,  19  February,  1863.     Honorably  discharged  6  November, 
1805. 

Parker,  Adams. 

Acting  Ensign,  4  March,  1863.     Dismissed  17  November,  1863. 

Parker,  Ckarlcs. 

Acting  Third  Assistant  Engineer,  29   December,   1864.     Honorably   discharged 
4  March,  1866. 
Parker,  Edwin  N. 

Mate,  C  May,  1865.     Deserted  1 7  March,  1867. 

Parker,  Forbes. 

Acting  Assistant  Paymaster,  19  October,  1861.     Assistant  Paymaster,  19  March, 
1862.    Paymaster,  36  August,  1865.     Dropped  3  August,  1871 

Parker,  Foxhall  A. 

Midshipman,  1  January,  1808.     Lieutenant,  9  March,  1813.     Commander,  3  March, 
1825.    Captain,   3   March,   1835.    Reserved  list,   13   September,   1855.     Died 

23  November,  1857. 

Parker,  Foxhall  A. 

Midshipman,  11  March,  1837.    Passed  Midshipman,  29  June,  1843.     Acting  Master, 

17  November,  1847.  Lieutenant,  21  September,  1850.  Reserved  list,  14  Sep- 
tember, 1855.  Commander,  16  July,  1863.  Captain,  25  July,  1866.  Commodore, 
25  November,  1872.    Died  10  June,  1879. 

Parker,  Francis  H. 

Acting  Midshipman,  20  September,  1861.     Graduated  September,  1865.     Ensign, 
1  December,  1866.     Retired  list,  17  November,  1868. 

Parker,  George. 

Midshipman,   3    February,    1800.      Lieutenant,   30   March,   1807.      Commander, 

24  July,  1813.    Died  11  March,  1814. 

Parker,  George. 

Midshipman,  6  June,  1815.     Last  appearance  on  Records  of  Navy  Department, 
1815.    New  Orleans. 
Parker,  George. 

Sailmaker,  3  July,  1841.     Died  5  October,  1857. 
Parker,  George  A. 

Acting  Assistant  Surgeon,  19  April,  1864.     Died  18  June,  1864. 
Parker,  George  C. 

Master,  15  July,  1812.     Last  appearance  on  Records  of  Navy  Department. 
Parker,  George  O. 

Acting  Third  Assistant  Engineer,  25  March,  1864.     Resigned  33  June,  1865. 
Parker,  George  S. 

Acting  Assistant  Surgeon,  22  September,  1864.     Resigned  9  September,  1865 
Parker,  George  W. 

Acting  Master,  12  August,  1861.     Honorably  discharged  24  September,  1865. 
Parker,  Hiram,  Jr. 

Third  Assistant  Engineer,   16   November,   1861.      Second    Assistant    Engineer, 

25  August,    1863.     First    Assistant  Engineer,    11    October,   1866.     Resigned 

18  February,  1875. 
Parker,  James,  Jr. 

Midshipman,  14  November,  1846.    Passed  Midshipman,  8  June,  1852.     Master, 
15  September,  1855.     Lieutenant,  16  September,   1855.     Resigned  3  October, 
1856.    Acting  Lieutenant,  8  May,  1861.     Lieutenant-Commander,  16  July,  1868. 
Resigned  31  May,  1866. 
Parker,  James  li. 

Midshipman,   6  June,  1831.    Passed  Midshipman,  15  June,  1837.      Lieutenant, 
8  September,  1841.     Died  12  July,  1847. 
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Parker,  James  P. 

Cadet  Midshipman,  5  June,  1873.     Graduated  18  June,  1879. 
Parker,  J.  B. 

Acting  Assistant  Surgeon,  10  March,  1S(!3.     Honorably  discharged   12  October 
1865. 

Parker,  John. 

'Assistant  Surgeon,  11  May,  1798.     Last  appearance  on  Records  of  Navy  Depart- 
ment. 

Parker,  John. 

Purser,  15  June,  1799.     Died  25  June,  1799. 
Parker,  John  C. 

Mate,  4  November,  1864.     Deserted  12  June,  1865. 
Parker,  John  C 

Acting  Master,  1  October,  1862.     Acting  Volunteer  Lieutenant,  29  March,  1864. 
Resigned  31  May,  1865. 
Parker,  John  F. 

Midshipman,  29  September,  1870.     Graduated  1   June,  1874.     Ensign,  17  July, 
1875. 

Parker,  John  H. 

Midshipman,  30  December,  1836.     Passed  Midshipman,  1  July,  1842.    Lieutenant, 
2  June,  1850.     Dismissed  18  January,  1863. 
Parker,  John  P. 

Midshipman,  1   April,  1828.     Passed  Midshipman,  14  June,  1834.     Lieutenant, 
25  February,  1841.     Reserved  list,  13  September,  1855.     Died  7  June,  1860. 
Parker,  Joseph  B. 

Acting  Assistant  Surgeon,  4  December,  1863.     Honorably  discharged  12  October, 
1865.      Assistant   Surgeon,  24   November,   1866.      Passed  Assistant   Surgeon, 
31  December,  1867.    Surgeon,  13  August,  1876. 
Parker,  liewis. 

fiunner,  13  February,  1832.    Died  31  August,  1845. 
Parker,  ?fathaniel  C 

Acting  Assistant  Surgeon,  23  October,  1862.     Appointment  revoked  3  March, 
1863. 
Parker,  Nehemiah. 

Carpenter,  27  January,  1820.     Died  20  August,  1830. 
Parker,  B.  I-e  Boy. 

JLate,  34  February,  1862.     Dead. 
Parker,  Bobert  W. 

Acting  Ensign,  26  December,  1862.     Honorably  discharged  11  December,  1865. 

Parker,  Samnel. 

Lieutenant,   18  April,  1799.     Discharged  13  April,  1801,  under  Peace  Establish- 
ment Act. 
Parker,  Sauinel  F. 

Boatsvyain,  date  not  knovyn.     Last  appearance  on  Records  of  Navy  Department. 

Parker,  Scollay. 

Acting  Assistant  Surgeon,  9  September,  1863.     Acting  Passed  Assistant  Surgeon, 

15  May,  1866.     Honorably  discharged  19  January,  1868. 

Parker,  Thomas  V. 

Mate,  1  September,  1861.     Acting  Ensign,  26  November,  1864.     Honorably  dis- 
charged 4  October,  1865. 
Parker,  William. 

Gunner,  21  January,  1862.     Died  November,  1864. 
Parker,  William  A. 

Midshipman,  3  July,  1832.      Passed   Midshipman,  23  June,   1888.      Lieutenant, 

16  May,  1843.     Commander,  28  June,  1801.     Retired  list,  23  December,  1865. 
Captain  on  Retired  list,  4  April,  1867. 
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Parlier,  William  C. 

Mate,  3  J-jne,  1864.     Honorably  disoharged  37  September,  1868. 

Parlier,  William  D. 

Acting  Third   Assistant    Engineer,   1    February,    1865.      Honorably   discharged 
25  September,  1865. 

Parker,  William  II. 

Midshipman,  19  October,  1841.     Passed  Midshipman,  10  August,  1847.     Master, 

I  March,  1855.     Lieutenant,  14  September,  1855.     Dismissed  20  April,  1861. 

Parker,  William  II. 

Midshipman,  17  April,  1862.  Graduated  June,  1866.  Ensign,  12  March,  1868. 
Master,  26  March,  1869.     Lieutenant,  31  March,  1870. 

Parker,  William  S. 

Acting  Assistant  Surgeon,  18  March,  1864.     Resigned  8  March,  1865. 

Parkes,  Jobn  W. 

Third  Assistant  Engineer,  10  July,  1847.     Second  Assistant  Engineer,  13  Septem- 
ber, 1849.     Resigned  31  May,  1853. 
Parkhnrst,  George  A. 

Gunner,  3  January,  1862.     Dismissed  3  March,  1863 
Parkinson,  William  li. 

Midshipman,  29  September,  1882.     Dismissed  15  June,  1838. 
Parks,  Charles  P. 

Acting  Second  Assistant  Engineer,  26  January,  1863.     Died  from  wounds  36  April, 
1864. 
Parks,  Edward  W. 

Acting  Third  Assistant  Engineer,  11  January,  1864.     Resigned  20  October,  1864. 
Parks,  George  H. 

Acting  Third  Assistant  Engineer,  6  July,  1863.     Killed  by  explosion  on  "  Tulip,^' 

II  November,  1864. 

Parks,  Rnfns. 

Assistant  Paymaster,   13   September,   1861.     Paymaster,   14   April,   1863.     Pay 
Inspector,  33  February,  1877. 
Parks,  Theodore  W. 

Mate,  26  February,  1863.     Appointment  revoked  (Sick,)  31  October,  1863 
Parks,  William. 

Mate,  9  March,  1866.     Resigned  5  April,  1867. 
Parks,  William. 

Mate,  7  February,  1865.     Resigned  5  April,  1867. 
Parks,  Wythe  M. 

Assistant  Engineer,  8  May,  1877. 
Parmelee,  Arthur  W. 

Mate,  32  January,  1863.  Appointment  revoked,  having  been  appointed  Captain's 
Clerk,  14  February,  1863. 

Parnell,  Edward. 

Midshipman,  30  June,  1806.     Resigned  39  December,  1806. 
Parris,  Elias. 

Acting  Third  Assistant  Engineer,  11  December,  1863.     Resigned  36  June,  1863. 
Parrish,  Horatio  X. 

Acting  Master,  23  September,  1861.     Resigned  6  December,  1861. 
Parrish,  Joseph. 

Midshipman,  19  October,  1841.     Dismissed  27  June,  1850. 
Parrott,  Enoch  G. 

Midshipman,  10  December,  1831.  Passed  Midshipman,  15  June,  1837.  Lieuten- 
ant, 8  September,  1841.  Commander,  24  April,  1861.  Captain,  25  July,  1866. 
Commodore,  33  April,  1870.  Rear-Admiral,  8  November,  1873.  Retired  list 
4  April,  1874.    Died  10  May,  1879. 
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Parry.  Cyrns. 

Midshipman,  18  May,  1809.     Dismissed  7  May,  1813. 
Parry,  John. 

Acting  Ensign,  2  July,  1863.     Honorably  discharged  19  October,  1865. 
Parry,  Josepli  li. 

Acting  First  Assistant  Engineer,  3  October,  1862.    Resigned  15  July,  1864. 
Parsein,  John. 

Carpenter,  12  July,  1800.     Last  appearance  on  Records  of  Navy  Department. 
Parsons,  Alono    D. 

Acting  Third  Assistant  Engineer,  27  December,  1864.      Honorably  discharged 
12  Februaiy,  1869. 
Parsons,  Arthur  F. 

Mate,  3  January,  1863.  Acting  Ensign,  30  July,  1863.  Honorably  discharged 
24  October,  1865. 

Parsons,  Arthur  H. 

Midshipman,  27  July,  1864.      Graduated   June,  1868.      Ensign,  19  April,  1869. 
Master,  12  July,  1870.     Resigned  7  December,  1871. 
Parsons,  E.  D.  W. 

Mate,  19  November,  1862.     Resigned  20  January,  1865 
Parsons,  Henry. 

Mate,  13  December,  1861.     Died  18  June,  1863. 

Parsons,  James  Ti. 

Acting  Third  Assistant  Engineer,  27  July,  1863.     Acting  Second  Assistant  En- 
gineer, 20  February,  1864.     Honorably  discharged  8  November,  1865. 
Parsons,  John  £. 

Acting  Assistant  Surgeon,  10  October,  1863.     Acting  Passed  Assistant  Surgeon, 
24  March,  1866.     Resigned  8  December,  1866. 
Parsons,  Richard. 

Gunner,  10  June,  1799.     Resigned  20  August,  1801. 

Parsons,  Scott  B. 

Mate,  5  June,  1862.    Resigned  17  December,  1862. 

Parsons,  Thomas  A. 

Assistant  Surgeon,  4  November,  1884.     Resigned  20  September,  1837. 

PfLl'^OflS       1]  filial* 

Assistant  Surgeon,  6  July,  1812.    Surgeon,  15  April,  1814.     Resigned  33  April 
1823. 
Parsons,  'William. 

Assistant  Surgeon,  15  May,  1799.     Resigned  24  July,  1800. 

Partridge,  Edwin  W. 

Mate,  13  October,  1861.     Acting  Ensign,  19  July,  1862.     Appointment  revoked 
17  November,  1863. 
Partridge,  Fredericlt  W. 

Acting  Master,  28  February,  1862.  Resigned  19  March,  1862.  Acting  Master, 
37  March,  1863.    Honorably  discharged  30  October,  1865. 

Partridge,  John  A. 

Acting  Ensign,  30  November,  1864.    Honorably  discharged  12  October,  1865. 

Partridge,  leander  H. 

Acting  Master,  18  December,  1861.  Acting  Volunteer  Lieutenant,  8  April,  1865. 
Honorably  discharged  30  November,  1865. 

Acting*  Ensign,  and  Pilot,  18  July,  1864.  Appointment  revoked  13  December, 
1864. 

Parys,  Edmund. 

Mate  8  May,  1863.  Resigned  3  July,  1863.  Mate,  3  October,  1863.  Acting 
En'sic^n,  33  November,  1864.  Appointment  revoked  18  November,  1867.  Mate, 
5  November,  1869.     Resigned  23  February,  1870. 
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Pasqiiell,  Richard. 

Acting  Master,  30  December,  1861.     Dismissed  39  May,  1863. 

Pastner,  Edward  TV. 

MidsMpman,  23  January,  1841.     Resigned  3  May,  1848. 

Patch,  ?fathaniel  J.  K. 

Midshipman,  30  September,  1865.     Graduated  .Tune,  18G9.     Ensign,  13  July,  1870. 
Master,  37  October,  1872.     Lieutenant,  9  Marcli,  1 876. 

Patchke,  Gnstarns  A. 

Mate,  37  August,  1863.     Acting  Ensign,  5  October,  1864.     Honorably  discharged 
17  January,  1868.     Mate,  31  January,  1870.     Appointment  revoked  23  Septem- 
ber, 1871. 
Paterson,  R.  H.  1. 

Midshipman,  1  October,  1837.     Resigned  13  April,  1831. 

Patten.  Edward  C 

Third  Assistant  Engineer,  3  May,  1859.     Dismissed  8  January,  1861. 

Patten,  Johuc 

Midshipman,  38  May,  1800.     Discharged  6  August,  1801,  under  Peace  Establish- 
ment Act. 

Patten,  S.  P. 

Acting  Master,  29  October,  1861.     Dismissed  34  June,  1863. 

Patten,  Thomas. 

Midshipman,  9  November,  1813.     Resigned  20  October,  1820. 

Patten,  William  W. 

Mate,  13  December,  1861.    Resigned  16  May,  1863. 

Patterson,  Carlile  P. 

Midshipman,  3  September,  1830.     Passed  Midshipman,  4  June,  1836.     Lieutenant,. 
8  September,  1841.     Resigned  3  September,  1853. 

Patterson,  Daniel  T. 

Midshipman,  30  August,  1800.     Lieutenant,  24  January,  1807.     Commander,  34 
July,  1813.     Captain,  38  February,  1815.     Died  25  August,  1839. 

Patterson,  George  A. 

Acting  Ensign,  13  January,  1863.     Appointment  revoked  (Sick,)  30  July,  1363. 

Patterson,  Orillith  W.  D. 

Acting  Master,  5  October,  1861.   Acting  Volunteer  Lieutenant,  1  June,  1864.-  Honor- 
ably discharged  14  December,  1865.    Acting  Master,  13  August,  1867.    Mustered 
out  1  July,  1868. 
Patterson,  James. 

Acting  Third  Assistant  Engineer,  30  August,  1861.     Acting  Second  Assistant 
Engineer,  23  May,  1862.     Honorably  discharged  3  April,  1868. 
Patterson,  James  \V. 

Third  Assistant  Engineer,  21  April,  1863.    Second  Assistant  Engineer,  38  Septem- 
ber, 1864.     Retired  21  October,  1809. 

Patterson,  John. 

Boatswain,  2  April,  1832.     Died  13  December,  1836. 

Patterson,  John  A. 

Acting  Third  Assistant  Engineer,  3  November,  1863.     Acting  Second  Assistant 
Engineer,  6  October,  1864.     Honorably  discharged  11  PebrLiary,  1866. 
Patterson,  John  M. 

Midshipman,  1  January,  1818.     Resigned  17  September,  1831. 
Patterson,  John  O. 

Acting  Master,  29  May,  1861.     Resigned  10  April,  1565. 
Patterson,  John  S. 

Midshipman,  18  April,  1833.     Passed  Midshipman,  8  July,  1839.     Killed  28  Octo- 
ber, 1842. 
Patterson,  Xathaniel  P. 

Third  Assistant  Engineer,  15  March,  1847.     Second  Assistant  Engineer,  13  Sep- 
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tember,  lS-t9.     First  Assistant  Engineer,  26  February,  1851.     Chief  Engineer, 
15  October,  1859.     Name  stricken  from  the  Rolls  of  the  Navy,  10  June,  ISCl. 
Patterson,  Robert  E. 

Acting  Assistant  Paymaster,  8  March,  1863.    Honorably  discharged  12  December, 
1865. 
Patterson,  Samuel  O. 

Acting  Second  Assistant  Engineer,  9  December,  1863.     Honorably  discharged 
25  August,  1 865. 
Patterson,  Silas  W. 

Mate,  30  December,  1861.    Dismissed  30  April,  1862. 
Patterson,  Thomas  H. 

Midshipman,  5  April,  1836.    Passed  Midshipman,  1  July,  1842,     Master,  31  Octo- 
ber, 1848.     Lieutenant,  23  June,  1849.     Commander,  16  July,  1862.     Captain, 
25  July,  1866.     Commodore,  2  November,  1871.    Rear-Admiral,  28  March,  1877. 
Patterson,  IVilliam. 

Acting  Third  Assistant  Engineer,  3  June,  1861.     Appointment  revoked  (Sick,). 
24  December,  1861. 
Patterson,  William  A. 

Midshipman,  1  October,  1827.     Resigned  19  October,  1831. 
Patterson,  William  J. 

Acting  Thii'd  Assistant  Engineer,   17   August,    1SG4.      Honorably    discharged 

19  April,  1866. 
Fattison,  Thomas. 

Midshipman,  2  March,  1839.    Passed  Midshipman,  2  July,  1845.    Master,  17  Feb- 
ruary, 1854.     Lieutenant,  19  September,  1854.     Lieutenant-Commander,  16  July, 
1862.      Commander,    3    March,    1865.     Captain,  3   July,  1870.      Commodore, 
11  December,  1877. 
Patton,  Francis. 

Midshipman,  27  November,  1799.     Resigned  5  May,  1806. 

Patton,  George. 

Midshipman,  15  November,  1809.  Last  appearance  on  Records  of  Navy  Depart- 
ment, 1815.    Charleston,  South  Carolina. 

Patton,  Robert. 

Midshipman,  9  September,  1841.     Resigned  1  October,  1846. 

Patton,  Robert. 

Midshipman,  2  February,  1829.    Dismissed  19  June,  1837. 

Patton,  William  F. 

Surgeon,  4  April,  1831.     Resigned  6  May,  1861. 

Panl,  Allen  G. 

Midshipman,  23  September,  1862.  Graduated  June,  1866.  Ensign,  18  December, 
1868.    Master,  21  March,  1870.     Lieutenant,  2  November,  1871. 

Panl,  George. 

Third  Assistant  Engineer,  16  January,  1863.     Resigned  9  September,  1865. 

Panl,  Henry  J. 

Midshipman,  1  April,  1828.    Passed  Midshipman,  14  June,  1834.     Lost  at  Sea 

10  March,  1839. 

Panl,  Mark  W.  ^^        ^      ^„^^ 

Carpenter,  26  July,  1861.     Resigned  13  November,  1865. 

Panl,  William,  Jr.  ,,,.,, 

Acting  First  Assistant  Engineer,   28  November,   1863.     Honorably  discharged 

20  September,  1865. 

Midshipman,  24  September,  1863.  Graduated  June,  1867.  Ensign,  18  December, 
1868.  Master,  21  March,  1870.  Lieutenant,  21  March,  1871.  Resigned 
23  March,  1872. 
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Paulding,  Hiram. 

>[idshipman,  1  September,  1811.  Lieutenant,  37  April,  1816.  Commander, 
9  February,  1837.  Captain,  29  February,  1844.  Retired  list,  31  December, 
1861.     Rear-Admiral,  Retired  list,  16  July,  1863.     Died  30  October,  1878. 

Paulding,  Lieonard. 

Midshipman,  19  December,  1840.  Passed  Midshipman,  11  July,  1846.  Master, 
1  March,  1855.  Lieutenant,  14  September,  1865.  Lieutenant-Commander, 
16  July,  1863.     Commander,  34  December,  1865.     Died  39  April,  1867. 

Paulding,  Robert  P. 

Assistant  Paymaster,  31  July,  1869.  Passed  Assistant  Paymaster,  31  July,  1873. 
Resigned  3  December,  1879. 

Paull,  Joliu  W. 

Acting  Third  Assistant  Engineer,  18  March,  1863.  Acting  Second  Assistant  En- 
gineer, 13  August,  1863.     Honorably  discharged  19  January,  1866. 

PaTy,  Eli  K. 

Acting  First  Assistant  Engineer,   4    December,   1863.      Honorably   discharged 
19  February,  1866. 
PaTy,  William  Li. 

Mate,  33  January,  1863.  Acting  Ensign,  30  November,  1863.  Resigned  7  October, 
1863.     Acting  Ensign,  33  April,  1864.     Resigned  30  June,  1866. 

Paxson,  Isaiah. 

Third  Assistant  Engineer,  17  March,  1863.  Second  Assistant  Engineer,  1  Septem- 
ber, 1864.     Resigned  18  November,  1865. 

Payne,  Charles  W. 

Mate,  16  June,  1864.     Appointment  revoked  (Sick,)  7  November,  1864. 

Payne,  Edward  D. 

Assistant  Surgeon,  24  January,  1863.  Passed  Assistant  Surgeon,  23  June,  1865. 
Surgeon,  14  November,  1871.     Retired  list,  13  April,  1876. 

Payne,  James. 

Captain,  (to  command  a  Galley,)  16  September,  1798.  Last  appearance  on 
Records  of  Navy  Department,  9  October,  1798. 

Payson,  Thomas  K. 

Acting  Third  Assistant    Engineer,   15   October,   1863.      Honorably   discharged 

18  August,  1865. 
Payton,  George  T. 

Acting  Third  Assistant  Engineer,  9  March,  1864.     Honorably  discharged  3  July, 
1805. 
Peabody,  John  M. 

Acting  Carpenter,  5  October,  1863.     Honorably  discharged  4  January,  1866. 
Peabody,  Joseph  JS. 

Mate,  3  January,  1864.    Acting  Ensign,  1  March,  1865.     Honorably  discharged 

19  October,  1865. 
Peabody,  William. 

Midshipman,  16  January,  1809.     Resigned  7  April,  1814. 
Peabody,  William  H. 

Acting    Third  Assistant    Engineer,   27   October,    1863.      Appointment   revoked 
16  June,  1865. 
Peachy,  Thomas  O. 

Assistant  Surgeon,  10  December,  1814.     Resigned  6  September,  1817. 

Peaco,  John  W. 

Assistant  Surgeon,  33  June,  1814.     Surgeon,  10  July,  1834.     Died  33  May,  1827. 
Peacock,  Charles  A. 

Mate,  1  June,  1863.    Appointment  revoked  13  May,  1868. 
Peacock,  David. 

Midshipman,  28  September,  1869^  Graduated  15  October,  1874.  Ensign,  17  July, 
1875. 
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Peacock,  John  R. 

Acting  Ensign,  3  March,  1863.     Appointment  revoked  21  August,  1866. 

Peake,  Edward  T. 

Acting  Third   Assistant   Engineer,  34  February,  1864.      Honorably  dischareed 
1 7  November,  1868.  j  s 

Peakc,  Francis  M. 

Acting  Second  Assistant  Engineer,  S  December,  1863.     Honorably  discharEcd 
14  November,  1865.  ^ 

Peake,  John  li. 

Acting  Second  Assistant  Engineer,  10  September,  1861.    Acting  First  Assistant 
Engineer,  3  October,  1862.     Acting  Chief  Engineer,  1  March,  1864.     Honorably 
discharged  33  December,  1865. 
Peake,  Richard  IV. 

Gunner,  25  August,  1852.     Died  31  Januai^,  1860. 
Peakes,  Thomas  M. 

Acting  Ensign,  16  July,  1863.     Appointment  revoked  (Sick,)  34  August,  1864. 
Peale,  George. 

Carpenter,  9  May,  1828.     Dismissed  16  June,  1830. 
Pearce,  Charles  H. 

Mate,  4  April,  1863.    Resigned  5  August,  1863. 
Pearce,  George. 

Midshipman,  6  March,  1809.     Lieutenant,  34  July,  1818.    Died  7  August,  1827. 
Pearce,  George. 

Midshipman,  20  June,  1806.    Dismissed  10  May,  1808. 
Pearce,  John. 

Acting  Master,  1  October,  1862.     Acting   Volunteer  Lieutenant,  16  April,  1863. 
Honorably  discharged  19  December,  1865. 
Pearce.  John  S. 

Acting  Third  Assistant  Engineer,  13   February,  1863.     Acting  Second  Assistant 
Engineer,  26  July,  1864.    Honorably  discharged  18  August,  1866. 
Pearce,  Samnel. 

Midshipman,  30  March,  1833.     Passed  Midshipman,  8  July,  1839.     Reserved  list, 
13  September,  1855.      Ensign  on  Retired  list,  10  March,  1863.     Captain   on 
Retired  list,  4  April,  1867.    Died  29  March,  1874. 
Pearce,  Samnel. 

Midshipman,  30  March,  1833.      Passed  Midshipman,  8  July,  1839.      Resigned 
9  June,  1841. 
Pearce,  Samnel. 

Master,  16  January,  1809.     Appointment  revoked  8  May,  1809. 
Pearce,  Walter. 

Mate,  21  October,  1861.    Acting  Ensign,  6  March,  1863.    Acting  Master,  24  March, 
1865.     Resigned  27  April,  1865. 
Pearce,  William. 

Acting  Master,  23  November,  1861.     Appointment  revoked  14  June,  1862. 

Pearce,  William. 

Midshipman,  1  October,  1850.     Dismissed  13  June,  1851. 

Pearce,  William. 

Mate,  14  June,  1862.     Acting  Ensign,  24  September,  1863.     Honorably  discharged 
29  July,  1865. 
Pearce,  Tl^illiam  H. 

Acting  Gunner,  9  February,  1864.     Honorably  discharged  9  May,  18C5. 

Pearson,  Albert. 

Assistant  Surgeon,  26  April,  1848.     Died  27  July,  1849. 

Pearson,  Alexander  W. 

Acting  Assistant  Paymaster,  32  July,  1863.     Mustered  out  24  February,  1866. 
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Pearson,  Frederick. 

Acting  Midsliipman,  21  September,  ISoO.  Ensign,  16  Septembor,  1862.  Lieuten- 
ant 22  February,  1864.  Lieutenant-Commander,  25  July,  1866.  Commander, 
1  Becember,  1877. 

Pearson,  George  F. 

Midshipman,  11  March,  1815.  Lieutenant,  13  January,  1825.  Commander,  8  Sep- 
tember, 1841.  Captain,  14  September,  1855.  Retired  list,  21  December,  1861. 
Commodore  on  Retired  list,  10  July,  1802.  Rear- Admiral  on  Retired  list, 
25  July,  1806.     Died  30  June,  1867. 

Pearson,  George  T. 

Acting  Ensign,  12  August,  1864.     Resigned  26  January,  1866. 

Pes^rson,  J.  P. 

Acting  Ensign,  80  September,  1863.     Honorably  discharged   12  November,  1865. 

Pearson,  Jeremiali. 

Midshipman,  31  October,  1799.     Died  25  July,  1800. 

Pearson,  Jolin. 

Master,  not  in  line  of  promotion,  7  June,  1844.     Reserved  list,  14  September,  1855. 
Resigned  22  January,  18C1. 
Pearson,  William. 

Midshipman,  1  January,  1818.  Lieutenant,  28  April,  1826.  Commander,  10  De- 
cember, 1843.     Died  1  November,  1852. 

Pease,  Cliarles. 

Acting  Ensign,  1  October,  1862.     Resigned  16  February,  1863. 

Pease,  George  IV. 

Acting  Enbign,  3  July,  1863.     Honorably  discharged  14  August,  1865. 

Pease,  Giles  M. 

Acting  Assistant  Surgeon,  18  December,  1861.  Appointment  revoked  19  Novem- 
ber, 1802. 

Pease,  Henry,  Jr. 

Acting  Ensign,  4  December,  1863.  Acting  Master,  9  January,  1865.  Honorably 
discharged  21  September,  1865.     Acting  Master,  18  May,  1866.     Mustered  out 

I  February,  1868. 

Pease,  Isaac  D. 

Acting  Ensign,  14  July,  1863.     Honorably  discharged  20  May,  1865. 
Pease,  John  P. 

Mate,  5  March,  1862.     Appointment  revoked  30  September,  1865. 

Pease,  Lievi. 

Carpenter,  1  October,  1841.     Died  12  May,  1842. 

Pease,  Peter. 

Acting  Ensign,  8  April,  1864.     Honorably  discharged  12  October,  1865. 
Pease,  William  B. 

Acting  Ensign,  22  October,  1864.     Honorably  discharged  16  September,  1865. 
Pease,  William  R. 

Mate,  23  December,  1862.     Dismissed  31  May,  1864. 
Pease,  William  S. 

Acting  Ensign,  1  October,   1862.     Acting  Master,  3  February,  1864.     Resigned 

II  January,  1865. 

Peck,  diaries  F, 

Midshipman,  3  October,   1850.     Passed  Midshipman,  20  June,  1856.     Resigned 
21  July,  1856. 
Peck,  Charles  W. 

Acting  Assistant  Surgeon,  22  May,  1863.     Died  4  September,  1863. 
Peck,  Edward  C. 

Acting  First  Assistant  Engineer,  12  June,  1863.  Honorably  discharged  4  Decem- 
ber, 1865. 
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Peek,  £lisha. 

Midshipman,  4  March,  1817.    Lieutenant,   28  Ai^ril,  1826.     Commander,  8  Sep- 
tember, 1843.     Reserved  list,  13  September,  1855.     Captain  on  Reserved  list, 
14  September,  1855.    Died  11  June,  1866. 
Peck,  George. 

Assistant  Surgeon,  25  Februaiy,  1851.     Passed  Assistant  Surgeon,  10  April,  1856. 
Surgeon,  30  May,  1861.     Medical  Inspector,  1  June,   1871.     Medical  Director, 

7  January,  1878. 

Peck,  George  P. 

Acting  Assistant  Paymaster,  11  June,  18G3.     Honorably  discharged  19  December, 
1865. 

Peck,  John  B. 

Acting  Third  Assistant  Engineer,  under  instruction  Naval  Academy,  10  October, 
1866.     Third  Assistant  Engineer,  2  June,  1868.     Resigned  7  June,  1869. 
Peck,  Jolin  F. 

Acting   Second  Assistant  Engineer,  15  December,  1862.     Acting  First  Assistant 
Engineer,  12  March,  1863.     Appointment  revoked  (Sick,)  11  August,  1863. 
Peek,  Oscar  E. 

Mate,  30  July,  1852.     Dismissed  7  December,  1865. 
Peck,  Pascal  Paoli. 

Midshipman,  9  May,  1803.     Resigned  1  May,  1809. 
Peck,  Ralph  £. 

Acting  Ensign,  9  November,  1864.     Resigned  29  April,  1865. 
Peck,  Raiisoiue  B. 

Midshipman,  21  November,  1861.     Graduated   June,  1866.     Ensign,   12  March, 
1868.     Master,  26  March,  1869.     Lieutenant,  21  March,  1870. 
Peck,  Robert  G. 

Midshipman,  24  September,  1866.     Graduated  7  June,  1870.     Ensign,  13  July, 
1871.     Master,  11  September,  1873.     Lieutenant,  13  November,  1878. 

Peckworth,  J.  R. 

Assistant  Surgeon,  4  November,  1834.     Resigned  13  November,  1838. 

Pecor,  William  R. 

Sailmaker,  12  April,  1852.     Died  30  January,  1853. 

Peddle,  Joseph. 

.Acting  Third  Assistant  Engineer,  22  October,  1862.     Resigned  29  September, 
1868. 

Peed,  John. 

Sailmaker,  8  April,  1840.     Died  23  February,  1851. 

Peed,  Nathaniel  B. 

Sailmaker,  23  October,  1823.     Died  9  May,  1846. 

Peed,  William  C. 

Mate,  18  September,  1863.     Deserted  7  December,  1863. 

Peel,  Joseph  H. 

Mate,  1  March,  1863.     Appointment  revoked  (Sick,)  27  July,  1863. 

Peete,  George  W. 

Assistant  Surgeon,  3  May,  1834.     Passed  Assistant  Surgeon,  12  July,  1839.     Rs- 
signed  29  May,  1843. 

Pegram,  John  C. 

Acting  Midshipman,  21   September,  1860.      Ensign,  28   May,   1863.      Resigned 
18  May,  1866. 

Pegram,  Robert  B. 

Midshipman,  2  Felwuary,  1829.     Passed  Midshipman,  3  July,  1835.     Lieutenant, 

8  September,  1841.     Dismissed  17  April,  1861. 

Peirce,  Benjamin  F. 

Assistant  Surgeon,  24  January,  1862.     Drowned  9  March,  1864. 
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Peirce,  Charles  H. 

Acting  Ensign,  14  November,  1863.     Resigned  9  February,  1865. 

Peirce,  Granville  T. 

Third  Assistant  Engineer,  36  June,  1856.     Resigned  8  August,  1857. 

Peirce,  Isaac  A. 

Mate,  8  Jaauary,  1864.     Died  at  Newbern,  N.  C,  35  October,  1864. 

Peirce,  Robert  C. 

Acting  Assistant  Paymaster,  13  August,  1863.     Resigned  15  June,  1865. 

Peirce,  TVilliain  B. 

Acting  Ensign,  13  September,  1864.    Honorably  discharged  25  July,  1865. 

Pelot.  John  F. 

Midshipman,  10  June,  1814.    Resigned  31  July,  1831. 
Pelot,  Thomas  P. 

Midshipman,  2  June,  1849.     Passed  Midshipman,  12  June,  1855.     Master,  16  Sep- 
tember, 1855.     Lieutenant,  1  January,  1857.     Resigned  11  January,  1861. 

Pelton,  €harles  E. 

Mate,  25  November,  1864.     Honorably  discharged  30  September,  1865. 
Pelton,  Ellsworth  W. 

Mate,  31  December,  1861.     Acting  Ensign,  11  December,  1863.     Honorably  dis- 
charged 8  November,  1865. 

Pelton,  James  H. 

Acting  Third  Assistant  Engineer,  15  December,  1863.     Acting  Second   .'Vssistaut 
Engineer,  21  May,  1864.    Honorably  discharged  36  November,  1865. 
Peltz,  Philip  G. 

Third  Assistant  Engineer,  36  June,  1856.     Second  Assistant  Engineer,  21  July, 
1858.     First  Assistant  Engineer,  3  August,  1859.     Chief  Engineer,  5  Novembor, 
1861.    Died  31  August,  1868. 
Peltz,  Samuel  H. 

Assistant  Surgeon,  23  August,  1862.     Drowned  15  January,  1865, 
Pemberton,  John,  Jr. 

Third  Assistant  Engineer,  8  December,  1862.    Second  Assistant  Engineer,  8  April, 
1864.    First  Assistant  Engineer,  7  May,  1873. 
Pen»berton,  John. 

Midshipman,  13  May,  1800.     Discharged  14  July,  1861,  under  Peace  Establish- 
ment Act.  • 
Pemble,  Albert  G. 

Acting  First  Assistant  Engineer,  21  March,  1862.     Appointment  revoked  8  May, 
1862. 
Pendergrast,  Austin. 

Midshipman,  14  October,  1848.     Passed  Midshipman,  15  June,  1854.     Master, 

15  September,  1855.     Lieutenant,  16  September,  1855.     Lieutenant-Commander, 

16  July,  1863.     Commander,  25  July  1866.     Died  23  October,  1874. 
Pendergrast,  Garrett  J. 

Midshipman,  1  January,  1S13.     Lieutenant,  3  March,  1821.     Commander,  8  Sep- 
tember, 1841.     Captain,  24  May,  1855.     Commodore,  Retired  list,  16  July,  1802. 
Died  7  November,  1862. 
Pendexter,  Edward. 

Acting  Ensign,  4  December,  18C2.     Honorably  discharged  31  October,  186S. 
Pendleberry,  Robert. 

Mate,  26  November,  1863.    Acting  Ensign,  23  December,  1863.     Appointment 
revoked  (Sick,)  10  October,  1864. 
Pendleton,  A.  G. 

Professor,  14  August,  1848.     Died  16  February,  1865. 
Pendleton,  Albert  L.. 

Mate,  38  June,  1863.     Resigned  13  May,  1863. 
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Pendleton,  Charles  H. 

Acting  Midshipman,  27   September,   1860.     Ensign,   1   October,  1863.     Master, 
10  May,   1866.     Lieutenant,  31   February,   1867.     Lieutenant-Commander,    12 
March,  1868. 
Pendleton,  Edwin  C. 

Midshipman,  13  October,  1863.     Graduated  June,  1807.     Ensign,  18  December, 
1868.     Master,  31  March,  1870.     Lieutenant,  31  March,  1871. 
Pendleton,  Epliraim  E. 

Acting  Master,  23  November,  1861.     Honorably  discharged  18  December,  1865. 
Pendleton,  George  H. 

Acting  Master,  8  July,  1861.    Died  18  January,  1866. 
Pendleton,  OliTer. 

Captain,  (to  command  a  Galley,)  4  May,  1799.     Last  appearance  on  Records  of 
Navy  Department. 

Pendleton,  Ralph  C.  J. 

Mate,  11  September,  1863.     Acting  Ensign,  33  April,  1863.     Honorably  discharged 
17  May,  1867. 
Pendleton,  TVilliam  D. 

First  Assistant  Engineer,  39  October,  1861.     Resigned  4  January,  1866 

Pendleton,  W.  H. 

Midshipman,  1  September,  1827.    Resigned  7  July,  1835. 

Penfleld,  Charles. 

Actino-  Ensign,  26  February,  1863.     Honorably  discharged  16  November,  1865. 

Penfleld,  George  O. 

Mate,  19  December,  1861.    Appointment  revoked  27  June,  1863. 

Penfleld,  Joseph  T,. 

Acting  Ensign,  15  June,  1864.    Dismissed  13  December,  1864. 

Penfleld,  Norman  H. 

Acting  Master,  17  December,  1861.     Resigned  3  February,  1865. 

Penfleld,  William  H. 

Mate,  19  December,  1861.     Acting  Ensign,  17  November,  1863.     Appointment  re- 
voked 38  February,  1866. 

Penhallow,  Samuel. 

Midshipman,  1  November,  1836.    Resigned  6  September,  1828. 

Penn,  John  H. 

Acting  Third  Assistant  Engineer,  4  June,  1864.     Resigned  (Sick,)  14  November, 

1864. 

Pennell,  Isaac  A. 

Actino- Master,  26  August,  1861.     Acting  Volunteer  Lieutenant,  13  March,  1805. 

Dismissed  9  June,  1865. 

Pennell,  William  li. 

Acting  First  Assistant  Engineer,  22  July,  1863.    Honorably  discharged  23   Sep- 
tember^ 1865. 

Acting  Third   Assistant  Engineer,  13   February,   1865.    Honorably  discharged 
6  March,  1868. 
Pennicfe,  Solomon.  ,    ,  „  ,t      .„„„ 

Master,  31  January,  1809.     Appointment  revoked  2  May,  1809. 

Penniman,  liUther  li. 

Acting  Assistant  Paymaster,  17  December,  1861.     Resigned  38  May,  1864. 

Pennington,  Charles  C. 

Acting  Second  Assistant  Engineer,  5  August,  1861.     Dismissed  28  December, 

1861. 
Pennington,  Charles  H. 

Acting  Third  Assistant  Engineer,  6  January,  I860.     Honorably  discharged  31 
September,  1869. 
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Pennington,  Charles  W. 

Acting  First  Assiitant  Engineer,  19  November,  1863.  Honorably  discharged  19 
March,  1868. 

Pennington,  Henry  K. 

Midshipman,  1  October,  1866.     Graduated  7  June,  1870.     Resigned  15  June,  1873. 

Pennington,  John  H. 

Acting  Gunner,  8  November,  1863.     Honorably  discharged  11  April,  1866. 

Pennington,  Joseph  W. 

Gunner,  11  March,  1837.    Deserted  14  April,  1849. 

Pennington,  L<awrenee. 

Midshipman,  33  November,  1833.  Passed  Midshipman,  34  May,  1828.  Lieu- 
tenant, 37  May,  1830.     Dropped  13  September,  1855. 

Pennington,  ILewis  TV. 

Acting  Master,  33  November,  1861.    Acting  Volunteer  Lieutenant,  35  September, 
1863.     Acting  Volunteer  Lieutenant-Commander,  3  March,  1865.     Honorably 
discharged  13  November,  1865. 
Pennington,  Robert* 

Midshipman,  38  March,  1800.     Discharged  38  May,  1801,  under  Peace  Establish- 
ment Act. 
Pennock,  Alexander  M. 

Midshipman,  1  April,  1828.     Passed  Midshipman,  14  June,  1834.     Lieutenant, 
35  February,  1841.     Commander,  15  December,  1855.    Captain,  3  January,  1863. 
Commodore,  6  May,  1868.     Rear- Admiral;  19  July,  1872.     Died  30  September, 
1876. 
Pennock,  W.  H. 

Midshipman,  30  April,  1815.     Died  34  December,  1824. 
Pennoyer,  James. 

Acting  Assistant  Surgeon,  ISfSeptember,  1863.     Resigned  8  Slay,  1865. 
Penny,  Thomas. 

Boatswain,  date  not  known.     Resigned  in  1820. 
Penrose,  Thomas  IV. 

Assistant  Surgeon,  24  January,  1862.     Passed  Assistant  Surgeon,  28  June,  1865. 
Surgeon,  28  May,  1871. 
Pentengill,  Edward  D. 

Acting  Ensign,  36  February,  1863.     Honorably  discharged  36  November,  1865. 
Pentland,  Anedrew. 

Midshipman,  15  November,  1809.     Dismissed  21  June,  1813. 
Penton,  Abner  C 

Acting  Ensign,  12  May,  1864.     Honorably  discharged  13  October,  1865. 
Pentony,  Thomas. 

Acting  Third  Assistant  Engineer,  22  July,  1864.     Honorably  discharged  11  De- 
cember, 1865. 
Pepe,  IVichoIas. 

Midshipman,  16  January,  1809.     Resigned  20  May,  1814. 
Pepin,  Ferdinand. 

Midshipman,  13  April,  1833.     Died  28  October,  1838. 
Perchard,  Clement  H. 

Acting  Ensign,  5  December,  1864.     Honorably  discharged  1  August,  1865. 
Perciral,  Gustayns. 

Acting  Master,  30  August,  1861.     Appointment  revoked  (Sick,)  23  August,  1884. 
Acting  Master,  17  November,  1864.     Honorably  discharged  8  Deceniber,'  1865. 
Perciral,  John. 

Master,  6  March,  1809.  Lieutenant,  9  December,  1814.  Commander,  3  March 
1831.  Captain,  8  September,  1841.  Reserved  list,  13  September,  1855.  Died 
17  September,  1862. 
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Percy,  Ezekiel  D. 

Acting  Master,  18  December,  1861.     Honorably  discharged  1  December,  1805. 
Percy,  Henry  T. 

Acting  Assistant  Surgeon,  31  May,  1873.     Assistant  Surgeon,  30  June,  1879. 
Perkins,  Amos  G. 

Acting  First  Assistant  Engineer,  22  April,  18G3.     Honorably  discharged  1  Decem- 
ber, 1865. 

Perkinsj  Charles  G. 

Acting  Volunteer  Lieutenant,  1  October,  1862.     Resigned  25  March,  1865. 
Perkins,  Charles  P. 

Midshipman,   20   July,   1805.     Graduated   June,   1869.     Ensign,   13   July,    1870. 
Master,  12  July,  1871.     Lieutenant,  23  July,  1874. 
Perkins,  Cyrus. 

Acting  Third  Assistant  Engineer,  5  June,  1863.     Resigned. 
Perkins,  David  K. 

Mate,  27  Januaiy,  1863.     Acting  Ensign,  1  April,  1864.    Honorably  discharged 
15  November,  1865. 
Perkins,  Edward. 

Mate,  8  September,  1868.     Resigned  23  May,  1864. 
Perkins,  Edward  H. 

Midshipman,  1  September,  1828.     Resigned  2  January,  1833. 
Perkins,  £.  S. 

Acting  Assistant  Surgeon,  1  September,  1864.     Honorably  discharged  10  Novem- 
ber, 1808. 
Perins,  Foster. 

Midshipman,  18   February,  1800.    Discharged   12   October,  1801,  under   Peace 
Establishment  Act. 
Perkins,  George  H. 

Acting  Midshipman,  1  October,  1851.     Midshipman,  1   October,  1856.     Passed 
Midshipman,  29  April,  1859.     Master,  5  September,  1859.     Lieutenant,  2  Feb- 
ruary, 1861.     Lieutenant-Commander,  30  December,  1862.     Commander,  19  Jan- 
uaiy, 1871. 
Perkins,  Gnstavus  S. 

Acting  Second  Assistant  Engineer,  20  September,  1862.     Acting  First  Assistant 
Engineer,  16  March,  1864.     Honorably  discharg-d  27  September,  1865. 
Perkins,  Hamilton. 

Midshipman,  24  September,  1863.     Graduated  June,  1867.    Ensign,  18  December, 
1868.    Master,  31  March,  1870.     Lieutenant,  14  October,  1871. 

Perkins,  Isaac  E. 

Midshipman,  1  January,  1817.     Drowned  August,  1819. 

Perkins,  James  F. 

Mate,  20  December,  1861.      Acting  Ensign,  28  October,  1863.     Honorably  dis-_ 
charged  30  September,  1865. 

Perkins,  John  H. 

Assistant  Surgeon,  13  December,  1800.     Discharged  30  April,  1801,  under  Peace 
Establishment  Act. 

Perkins,  John  J. 

Mate,  1  October,  1863.     Acting  Ensign,  13   November,  1863.    Appointment  re- 
voked 30  July,  1864. 

Perkins,  John  P. 

Acting  Ensign,  3  December,  1863.     Honorably  discharged  10  August,  1865. 

Perliins,  Peltlah. 

Acting  Ensign,  9  March,  1865.     Honorably  discharged  1  August,  1865. 

Perlee,  Tbaddens  Kos. 

Midshipman,  13  February,  1834.    Dismissed  8  July,  1889. 
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Parley,  Charles  S. 

Acting  Assistant  Paymaster,  18  February,  18C3.     Assistant  Paymaster,  1   October,. 
1862.     Paymaster,  4  May,  1866.     Resigned  14  January,  1868. 
Pera,  John  S. 

Acting  Third  Assistant  Engineer,  14  February,  1863.     Acting  Second  Assistant 
Engineer,  6  October,  1863.     Died  1  October,  1864. 
Perranit,  Michael. 

Midshipman,  16  January,  1809.     Resigned  21  March,  1814. 
Perrigo,  George  W. 

Mate,  22  August,  1864.     Honorably  discharged  26  October,  1865. 
Per  rim  on  d,  XaTier. 

Boatswain,  18  April,  1879. 
Perrine,  1!.  I>ansing. 

Acting  Third  Assistant  Engineer,  17  October,  1864.     Resigned  10  May,  1865. 
Perrot,  Augnstns. 

Acting  Assistant  Paymaster,  18  July,  1863.     Mustered  out  26  August,  1865. 
Perry,  Alexander  J. 

Midshipman,  9  June,  1811.     Lieutenant,  1  April,  1818.     Lost  overboard  20  March 
1823. 
Perry,  Alfred  H. 

Acting  Third  Assistant  Engineer,  5  January,  1864.     Resigned  2  May,  1865. 
Perry,  Benjamin  F. 

Acting  Midshipman,  5  October,  1857.     Died  3  July,  1860. 
Perry,  Benjamin  G. 
Mate,  3  November,  1865. 
Perry,  Charles  B. 

Acting  Assistant  Paymaster,  20  May,  1863.     Honorably  discharn-ed  14  Januiiv 
1866. 
Perry,  Charles  H. 

Assistant  Surgeon,  24  January,  1862.     Resigned  9  May,  1865. 
Perry,  Christopher  B. 

Captain,  7  January,  1798.    Discharged  3  April,  1801,  under  Peace  Establishment 
Act. 
Perry,  David  W. 

Carpenter,  23  June,  1869. 
Perry,  Edward  A. 

Acting  Assistant  Paymaster,  24  February,  1862.     Dismissed  5  September,  1863. 
Perry,  Edward  W. 

Mate,  29  February,  1864.     Honorably  discharged  11  December,  1865. 
Perry,  James  H. 

Third  Assistant  Engineer,  17  January,  1862.     Second  Assistant  Engineer  1  Octo- 
ber, 1863.      Resigned   12  April,   1866.      Acting   Second   Assistant  Enn-ineer 
29  Januai-y,  1807.    Mustered  out  10  March,  1869.     Second  Assistant  Engineer' 
1  September,  1870.    Passed  Assistant  Engineer,  25  April,  1877. 
Perrys  John  F. 

Mate,  25  August,  1863.     Acting  Ensign,  18  May,  1865.     Mustered  out  29  Septem- 
ber, 1868.  '■ 
Perry,  Joseph  li. 

Acting  Fii'st  Assistant  Engineer.     Resigned  15  July,  1864. 
Perry,  Marcus  H. 

Acting  Third  Assistant  Engineer,  16  February,  1805.     Deserted  28  Februarv 
1866.  ■" 

Perry,  Matthew  C. 

Midshipman,  16  January,  1809.    Lieutenant,  24  July,  1813.    Commander  21  March 
1836.     Captain,  9  February,  1837.     Died  4  March,  1858.  '  ' 
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Perry,  Matthew  C. 

Midshipman,  1  July,  1835.    Passed  Midshipman,  23  June,  1841.    Master,  5  August, 
1S47.     Lieutenant,  3  April,  1848.     Reserved  list,  13  September,  1855.    Lieuten- 
ant on  Active  list,  3  April,  1848.     Retired  list,  14  April,  1862.     Captain  on  Re- 
tired list,  4  April,  1867.     Died  16  November,  1873. 
Perry,  Wathaniel  H. 

Purser,  28  March,  1820.     Died  8  May,  18S2. 
Perry,  Oliver  H. 

Midshipman,  28  February,  1829.     Passed  Jlidshipman,  3  July,  1835.     Lieutenant, 
25  February,  1841.     Resigned  23  July,  1S49. 
Perry,  OliTer  H. 

Midshipman,   7   April,   1799.      Lieutenant,   15   January,   1807.     Commander,   28 
August,  1812.     Captain,  10  September,  1813.     Died  23  August,  1820. 
Perry,  Raymond  H. 

Midshipman,  24  July,  1807.     Lieutenant,  5  March,  1813.     Died  13  March,  1836. 
Perry,  R.  J. 

Acting  Assistant  Surgeon,  38  September,  1870.     Honorably  discharged  30  June, 
1879. 
Perry,  Roger. 

Midshipman,  1  July,  1838.     Passed  Midshipman,  14  June,  1834.     Lieutenant,  25 
February,  1841.     Commander,  14  September,  1855.     Retired  list,  34  June,  1865. 
Captain  on  Retired  list,  4  April,  1867.     Died  5  November,  1880. 
Perry,  Thomas. 

Acting  Ensign,  14  July,  1864.     Honorably  discharged  37  October,  1865. 
Perry,  Thomas. 

Midshipman,  25  September,  1861      Graduated   September,  1865.     Ensign,  1  De- 
cember, 1866.     Master,  12  March,  1S68.     Lieutenant,  26  March,  1869. 
Perry,  Thomas  H. 

Professor,  10  October,  1836.     Dropped  4  September,  1848. 
Perry,  Willis  G. 

Mate,   8   May,   1862.     Acting   Ensign,    19   April,    1864.     Honorably    discharged 
20  December,  1865. 
Persons,  Renins  C. 

Assistant  Surgeon,  5  March,  1872.     Passed  Assistant  Surgeon,  13  January,  1876. 
Peter,  William  H. 

Midshipman,  13  April,  1835.     Died  8  August,  1830. 
Peterkin,  William. 

Lieutenant,  11  June,  1799.     Discharged   30  April,  1801,  under  Peace  Establish- 
ment Act. 
Peterkin,  William. 

Master,  1  March,  1814.     Resigned  2  July,  1814. 

Peterkin,  William. 

Acting  Gunner,  18  April,  1863.  Dismissed  13  August,  1863.  Acting  Gunner, 
11  May,  1864.     Dismissed  4  April,  18G5. 

Peters,  George  H. 

Midshipman,  24  June,  1870.     Graduated  1  June,  1874.     Ensign,  17  July,  1875. 

Peters,  Herman. 

Gunner,  80  March,  1861.  Resigned  6  June,  1863.  Acting  Gunner,  5  January, 
1804.  Honorably  discharged  6  December,  1865.  Boatswain,  26  January,  1866. 
Died  36  July,  1877. 

Peters,  W^illiam. 

Midshipman,  4  July,  1805.  Lieutenant,  33  May,  1812.  Last  appearance  on  Records 
of  Navy  Department.     Dead. 

Peters,  William  I>. 

Acting  Second  Assistant  Engineer,  12  October,  1861.  Honorably  discharged 
9  October,  1865. 
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Peterson,  Adrian  A. 

Gunner,  35  October,  1836.     Retired  list,  31  December,  1861. 

Peterson,  Arthur. 

Assistant  Paymaster,  23  February,  1877. 

Peterson,  Eric  P. 

Acting  Ensign,  19  May,  1864.     Honorably  discharged  28  October,  1865. 

Peterson,  James. 

Acting  Tliird  Assistant  Engineer,  26  August,  1804.  Honorably  discharged 
23  July,  1865. 

Peterson,  John  F. 

Mate,  31  May,  1864.     Honorably  discharged  17  June,  1866. 

Peterson,  Joseph  R. 

Acting  Third  Assistant  Engineer,  5  November,  1863.  Honorably  discharged 
1  August,  1865.  Acting  Third  Assistant  Engineer,  13  April,  1866.  Deserted 
10  July,  1867. 

Acting  Second  Assistant  Engineer,  26  November,  1861.     Died  6  October,  1864. 

Peterson,  Thomas  li. 

Acting  Master,  8  April,  1863.     Killed  in  action,  38  March,  1863. 

Peterson,  William. 

Carpenter,  21  January,  1835.     Resigned  21  September,  1837. 

Peterson,  William. 

Midshipman,  1  February,  1814.     Last  appearance  on  Records  of  Navy  Department, 
1816.     Resigned. 
Peterson,  William  G. 

Acting  Second  Assistant  Engineer,  29  August,    1861.      Resigned    0   December, 
1861. 
Petherlck,  Thomas,  Jr. 

Third  Assistant  Engineer,  21  September,  1861.     Appointment  revoked  36  Novem- 
ber, 1863. 
Petigrn,  Thomas. 

Midshipman,  1  January,  1812.  Lieutenant,  13  January,  1835.  Commander,  8  Sep- 
tember, 1841.     Dropped  14  September,  1855 

Pctley,  liazarus. 

Midshipman,  1  January,  1813.     Resigned  10  December,  1813. 

Pctrie,  James  A. 

Acting  Assistant  ■  Surgeon,  18  August,  1864.     Honorably  discharged  10  August, 
1865. 
Petterson,  James  C. 

Mate,  1  October,  1862.     Mate,  31  March,  1803.     Acting  Ensign,  22  April,  1863. 
Resigned  23  June,  1864. 
Pettigrew,  John. 

Midshipman,   30  May,   1803.     Lieutenant,  22  April,  1810.     Drovpued   6   March, 
1820. 
Pettingell,  Samnel  S. 

Acting  Third  Assistant  Engineer,  9  January,  1864.     Honorably  discharged  13  May. 
1865. 
Pettingill,  B.  O. 

Acting  Master,  26  December,  1861.     Dismissed  15  March,  1863. 

Pettis,  David. 

Sailmaker,  13  October,  1798.     Last  appearance  on  Records  of  Navy  Department, 
39  November,  1798. 
Pettis,  James. 

Midshipman,  5  December,  1798.     Resigned  10  October,  1799. 
Pettit,  Charles  A. 

Mate,  34  April,  1861.     Acting  Ensign,  18  July,  1863.     Acting  Master,  8  Novem- 
ber, 1864.    Honorably  discharged  37  October,  1865. 
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IPetti^,  John  A. 

Assistant  Surgeon,  5  March,  1847.     Died  4  January,  1851. 
Pettit,  Robert. 

Purser,  6  April,  1837.     Retired  list,  19  February,  18G6.    Pay  Director,  Retired 
list,  3  March,  1871.     Itied  19  May,  1878. 
Petway,  Thomas  M. 

Jlidshipman,  1  April,  1828.     Resigned  3  December,  1830. 
Petty,  Charles  G. 

Acting  Ensign,  9  January,  1868.     Dismissed  14  July,  1863. 
Petty,  Joseph  P. 

Acting  Ensign,  13  December,  1863.     Honorably  discharged  33  November,  18C5. 
Petty,  William. 

Chaplain,  9  March,  1807.     Dismissed  18  February,  1808. 
Penrose,  James. 

Midshipman,  30  November,  1799.  Discharged  6  August,  1801,  under  Peace  Estab- 
lishment Act. 

Penrose,  William. 

Lieutenant,  19  October,  1799.    Discharged  10  May,  1801,  imder  Peace  Establish- 
ment Act. 
Peyton,  Edward  J. 

Purser,  11  June,  1798.     Last  appearance  on  Records  of  Navy  Department. 
Pfeltz,  Gnstavns  A. 

Third  Assistant  Engineer,  3  August,  18G3.     Resigned  25  June,  1866. 
Phelan,  John  R. 

Midshipman,  17  April,  1863.     Graduated  June,  1866.    Ensign,  12  March,  1868. 
Master,  26  March,  1869.     Lost  in  "  Oneida;'  24  January,  1870. 
Phelon,  Henry  A. 

Acting  Master,  27  February,  1863.     Resigned  4  April,  1865. 

Phelps,  Alfred,  Jr. 

Acting  Master,  18  April,  1863.     Resigned  32  February,  1864. 

Phelps,  Arthur  A. 

Mate,  6  December,  1869.  Discharged  29  May,  1873.  Gunner,  35  February, 
1875. 

Phelps,  Edwin  F. 

Acting  Ensign,  1  October,  1863.  Appointment  revoked  (Sick,)  81  December, 
1862. 

Phelps,  John. 

Acting  Third  Assistant  Engineer,  23  May,  1863.  Appointment  revoked  (Sick,) 
1  December,  1868. 

Phelps,  ?felson  S. 

Midshipman,  9  June,  1811.     Resigned  14  January,  1814. 

Phelps,  Samnel  R. 

Midshipman,  30  May,  1813.     Lieutenant,  13  January,  1835.     Resigned  3  February, 
1837. 
Phelps,  S.  liedyard. 

Midshipman,  19  October,  1841.  Passed  Midshipman,  10  August,  1847.  Master, 
30  June,  1855.  Lieutenant,  14  September,  1855.  Lieutenant-Commander, 
16  July,  1863.     Resigned  39  October,  1864. 

Phelps,  Thomas  S. 

Midshipman,  7  January,  1840.     Passed   Midshipman,  11   July,  1846.      Master, 
1   March,  1855.      Lieutenant,   14    September,   1855.      Lieutenant-Commander, 
16  July,  1862.     Commander,  5  August,  1865.    Captain,  19  January,  1871.     Com- 
modore, 13  January,  1879. 
Phelps,  Thomas  S.,  Jr. 

Midshipman,  35  July,  1865.  Graduated  June,  1869.  Ensign,  13  July,  1870. 
Master,  39  October,  1873.     Lieutenant,  15  March,  1876. 
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Plienix,  Dawson. 

Midshipman,  30  September,  1841.    Passed  Midshipman,  10  August,  1847.     Master, 
14  September,  1855.     Lieutenant,  15  September,  1855.     Lieutenant-Commander, 
10  July,  1863.     Died  20  February,  1864. 
Phcnix,  r.IoyfI. 

Acting  Midshipman,  24  September,  1857.     Midshipman,  1   June,  18G1.     Acting 
Master,  18  September,  1861.     Lieutenant,   16  July,  1862.     Resigned  27Juiil', 
ISGo. 
Philbrick,  George. 

Mate.     Appointment  revoked  (Sick,)  3  May,  1862. 
Pliilbrick,  Henry  K. 

Carpenter,  8  July,   1861.     Resigned  14  March,  1866.     Carpenter,  12  November, 

iseo. 

Pliilbrick,  John  J. 

Acting  Assistant  Paymaster,  23  January,  1863.     Assistant  Paymaster,  9  Marcli, 
1865.     Resigned  28  June,  1860. 
Philip,  J.  V.  US. 

Midshipman,  25  February,  1841.     Master,  18  April,  1855.     Lieutenant,  14  Septem- 
ber, 1855.     Resigned  30  June,  1857.     Acting  Lieutenant,  14  May,  1861.     Died 
3  September,  1863. 
Philip,  John  W. 

Acting  Midshipman,  30  September,  1856.     Midshipman,  1  June,  1861.    Acting 
Master,   9   July,   1862.     Lieutenant,   16   July,   1862.     Lieutenant-Commander, 
35  July,  1866.     Commander,  18  December,  1874. 
Pliilips,  Abrani. 

jMidshipman,  8  June,  1812.     Drowned  15  April,  1813. 
Philips,  Davi«l  S. 

Boatswain,  19  July,  1837.     Last  appearance  on  Records  of  Navy  Department. 
Philips,  Isaac. 

Captain,  3  July,  1798.     Dismissed  10  January,  1799. 
Philips,  Joseph  P. 

Acting  Third  Assistant  Engineer,  13  September,  1864.     Resigned  (Sick,)  3  Jan- 
uary, 1805. 

Philips,  Samuel. 

Carpenter,  24  May,  1821      Died  9  October,  1839 
Philips,  Wesley,  J. 

Acting  Third  Assistant  Engineer,  7  October,  1863.     Honorably  discharged  8  Jan- 
uary, 1866. 
Philips,  William  A. 

Acting   First  Assistant  Engineer,  20  September,  1864.     Honorably   discharsed 
11  May,  1868. 

Philliber,  James  C. 

Mate,  11  June,  1863.    Dismissed  4  September,  1863. 
Phillips,  Adrian. 

Acting  Ensign,  Admiral  Farragut's  Staff,  29  March,  1865.     Honorably  dischar<Ted 
16  July,  1866. 
Phillips,  C.  H. 

Mate,  30  December,  1861.     Appointment  revoked  4  June,  1863. 
Phillips,  Charles  1. 

Midshipman,   21    February,   1803.     Graduated  June,  1806.     Ensign,  12   March, 
1868.     Dismissed  3  September,  1808. 
Phillips,  Sinwiddie  B. 

Assistant  Surgeon,  8  November,  1847.     Resigned  6  May,  1861. 
Phillips,  Frederick  II.  R. 

Acting  Assistant  Surgeon,  10  March,   1865.     Honorably  discharsred  27  Au"-ust 
1866.  =' 
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Phillips,  Henry  Wriglit. 

Third  Assistant  Eiigiiioei-,  19  February,  1862.     Second  Assistant  Engineer,  15  Oc- 
tober, 1863.    Resigned  38  July,  1869. 
Phillips,  James. 

Actiiifr  Assistant  Surgeon,  6  December,  1863.     Honorably  discharged   30  June, 

Pliillip;;,  James  T>. 

Acting  Master,  without  pay,  G  September,  1861.     Ai^pointment  revoked  28  Feb- 
ruary, 1863. 

Pliillips,  Jolin. 

Midshipman,  16  January,  1809.     Resigned  27  April,  1812. 
Pliillips,  John  A. 

Acting  Master,  6  April,  1863.     Appointment  revoked  (Sick,)  9  June,  1864.     Acting 
Master  and  Pilot,  15  June,  1864.     Appointment  revoked  7  November,  1864. 
Pliillips,  Manuel. 

Assistant  Surgeon,  18  July,  1809.     Resigned  19  February,  1824. 
Phillips,  Samuel. 

Lieutenant,  4  March,  1799.    Discharged  1  May,  1801,  under  Peace  Establishment 
Act. 

Phillips,  Selden  J. 

Mate,  35  November,  1863.     Appointment  revoked  (Sick,)  23  June,  1864. 
Phillips,  William  C 

Acting  Ensign,  6  October,  1863.     Appointment  revoked  (Sick,)  18  February,  1863. 
Phillips,  William  I>.   , 

Third  Assistant  Engineer,  3  May,  1859.     Resigned  6  July,  18G0. 
Phillips,  William  W. 

Acting  Ensign,  30  May,  1864.     Resigned  33  May,  1865. 
Phillippi,  Edward  T. 

Third  Assistant  Engineer,  20  May,  1862.     Second  Assistant  Engineer,  15  Februaiy, 
1864.    First  Assistant  Engineer,  1  January,  1868.    In  service. 

Phinney,  AlTin. 

Acting  Master,  23  October,  1861.     Acting  Volunteer  Lieutenant,  30  July,  1864. 
Honorably  discharged  7  February,  1866.     Acting  Master,  5  April,  1807.     Mus- 
tered out  7  October,  1868. 
Phipps,  I>avid. 

Lieutenant,  2  July,  1798.     Discharged  15  April,  1801,  under  Peace  Establishment 
Act. 

Phipps,  David. 

Master,  1  June,  1801.     Died  in  April,  1825. 

Phipps,  Francis  II. 

Acting  Ensign,  10  January,  1863.     Honorably  discharged  13  May,  1866. 

Phipps,  Oardner  E. 

Mate,  21  December,  1862.     Resigned  34  November,  1863. 

Phipps,  John  A.,  Jr. 

Acting  Ensign,  6  July,  1864.     Honorably  discharged  18  September,  1865. 

Phyfle,  William. 

Mate,  18  October,  1864.     Honorably  discharged  19  September,  1865. 

Phythian,  Robert  li. 

Acting  Midshipman,  38  January,  1853.     Midshipman,  30  June,  1836.    Passed 
Midshipman,  39  April,  1859.     Master,  5  September,  1859.     Lieutenant,  35  De- 
cember, 1860.    Lieutenant-Commander,  16  July,  1863.     Commander,  13  July, 
1870. 
Pich,  Augustus  T. 

Assistant  Surgeon,  35  February,  1867.     Died  39  August,  1867. 

Pick,  John. 

Acting   Second   Assistant   Engineer,  27    February,    1862.      Resigned    (Sick,)    9 
August,  1864. 
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Pickering,  Charles  W.  ^ .    . 

Midshipman,  1  May,  1833.  Passed  Midshipman,  10  June,  1833.  Lieutenant, 
8  December,  1838.  Commander,  14  September,  1855.  Captain,  16  July,  iSfiS. 
Retired  list,  1  February,  1867.     Commodore  on  Retired  list,  8  December,  1867. 

Picltering,  Horace  F. 

Mate,  1  February,  1865.     Resigned  34  June,  1865. 

Pickering,  Mareellns  C 

Mate,  11  June,  1863.     Resigned  26  December,  1863. 

Pickering,  T.,  Jr. 

Midshipman,  17  June,  1799.     Resigned  3  May,  1801. 

Pickering,  Thomas. 

Acting  Master,  11  May,  1861.  Acting  Volunteer  Lieutenant,  33  August,  1803. 
Dismissed  8  June,  1865. 

Pickett,  James  C 

Midsliipman,  4  June,  1813.     Entered  the  Army,  1813. 

Pickett,  Richard. 

Midshipman,  30  November,  1814.     Resigned  7  Janvuiry,  1819. 

Picking,  Henry  F. 

Acting  Midshipman,  28  September,  1857.  Midshi])man,  1  June,  1801.  Acting 
Master,  3  June,  1861.  Lieutenant,  16  July,  1863.  Lieutenant-Commander,  35  July, 
1866.     Commander,  25  January,  1875. 

Pickins,  Josepli. 

Boatswain,  31  April,  1819.     Last  appearance  on  Records  of  Navy  Department. 

Pickles,  Stanley  H. 

Mate,  10  May,  1864.     Honorably  discharged  17  September,  1865. 
Pickrell,  Joseph  McCall. 

Cadet  Engineer,  Naval  Academy,  1  October,  1874.     Graduated  10  Juno,  1879. 

Pidgson,  John. 

Mate,  11  October,  1861.     Appointment  revoked  (Sick,)  26  February,  1862. 

Piepmeyer,  liOuis  W. 

Miilshipman,  33  September,  1871.     Graduated  20  June,  1876.     Ensign,  3  March, 
1879. 
Pierce,  Allen  W. 

Acting  Ensign,  4  October,  1864.     Honorably  discharged  23  April,  1S07. 
Pierce,  Charles. 

Midshipman,  1  August,  1827.     Resigned  30  May,  1834. 
Pierce,  Charles  J. 

Mate,  7  June,  1864.     Acting  Ensign,  8  May,  1865.     Resigned  23  June,  1860. 

Pierce.  George. 

Midshii^man,  15  June,  1799.     Last  appearance  on  Records  of  Navy  Department. 

Pierce,  Granville  T. 

Purser,  3  November,  1858.     Dismissed  4  September,  1803. 
Pierce,  Henry  Li. 

Acting  Ensign,  33  September,  1864.     Honorably  discharged  37  June,  1865. 
Pierce,  Henry  M. 

Acting  Ensign,  19  August,  1863.     ActingJVIaster,  37  May,  1864.     Honorably  dis- 
charged 13  September,  1865. 
Pierce,  John,  Jr. 

Professor,  9  October,  1838.     Dropped  4  September,  1848. 
Pierce,  Joseph. 

Master,  23  May,  1813.     Resigned  21  February,  1814. 
Pierce,  Samuel. 

Sailmaker,  38  April,  1809.     Last  appearance  on  Records  of  Navy  Deisartment, 
1815.     Frigate  "  Uyiited  States." 
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Plercy,  William  M. 

Acting  Third  Assistant  Engineer,  17  May,  1864.     Honorably  discharged  29  Sep- 
tember, 1865. 
Piercy,  William  P. 

Midshipman,  15  March,  1815.    Lieutenant,  28  April,  1826.    Commander,  29  JIarch, 
1844.     Died  14  July,  1847. 
Piercy,  William  P. 

Midshipman,  16  January,  1809.     Resigned  5  May,  1813. 
Pierpont,  W.  C. 

Midshipman,  20  June,  1806.     Last  appearance  on  Records  of  Navy  Department, 
37  May,  1811.    Dead. 
Pierrueci,  Celso. 

Acting  Assistant  Surgeon,  10  September,  1861.     Resigned  5  June,  1863. 
Pierson,  Abraham  n. 

Acting  Master,  28  December,  1861.    Resigned  3  May,  1864. 
Pierson,  Edward  A. 

Assistant  Surgeon,  24  January,  1862.     Killed  in  action  22  May,  1863. 

Pierson,  Robert  A. 

Acting  Third  Assistant  Engineer,  20  December,  1862.      Honorably  discharged 
18  September,  1865. 
Pierson,  William  H. 

Acting  Assistant  Surgeon,  18  August,  1862.  Acting  Passed  Assistant  Surgeon, 
18  May,  1865.     Honorably  discharged  12  January,  1869. 

Plgman,  George  W. 

Midshipman,  28  September,  1861.  Graduated  November,  1864.  Ensign,  1  No- 
vember, 1866.  Master,  1  December,  1866.  Lieutenant,  12  March,  1868.  Lieu- 
tenant-Commander, 28  October,  1869. 

Pike,  Boaz  E. 

Third  Assistant  Engineer,  8  December,  1862.    Resigned  6  April,  1864. 

Pike,  Charles  A. 

Acting  Ensign,  24  June,  1863.     Honorably  discharged  12  November,  1865. 

Pike,  E.  B. 

Acting  Master,  28  April,  1864.     Resigned  6  May,  1865. 

Pitcher,  lewis  S. 

Assistant  Surgeon,  14  May,  1867.  Passed  Assistant  Surgeon,  24  June,  1870. 
Resigned  5  January,  1872. 

Pile    Charles  H« 

A'ssistant  Surgeon,  9  May,  1861.     Died  23  December,  1862. 

Pilkington,  Hugh  liOwell. 

Third  Assistant  Engineer,  27  June,  1862.  Second  Assistant  Engineer,  31  Novem- 
ber, 1863.     Resigned  27  June,  1873. 

Pillsbury,  John  E. 

Midshipman,  33  September,  1863.  Graduated  June,  1867.  Ensign,  18  December, 
1868.     Master,  21  March,  1870.     Lieutenant,  1  January,  1873. 

Pilsbnry,  Wingate. 

Midshipman,  9  September,  1841.    Drowned  July,  1846. 

Pimblett,  Thomas. 

Acting  Second  Assistant  Engineer,  4  November,  1861.     Deserted  February,   1863. 

Pinokney,  Edward  C. 

Midshipman,  21  November,  1815.     Besigned  9  October,  1824. 

Pinokney,  Kichard  S. 

Midshipman,  3  August,  1814.  Lieutenant,  13  January,  1835.  Commander,  8  Sep- 
tember, 1841.     Died  9  July,  1854. 

Pindar,  Thomas. 

Mate,  26  February,  1864.    Honorably  discharged  23  April,  1867. 
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Pindell,  William  X. 

Acting  Assistant  Surgeon,  19  February,  1862.     Honorably  discharged  16  Decem- 
ber, 1865. 
Pinder,  Benjamin. 

Master,  24  April,  1812.    Dismissed  2  April,  1814. 

Pinder,  Thomas. 

Midshipman,  1  January,  1818.     Last  appearance  on  Records  of  Navy  Department, 
20  February,  1818. 
Pingree,  John  A. 

Acting  Third  Assistant  Engineer,  17  June,  1863.     Resigned  18  July,  1863. 
Pinliliani,  A.  B. 

Midshipman,  17  June,  1814.     Lieutenant,  13  June,  1825.     Commander,  8  Septem- 
ber, 1841.     Died  23  July,  1843. 
Pinkhani,  K.  It. 

Midshipman,   1   January,   1818.     Lieutenant,  3  March,  1827.     Died  27  October, 
1839. 
Pinkei'ton,  James. 

Gunner,  6  June,  1803.     Dismissed  17  April,  1807. 
Pinltney,  Henry. 

Midshipman,  30  November,   1818.      Lieutenant,   3   March,    1827.      Commander, 
25  February,  1847.     Drowned  15  May,  1848. 
Pinkney,  Ninian. 

Assistant  Surgeon,  26  March,  1834.     Surgeon,  27  October,  1841.     Medical  Director, 
3  March,  1871.    Died  15  December,  1877. 
Pinkney,  Kobert  F. 

Midshipman,  1  December,  1827.     Passed  Midshipman,  10  June,  18S3."    Lieutenant, 
28  February,   1838.     Commander,   14   September,   1855.     Resigned   23   April, 
1861. 
Pinner,  Josiali  I>. 

Caipenter,  11  December,  1860.     Lost  in  the  "On«i(Za,"  24  January,  1870. 
Pinney,  Martin. 

Mate,  14  May,  1864.     Honorably  discharged  2  December,  1865. 
Pinney,  Peter. 

Midshipman,  4  July,  1805.     Resigned  14  September,  1807. 
Piper,  Charles  H. 

Midshipman,  7  November,  1833.     Resigned  8  January,  1839. 
Piper,  Ferdinand. 

Midshipman,  1  November,  1827.     Passed  Midshipman,  10  June,  1833.    Lieutenant, 
7  December,  1839.     Drowned  28  October,  1844. 
Pishon,  Henry  M. 

Mate,  13  October,  1863.     Acting  Ensign,  26  November,  1864.      Honorably  dis- 
charged 10  November,  1865. 

Pitcher,  M.  S. 

Midshipman,   13  March,   1829.     Passed   Midshipman,   3   July,   1835.     Resigned 
24  Januai7,  1839.  ^ 

Pitkin,  Henry  S. 

Assistant  Surgeon,  18  July,  1862.     Passed  Assistant  Surgeon,  30  October,  1865. 
Surgeon,  28  December,  1872.     Died  23  June,  1874. 
Pitman,  Henry. 

Acting  Master,  12  August,  1861.     Resigned  26  April,  1862. 
Pitman,  John  H. 

Mute,  4  October,  1861.     Resigned  23  August,  1864. 
Pitt,  John 

Midshipman,  18  May,  1809.     Resigned  17  June,  1810. 
Pittalnga,  !Lonis. 

Acting  Third  Assistant  Engineer,  28  February,  1865.     Resigned  7  June,  1865. 
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Pitts,  Samnel. 

Midshipman,  16  January,  1809.     Resigned  18  November,  1811. 
Pitts,  tVilliaiu  G. 

Acting  Ensign,  13  July,  1864.     Honorably  discharged  28  October,  1865. 
Place,  Charles  W. 

Midshipman,   10   February,  1838.     Passed  IMidsliipman,  20  May,  1844.     Master, 
7  April,  1853.     Lieutenant,  21  February,  1858.     Died  9  January,  1859. 
Place,  Edward  IV.  K. 

Mate,  8  September,  1863.     Honorably  discharged  16  September,  1865. 

Place,  Joslina  B. 

Acting  Third  Assistant  Engineer,  13  November,  1862.     Acting  Second  Assistant 
Engineer,  8  September,  1864.     Honorably  discharged  31  August,  1865. 
Plaisted,  Charles  W. 

Acting    Thii'd    Assistant    Engineer,  28   August,   1863.      Honorably  discharged 
7  August,  1865. 

Plander,  G.  E. 

Mate,  S3  June,  1866.    Resigned  1  March,  1867. 

Plander,  John  E. 

Mate,  4  January,  1864.     Honorably  discharged  8  January,  1866. 

Plant,  Joseph  F. 

Acting  Thii'd  Assistant  Engineer,  19  October,  1863.     Resigned  6  January,  1864. 

Plant,  William  T. 

Assistant  Surgeon,  34  January,  1862.     Resigned  4  October,  1865. 

Piatt,  Charles  T. 

Midshipman,  18  June,  1813.     Lieutenant,  38  March,  1830.     Commander,  8  Sep- 
tember, 1841.     Reserved  list,  13  September,  1855.    Died  13  December,  1860. 

Piatt,  George  W. 

Mate,  23  June,  1863.     Acting  Ensign,  21  November,  1863.   .Dismissed  15  Novem- 
ber, 1864. 

Piatt,  John  Ji. 

Acting  Master,  1  April,  1863.     Honorably  discharged  1  November,  1865. 

Piatt,  Richard  S. 

Midshipman,  33  March,  1819.    Died  9  July,  1832. 

Piatt,  Robert.  .    ,.       , 

Acting  Master,  1  March,  1863.     Master,  not  in  line  of  promotion,  15  June,  1878. 

Piatt,  Thomas. 

Boatswain  9  November,  1798.     Last  appearance  on  Records  of  Navy  Dei^artment. 

Piatt,  William  IV. 

Acting  Third  Assistant  Engineer,  34  March,  1865.     Honorably  discharged  3  June, 
1869.     Second  Assistant  Engineer,  7  June,  1870.     Retired  list,  3  November, 
1877. 
Plattenbury,  Cyrus  B. 

Mate,  3  October,  1863.    Acting  Ensign,  3  November,  1864.     Honorably  discharged 
5  August,  1865. 
Pleason ton,  John  H.       _.   ,  „  „    ^     ,       _„,^ 
Midshipman,  4  July,  1817.     Died  7  September,  1835. 

Plotts,  Rezeau  B.  ,    . 

Third  Assistant  Engineer,  1  July,  1861.     Second  Assistant  Engineer,  18  December, 
1863.    Retired  16  January,  1866.     First  Assistant  Engineer  on  Retired  list,  25 
July,  1866. 
Plumer,  Thomas  H. 

Mate,  9  December,  1863.     Resigned  29  March,  1865. 

"Third^ssistant  Engineer,  3  May,  1859.    Resigned  29  August,  1860. 
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Plnminer,  Joiioiis  W. 

Assistant  Surgeon,  20  June,  1829.     Surgeon,  20  February,  1838.     Died  20  August, 
1839. 
Plnminer-,  Samuel. 

Midshipman,  20  June,  1799.     Master,   18  August,  1800.      Discharged  IS  June^ 
1801,  under  Peace  Establishment  Act. 
Plnmstead,  William. 

Assistant  Surgeon,  13  May,  1835.     Surgeon,  4  Deccmljer,   1828.     Died   17  April,, 
1839. 
Plunked,  Frank. 

Assistant  Paymaster,  25  September,  1875.     Passed  Assistant  Paymaster,  4  Decem- 
ber, 1879. 
Plnnkett,  Oeorge. 

Assistant  Paymaster,  10  October,  18G1.     Paymaster,  G  February,  1862.     Resigned 
25  August,  1868.     Re-instated  3  April,  1872.     Died  24  October,  1874. 
Plunkett,  James. 

Third  Assistant  Engineer,  3  May,  1859.     Resigned  6  February,  1861. 
Plnnkett,  James. 

Acting  Third  Assistant  Engineer,  21  July,  1863.     Acting   Second  Assistant  Engi- 
neer, 4  April,  1864. 
Plunkett,  J.  li. 

Mate,  12   May,  1860.      Acting   Master,  19   June,   1862.      Honorably  discharged 
17  November,  1865.     Mate,  26  January,  1867.     Mustered  out  8  September,  1868. 
Mate,  30  September,  1869.     Appointment  revoked  7  November,  1870. 
Plunkett,  M.  H. 

Third  Assistant  Engineer,  21  July,  1858.     Second  Assistant  Engineer,  21  Septem- 
ber, 1861.     Resigned  9  May,  1865. 
Plnnkett,  Thomas  S. 

Midshipman,  21  June,  1867.     Graduated  7  June,  1871.     Ensign,  14  July.  1872. 
Master,  9  September,  1876. 
PInriglit,  William. 

Master,  33  July,  1812.     Resigned  10  April,  1815. 
Plympton,  G.  M. 

Third  Assistant  Engineer,  14  September,  1853.     Resigned  19  December,  1854. 
Plympton,  Henr.v  li. 

Acting  Assistant  Surgeon,  25  March,   1863.     Assistant  Surgeon,  28  April    1863 
Died  25  September,  1863. 
Poindexter,  Carter  B. 

Midshipman,  16  November,  1831.     Passed  Midshipman,  15  June,  1837.     Lieuten- 
ant, 8  September,  1841.     Dismissed  18  April,  1861. 
Poinsett,  Asa. 

Carpenter,  11  December,  1847.    Died  14  September,  1859. 
Polen,  George  B. 

Acting  Second  Assistant  Engineer,  6  June,  1864.     Honorably  dischareed  20  June 
1865.  ' 

Polk,  Daniel. 

Midshipman,  16  March,  1799.     Resigned  24  January,  1804. 
Polk,  G.  W.  M.  B. 

Assistant  Surgeon,  30  October,  1800.     Resigned  8  December,  1800. 
Polk,  John. 

Midshipman,  5  December,  1799.     Lost  in  the  "  Insargenty 
Polk,  William  W. 

Master,  18  July,  1814.     Resigned  27  July,  1825. 
Pol  I  SI  rd,  James. 

Acting  Third  Assistant  Engineer,  37  May,  1861.     Acting  Second  Assistant  Engi- 
neer, 30  July,  1863.     Honorably  discharged  30  October,  1 865. 
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IPolIard,  Robert. 

Midsliipman,  15  November,  1809.     Resigned  20  November,  1811. 
Pollard,  William. 

Midshipman,  8  Marcli,  181i.     Resigned  8  January,  1834. 
Pollard,  William. 

Tliii-d  Assistant  Engineer,  17  February,  1860.     Appointment  revoked  24  January, 
1863.     Ee-appointed  in  original  position,  5  July,  1863.     Second  Assistant  Engi- 
neer, 35  August,  1863.     Dismissed  18  October,  1867. 
Pollard,  William  H. 

Acting  Third  Assistant  Engineer,  8  September,  1864.    Resigned  5  June,  1865. 
Policy,  James  H. 

Master's  Mate,  3  May,  1843.     Boatswain,  37  February,  1846.    Deserted  September, 
1850. 
Polley,  James  H. 

Boatsvyain,  20  June,  1861.     Died  13  April,  1866. 
Polleys,  W'oodbury  H. 

Acting  Master,  39  October,  1861.    Resigned  21  April,  1864. 
Pollock,  Alexander. 

Acting  Third  Assistant  Eogineer,  37  May,  1861.    Resigned -9  August,  1863. 
Pollock,  David  J. 

Acting  Third  Assistant  Engineer,  10  September,  1861.     Resigned  9  September, 
1863. 
Pollock,  John. 

Acting   Third   Assistant   Engineer,   13  February,    1865.     Honorably    discharged 
1  August,  1865. 

Pollock,  Samuel  H. 

Mate,  19  June,  1863.     Acting  Ensign,  23  August,  18G3.     Honorably  discharged 
18  September,  1865. 
Pollock,  Thomas. 

Master,  1  November,  1816.     Resigned  5  January,  1819. 
Pollock,  William  mJ 

Midshipman,   30   June,    1837.      Passed   Midshipman,   39   June,   1843.     Dropped 
15  December,  1847. 
Pollock,  W.  Windor. 

Midshipman,  30  June,  1837.     Passed  Midshipman,  39  June,  1843.     Master,  5  No- 
vember, 1850.     Lieutenant,  15  July,  3851.     Dismissed  19  January,  1863. 

Pomeroy,  G.  P. 

Acting  Ensign,  36  September,  1863.     Acting  Master,  14  July,  1863.     Honorably 
discharged  10  November,  1865. 
Pomroy,  Armistead. 

Boatswain,  13  September,  1852.     Dismissed  17  January,  1857.     Boatswain,  37  Feb- 
ruary, 1858. 

Pomroy,  Joseph  R. 

Thii'd  Assistant  Engineer,  14  August,  1851.     Dropped  30  December,  1852. 

Pond,  Charles  F. 

Midshipman,  13  June,  1872.     Graduated  20  June,  1876.     Ensign,  23  July,  1878. 

Pond,  Collis  T. 

Mate.     Resigned  11  March,  1862. 

Ponte,  John. 

Mate,  16  April,  1865.     Honorably  discharged  2  April,  1869. 

Pook,  Samnel  H. 

Assistant  Naval  Constructor,  17  May,  1866.     Naval  Constructor,  15  April,  1871. 

Pook,  Samuel  M. 

Naval  Constructor,  i  January,  1841.     Retired  list,  15  August,  1866.     Died  3  De- 
cember, 1878. 
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Pook,  Williaisi. 

Carpenter,  date  not  known.     Discliargcd  in  1820. 
Pool,  Addison. 

Acting  Assistant  Paymaster,  17  December,  1861.     Appointment  revoked  (Sick.) 
8  January,  1863.     Acting  Assistant  Paymaster,  37  January,  1862.     Honorably 
discharged  1  May,  1865. 
Pool,  Sylvester. 

Acting  Ensign,  1  October,  1863.     Died  26  April,  1864. 
Poole,  Francis  H. 

Mate,  21  September,  1863. 
Poole,  Isaac. 

Acting  Assistant  Surgeon,  23  November,  1863.     Eesigned  13  May,  1865. 
Poole,  liemiiel  G. 

Acting  Third  Assistant  Engineer,  13  December,  1864.     Resigned  5  July,  1865. 
Poole,  li.  W. 

Mate,  30  November,  1867.     Mustered  out  2  October,  1868. 
Poole,  Samuel. 

Midshipman,  30  June,  1799.     Resigned  3  September,  1800. 
Poor,  Albert  B. 

Acting  Assistant  Paymaster,  26  August,  1861.     Mustered  out  4   Sejitember,  1865. 
Poor,  Cbarles  H. 

Midshipman,  1  March,   1325.      Passed  Midshipman,  4  June,   1S31.     Lieutenant, 
23  December,  1835.     Commander,  14  September,  1855.     Captain,  16  July,  1862. 
Commodore,  3  January,  1863.      Rear-Admiral,  20   September,  1808.     Retired 
list,  9  June,  1870. 
Poor,  diaries  H. 

Mate,  10  August,  1863.     Resigned  29  June,  1865. 

Pope,  Ezra  P. 

Mate,  28  September,  1864.     Resigned  14  July,  1865. 

Pope,  John. 

Midshipman,  30  May,  1816.     Lieutenant,  28  April,   1826.     Commander,   15  Feb- 
ruary, 1843.     Captain,  14  September,  1855.     Retired  list,  21   December,  1801. 
Commodore  on  Retired  list,  16  July,  1863.     Died  14  January,  1876. 
Pope,  liCmnel. 

Mate,  26  June,  1863.     Acting  Ensign,  11  February,  1864.     Acting  Master,  18  July, 
1865.     Honorably  discharged  28  February,  1866. 
Pope,  Robert  O. 

Acting  Second  Assistant  Engineer,  36  February,   1863.     Acting  First  Assistant 
Engineer,  9  June,  1864.     Honorably  discharged  20  November,  1865. 
Pope,  William. 

Midshipman,  2  February,  1829.     Passed  Midshipman,  4  June,  1836.     Resigned 
19  June,  1839. 

Popejoy,  Jansos  P. 

Mate,  4  September,  1864.     Honorably  discharged  36  October,  1865. 
Poplar,  diaries. 

Acting  Carpenter,  4  January,  1863.     Appointment  revoked  (Sick,)  21  June,  1864. 
Poppleston,  J.  n. 

Midshipman,  25  April,  1831.     Resigned  19  September,  1833. 
Porcher,  Ptailip. 

Midshipman,  9  June,  1855.     Passed  Midshipman,  15  April,  1858.     Master,  4  No- 
vember, 1858.    Lieutenant,  27  April,  1860.     Resigned  2  February,  1861.' 
Porteous,  James. 

Mate,  37  March,  1863.     Died  on  "NipTum,"  11  September,  1863. 
Porter,  Abel  K. 

Acting  Third  Assistant  Engineer,  15  June,  1864.     Honorably  discharged  4  No- 
vember, 1865. 
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Porter,  Alexander  F. 

Midshipmauj  19  March,  1819.     Died  11  February,  1827. 
Poriler,  Boii.ianiin  H. 

Acting  Midshipman,  1  December,  1859.     Ensign,  8  November,  1863.     Lieutenant, 
S3  February,  1864.     Killed  in  attack  upon  Fort  Fisher,  15  January,  1865. 
Porter,  Carlisle  P. 

Acting  Midshipman,  37  September,  18G1.     Resigned  18  January,  1864. 
Porter,  Charles. 

Mate,  38  November,  1863.     Discharged  29  August,  1864. 
Porter,  Cyrns  K. 

Acting  Ensign,  23  February,  1864.     Honorably  discharged  20  October,  1865. 
Porter,  Daniel  G. 

Mate,  31  May,  1864.     Honorably  discharged  13  October,  1865. 
Porter,  DaTid. 

Midshipman,   16   April,  1798.      Lieutenant,   8   October,   1799.      Commander,  32 
April,  1806.    Captain,  3  July,  1813.     Resigned  18  August,  1836. 
Porter,  David,  Jr. 

Master,  3  September,  1807.     Last  appearance  on  Records  of  Navy  Department, 
1  March,  1808. 
Porter    DaTid  D. 

Midshipman,  3  February,  1829.     Passed  Midshipman,  3  July,  1835.     Lieutenant, 
37  February,  1841.     Commander,  33  April,  1861.     Rear-Admiral,  4  July,  1863. 
Vice-Admiral,  35  July,  1866.    Admiral,  15  August,  1870. 
Porter,  Darid  H. 

Midshipman,  4  August,  1814.     Lieutenant,  13  January,  1835.     Resigned  36  July, 
1826. 
Porter,  David  W. 

Mate,  19  November,  1863.     Died  29  December,  1863. 
Porter,  Edward  E. 

Acting  Third  Assistant  Engineer,  21  November,  1863.    Honorably  discharged 
30  July,  1865. 
Porter,  Fredericlc  E. 

Acting  Second  Assistant  Engineer,  25  September,  1863.     Acting  First  Assistant 
Engineer,  28  October,  1864.     Honorably  discharged  30  July,  1865. 
Porter,  Hamilton  F. 

Midshipman,  13  April,  1836.     Passed  Midshipman,  1  July,  1843.     Died  10  August, 
1844. 
Porter,  Henry  O. 

Acting  Master,  24  April,  1863.    Resigned  30  September,  1863.    Acting  Master, 
5  August,  1864.     Honorably  discharged  15  August,  1865. 

Porter,  Henry  O. 

Midshipman,  8  November,  1840.    Resigned  16  August,  1847. 

Porter,  James. 

Gunner,  date  not  knovra.     Last  appearance  on  Records  of  Navy  Department. 

Porter,  James  H. 

Mate,  33  January,   1862.      Acting  Ensign,   23   August,  1862.      Acting  Master, 
9  November,  1864.     Honorably  discharged  38  Febj-uary,  1869. 

Porter,  J.  Hampden. 

Acting  Assistant  Surgeon,  17  October,  1861.     Resigned  35  June,  1883. 

Porter,  John. 

Midshipman,  30  June,  1806.     Lieutenant,  27  May,  1813.     Commander,  28  March, 
1830.    Died  3  September,  1831. 

Porter,  John  F. 

Mate,  7  March,  1864.     Honorably  discharged  31  December,  1865. 

Porter,  M aitland. 

Mate,  7  June,  1863.    Dismissed  26  November,  1 862. 
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Porter,  Mortimer  S. 

Acting  Ensign,  1  March,  1864.     Honorably  discharged  21  October,  1865. 
Porter,  Pinkney  J. 

Midshipman,  6  M'arch,  1848.     Resigned  4  June,  1849. 
Porter,  Sidney. 

Carpenter,  29  August,  1837.     Resigned  29  December,  1837. 
Porter,  Tbeodoric. 

Midshipman,  20  September,  1865.     Graduated  7  June,  1870.     Ensign,  12  July, 
1870.     Master,  11  February,  1873.     Lieutenant,  22  August,  1876. 
Porter,  Thomas  K. 

Acting  Midshipman,  20  May,  1852.     Midshipman,  20  June,  1856.     Passed  Midship- 
man, 29  April,  18-'59.     Master,  5  September,  1859.     Lieutenant,  24  January,  1861. 
Dismissed  18  July,  1861. 
Porter,  Warren. 

Acting  Ensign,  23  October,  1863.     Acting  Master,  8  November,  1864.     Honorably 
discharged  23  August,  1865. 
Porter,  William  €.  B.  S. 

Midshipman,   29    July,   1835.      Passed    Midshipman,   23    June,   1841.      Master, 
17  June,  1848.    Lieutenant,  25  March,  1849.     Lost  in  •'■  Len^ant"  18  September 
1860. 
Porter,  William  D. 

Midshipman,  1  January,  1823.     Passed  Midshipman,  39  March,  1829.     Lieutenant, 
31  December,  1833.     Reserved  list,  13  September,  1855.     Commander  on  Active 
list,  14  September,  1855.     Commodore,  16  July,  1863.     Died  1  May,  1864. 
Post,  A.  S. 

Mate,  1  October,  1862.     Resigned  24  February,  1864. 
Post,  Charles  H. 

Mate,  13  December,  1861.    Resigned  27  February,  1863. 
Post,  Oeorge  W. 

Mate,  29  June,  1864.     Honorably  discharged  20  February,  1866. 
Post,  Joel  A. 

Midshipman,  23  July,  1866.     Graduated  7  June,  1870.     Resigned  22  November 
1872. 
Post,  Jndson  S. 

Assistant  Paymaster,  9  September,  1861.     Assistant  Paymaster,  6  February,  1863. 
Paymaster,  16  October,  1864.     Dismissed  15  September,  1868. 
Post,  William  M. 

Acting  Master,  23  November,  1861.     Resigned  30  June,  1864. 
Postell,  William  R. 

Midshipman,  31  December,  1831.  Passed  Midshipman,  15  June  1837  Resi"-ned 
14  June,  1839.  " 

Postell,  Edward. 

Midshipman,  30  November,  1814.     Resigned  SO  June,  1817. 
Postlethwait,  George  W. 

Acting  Third  Assistant  Engineer,  23  November,  1864.     Resigned  15  June  ISCI. 
Potter,  Charles. 

Acting  Master,  14  August,  1861.     Resigned  (Sick,")  30  March,  1865. 
Potter,  Charles  H. 

Mate,  23  December,  1862.     Dismissed  19  March,  1863. 
Potter,  DaTid  T. 

Mate,  17  February,  1862.     Dismissed  16  July,  1862. 
Potter,  Edward  E. 

Midshipman,  5  February,  1850.  Passed  Midshipman,  20  June,  1856  Master 
23  January,  1858.  Lieutenant,  9  July,  1858.  Lieutenant-Commander  16  Julv 
1863.    Commander,  3  June,  1869.     Captain,  11  July,  1880.  ' 
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rotter,  Frederick  E. 

Assistant  Surgeon,  30  July,  1861.     Surgeon,  25  March,  1866.     Resigned  1  April, 

Potter,  George. 

Acting  Third  Absistant  Engineer,  30  May,  1865.  Honorably  discharged  29  Sep- 
tember, 1865. 

Potter,  Henry. 

Midshipman,  10  May,  1820.     Resigned  27  May,  1824. 
Potter,  Joseph. 

Mate,  8  November,  1869.     Resigned  1  June,  1872. 
Potter,  Joseph. 

Acting  Gunner,  21  October,  1862.     Dismissed  29  June,  1863. 
Potter,  Richard  M. 

Midshipman,  1  January,  1812.     Lieutenant,  1  April,  1818.    Died  11  August,  1823. 
Potter,  Robert. 

Midshipman,  2  March,  1815.     Resigned  26  March,  1821. 
Potter,  Seymonr. 

Lieutenant,  15  August,  1800.     Discharged  10  July,  1801,  under  Peace  Establish- 
ment Act. 
Potter,  Thomas  M. 

Assistant  Surgeon,  17  October,  1839.     Surgeon,  17  September,  1854.    Medical 
Director,  3  March,  1871.    Retired  list,  12  August,  1876. 
Potter,  William  S[. 

Acting  Ensign,  30  December,  1863.     Honorably  discharged  2  August,  1865. 
Potter,  William  H. 

Midshipman,  6  December,  1814.     Resigned  8  June,  1819. 
Potter,  William  P. 

Midshipman,  26  September,  1865.     Graduated  June,  1869.    Ensign,  12  July,  1870. 
Master,  12  July,  1871.     Lieutenant,  9  August,  1874. 
Pottenger,  Charles  B. 

Mate,  21  October,  1861.     Resigned  12  August,  1862. 
Pottinger,  Thomas. 

Midshipman,  1  January,  1812.     Last  appearance  on  Records  of  Navy  Department. 
Pottinger,  Robert. 

Purser,  16  July,  1825.    Lost  in  the  "fi'oTTiei,"  10  September,  1829. 
Pottinger,  William. 

Midshipman,  1  September,  1811.    Lieutenant,  5  March,  1817.    Died  5  February, 
1838. 
Potts,  Howard  D. 

Third  Assistant  Engineer,  16  November,  1861.  Second  Assistant  Engineer,  25 
August,  1868.    Retired  26  October,  1874. 

Potts,  James. 

Boatswain,  3  July,  1799.     Last  appearance  on  Records  of  Navy  Department. 

Potts,  James  R. 

Master,  24  July,  1812.     Died  8  May,  1839. 

Potts,  Jeremiah. 

Mate,  4  April,  1862.  Acting  Ensign,  28  May,  1863.  Honorably  discharged 
17  November,  1867. 

Potts,  Joseph  H. 

Acting  Second  Assistant  Engineer,  6  April,  1864.    Appointment  revoked  (Sick,J 
20  March,  1865. 
Potts,  Richard  C. 

Third  Assistant  Engineer,  15  November,  1847.  Second  Assistant  Engineer,  2(> 
February,  1851.  First  Assistant  Engineer,  9  May,  1857.  Name  stricken  from 
the  Rolls  15  June,  1861. 

37 
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Potts,  Roliort. 

Third  Assistant.  Engineer,  17  February,  ISBO.      Second  Assistant  Engineer,  27 
June,  1862.     First  Assistant  Engineer,  1  March,  1865.     Chief  Engineer,  23  Jan- 
uary, 1873. 
Potts,  Stacy. 

Cadet  Engineer,  Naval  Academy,   1    October,   1872.     Graduated  30   May,  1874. 
Assistant  Engineer,  26  Febniary,  1875. 
Potts,  Teniplln  M. 

Midshipman,  6  June,  1872.     Graduated  20  June,  1876.     Ensign,  25  November, 
1877. 
Potts,  William   P. 

Midshipman,  9  June,  1811.     Resigned  2  March,  1814. 
Pougnet,  Andrew. 

Master's  Mate,  date  not  known.     Resigned  in  1820. 
Ponlson,  William  H. 

Acting  Third  Assistant  Engineer,'23  July,  1864.    Honorably  discharged  6  August, 
1865. 
Powell,  Eli. 

Acting  Third  Assistant  Engineer,  22  June,   186!3.     Honorably  discharged  4  No- 
vember, 1865. 
Powell,  Jolin, 

Mate,  1  October,  1862.     Acting  Ensipr,  22  April,  1863.     Acting  Master,  18  Janu- 
ary, 1864.    Honorably  discharged  15  Novem'ber,  1865. 
Powell,  Jolin  B. 

Acting  Gunner,  1  September,  1864.     Honorably  discharged  31  December,  1865. 
Powell,  liCvin  Itt. 

Midshipman,  1  March,  1817.     Lieutenant,  28  April,  1826.     Commander,  24  June, 
1843.     Captain,  14  September,  1855.     Retired  list,  21  December,  1861.     Com- 
modore on  Retired  list,  16  July,  1862.     Rear-Admiral,  Retired  list,  13  May, 
1869. 
Powell,  William  J. 

Assistant  Surgeon,  8  February,  1832.     Surgeon,  8  November,  1836.     Died  7  Feb- 
ruary, 1848. 
Powell,  William  t. 

Midshipman,  20  September,  1841.    Passed  Midshipman,  10  August,  1847.    Master, 
10  July,  1855.     Lieutenant,  14  September,  1855.     Dismissed  20  April,  1861. 
Power,  Alexander  W. 

Acting  Third  Assistant  Engineer,  29  December,  1864.     Honorably  discharged 
15  May,  1866. 
Power,  DaTid  T. 

Acting  Assistant  Paymaster,  5  November,  1868.     Mustered  out  8  December,  1865. 
Power,  Edward  R. 

Acting  Ensign,  22  June,  1864.    Honorably  discharged  20  July,  1865. 
Power,  James  T. 

Master's  Mate,  19  July,  1842.    Died  20  August,  1853. 
Power,  Thomas. 

Mate,  28  September,  1863.    Appointment  revoked  (Sick,)  7  October,  1864. 
Power,  William  T. 

Acting  Ensign,  1  October,  1862.     Acting  Master,  12  November,  1863.     Honorably 
discharged  8  December,  1865. 
Powers,  Frank  A. 

Mate,  18  October,  1864.     Resigned  22  May,  1865. 
Powers,  Henry  P. 

Acting  Second  Assistant  Engineer,   17   October,   1861.     Honorably  discharged 
15  November,  1865. 
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Powers,  James  F. 

Acting  Third  Assistant  Engineer,  5  August,  1861.     Acting  Second  Assistant  En- 
gineer, 5  September,  1863.    Honorably  discharged  10  December,  1865. 
Powers,  John. 

"^  24^  l^^isrr   "^^^^^^^^^  Engineer,   8   January,   1864.      Honorably  discharged 

Powers,  SlandeTille  P. 

Actmg  Ensign,  14  December,  1864.     Honorably  discharged  3  December,  1867 
Powers,  Robert. 

Boatswain,  7  June,  1852.     Resigned  16  December,  1853. 
Powers,  William  Augustus. 

Third  Assistant  Engineer,  3  May,  1862.     Resigned  3  March,  1866. 
Powers,  William  J. 

Acting  Master,  5  September,  1861.     Appointment  revolted  (Sick,)  33  Mav  1862. 
Fowling,  H.  DeW. 

Assistant  Surgeon,  4  April,  1831.     Resigned  1  December,  1834 
Pratt,  Andrew. 

Mate,  18  January,  1870.     Deserted  28  January,  1871. 
Pratt,  Charles  W. 

Acting  Master,  31  March,  1862.     Honorably  discharged  5  November,  1865. 
Pratt,  Edwin  B. 

Mate,  2  August,  1862.     Acting  Ensign,  37  May,  1863.     Honorably  discharsrc-d 
29  January,  1866. 
Pratt,  George  W. 

Mate,  22  October,  1862.     Mustered  out  1  May,  1869. 
Pratt,  Henry  C. 

Assistant  Surgeon,  9  August,  1836.     Died  10  March,  1828. 
Pratt,  John  B. 

Mate,  13   February,  1864.     Acting  Ensign,  31    October,  1864.     Honorably   dis- 
charged 31  October,  1865. 
Pratt,  John  J. 

Acting  Assistant  Paymaster,  6  August,  1861.     Honorably  discharged  30  October, 
1865. 
Pratt,  I^eonard. 

Acting  Third  Assistant  Engineer,  4  January,  1864.     Honorably  discharged  28  Oc- 
tober, 1865. 
Pratt,  Maxwell. 

Acting  Third  Assistant  Engineer,  3  March,  1863.     Appointment  revoked  5  August, 
1864. 
Pratt,  Nichols. 

Mate,  23  August,  1863.      Acting  Ensign,  2  November,  1863.      Acting  Master, 
25  April,  1865.    Honorably  discharged  8  April,  1867. 
Pratt,  Oscar  H. 

Acting  Master,  1  October,  1862.    Died  18  December,  1863. 

Pratt,  Shnbael. 

Midshipman,  18  June,  1812.     Last  appearance  on  Records  of  Navy  Department, 
1815.     Frigate  "  0(mstitutMn." 
Pratt,  Spencer. 

Acting  Master,  1  November,  1861.     Resigned  13  March,  1863. 

Pratt,  William  Fennell. 

Third  Assistant  Engineer,  25  August,  1862.     Second  Assistant  Engineer,  30  Feb- 
ruary, 1864.    Resigned  39  July,  1865. 

Pratt,  William  F. 

Acting  Master,  36  May,  1863.    Honorably  discharged  31  March,  1869. 

Pratt,  William  S. 

Acting  Secoad  Assistant  Engineer,  30  July,  1864.    Resigned  36  June,  1865. 
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Pray,  Charles  B. 

Acting  Ensign,  31  December,  1863.     Honorably  discliarged  16  December,  1865. 

Pray,  Ezra. 

Acting  Assistant  Surgeon,  21  October,  1861.  Acting  Passed  Assistant  Surgeon, 
4  August,  1865.     Honorably  discharged  1  March,  1866. 

Pray,  John  H. 

Mate,  26  February,  1864.     Resigned  24  June,  1865. 

Pray,  Ruel  B. 

Mate,  3  M,arch,  1864.    Acting  Ensign,  31  March,  1864.    Resigned  7  June,  1865. 

Pray,  Thomas  J. 

Mate,  IG  May,  1863.     Resigned  39  June,  1864. 
Preble,  Edward. 

Lieutenant,  9  February,  1798.     Captain,  15  May,  1799.     Died  35  August,  1807. 

Preble,  Edward. 

Midshipman,  1  January,  1817.    Drowned  20  March,  1833. 

Preble,  Edward  E. 

Acting  Midshipman,  29  November,  1859.  Ensign,  9  August,  1864.  Lieutenant, 
33  February,  1864.     Lieutenant-Commander,  35  July,  1866.     Resigned  21  Janu- 

ai-y,  1871. 

Preble,  George  H. 

Lieutenant,  5  February,  1848.  Commander,  16  July,  1863.  Dismissed  20  Septem- 
ber, 1863.  Commissioned  Commander,  11  April,  1863,  from  16  July,  1802. 
Captain,  29  January,  1867.     Commodore,  2   November,  1871.     Rear-Admiral, 

30  September,  1876.     Retired  list,  25  February,  1878. 

Preble,  George  H. 

Midshipman,  10  October,  1835.     Passed   Midshipman,  23  June,  1841.     Master, 

15  July,  1847.  Lieutenant,  5  February,  1848.  Commander,  16  July,  1863.  Cap- 
tain, 39  January,  18G7.  Commodore,  3  November,  1871.  Rear-Admiral,  30  Sep- 
tember, 1876.     Retired  list,  35  February,  1878. 

Prentiss,  George  A. 

Midshipman,  1  March,  1825.     Passed  Midshipman,  4  June,  1831.     Lieutenant, 
9  February,  1837.     Commander,  14  September,  1855.     Retired  list,  24  October, 
1864.     Commodore,  Retired  list.     Died  8  April,  1868. 
Prentiss,  Jabez. 

Master,  4  January,  1809.     Last  appearance  on  Records  of  Navy  Department,  1815. 
Norfolk. 
Prentiss,  John,  Jr. 

Midshipman,  11  June,  1799.     Resigned  27  January,  1800. 
Prentiss,  John  E. 

Midshipman,  9  November,  1813.     Lieutenant,  13  January,  1825.     Died  5  July, 
1840. 
Prentiss,  John  E. 

Midshipman,  19  Octoijer,  1841.     Died  31  December,  1843. 
Prentiss,  Afathaniel. 

Master,  22  January,  1823.     Died  30  April,  1852. 
Prentiss,  ^Mathaniel  4. 

Midshipman,  18  June,  1813.  Last  appearance  on  Records  of  Navy  Department, 
1812.    Brig  "■  Prometheus." 

Prentiss,  Roderick. 

Acting  Midshipman,  21  September,  1854.    Midshipman,  9  June,  1859.    Lieutenant, 

31  August,  1861.     Died  from  wounds,  6  August,  1864. 
Prentiss,  William   91. 

Acting  Third  Assistant  Engineer,  34   Februai7,  1863.      Honorably  discharged 

16  October,  1865. 
Prescott,  Charles  M. 

Acting  Thii'd  Assistant  Engineer.     Resigned  (Sick,)  6  August,  1864 
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Prescott,  George. 

Acting  Chief  Engineer,  IC  March,  1804.     Resigned  20  October,  18G4. 
Prescott,  George  H. 

Mate,  9  August,  1864:.     Honorably  discharged  11  August,  1866. 
Prescott,  Saninel. 

Midshipman,  30  June,  1799.     Resigned  3  September,  1800. 
Prescott,  William  A. 

Mate,  36  September,  1863.     Honorably  discharged  7  November,  186.5. 
Prest,  Ebenezer. 

^"i."/^^.  T''""^o'^^^^^'^'^'   Engineer,   5  November,   1863.     Honorably   discharged 
9  October,  1865.  ° 

Preston,  Samuel  W. 

Acting  Midshipman,  4  October,  1858.     Acting  Master,  4  October,  1861.    Lieu- 
tenant, 1  August,  1863.     Killed  in  attack  on  Port  Fisher,  15  January,  1865. 
Preston,  William  M. 

Assistant  Paymaster,  4  November,  1869.     Passed  Assistant  Paymaster,  1  Julv. 
1875.  '  •" 

Prevost,  Augustus  W. 

Midshipman,   1   November,   1838.     Passed   Midshipman,   14   June,    1834.     Died 
23  February,  1837. 
Prevost,  B.  JB. 

Midshipman,  30  July,  1799.    Discharged  6  August,  1801,  under  Peace  Establish- 
ment Act. 

Prerost,  James  F. 

Midshipman,  13  November,  1819.     Died  in  1839. 
Price,  Abel  F, 

Assistant  Surgeon,  10  November,  1868.     Passed   Assistant  Burgeon,  37  March, 
1873.    Surgeon,  14  August,  1878. 
Price,  Alexander  H. 

Third  Assistant  Engineer,  8  October,  1861.     Second  Assistant  Engineer,  3  August, 
1863.    Retired  list,  36  October,  1873. 
Price,  Arthur. 

Third  Assistant  Engineer,  10  June,  1863.     Second  Assistant  Engineer,  31  Novem- 
ber, 1863.    First  Assistant  Engineer,  1  January,  1868. 
Price,  Benjamin  t. 

Midshipman,  4  July,  1805.    Dismissed  16  September,  1805. 
Price,  Benjamin  S. 

Acting  Assistant  Paymaster,  9  December,  1861.     Resigned  10  December,  1862. 
Price,  Charles  J. 

Acting   Third  Assistant  Engineer,  3   November,   1864.      Honorably   discharged 
16  July,  1866. 
Price,  Cicero. 

Midshipman,  1  February,  1836.    Passed  Midshipman,  38  April,  1833.    Lieutenant, 
6  September,  1837.     Commander,  14  September,  1855.     Captain,  16  July,  1863. 
Commodore,  29  December,  1866.    Retired  list,  3  December,  1867. 
Price,  Fdward. 

Midshipman,  5  April,  1813.     Resigned  31  July,  1833. 
Price,  George. 

Lieutenant,  19  July,  1799.      Last  appearance  on  Records  of  Navy  Department, 
26  September,  1799.    Dead 

Price,  George. 

Acting  Gunner,  4  November,  1863.     Honorably  discharged  16  November,  1865. 

Price,  John. 

Acting  Master  and  Pilot,  1  October,  1864.    Honorably  discharged  8  October,  1868. 

Price,  Jfos.  P. 

Midshipman,  13  June,  1799.     Discharged  31  April,  1801,  under  Peace  Establish- 
ment Act. 


5S2  GENERAL   NAVY   REGISTER. 

Price,  Jos.  P. 

Master,  30  January,  1809.     Resigned  2  Juh',  ISIO. 

Price,  Richard  J.  D. 

Midshipman,  9  September,  1841.     Passed  Midshipman,  10  August,  1847.     Died 
20  June,  1853. 
Price,  Robert. 

Mate,  31  December,  1863.    Acting  Ensign,  8  June,  1864.    Appointment  revoked 
26  September,  1866. 
Price,  Rodman  M. 

Parser,  5  November,  1840.     Resigned  16  December,  1850. 
Price,  Thomas  D. 

Assistant  Surgeon,  1  April,  1800.     Discharged  4  August,  1801. 

Price,  IVilliam  C. 

Master,  21  April,  1809.     Dismissed  1  March,  1810. 

Price,  WiUiam  D. 

Acting  Ensign,  21  March,  1864.     Resigned  28  April,  1865. 
Price,  IVilliam  H. 

Acting  Second  Assistant  Engineer,  1  October,  1863.     Acting  First  Assistant  Engi- 
neer, 4  February,  1863.     Dismissed  23  April,  1863. 

Price,  William  ]V. 

Acting  Ensign,  27  Januaiy,  1863.     Acting  Master,  recommendation  of  Command- 
ing Officer,  2  May,  1864.     Died  7  April,  1866. 
Pricketf,  IVathaniel  P. 

Midshipman,  10  June,  1848.     Died  23  March,  1850. 

Priest,  Joshna. 

Acting  Third  Assistant  Engineer,   6   September,  1864.    Honorably   discharged 
4  September,  1865. 
Prime,  Ebenezer  S. 

Midshipman,  22  September,  1863.     Graduated  June,  1868.     Master,  13  July,  1870. 
Lieutenant,  5  June,  1874. 
Prime,  William. 

Gunner,  18  April,  1804.     Dismissed  31  January,  1806. 

Prince,  A.  R. 

Acting  Ensign,  27  July,  1863.     Honorably  discharged  36  October,  1867. 
Prince,  Rcnjamln  C. 

Master,  1  July,  1805.     Resigned  15  September,  ISO". 
Prindle,  Franklin  C. 

Third  Assistant  Engineer,  3  August,  1861.     Second  Assistant  Engineer,  31  April, 
1863.     Resigned  11  September,  1865. 
Prindle,  F.  C. 

Civil  Engineer,  17  April,  1869.     Resigned  1  January,  1876. 
Prindle,  George  M.    . 

Acting  Ensign,  20  January,  1863.     Honorably  discharged  18  January,  1867. 
Prindle,  Gilbert  H. 

Mate,  27  January,  1865.    Honorably  discharged  S3  June,  1867. 
Pringle,  John  J. 

Midshipman,  23  September,  1840.     Passed  Midshipman,  11  July,  1846.    Resigned 
8  June,  1849. 
Prior,  Francis  G. 

Mate,  28  January,  1863.    Acting  Master,  31  August,  1862.     Appointment  revoked 
(Sick,)  29  December,  1863, 
Prior,  Gilbert  S. 

Acting  Third  Assistant  Engineer,  12  October,  1863.     Resigned  26  January,  1865. 
Pritcbard,  Arthnr  J. 

Assistant  Paymaster,  7  October,  1861.     Paymaster,  9  November,  1804. 
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I'ritchett,  James  M. 

Acting  Midshipman,  27  May,  1852.     Midshipman,  10  Juno,  1857.    Passed  Mid- 
shipman, 5September,  1859.    Master,  25  June,  1860.     Lieutenant,  3  April,  1861. 
Lieutenant-Commander,  2  January,  1808.     Bied  24  October,  1871. 
Proctor,  Alexander. 

Mate,  5  June,  1863.    Honorably  discharged  1  December,  1865. 
Proctor,  Henry  O. 

Mate,  15  September,  1862.     Acting  Ensign,  19  July,  1864.     Honorably  discharged 
4  January,  1866. 
Proctor,  Stephen. 

Midshipman,  9  May,  1800.     Resigned  27  April,  1803. 

Prottaers,  John. 

Acting  Third  Assistant  Engineer,  26  September,  1862.     Appointment  revoked 
(Sick,)  21  May,  1863. 

Prondfit,  John  McLi. 

Midshipman,  24  September,  1872.     Graduated  20  June,  1870.    Ensign,  24  Septem- 
ber, 1872.    Died  15  December,  1879. 

Prondfit,  Ransom  S. 

Mate,  6   May,  1863.      Acting   Ensign,    3   March,  1865.      Honorably   discharged 
23  August,  1866. 

Provanx,  John. 

Midshipman,  15  January,  1801.    Discharged  12  October.  1801,  under  Peace  Estab- 
lishment Act. 
Provost,  Nelson. 

Acting  Master,  26  August,  1861.     Honorably  discharged  25  February,  1800. 

Prndy,  John,  Jr. 

Third  Assistant   Engineer,   21   November,   1857.      Second  Assistant  Engineer, 
2   August,   1859.      First  Assistant  Engineer,   19   February,   1863.      Resigned 
30  January,  1873. 
Pryor,  Cincinnatns. 

Midshipman,  1  January,  1828.     Dismissed  16  May,  1832. 

Pryor,  Edward. 

Mate,  18  March,  1865.     Appointment  revoked  12  December,  1865. 

Pryor.  William. 

Midshipman,  11  February,  1832.    Murdered  in  April,  1833. 

Pnckett,  John  H. 

Acting  Ensign  and  Pilot,  9  September,  1864.     Resigned  8  March,  1865. 

Pngh,  Robert  C. 

Midshipman,  24  May,  1798.     Left  the  service,  24  December,  1798. 

Pngsley,  Isaac  P.  ■    ■,         -,  ^     c 

Acting  Assistant  Paymaster,  24  August,  1864.      Honorably  discharged  15  Sep- 
tember, 1865. 

Pnlman.  Darid.  ^         ,,     ,.    , 

Mate,  24  January,  1863.     Acting  Ensign,  22  June,  1864.     Honorably  discharged 

14  November,  1865. 

Pnlsipher,  G.  M.  ,.    ,         ,  „„  „        ,       .„„> 

Acting  Ensign,  18  December,  1862.     Honorably  discharged  33  November,  1865. 

Pnltz.  IVorman  S. 

Mate,  16  November,  1863.     Resigned  12  May,  1865. 

Pnneh,  John  S. 

Purser,  23  May,  1833.     Dismissed  by  Court-Martial  2  July,  1834. 

Pnnch    Ricliard  I>. 

Mate,  23  November,  1863.     Honorably  discharged  2  October,  1865. 

Purcell,  Gregory.  .   ,  .    , 

Midshipman,  4  March,  1823.     Died  m  June,  1824. 


684  GENERAL  NAVY  REGISTER. 

Pnrdie,  Charles  F. 

Acting  Third  Assistant  Engineer,  under  instruction  Naval  Academy,  10  October,. 
1866.  Third  Assistant  Engineer,  3  June,  1868.  Second  Assistant  Engineer,. 
3  June,  1869.     Resigned  23  January,  1875 

Pnrdie,  William  A. 

Mate,   26  December,  1863.     Acting  Ensign,  20  August,   1863.     Honorably  dis- 
charged 31  June,  1865. 
Pnrdy,  Henry  B. 

Mate,  19  December,  1863.    Resigned  8  June,  1864. 

Pnrdy,  TTllliam  B. 

Acting  Assistant  Paymaster,  5  November,  1863.  Mu-tered  out  15  November, 
1865. 

Pnrket,  John. 

Master,  33  January,  1799.     Resigned  35  July,  1799. 

Pnrnell,  Henry. 

Midshipman,  1  January,  1808.     Resigned  18  August,  1809. 

Pnrrington,  Charles  F. 

Mate,  29  January,  1864.     Mustered  out  1867. 

Pnrse,  William  A. 

Acting  Assistant  Paymaster,  28  August,  1863.     Resigned  9  November,  1864. 

Purse,  Wilson  K. 

Third  Assistant  Engineer,  13  August,  1858.  Second  Assistant  Engineer,  31  Sep- 
tember, 1861.  First  Assistant  Engineer,  11  March,  1863.  Retired  list,  16  June, 
1874. 

Pnrsell,  Francis. 

Boatswain,  37  May,  1857.     Resigned  81  August,  1857. 

Pnrsell,  P.  H. 

Acting  Assistant  Surgeon,  2  February,  1864.     Resigned  28  April,  1865. 

Purviance,  Hugh  Y. 

Midshipman,  8  November,  1818.  Lieutenant,  3  March,  1837.  Commander, 
7  March,  1849.  Captain,  28  January,  1856.  Retired  list,  21  December,  1861. 
Commodore  on  Retired  list,  16  July,  1862. 

Pnrvianee,  W.  C. 

Midshipman,  6  November,  1817.     Died  26  July,  1833. 

Pnrvis,  Andrew. 

Gunner,  25  November,  1799.     Last  appearance  on  Records  of  Navy  Department. 
Pnrvis,  William. 

Sailmalcer,  15  January,  1800.    Warrant  returned  36  January,  1800. 
Pntnam,  Charles. 

Mate,  8  September,  1862.     Acting  Ensign,  3  December,  1868.     Honorably  dis- 
charged 21  October,  1865. 
Pntnam,  Charles  F. 

Midshipman,  24  June,  1869.     Graduated  31  May,  1873.     Ensign,  16  July,  1874. 
Master,  13  March,  1880. 
Putnam,  Charles  O. 

Acting  Third  Assistant  Engineer,  18  June,  1864.     Honorably  discharged  28  No- 
vember, 1865. 
Pntnam,  Fdwin. 

Assistant  Paymaster,  20  September,  1863.     Paymaster,  4  May,  1806. 
Putnam,  W.  O. 

Acting  Ensign,  12  August,  1863.     Acting  Master,  recommendation  of  Command- 
ing Officer,  33  April,  1864.     Honorably  discharged  20  September,  1865. 
Pntnam,  William  H. 

Mate,  19  November,  1862.     Resigned  31  October,  1863. 
Pybns,  John. 

Mate,  11  June,  1863.     Resigned  (Sick,)  7  March,  1865. 
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Pye,  James. 

Midshipman,  18  June,  iS13.     Discharged  6  July,  1813. 
Pynclion,  Josepli  H. 

Acting  Assistant  Paymaster,  14  November,  1862.     Honorably  discharged  30  De- 
cember, 1865. 
Pynclion,  W.  L.. 

Acting  Assistant  Paymaster,  38  January,  1863.     Mustered  out  20  December,  1865. 
Pyke,  David. 

Acting  Second  Assistant  Engineer,  14  November,  1861.     I^esigned  13  January,, 
1863. 
Pyle,  George  W. 

Acting  Third  Assistant  Engineer,  35  April,  1864.    Honorably  discharged  16  April,, 
1868. 
Pyne,  Charles  B. 

Acting  Ensign,  7  January,  1865.     Honorably  discharged  14  July,  1865. 
Pynne,  George  A. 

Mate,  2  April,  1864.     Appointment  revoked  37  December,  18G5. 

Qnackenbos,  Peter. 

Midshipman,  20  June,  1806.    Resigned  37  July,  1807. 

Quackenboss,  G.  C 

Assistant  Surgeon,  10  September,  1805.  Last  appearance  on  Records  of  Navy- 
Department,  6  August,  1806.    Resigned. 

Qnackenbnsh,  John  9f. 

Midshipman,  34  September,  1847.    Dismissed  3  January,  1854.    Aotins  Lieutenant,, 
16  July,  1863.    Lieutenant-Commander,  16  July,   1863.     Retired  list,  17  July,, 
1868.     Lieutenant-Commander  on  Active  list,  from  39  September,  1863.    Com- 
mander, 35  May,  1871. 
Qnackenbnsh,  Stephen  P. 

Midshipman,  15  February,  1840.  Passed  Midshipman,  11  July,  1846.  Master,, 
1  March,  1855.  Lieutenant,  14  September,  1855.  Lieutenant-Commander,  16 
July,  1863.  Commander,  25  July,  1866.  Captain,  35  July,  1871.  Commodore, 
13  March,  1880. 

Qnadling,  £dward  H. 

■  Acting  Ensign,  6  June,  1863.     Honorably  discharged  17  September,  1865. 

Qnaltrongh,  Edward  F. 

Midshipman,  31   September,  1867.     G-adiiated  6  June,  1871.    Ensign,  14  July^ 
1873.    Master,  1  July,  1876. 
Qnayle,  Thomas  £. 

Mate,  30  November,  1861.    Resigned  27  April,  1865. 

Qneen,  Walter  W. 

Midshipman,  7  October,  1841.  Passed  Midshipman,  10  August,  1847.  Master,  15 
September,  1855.  Lieutenant,  16  September,  1855.  Lieutenant-Commander,  16 
July,  1863.'    Commander,  35  July,  1866.    Captain,  4  June,  1874. 

Qneon,  William  C.  ,  „.  ,t      .o,-.. 

Mate,  13  September,  1865.    Deserted  34  May,  1867. 

B^ate  ^'December,  1861.  Resigned  19  November,  1863.  Acting  Gunner,  16  Feb- 
ruary, 1865.  Honorably  discharged  34  January,  1866.  Mate,  13  February,  1866. 
Mustered  out  30  September,  1868. 

Onig.  Henry  M. 

Third  Assistant  Engineer,  8  October,  1861.  Second.  Assistant  Engineer,  3  August, 
1863.     Resigned  36  November,  1869. 

anisley^  James  X<. 

Acting  Ensign,  27  May,  1863.    Honorably  discharged  9  November,  1868. 
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Qnillin,  Jobn. 

Boatswain,  30  July,  1807.  Last  appearance  on  Records  of  Navy  Department, 
31  July,  1807. 

<luiinby,  Sainnel  F. 

Acting  Assistant  Surgeon,  19  February,  1863.     Dismissed  15  August,  1863. 

Qnin,  James  IV. 

Acting  Third  Assistant  Engineer,  16  Marcli,  1864.  Honorably  discharged  12  Oc- 
tober, 1865. 

Quin,  John. 

Master,  1  November,  1816.  Reserved  list,  14  September,  185o.  Died  21  Septem- 
ber, 1858. 

<luiii,  Richard  B. 

Third  Assistant  Engineer,  21  May,  1853.      Second  Assistant  Engineer,  27  July, 
1855.    Resigned  1  September,  1856. 
Qnin,  Thomas  A. 

JIate,  25  March,  1863.  Acting  Ensign,  23  July,  1863.  Honorably  discharged 
27  September,  1865. 

Qninhy,  John  G. 

Cadet  Midshipman,  12  June,  1874.     Graduated  4  June,  1880. 

Quinn,  James. 

Acting  Third  Assistant   Engineer,   24   October.   1864.       Honorably   discharged 
33  May,  1869. 
Qninii.  John. 

Acting  Third  Assistant  Engineer,  14  July,  1863.    Honorably  discharged  14  August, 
1865. 
<lninn,  John. 

Boatswain,  15  September,  1873.     Dismissed  8  January,  1875. 

<luinn,  John. 

Midshipman,  30  May,  1803.     Resigned  28  November,  1803. 

<luinn,  John  Paul. 

Assistant  Surgeon,  9  May,  1801.  Passed  Assistant  Surgeon,  26  October,  1863. 
Surgeon,  30  December,  1864.     Died  6  June,  1869. 

<luinn,  Michael. 

Second  Assistant  Engineer,  15  November,  1847.     First  Assistant  Engineer,  6  No- 
vember, 1849.     Chief  Engineer,  15  December,  1853.     Name  stricken  from  the 
Rolls  18  May,  1861. 
<luinn,  William  E. 

Acting  Third  Assistant  Engineer,  38  April,  1863.  Resigned  22  August,  1863. 
Acting  Third  Assistant  Engineer,  2  October,  1863.  Appointment  revoked 
(Sick,)  25  January,  1864.  Acting  Third  Assistant  Engineer,  7  March,  1865. 
Honorably  discharged  7  January,  1866. 

i^uintard,  Ferris  J. 

Acting  Assistant  Paymaster,  4  November,  1863.     Resigned  22  June,  1863. 


Rabadau,  Raymond. 

Mate,   21   October,  1861.     Acting   Ensign,  8   December,  1862.     Honorably  dis- 
charged 5  September,  1865. 
Race,  Carlton  W. 

Mate,  4  February,  1864.    Honorably  discharged  28  June,  1866. 
Rack,  George. 

Acting  Assistant  Paymaster,  14  November,  1804.     Honorably  discharged  13  Sep- 
tember,  1865. 
Rack.  Thomas  W. 

Mate,  30  January,  1863.  .  Resigned  (Sick,)  20  April,  1865. 
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Racoe,  Fredcriolc  W. 

Acting  Third  Assistant  Engineer,  10  February,  1864.     Acting  Second  Assistant 
Engineer,  29  July,  1865.     Honorably  discliarg"ed  23  August,  1865. 
Radabangta,  George. 

Acting  First  Assistant   Engineer,   12   December,   1862.     Honorably  discharged 
29  October,  1865. 
Radclifie,  Alexander  D. 

Acting  Third  Assistant  Engineer,  27  March,  1865.    Honorably  discharged  22  Sep- 
tember, 1869. 
Radcliffe,  John  H. 

Acting  Third  Assistant  Engineer,  24  August,  18G4.    Honorably  discharged  5  July, 
1865. 
Radford,  Stephen  K. 

Assistant  Paymaster,  6  July,  1878.     Resigned  28  January,  1879. 
Radford,  William. 

Midshipman,  1  March,  1825.     Passed  Midshipman,  4  June,   1831.     Lieutenant, 
9  February,  1837.     Commander,  14  September,  1855.     Captain,  16  July,  1862. 
Commodore,  24  April,  1863.     Rear- Admiral,  25  July,  1866.     Retired  list,  1  March, 
1870. 
Rae,  Charles  W. 

Acting  Third  Assistant  Engineer,  under  instruction  Naval  Academy,  10  October, 
1866.  Third  Assistant  Engineer,  2  June,  1868.  Second  Assistant  Engineer, 
2  June,  1869.    Passed  Assistant  Engineer,  28  December,  1875. 

Rae,  Thomas  Whiteside. 

Third  Assistant  Engineer,  30  July,  1861.  Second  Assistant  Engineer,  21  April, 
1863.    First  Assistant  Engineer,  11  October,  1866.     Resigned  1  October,  1877. 

Raebel,  Herman  C. 

Midshipman,  23  September,  1861.  Graduated  November,  1864.  Ensign,  1  No- 
vember, 1866.  Master,  1  December,  1866.  Lieutenant,  12  March,  1868.  Died 
25  June,  1869. 

Raefle,  Max  O. 

Acting  Assistant  Surgeon,  20  February,  1862.     Resigned  18  May,  1865. 

Rafierty,  Hugh. 

Acting  Second  Assistant  Engineer,  37  August,  1861.  Honorably  discharged 
9  August,  1865. 

Ragsdale,  James  K.  P. 

Acting  Midshipman,  21  September,  1860.    Graduated  September,  1865.    Ensign. 

1  December,  1866;     Master,  13  March,  1868.     Lieutenant,  26  March,  1869.     Died 

20  May,  1874. 
Rainhow.  John. 

Carpenter,  10  June,  1837.    Died  18  September,  1868. 

Rainer,  Amos. 

Acting  Master  and  Pilot,  1  October,  1864.     Honorably  discharged  1  August,  ISC"). 

Rainer,  William  S. 

Acting  Third  Assistant  Engineer,  25  March,  1864.  Honorably  discharged  23 
August,  1865. 

Rainey,  John  I>. 

Midshipman,  19  March,  1846.  Passed  Midshipman,  10  June,  1853.  Master,  15 
September,  1855.    Lieutenant,  16  September,  1855.     Resigned  39  July,  1857. 

Rainier,  Charles  E.  ,   .    . 

Acting  Third  Assistant  Engineer,  11  December,  1861.  Acting  Second  Assistant 
Engineer,  19  September,  1864.    Honorably  discharged  30  November,  1865. 

Ralph,  Joseph  P. 

Mate,  28  September,  1863.     Deserted  January,  1864. 

Ramage,  James.  .,,,,, 

Master,  1  June,  1813.  Lieutenant,  9  December,  1814.  Commander,  11  March, 
1829.'     Cashiered  24  September,  1831. 
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Ramsay,  Francis  M.  „        ,  ,^. 

Acting  Midshipman,  5  October,  1850.  Midshipman,  31  April,  1855.  Passed  Mid- 
shipman, 20  June,  1856.  Master,  23  January,  1858.  Lieutenant,  23  January,, 
1858.  Lieutenant-Commander,  16  July,  1862.  Commander,  25  July,  186B. 
Captain,  1  December,  1877. 

Ramsay,  Henry  A. 

Third  Assistant  Engineer,  31  May,  1853.  Second  Assistant  Engineer,  20  June, 
1856.  First  Assistant  Engineer,  3  August,  1859.  Name  stricken  from  tlie 
Rolls,  6  May,  1861. 

Ramsay,  John  S. 

Acting  Assistant  Surgeon,  15  March,  1864.  Assistant  Surgeon,  1  April,  1864. 
Resigned  31  December,  1867. 

Ramsay,  Sterrett. 

Purser,  18  November,  1830.     Pay  Director,  Retired  list.     Died  23  July,  1873. 

Ramsay,  William. 

Midsiiipman,  1  Sepcember,  1811.  Lieutenant,  5  March,  1817.  Commander, 
3  February,  1837.     Captain,  27  February,  1847.     Died  10  August,  18G6. 

Ramsdell,  John. 

Mate,  22  December,  1863.     Died  33  October,  1866. 
Ramsden,  Frederick  Tliomas  Ilully. 

Third  Assistant  Engineer,  25  August,  1863.     Second  Assistant  Engineer,  20  Feb- 
ruary, 1864.     Resigned  14  April,  18G9. 
Ramsey,  Daniel  B. 

Midshipman,  6  July,  1803.     Resigned  13  December,  1808. 

Ramsey,  James. 

Acting  Second  Assistant  Engineer,  13  December,  1863.     Resigned  37  February,^ 
1864. 
Ramsey,  J.  R. 

Acting  First  Assistant  Engineer,  1  October,  1863.  Honorably  discharged  5  Sep- 
tember, 1865. 

Rand,  George   R. 

Acting  Assistant  Paymaster,  4  December,  1863.     Assistant  Paymaster,  30  June,. 
1864.     Resigned  23  December,  1865. 
Rand,  Homer  £. 

Acting  Assistant  Paymaster,  33  April,  1804.     Mustered  out  24  September,  1865. 
Rand,  Isaac  H. 

Midshiimiun,  23  January,  1815.    Last  appearance  on  Records  of  Navy  Department^ 
1832.     Dead. 
Rand,  James. 

Purser,  13  March,  1800.     Discharged  8  July,  1801,  under  Peace  Establishment 
Act. 
Rand,  Steplien. 

Acting  Third  Assistant  Engineer,   17  December,    1864.     Honorably  discharscil 
8  August,  1869.     Assistant  Paymaster,  13  August,  1869.     Passed  Assistant  I'ay- 
master,  30  April,  1874. 
Randall,  Andrew  A. 

Gunner,  39  August,  1843.     Resigned  37  November,  1854.     Mate.     Died  18  Janu- 
ary, 1865. 
Randall,  Renjamln  W. 

Acting  Third  Assistant  Engineer,  10  March,   1864.     Honorably  discharged  1.5 
July,  1865. 
Randall,  George  G. 

Acting  Ensign,  7  December,  1804.     Honorably  discharged  7  November,  180o. 
Randall,  Henry  K. 

Midshipman,  18  June,  1812.     Resigned  1815. 
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Randall,  Joscpb  P. 

dieting  Ensign,  6  May,  1863.     Acting  Master,  16  December,  1863.      Resigned 
15  December,  1864. 
Randall,  Slilton  P. 

Acting  Third  Assistant  Engineer,  3  June,  1861.     Acting  Second  Assistant  Engi- 
neer, 16  July,  1863.     Honorably  discharged  24  December,  1865. 
Randall,  Philip. 

Mate,  3  July,  1866.     Resigned  7  November,  1868. 
Randall,  Saninel  A. 

Acting  First  Assistant  Engineer,  16  July,  1864.    Honorably  discharged  11  Novem- 
ber, 1865. 

Randall,  Sanford. 

Mate,  19  December,  1861.    Resigned  25  October,  1862, 
Randall,  Thomas. 

Midshipman,  23  September,  1799.     Discharged  22  June,  1801,  under  Peace  Estab- 
lishment Act. 

Randall,  Wesley. 

Acting  Second  Assistant  Engineer,  18  June,  1864.     Honorably  discharged  27  Sep- 
tember, 1865. 
Randall,  William  P. 

Acting  Master,  24  July,  1861.    Acting  Volunteer  Lieutenant,  28  May,  1862.    Acting 
Volunteer    Lieutenant-Commander,   9    March,   1865.       Honoi-ably  discharged 
19  December,  1865.     Acting  Master,  7  December,  1866.      Ensign,  13  March, 
1868.     Master,  18  December,  1868.     Lieutenant,  21  March,  1870. 
Randolph,  BeTerly. 

Midshipman,  23  July,  1839.     Passed  Midshipman,  2  July,  1845.     Acting  Master, 
17  December,  1847.     Resigned  18  Jlay,  1S50 
Randolph,  B.  S. 

Midshipman,  2  February,  1815.     Resigned  5  September,  1817. 
Randolph,  I>.  li. 

Midshipman,  1  May,  1822.^    Resigned  6  February,  1830. 
Randolph,  Edward. 

Midshipman,  20  August,  1800.     Discharged  14  April,  1801. 
Randolph,  George  W. 

Midshipman,  31   March,  1831.    Passed  Midshipman,   15  June,  1837.     Resigned 
23  July,  1839. 
Randolph,  John  B. 

Midshipman,  11  June,  1833.    Passed  Midshipman,  8  July,  1839.     Lieutenant,  29 
May,  1846.     Died  20  July,  1854. 
Randolph,  J.  F. 

Captain  (to  command  Galley,)  13  September,  1798.     Last  appearance  on  Records 
of  Navy  Department,  23  March,  1799. 

Randolph,  P.  B. 

Midshipman,  1  January,  1817.     Last  appearance  on  Records  of  Navy  Department, 
1819.     Died  at  Sea. 

Randolph,  Peyton  H. 

Acting  Ensign,  11  November,  1863.     Honorably  discharged  21  October,  1865. 

Randolph,  R.  C 

Assistant  Surgeon,  1  May,  1810.     Surgeon,  15  April,  1814.     Resigned  24  May, 
1824. 
Randolph,  Richard  B. 

Midshipman,  18  June,  1799.     Lost  in  the  "Insurgent.'" 

Randolph,  Robert  B. 

Midshipman,  15  August,  1810.    Lieutenant,  27  April,  1816.     Dismissed  19  April, 
1883. 
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Randolph,  T.  M. 

Midshipman,  30  May,  1816.     Resigned  28  May,  1832. 
Randolph,  Victor  91. 

Midshipman,  11  June,  1814.     Lieutenant,  13  January,  1825.     Commander,  8  Sep« 
tember,  1841.    Captain,  14  September,  1855.     Resigned  14  January,  1861. 
Randolph,  W.  B. 

Midshijjman,  1  January,  1812.     Lost  in  the  "  Wasp"  in  1815. 
Randriip,  C  E. 

Acting  Ensign,  17  February,  1865.    Honorably  discharged  15  September,  1865. 
Rank,  Erastns  P. 

Third  Assistant  Engineer,  8  December,  1862.     Resigned  9  March,  1866. 
Rankin,  Alexander  91. 

Acting  Third  Assistant  Engineer,  3  October,  1862.     Resigned  39  August,  1863. 
Rankin,  Darid. 

Gunner,  19  March,  1844.     Dismissed  30  May,  1851. 
Rankin,  William  B. 

Acting  En8ign>81  July,  1863.     Honorably  discharged  3  November,  1865. 
Ransom,  George  B. 

Cadet  Engineer,  Naval  Academy,  1  October,  1871.     Graduated  30  May,  1874. 
Assistant  Engineer,  26  February,  1875.    In  service.     Passed  Assistant  Engineer. 
4  July,  1880. 
Ransom,  George  M. 

Midshipman,  35  July,  1889,  Passed  Midshipman,  3  July,  1845.  Master,  38  June, 
1853.  Lieutenant,  21  February,  1854.  Lieutenant-Commander,  16  July,  1863. 
Commander,  2  January,  1863  Captain,  2  March,  1870.  Commodore,  28  March, 
1877. 

Ransom,  Harvey  I,. 

Mate,  17  September,  1863.     Acting  Ensign,  14  September,  1863.     Died  14  Janu- 
ary, 1864. 
Ransom,  T.  B. 

Professor  of  Mathematics,  3  October,  1835.     Last  appearance  on  Records  of  Navy 
Department,  1837.    Frigate  "  ConsteUatim." 
Ransom,  Theodore  8. 

Mate,  14  February,  1863.    Resigned  4  October,  1864. 
Ranten,  Henry  H. 

Midshipman,  3  April,  1804.     Resigned  36  August,  1811. 
Rapalje,  Stephen. 

Surgeon,  4  December,  1828.    Died  11  September,  1856. 
Rapp,  Henry  B. 

Midshipman,  15  November,  1809.    Lieutenant,  24  July,  1813.     Resio-ned  10  Febru- 
ary, 1817.  ° 
Rappell,  George  W. 

Mate.    Resigned  15  October,  1863. 
Ratchford,  Richard. 

Acting  Carpenter,  18  April,  1863.    Honorably  discharged  17  September,  1865. 
Ratclifle,  Qninton. 

Midshipman,  1  February,  1823.     Died  1  October,  1838. 
Rathbone,  Clarence. 

Midshipman,   28  September,   1801.     Acting   Ensign,   10   June,    1844.     Resi-rned 
23  December,  1805.  ° 

Rathbone,  J.  B. 

Midshipman,  3  March,  1841.     Resigned  30  September,  1845. 
Rathborne.  Samuel  T. 

Acting  Master,  2(j  April,  1862.     Resigned  22  January,  1863. 
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Rathbnriie,  'S.  W. 

Acting  Ensign,  8  October,  1863.     Resigned  23  August,  1864. 
Rattigan,  William  £. 

Mate,  31  November,  1867.    Resigned  3  December,  1872. 

Rawlings,  John. 

Midsliipman,  35  March,  1800.     Discharged  14  July,  1801,  under  Peace  Establish- 
ment Act. 

Rawlinson,  Francis. 

Acting  Second  Assistant  Engineer,  6  June,  1864.    Honorably  discharged  8  August, 
1865. 
Rawson,  £flward  K. 

Chaplain,  21  January,  1871. 
Ray,  Charles  M. 

Assistant  Paymaster,  3  March,  1879. 
Ray,  Hyde. 

Assistant  Surgeon,  20  July,  1809.     Surgeon,  34  July,  1813.    Died  7  September, 
1835. 
Ray,  J.  H".  H. 

Midshipman,  1  September,  1811.     Lieutenant,  5  March,  1817.     Died  10  Novem- 
ber, 1824. 

Ray,  Robert  C. 

Midshipman,  1  October,  1873.     Graduated  30  June,  1870.    Ensign,  4  June,  1878. 

Ray,  Whitmul  P. 

Midshipman,  37  September,  1866.      Graduated  7  June,  1870.      Ensign,  13  July, 
1871.    Master,  4  August,  1874. 

Ray,  William. 

Boatswain,  15  January,  1855.     Resigned  36  October,  1855. 

Ray,  William. 

Acting  Boatswain,  16  May,  1863.     Appointment  revoked  25  March,  1804. 

Ray,  William. 

Acting  Second  Assistant  Engineer,  10  November,  1864.     Honorably  discharged 
38  October,  1865. 
Raymond,  H.  C. 

Acting  Ensign,  11  June,  1863.     Resigned  31  May,  1865. 
Raymond,  James  H. 

Mate,  15  October,  1881.     Resigned  19  July,  1863. 

Raynal,  liewis  F. 

Purser,  30  May,  1800.    Last  appearance  on  Records  of  Navy  Department. 

Raynolds,  W.  F.,  Jr. 

Mate,  38  March,  1863.     Acting  Ensign,  13  July,  1868.     Resigned  13  November, 
1864. 

Raynor,  James  B. 

Mate,  33  November,  1864.    Honorably  discharged  4  October,  1868. 

Raynor,  William. 

Acting  Third  Assistant  Engineer,    5    January,    1864.      Honorably    discharged 
7  September,  1865. 

Read,  Abner. 

Midshipman,  3  March,  1839.    Passed  Midshipman,  3  July,  1845.    Master,  13  April, 
1853.     Lieutenant,  6  February,  1854.     Lieutenant-Commander,  16  July,  186S. 
Commander,  13  September,  1863.      Died    from  wounds   received  in  action, 
13  July,  1863. 
Read,  Charles. 

Midshipman,  13  December,  1799.     Resigned  5  May,  1806. 

Read,  Charles  W. 

Acting  Midshipman,  30  September,  1856.     Midshipman,  15  June,  1860.    Resigned 
4  February,  1861. 
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Read,  Edmund  G. 

Acting  Midshipman,  25  September,  1855.     Midshii^man,  15  June,  1860.     Dismissed 

I  May,  1861. 
Read,  Frederick. 

Acting  Master,  5  March,  1864.     Honorably  discharged  16  September,  1863. 
Read,  George  C. 

Midshipman,  2  April,  1804.     Lieutenant,  25  April,  18.10.     Commander,  27  April, 
1816.    Captain,   3   March,   1825.     Reserved   list,   13   September,   1855.     Rear- 
Admiral  on  Retired  list,  16  July,  1862.     Died  23  August,  1863. 
Read,  George  11. 

Acting  Assistant  Paymaster,  14  January,  1865.     Mustered  out  15  August,  1865. 
Assistant  Paymaster,  21  February,  1867.    Passed  Assistant  Paymaster,  13  March, 
1869. 
Read,  James. 

Midshipman,   30  May,   1833.     Passed  Midshipman,   8   July,   1839.     Lieutenant, 
29  October,  1844.     Resigned  23  June,  1847. 
Read,  James. 

Acting  Gunner,  36  December,  1863.     Appointment  revoked  29  April,  1865. 
Read.  John. 

Acting  Assistant  Paymaster,  6  November,  1862.     Resigned  20  March,  1865. 
Read,  Jobn  D. 

Mate,  20  December,  1862.     Resigned  22  May,  1865. 
Read,  Jolin  D. 

Midshipman,   16  October,   1837,     Passed  Midshipman,  29  June,    1S43.     Master, 
17  September,  1850.    Lieutenant,  8  April,  1851.     Died  8  July,  1858. 
Read,  John  J. 

Acting  Midshipman,  31  September,  1858.    Ensign,  35  Kovomher,  1863.     Lieuten- 
ant, 22  February,  1864.     Lieutenant-Commander,  25  July,  1866.     Commander, 

II  December,  1877. 
Read,  John  IV. 

Acting  Second  Assistant  Engineer,  4  June,  1864.     Appointment  revoked   (Sick,) 
19  January,  1865. 
Read,  Robert  R, 

Mate,  11  March,  1864.     Resigned  31  March,  1864. 
Read,  William,  Jr. 

Mate,  36  August,  1864.     Honorably  discharged  37  July,  1865. 
Read,  William  H. 

Acting  Ensign,  13  August,  1863.     Appointment  revoked  (Sick,)  0  June,  1864. 
Reagan,  John  J. 

Acting  Ensign,  23  February,  1863.     Honorably  discharged  6  November,  1865. 
Reamey,  I^azarus  £■. 

Midshipman,  25  July,  1866.     Graduated   7  June,  1870.     Ensign,   13  July    1871 
Master,  23  July,  1874. 
Reaney,  Henry. 

Mate  18  June,  1861.    Acting  Ensign,  8  October,  1862.     Acting  Master,  17  Novem- 
ber, 1863.    Honorably  discharged  6  June,  1868. 
Reaney,  Thomas  J. 

Acting  Third  Assistant  Engineer,  23  August,  1864.     Honorably  discharged   3C 
July,  1865.  '' 

Reardon,  William  J. 

Mate,  24  February,  1870.     Appointment  revoked  31  August,  1871. 
Rearick,  Peter  A. 

bird  Assistant  Engineer,  17  February,  1860.  Second  Assistant  Engineer,  22 
July,  1862.  First  Assistant  Engineer,  1  March,  1864.  Chief  Engineer  25 
March,  1874.  '' 
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"Reber,  William  M. 

Acting  Assistant  Surgeon,  6  April,  1863.     Assistant  Surgeon,  22  September,  1863. 
Resigned  19  December,  1868. 
Bedding,  James. 

Acting  Master  and  Pilot,  1  October,   1864.      Honorably  discharjced  20  October 
1865. 

Redding,  William  F. 

Acting  Ensign,  31  August,  1862.     Acting  Master,  8  February,  1864.     Honorably 
discharged  10  November,  1865. 
Reddish,  Joseph  S. 

Mate,  25  January,  1864.     Appointment  revoked  (Sick,)  1  September,  1864. 
Bedieli,  Darid. 

Midshipman,  20  June,  1806.     Dismissed  4  April,  1808. 
Redfleld,  George  S. 

Acting  Assistant  Paymaster,  3  August,  1861.     Resigned  3  March,  1864. 
Redfleld,  J.  Bayard. 

Acting  Assistant  Paymaster,  16  January,  1865.     Honorably  discharged  23  Novem- 
bei-,   1805.      Assistant  Paymaster,  21   February,  1867.      Passed  Assistant  Pay- 
master, 11  June,  1868. 
Redfleld,  Jndd  F. 

Mate,  3  May,  1868.     Mustered  out  6  February,  1869. 
Redington,  Robert, 

Assistant  Surgeon,  29  May,  1866.     Resigned  26  October,  1868. 
Redman,  Curtis. 

Acting  Master,  4  November,  1861.     Honorably  discharged  17  September,  1865. 
Redman,  Wallace  St.  C. 

Acting  Third  Assistant  Engineer,  18  June,  1863.     Acting  Second  Assistant  Engi- 
neer, 23  November,  1863.      Acting  First  Assistant   Engineer,   17   May,  1864. 
Honorably  discharged  81  December,  1868. 
Redmond,  Andrew  J. 

Acting  Third  Assistant  Engineer,  21  May,  1863.     Honorably  discharged  12  No- 
vember, 186t. 

Redstone,  William. 

Sailmaker,  17  January,  1876. 
Reed,  Allen  V. 

Acting  Midshipman,  26  September,  18.54.    Midshipman,  11  June,  1858.    Passed 
Midshipman,   28   January,    1861.      Master,    28    February,   1861.      Lieutenant, 
18  April,  1861.     Lieutenant-Commander,  3  March,  1865.     Commander,  1  April, 
1872. 
Reed,  Benjamin  S. 

Mate,  9  November,  1864.     Honorably  discharged  30  June,  1865. 
Reed,  Bradford  I>. 

Mate,  31  October,  1861.     Acting  Ensign,  6  Mav,  1863.     Honorably  discharged 
6  March,  1866. 

Reed.  Charles  II. 

Acting  Ensign,  18  April,  1863.     Honorably  discharged  5  December,  1865. 

Reed,  David. 

Acting  Third  Assistant  Engineer,  28  May,  1863.     Honorably  discharged  10  Octo- 
ber, 1865. 
Reed,  Edward  W. 

Mate,  26  June,  1832.     Dropped  13  October,  1862. 

Reed,  Ezra,  Jr. 

Midshipman,  1  April,  1828.     Resigned  28  June,  1830. 
Beed,  Frederick. 

Acting  Ensign,  24  December,  1862.     Honorably  discharged  16  September,  1865. 
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Reed,  George  S. 

Acting  Third  Assistant  Engineer,  9  June,  1863.     Resigned  3  November,  1863. 
Reed,  George  W. 

MidsiiijJinan,  18  January,  1799.     Lieutenant,   10  Marcli,   1803.     Died  4  January, 
1818. 
Reed,  Hetbcote  J. 

■  Midshipman,  31  December,  1798.     Lieutenant,  16  March,  1807.     Died  37  August,, 
1812. 
Reed,  Isaac. 

Acting  Third  Assistant  Engineer,  9  August,  1864.     Appointment  revoked  (Sick,> 
19  September,  1864. 
Reed,  John,  Jr. 

Midshipman,  30  November,  1814.     Died  29  August,  1823. 
Reed,  John. 

Acting  Second  Assistant  Engineer,  1  October,  1862.     Honorably  discharged  4  No- 
vember,  1865. 
Reed,  J.  Frank. 

Acting  Ensign,  5  September,  1863.     Acting  Master,  11  June,  1863.     Honorably 
discharged  30  November,  1865. 
Reed,  John  H. 

Acting  Midshipman,  38  September,  1859.     Ensign,  25  November,  1862.     Lieuten- 
ant, 22   February,  1864.      Lieutenant-Commander,  25  July,  1866.      Drowned 
11  .January,  1868. 
Reed,  John  K.,  Jr. 

Surgeon,  5  February,  1799.     Died  28  February,  1805. 
Reed,  John  W. 

Acting   Third  Assistant  Engineer,   22   November,   1863.      Resigned   7  August, 
1863. 
Reed,  Robert  R. 

Mate,  14  August,  1862.    Resigned  11  March,  1864. 
Reed,  Sherwood  R. 

Mate,  26  April,  1864.    Honorably  discharged  12  October,  1865. 
Reed,  Thomas. 

Acting  Third  Assistant  Engineer,  23   November,  1863.     Honorably   discharged 
25  November,  1865. 
Reed,  Thomas  R. 

Acting  Assistant  Paymaster,  19  April,  1864.     Honorablv  discharared  4  November. 
1865.  "  ^ 

Reed,  Thomas  J. 

Acting  Second  Assistant  Engineer,  13  June,  1863.     Resigned  31  May,  1864. 
Reed,  Thomas  J. 

Acting  Assistant  Surgeon,  15  March,  1864.     Resigned  31  November,  1864. 
Reed,  Wallace  W. 

Mate,  10  September,  1861.     Resigned  (Sick,)  9  November,  1864. 
Reed,  William. 

Surgeon,  9  March,  1798.     Died  3C  September,  1798. 
Reed,  William. 

Acting  Master  and  Pilot,  14  November,  1864.     Resigned  17  January,  1865. 
Reed,  William  II. 

Acting  Ensign,  11  February,  1865.     Honorably  discharged  18  September,  1865. 
Reede,  William,  Jr 

Midshipman,  28  June,  1804.     Last  appearance  on  Records  of  Navy  Department, 
10  April,  1805.     Broke  by  Court-Martial. 
Reeder,  IVathaniel. 

Midshipman,  1  November,  1828.     Dismissed  6  June,  1836. 
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Iteccler,  Robert  D. 

Midshipman,  3  April,  1804.     Resigned  1  April,  1805. 
Keeder,  S.  Andrews. 

Acting  Assistant  Surgeon,  17  December,  1862.     Resigned  7  October,  1864. 
Keeder,  William  H. 

Midshipman,  20  September,  1863.     Graduated  Jmie,  1867.     Ensign,  18  December, 
1868.     Master,  21  March,  1871.     Lieutenant,  31  January,  1873. 
Reens^tjeriia,  Ijars  M. 

Acting  Third  Assistant  Engineer,  11  March,  1804.     Honorably  discharged  10  Oc- 
tober 1868. 
Rees,  Clayton  T. 

Mate,  19  September,  1864.     Resigned  6  June,  1865. 
Rees,  Corwin  P. 

Midshipman,  31  July,  1866.     Graduated  7  June,  1870.     Ensign,  13   July,  1871. 
Master,  21  May,  1874.     Lieutenant,  11  October,  1880. 
Reese,  C.  M. 

Surgeon,  27  April,  1816.     Resigned  29  March,  1824. 
Reese,  Elias. 

Acting  Master,  1  October,  1863.     Resigned  17  October,  1864. 
Reese,  li.  M. 

Acting  Assistant  Surgeon,  1  October,  1862.     Died  1  September,  1864. 
Reese,  Thomas. 

Acting  Gunner,  37  July,  1863.    Honorably  discharged  15  November,  1865. 
Reeves,  CJIiarles  P. 

Acting  Assistant  Paymaster,  17  September,  1864.     Mustered  out  1   October,  1865. 
Reeves,  Isaac  S.  K. 

Assistant  Engineer,  30  June,  1875. 
Reeves,  James  F. 

Acting  Assistant  Paymaster,  3  January,  1865.     Mustered  out  9  October,  1865. 

Reeves,  Samnel  T. 

Acting  Second  Assistant  Engineer,  31  August,  1863.    Honorably  discharged  9  Oc- 
tober, 1865. 
Regan,  Jeremiali. 

Mate,  35  October,  1863.    Deserted  8  November,  1863. 
Rehder,  Henry. 

Acting  Master  and  Pilot,  1  October,  1864.    Honorably  discharged  35  October,  1865. 
Reich,  Henry  F. 

Midshipman,  38  September,  1870.     Graduated  1   June,  1874.     Ensign,   17  Julv, 
1875. 
Reichenbach,  W.  C.  F. 

Third  Assistant  Engineer,  8  September,  1863.     Resigned  37  November,  1866. 

Reid,  Benjamin  F. 

Midshipman,  13  July,  1799.    Lieutenant,  33  January,  1807.    Died  6  January,  1813. 

Reid,  James. 

Mate,  31  May,  1864.    Honorably  discharged  35  October,  1865. 

Reid,  James  !L. 

Acting  Ensign,  23  June,  1863.     Honorably  discharged  1  December,  1865. 

Reid,  John  M. 

Acting  Ensign,  16  April,  1863.     Honorably  discharged  13  September,  1865. 

Reid,  Joseph. 

Mate,  27  February,  1863.     Acting  Ensign,  10  July,  1865.     Dismissed  33  Septem- 
ber, 1866.     Mate,  34  January,  1870. 

Reid,  J.  W.  E. 

Midshipman,  36  September,  1831.     Passed  Midshipman,  15  June,  1837.     Lost  on 
the  Exploring  Expedition  in  May,  1839. 
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Reid,  Peter. 

Mate,  29  September,  1863.     Dismissed  28  November,  1862. 

Reid,  Robert  I. 

Cudet  Engineer,  Naval  Academy,  1  October,  1873.  Graduated  21  June,  1875. 
Assistant  Engineer,  1  July,  1878. 

Reid,  Samuel  C. 

Master,  not  in  line  of  promotion,  3  July,  1843.     Reserved  list,  14  September,  185.". 
Died  28  January,  1861. 
Reid,  Wastaington. 

Midshipman,  22  December,  1831.    Passed  Midshipman,  23  June,  1838.     Lieuten- 
ant, 10  December,  1843.    Died  19  February,  1850. 
Reid,  William. 

Acting  Carpenter,  22  September,  1863.     Honorably  discharged  1  March,  1866. 
Reid,  William  Irving. 

Third  Assistant  Engineer,  2  December,  1861.  Second  Assistant  Engineer,  8  Sep- 
tember, 1863.     Resigned  29  January,  1867. 

Reiley,  Peter  C. 

Third  Assistant  Engineer,  17  March,  1863.     Resigned  20  October,  1863. 

Reill,  Robert  B. 

Midshipman,  2  September,  1885.  Passed  Midshipman,  22  June,  1841.  Master, 
17  July,  1847.  Reserved  list,  13  September,  1855.  Lieutenant  on  Active  list 
from  14  March,  1848.  Retired  list,  29  September,  1864.  Captain  on  Retired  list, 
4  April,  1867.     Died  5  February,  1869. 

Reilly,  Cdward  A. 

Acting  Third  Assistant  Engineer,  8  August,  1863.  Honorably  discharged  9  No- 
vember, 1868. 

Reilly,  James. 

Midshipman,  1  January,  1808.     Lieutenant,  24  July,  1813.     Lost  in  the  "  TTos^," 
1815. 
Reilly,  Jobn. 

Acting  Third  Assistant  Engineer,  9  October,  1866.  Mustered  out  27  August, 
1868. 

Reilly,  Jobn. 

Acting  Third   Assistant  Engineer,   19   February,  1864.     Honorably   discharged 
20  October,  1865. 
Reilly,  Robert. 

Acting  Third  Assistant  Engineer,  5  January,  1864.    Honorably  discharged  13  Jan- 
uary, 1866. 
Reily,  James. 

Acting  Third  Assistant  Engineer,  13  August,  1864.     Appointment  revoked  4  Janu- 
ary, 1865. 
Reily,  William. 

Midshipman,  9  February,  1841.    Passed  Midshipman,  10  August,  1847.     Acting 
Master,  11  December,  1852.     Lost  in  "Porpoise,"  21  September,  1854. 
Reinburg,  Xionis. 

Mate,  28  November,  1863.     Honorably  discharged  8  February,  1866. 
Reinbardt,  Angnstns. 

Acting  Third  Assistant  Engineer,  20  August,  1864.     Honorably  discharged  2  June, 
1865. 
Reisinger,  William  W. 

Midshipman,  21  April,  1862.     Graduated  12  June,  1866.     Ensign,  12  March,  1808 
Master,  26  March,  1 869.     Lieutenant,  21  March,  1870. 
Reiter,  George  C. 

Midshipman,  20  September,  1861.  Graduated  September,  1865.  Ensign,  1  De 
cember,  1866.    Master,  12  March,  1868.     Lieutenant,  26  March,  1869. 
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Kemey,  Edward  TV. 

Midshipman,  27  September,  1863.     Graduated  June,  1867.     Ensign,  18  December 
1868.    Master,  21  March,  1870.     Lieutenant,  9  December,  1871. 
Remej',  George  C. 

Acting  Midshipman,  20  September,  1855.  Midshipman,  9  June,  1859.  Lieutenant, 
31  August,  1861.  Lieutenant-Commander,  25  June,  1865.  Commander,  25  No- 
vember, 1872. 

Kemirk,  William  C. 

Acting  Third  Assistant  Engineer,  14  April,  1864.  Honorably  discharged  11  No- 
vember, 1865. 

Remington,  Edward  C. 

Acting  Ensign,  1  February,  1865.     Honorably  discharged  4  September,  1865. 
Remmonds,  Charles  T. 

Mate,  29  October,  1863.     Honorably  discharged  13  July,  1867. 

Remsen,  William. 

Midshipman,  26  July,  1866.  Graduated  7  June,  1870.  Resigned  5  September, 
1873.  '■ 

Rennell,  Nugent  T. 

Acting  Ensign,  1  October,  1862.     Honorably  discharged  38  November,  1865. 
Rennells,  Farnnm  J. 

Acting  Ensign,  27  May,  1864.     Honorably  discharged  8  August,  1865. 
Renner,  William  F. 

Mate,  24  January,  1863.     Honorably  discharged  26  November,  1865. 

Renney,  William  E. 

Acting  Third  Assistant  Engineer,  19  August,  1864.  Honorably  discharged  5  Sep- 
tember, 1865. 

Rennolds,  Henry  S. 

Surgeon,  8  September,  1841.  Retired  list,  29  May,  1861.  Died  37  September, 
1869. 

Reno,  George  E. 

Acting  Third  Assistant  Engineer,  13  September,  1864.     Honorably  discharged 
9  August,  1865. 
Rensford,  Charles  C. 

Acting  Third  Assistant  Engineer,  1  October,  1862.  Resigned  38  February,  1863. 
Acting  Third  Assistant  Engineer,  6  June,  1864.  Honorably  discharged  31  Oc- 
tober, 1865. 

Renshaw,  Alexander  I>. 

Acting  Third  Assistant  Engineer,  14  January,  1863.     Honorably  discharged  8  No- 
vember, 1866. 
Renshaw,  C.  S. 

Midshipman,  1  January,  1835.      Passed  Midshipman,  4  June,   1881.      Resigned 
11  February,  1832. 
Renshaw,  Edward. 

Midshipman,  4  November,  1841.    Passed  Midshipman,  10  August,  1847.    Master, 
14  September,  1855.      Lieutenant,  15   September,  1855.      Died  23  Novemljer, 
1857. 
Rensha-?v,  Francis  B. 

Midshipman,  1  November,  1828.  Passed  Midshipman,  3  July,  1835.  Lieutenant, 
8  September,  1841.     Resigned  22  January,  1861. 

Renshaw,  James. 

Third  Assistant  Engineer,  17  February,  1860.     Second  Assistant  Engineer,  8  De- 
cember, 1863.    First  Assistant  Engineer,  1  March,  1864.    Resigned  14  May, 
1867. 
Renshaw,  James. 

Midshipman,  7  July,  1800.  Lieutenant,  25  February,  1807.  Commander,  10  De- 
cember, 1814.     Captain,  3  March,  1835.     Died  29  May,  1846. 
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Reiishaw,  Richard  T. 

Midshipman,  36  January,  1838.  Passed  Midshipman,  20  May,  18-44.  Acting 
Master,  10  September,  1851.  Resigned  39  June,  1853.  Acting  Lieutenant, 
13  May,  1861.  Commander,  23  Sei^tember,  1863.  Captain,  30  September,  1868. 
Retired  list,  10  December,  1874.     Died  23  March,  1879. 

Rensliaw,  Samnel. 

Midshipman,  4  July,  1805.    Died  11  October,  1836. 

Rensbaw,  William  B. 

Midshipman,  17  November,  1831.    Passed  Midshipman,  15  June,  1837.     Lieuten- 
ant, 8  September,  1841.     Commander,  26  April,  1861.     Killed  in  Battle  1  Janu- 
ary, 1863. 
Rensch,  John. 

Acting    Third  Assistant    Engineer,   18  February,   1865.      Died   13   September, 
1867. 
Revell,  John. 

Mate,  1  October,  1863.  Promoted  Acting  Ensign,  8  May,  1863.  Resigned  17 
February,  1865. 

Revere,  Joseph  TV. 

Midshipman,  1  April,  1828.  Passed  Midshipman,  4  June,  1834.  Lieutenant,  35 
February,  1841.     Resigned  20  September,  1850. 

Reville,  John  M.  C. 

Mate,  28  March,  1862.     Acting  Ensign,  5  March,  1863.     Resigned  39  May,  1865. 

Rex,  George  A. 

Acting  Third  Assistant  Engineer,  16  February,  1865.     Honorably  discharged  17 
July,  1865. 
Rexford,  George  H. 

Mate,  7  November,  1863.     Acting  Ensign,   11   November,  1864.     Honorably  dis- 
charged 27  August,  1865. 
Reyiior,  Ehenezer. 

Midshipman,  1  May,  1833.     Died  38  June,  1834. 
Reynolds,  A.  H. 

Mate,  3  December,  1861.     Acting  Ensign,  30  July,  1863.     Died  27  Februai^, 
1865. 
Reynolds,  Albert  W. 

Acting  First  Assistant  Engineer,  17  May,  1861.     Resigned  1  July,  1861.     Acting 
First  Assistant  Engineer,  8  September,  1864.     Honorably  discharged  16  August, 
1865. 
Reynolds,  Alfred. 

Midshipman,  23  September,  1869.  Graduated  31  May,  1873.  Ensign,  16  July, 
1874. 

Reynolds,  Charles  TV. 

ActingSecond  Assistant  Engineer,  21  June,  1862.  Honorably  discharged  3  Sep- 
tember, 1865. 

Reynolds,  Charles  TV. 

Acting  First  Assistant  Engineer,  1  July,  1864.    Honorably  discharged  2  Novem- 
ber, 1865. 
Reynolds.  Edward. 

Carpenter,  15  January,  1800.     Warrant  Returned  11  September,  1800. 
Reynolds,  Kdward  D. 

Purser,  17  October,  1846.     Resigned  7  July,  1857. 
Reynolds,  Edwin  Li. 

Midshipman,  33  June,  1870.     Graduated  1  June,  1874.     Ensign,  17  July,  1875. 
Reynolds,  Ezekiel  F. 

Acting  Second  Assistant  Engineer,  1  October,  18R2.  Aotincc  Second  Assistant 
Engineer,  21  December,  1863.  Acting  First  Assistant  Engineer,  15  October, 
1863.     Honorably  discharged  19  November,  1865. 
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IKeynoIds,  George  C. 

Acting  Assistant  Surgeon,  19  April,  1864.  Honorably  discharged  7  Decemlx]-, 
I860. 

Reynolds,  Henry  C. 

Acting  Third  Assistant  Engineer,  28  September,  1864.  Honorably  discharged 
21  August,  1865.  J  b 

Reynolds,  John. 

Assistant  Surgeon,  2  May,  1809.     Resigned  15  November,  1811. 
Reynolds,  Jnlien  S. 

Mate,  4  September,  1862.     Resigned  20  June,  1866. 
Reynolds,  liOTell  K. 

Midshipman,  5  June,  1871.    Graduated  20  June,  1876.    Ensign,  28  December 
1878. 
Reynolds,  Matthew  O. 

Midshipman,  22  September,  1870.    Graduated  1  June,  1874.    Ensign,  17  July, 
1875.    Resigned  30  November,  1877. 
Reynolds,  Richard. 

Sailmaker,  22  November,  1826.    Resigned  8  June,  1827. 
Reynolds,  Silas. 

Acting  Master,  22  May,  1861.     Honorably  discharged  31  October,  1865.     Acting 
Master,  9  October,  1866.     Mustered  out  8  October,  1868. 
Reynolds,  Theodore  O. 

Acting  Third  Assistant  Engineer,  24  September,  1862.     Acting  Second  Assistant 
Engineer,  6  October,  1863.     Appointment  revoked  (Sick,)  2  December,  1864. 
Reynolds,  Thomas. 

Sui-geon,  10  September,  1798.     Died  11  July,  1800. 
Reynolds,  William. 

Midshijjman,  17  November,  1881.  Passed  Midshipman,  15  June,  1837.  Lieuten- 
ant, 8  September,  1841.  Reserved  list,  (Sick,)  24  September,  1855.  Naval 
Store-keeper  at  Honolulu,  23  February,  1857.  Active  list,  25  April,  1861.  Com- 
mander, 9  June,  1862.  Captain,  25  July,  1866.  Commodore,  10  June,  1870. 
Rear-Admiral,  12  December,  1873.  Retired  list,  10  December,  1877.  Died 
5  November,  1879. 
Reynolds,  IV.  li. 

Boatswain,  14  June,  1822.     Died  21  May,  1823. 
Rhind,  Alexander  C. 

Midshipman,  3  September,  1838.  Passed  Midshipman,  2  July,  1845.  Master, 
30  April,  1853.  Lieutenant,  17  February,  1854.  Lieutenant-Commander, 
16  July,  1862.  Commander,  2  January,  1863.  Captain,  2  March,  1870.  Com- 
modore, 30  September,  1876. 

Rhoades,  Archibald  C 

Assistant  Surgeon,  30  July,  1861.  Passed  Assistant  Surgeon,  22  June,  1864.  Sur- 
geon, 19  March,  1865. 

Rhoades,  Henry  E. 

Acting  First  Assistant  Engineer,  10  June,  1862.  Dismissed  25  July,  1868.  Act- 
ing Third  Assistant  Engineer,  11  February,  1865.  Honorab  y  discharged  3  Oc- 
tober, 1865.  Acting  Third  Assistant  Engineer,  19  December,  1866.  Mustered 
out  23  April,  1869.     Second  Assistant  Engineer,  8  March,  1871.    Retired  list, 

30  December,  1874. 

Rhoades,  Joseph  £■. 

Acting  Third  Assistant  Engineer,  16  February,  1864.    Honorably  discharged 

31  August,  1865. 

Rhoades,  Samnel. 

Sailmaker,  2  August,  1845.     Resigned  19  February,  1847. 

Rhoades,  Stephen  W. 

Acting  Ensiijn,  21  August,  1862.  Acting  plaster,  19  June,  1863.  Honoralily 
discharged  18  March,  1868. 
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Rlioades,  Wlllinin  W.  ^    .       ,„,.     , 

Acting  Ensign,  19  August,  1804.     Acting  Master,  3  April,  1866.     Ensign,  13  March^ 
1868.     Master,  13  December,  1868.     Lieutenant,  21  Marcli,  1870. 

Rhodes,  Henry  E.  j  a     • 

Acting  Third  Assistant  Engineer,  19  December,  1866.     Mustered  out  2d  April, 
1869. 

Rhodes,  Hillary  H. 

Midshipman,  10  May,  1830.     Lieutenant,  17  May,  1828.     Dropped  13  September, 
1855. 

Rhodes,  Robert. 

Mate,  11  October,  1861.     Acting  Master,  37  Januai-y,  1863.     Killed  in  action  on 
"  Qliftm.,"  8  September,  1863. 
Rhodes,  William,  Jr. 

Midshipman,  28  February,  1799.    Discharged  10  July,  1801,  under  Peace  Estab- 
lishment Act. 
Rhodes,  Zacbarinli. 

Lieutenairt,  3  October,  1798.     Discharged  13  May,  1801,  under  Peace  Establisli- 
ment  Act. 

Riber,  Charles  Li. 

Acting  Third  Assistant  Engineer,  26  March,  1863.     Resigned  7  November,  1863. 

Riblett,  John. 

Acting  Gunner,  33  September,  1862.     Resigned  18  February,  1865. 

Riblett,  John  F. 

Acting  Gunner,  1  October,  1862.     Resigned  18  February,  1868. 

Ricand,  Richard. 

Master,  date  not  known.     Chesapeake  Flotilla.     Discharged  15  April,  1815. 

Ricard,  James. 

Sailmaker,  11  September,  1799.    Last  appearance  on  Records  of  Navy  Department.. 

Rice,  Albert  R. 

Acting  Assistant  Surgeon,  37  January,  1864.    Honorably  discharged  30  September, 
1865. 
Rice,  Alexander  J. 

Assistant  Surgeon,  5  March,  1847.     Died  20  April,  1851. 
Rice,  Bernard. 

Acting    Third  Assistant    Engineer,   11    October,   1864.      Honorably   discharged 
8  August,  1865. 

Rice,  C.  C. 

Purser,  17  October,  1839.    Died  5  March,  1846. 
Rice,  Charles  H. 

Acting  Ensign,  23  December,  1863.     Resigned  4  April,  1863.     Acting  Ensign,, 
26  September,  1863.     Appointment  revoked  (Sick,)  39  February,  1864. 
Rice,  George  H. 

Mate,  11   June,  1801.     Acting  Ensign,   30   May,  1865.     Honorably  discharged 
12  February,  18G8. 

Rice,  George  R. 

Midshipman,  4  July,  1805.     Dismissed  31  April,  1807. 
Rice,  James. 

Mate,  13  August,  1864.     Deserted  17  October,  1865. 
Rice,  James  B. 

Acting  Thii-d  Assistant  Engineer,  33  June,  1863.     Honorably  discharged  29  July, 
1865. 
Rice,  J.  D. 

Acting  First  Assistant  Engineer.     Resigned  37  December,  1863. 
Rice,  John  H. 

Acting  Ensign,  30  December,  1^63.     Acting  Master,  30  July,  1864.     Honorably 
discharged  26  October,  1865. 
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Rice,  John  M. 

Assistant  Surgeon,  28  April,  1863.     Died  13  July,  1868. 
Bice,  John  M. 

Professor,  26  March,  1873. 
Kice,  Liawson  E. 

Acting  Assistant  Paymaster,  9  October,  1863.     Resigned  1  August,  1866. 
Bice,  M. 

Assistant  Surgeon,  18  May,  1800.     Last  appearance  on  Records  of  Navy  Depart- 
ment. 

Bice,  Tliomas. 

Acting  Assistant  Surgeon,  1  October,  1862.     Drowned?  November,  1804. 
Bice,  IVarren  E. 

Acting  Assistant  Paymaster,   2  December,  1804.      Mustered  out   29   September, 
1807. 

Bice,  William. 

Midshipman,  9  November,  1813.     Lost  at  Sea,  1  February,  lyJ4. 
BicU,  Abrabam. 

Acting  Ensign,  28  September,  1863.     Acting  Master,  16  January,  186.5.     Honora- 
bly discharged  26  September,  1805. 
Bicb,  Albert  F. 

Mate,  19  January,  1863.     Resigned  30  March,  1865. 
Bicb,  Andrew  J. 

Acting  Ensign,  6  March,  1863.     Died  at  Chelsea,  Mass.,  29  September,  1863. 
Bicb,  Charles  E. 

Mate,  7  January,  1862.     Acting  Ensign,  23  April,  1803.     Honorably  discharged 
23  October,  1866.     Boatswain,  11  August,  1873.     Died  3  May,  lySU. 
Bicb,  Elias  B. 

!Mate,  19  January,  1865.     Honorably  discharged  16  November,  1865 
Bicb,  Alkanab,  Jr. 

Acting  Ensign,  2  July,  1863.     Resigned  30  April,  1864. 
Bicb,  George  W. 

Mate,  7  May,  1863.     Resigned  18  October,  1864. 
Bich,  John  A. 

Mate,  1  April,  1865.     Resigned  17  May,  1865. 
Bicb,  John  C. 

Midshipman,  23  September,   1862.     Graduated  June,  1866.     Ensign,   12  Marcli, 
1808.     Master,  20  March,  1809.     Lieutenant,  21  March,  1870 
Bicb,  Benben. 

Mate,  24  April,  1862.     Acting  Ensign,  19  March,  1806.     Honorably  discharged 
1  May,  1868. 
Bich,  William  A. 

Acting  Ensign,  1  June,  1864.     Honorably  discharged  25  September,  1806. 

Bicbards,  Benjamin  S. 

Midshipman,  22  October,  1861.     Graduated  June,  1860.     Ensign,  12  March,  18(18. 
Master,  26  March,  1869.     Retired  as  Ensign,  17  June,  1869.     Master  on  Active 
list,  26  March,  1809.     Lieutenant,  21  March,  1871. 
Bichard$«,  Henry  M.  M. 

Midshipman,  20  July,  1805.     Graduated  June,  1869.     Ensign,  12  July,  1870.    Mas- 
ter, 12  July,  1871.     Resigned  31  December,  1874. 
Biobards,  James  W. 

Mate,  29  Jnne,  1863.     Acting  Ensign,  1  January,  1864.     Honorably  discharged 
15  November,  1865. 
Bichards,  John  EL. 

Acting  Assistant  Surgeon,  19  April,  1804.      Honorably  discharged   9   October, 
1865. 
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Richards,  John  M. 

Mate,  20  December,  1861.     Acting  Ensign,  14  November,  1863.     Resigned  31  De- 
cember, 1864. 

Richards,  liOuis. 

Mate,  30  July,  1862.     Resigned  15  June,  1863. 

Richards,  Robert  O. 

Mate,  11  April,  1862.     Resigned  80  September,  1863. 

Richards,  Robert  J. 

Acting  Assistant  Surgeon,  8  February,  1865.     Honorably  discharged  9  January, 
1806. 
Richards,  Walter. 

Midshipman,  15  November,  1809.     Resigned  23  May,  1811. 

Richardson,  Charles. 

Midshipman,  19  May,  1832.     Resigned  16  February,  1838. 
Richardson,  Charles  W. 

Acting  Ensign,  12  January,  1865.     Honorably  discharged  27  February,  1866. 

Richardson,  Edwin  H. 

Mate,  25  November,  1864.     Honorably  discharged  28  November,  1860. 
Richardson,  Edwin  P. 

Acting  Third  Assistant  Engineer,  13  January,  1863.     Resigned  (Sick,)  13  April, 
1863. 
Richardson,  H.  A. 

Acting  Assistant  Surgeon,  6  August,  1861.     Resigned  5  June,  1862. 
Richardson,  Henry. 

Acting  Assistant  Surgeon,  3  March,  1865.     Honorably  discharged  10  October,  1865. 
Richardson,  James  F. 

Acting  Master,  1  October,  1862.     Acting   Volunteer  Lieutenant,  10  October,  1862. 
Resigned  31  May,  1864. 
Richardson,  J.  C 

Assistant  Surgeon,  17  May,  1814.     Resigned  16  July,  1819. 
Richardson,  J.  C 

Midshipman,  35  June,  1838.     Died  29  September,  1841. 
Richardson,  Jos. 

Midshipman,  16  May,  1799.     Dismissed  17  May,  1803. 
Richardson,  Jos. 

Boatswain,  8  June,   1822.     Last  appearance  on  Records  of  Navy   Department. 
Dischai-ged. 
Richardson,  Jos. 

Purser,  3  August,  1793.     (See  Midshipmen.) 
Richardson,  Joseph. 

Mate,  23  December,  1862.     Acting  Ensign,  19  July,  1864.     Honorably  discharged 
9  March,  1868. 
Riohardson,  John  H. 

Acting  Master,  24  May,  1862.    Honorably  discharged  3  June,  1860. 
Richardson,  John  R. 

Acting  Assistant  Surgeon,  22  July,  1864.     Resigned  30  March,  1865. 
Richardson,  R.  Jnlins. 

Assistant  Paymaster,  6  September,  1861.    Paymaster,  3  September,  1862.    Resigned 
17  October,  1864.  ^ 

Richardson,  IV.  B. 

Midshipman,  14  May,  1819.     Died  36  July,  1832. 
Richardson,  P.  W. 

Gunner,  14  May,  1842.     Resigned  26  August,  1843. 
Richardson,  Wentworth  R. 

Assistant  burgeon,  30  July,  1861.     Died  20  July,  1864. 
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Kieliardson,  Wlllinni. 

Acting   Third   Assistant   Engineer,  15   November,   1861.     Resigned  24  January, 
1863. 
Richardson,  William. 

Acting  Master,  33  Jlay,  1863.     Acting  Master   and  Pilot,  1  October,  1864.     Died 
17  April,  1865. 
liicbardson,  William  W. 

Carpenter,  31  March,  1873. 
Ricbardson,  W.  IV. 

Assistant  Surgeon,  10  December,  1814.     Resigned  3  May,  1815. 
Ricliardt,  S.,  Jr. 

Master,  27  February,  1809.     Last  appearance  on  Records  of  Navy  Department, 
26  July,  1814.     Dead. 

Rlctadale,  Henry  W. 

Mate,  37  May,  1861.     Acting, Ensign,  17  December,  1864.     Honorably  discharged 
19  November,  1865. 
Richey,  Oliver  d. 

Acting  Third  Assistant  Engineer,  1  October,  1863.     Acting  Second  Assistant  En- 
gineer, 1   December,  1863.     Acting  First  Assistant  Engineer,  33  June,  1863. 
Honorably  discharged  19  November,  1865. 
Rictaey,  William  B. 

Acting  Third  Assistant  Engineer,  33  April,  1863.     Honorably  discharged  30  Feb- 
ruary, 1866. 

Richman,  Clayton  S. 

Midshipman,  31  July,  1865.     Graduated  7  June,  1870.     Ensign,  13  July,  1871. 
Master,  3  August,  1873.     Lieutenant,  36  February,  1878. 
Richmond,  Gilbert. 

Acting  Master,  39  October,  1861.     Appointment  revoked  1  April,  1865. 
Richmond,  Jonathan. 

Mate.     Dismissed  30  December,  1862. 
Richmond,  William  H. 

Mate,  15  September,  1863.     Resigned  23  January,  1866. 
Richards,  William  H. 

Carpenter,  7  May,  ]nG9.     Died  14  December,  1874. 
Richer,  Charles  €. 

Acting  Ensign,  9  September,  1862.     Acting  Master,  35  November,  1863.     Acting 
Volunteer    Lieutenant,   25    May,    1865.      Honorably    discharged    30    August, 
1868. 
Richer,  George  P. 

Midshipman,  1  September,  1828.     Resigned  17  February,  1839. 
Richetson,  A. 

Acting  Assistant  Surgeon,  13  July,  1861.     Resigned  9  December,  1868. 
Richetts,  David  F. 

Assistant  Surgeon,  24  January,  1862.     Died  8  January,  1866. 
Riddell,  John  W. 

Midshipman,  12  October,  1848.     Resigned  10  September,  1849. 
Riddle,  Daniel  W. 

Acting  Assistant  Paymaster,  3  July,  1863.     Mustered  out  S  December,  1865. 
Riddle,  Girard  £. 

Acting  Third  Assistant  Engineer,  29  Septer^-ber,  1863.    Acting  Second  Assistant 
Engineer,  15  June,  1863.     Honorably  disch  rged  7  September,  1865. 

Riddle,  James,  Jr. 

Midshipman,  31  May,  1833.     Dismissed  2.j  July,  1840. 
Riddle,  Robert  R. 

Second  Lieutenant,  24  April,  1810.    Died  in  September,  1811. 
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Kiddle,  Thomas. 

Midshipman,  18  June,  1812.     Dismisserl  1  March,  1813. 

Ridgate,  Tliomas. 

Mate,  3  August,  1866.     Resigned  7  February,  1867. 

Ridgeley,  C.  G. 

Midshipman,  19   October,  1799.      Lieutenant,  2   February,  1807.      Commander, 
34  July,  1813.     Captain,  28  February,  1815. '  Died  8  February,  1848. 
Slidgeley,  G.  W. 

Midshipman,  5  December,  1799.     Lost  in  the  ^^  Insurgent." 
Ridgely,  Daniel   B. 

Midshipman,  1  April,  1838.    Passed  Midshipman,  14  June,  1884.     Lieutenant, 
10  September,  1840.    Commander,  14  September,  1855.     Captain,  16  November, 
1863.     Commodore,  25  July,  1866.     Died  5  May,  1868. 
Ridgely,  G.  W. 

Chaplain,  34  April,  1838.     Resigned  3  September,  1830. 
Ridgely,  James  8. 

Midshipman,  11  September,  1835.    Passed  Midshipman,  33  June,  1841.     Lieuten- 
ant, 31  October,  1848.     Died  8  April,  1851. 
Ridgely,  John. 

Surgeon,  3  July,  1803.     Resigned  26  August,  1808. 
Ridgely,  Thomas  O. 

Acting  Second  Assistant  Engineer,  20  July,  1864.     Honorably  discharged  17  Sep- 
tember, 1865. 

Ridgeway,  Charles  H. 

Acting  Third  Assistant  Engineer,  26  March,  1863.     Resigned  5  August,  1863. 
Ridgley,  Charles  W. 

Acting  Third  Assistant  Engineer,  1    October,   1862.     Discharged   24   January, 
1863. 
Ridgly,  Charles  S. 

Midshipman,  1  November,  1826.     Passed  Midshipman,  10  June,  1833.    Lieutenant, 
33  December,  1838.    Died  14  October,  1839. 
Ridgway,  Ehen. 

Midshipman,  1  January,  1812.     Lieutenant,  5  March,  1817.     Commander.  28  Feb- 
ruary, 1838.    Died  31  October,  1841. 
Ridgway,  Joseph  T. 

Mate,  35  June,  1863.     Acting  Ensign,  23  August,  1864.      Resigned  21   ^Miircli. 
1865. 
Ridonx,  liCon. 

Acting  Carpenter,  11  February,  1876.     Resigned  1  July,  1877.     Acting  Carpenter, 
22  October,  1878.    Appointment  revoked  2  September,  1879. 
Rigby,  Henry. 

Carpenter,  7  December,  1878. 
Rigg,  John. 

Mate,  8  February,  1863.     Appointment  revoked  (Sick,)  7  November,  1864. 
Riggs<  Richard. 

Acting  Master  and  Pilot,  1   October,  1864.     Honorably  discharged   12  August, 
1866.  ^ 

Rlggs,  William  J. 

Assistant  Surgeon,  19  December,  1873.     Resigned  24  July,  187(;. 
Riley,  Rennet  J. 

Acting  Midshipman,  27  December,  1850.     Midshipman,  14  July,   1853.     Lost  in 

the  "Albamj,"  38  September,  1854. 
Riley,  George. 

Mate,    27    January,    1863.     Acting    Ensign,    25    November,    18G3.      Dismissed 

5  August,  1864. 
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Riley,  George  H. 

Third  Assistant  Engineer,  31  July,  1858.     Second  Assistant  Engineer,  1  July,  1861. 
Resigned  17  October,  1865. 
Riley,  Jobn  F. 

Acting  First  Assistant  Engineer,  19  September,  1863.     Resigned  17  September, 
1863.     Acting  First  Assistant  Engineer,  34  December,  1863.     Acting  Chief  En~ 
gineer,  16  June,  1864.     Honorably  discharged  16  October,  1865. 
Rileyi,  John. 

Acting  Gunner,  20  November,  1873.     Resigned  29  June,  1874. 
Riley,  Renben. 

Acting  Third  Assistant  Engineer,  29  August,  1863.     Actii;„  Second  Assistant  En- 
gineer, 18  November,  1864.     Honorably  discharged  20  August,  1865. 
Riley,  Robert  K. 

Acting  Volunteer  Lieutenant,  1  October,  1863.     Resigned  16  February,  1868. 
Rind,  S.  Z.  H. 

Third  Assistant  Engineer,  7  September,  1855.     Resigned  10  November,  1858. 
Rinehart,  Benjamin  F. 

Midshipman,  26  September,  1868.     Graduated  1  June,  1872.     Ensign,  15  July, 
1873.     Master,  1  December,  1877. 
Ring,  James  A. 

Assistant  Paymaster,  34  January,  1870.     Passed  Assistant  Paymaster,  23  February, 
1877. 
Ring,  Jobn  li. 

Midshipman,  1  April,  1838.     Passed  Midshipman,  14  June,  1834.    Lieutenant, 
10  September,  1840.     Dropped  13  September,  1855. 
Ring,  Tbomas. 

Boatswain,  1  July,  1835.     Died  35  September,  1835. 
Ringgold,  Cadwalader. 

Midshipman,  4  March,  1819.     Lieutenant,  17  May,  1838.     Commander,  16  July, 
1849.     Reserved  list,  18  September,  1855.     Captain  on  Active  list,  2  April,  1856. 
Commodore,  16  July,  1863.     Rear- Admiral,  Retired  list,  25  July,  1866.     Died  29 
April,  1867. 
Ringold,  W.  S. 

Passed  Midshipman,  9  December,  1841.    Resigned  35  April,  1848. 

Ringold,  W.  S. 

Midshipman,  1  November,  1838.     Passed  Midshipman,  14  June,  1834.     Cashiered 
4  August,  1840. 

Rlngot,  Cbarles. 

Acting  Ensign,  14  October,  1863.     Killed  in  action  on  "ShawsTieen,'"  7  May,  1864. 

Rinker,  Jobn  M. 

Midshipman,  1  January,  1818.     Lieutenant,  3  March,  1837.    Died  30  May,  1833. 

Rinker,  Samnel. 

Master,  3  September,  1813.    Died  10  July,  1833. 

Rion,  Pierre  C, 

Midshipman,  1  January,  1817.     Last  appearance  on  Records  of  Navy  Department, 
1831.    New  Orleans. 
Ripley,  Henry  !E. 

Mate,  13  April,  1863.     Discharged  15  February,  1865. 

Ripley,  James  W. 

Midshipman,  5  October,  1836.    Passed  Midshipman,  1  July,  1843.    Dismissed  10 
November,  1844. 

Risbell,  Thomas  T. 

Acting    Third  Assistant    Engineer,    12    April,    1864.      Honorably    discharged 
28  August,  1865. 

Ritchie,  Charles  O. 

Midshipman,  18  January,  1837.     Dismissed  9  May,  1839. 
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Ritchie,  George  H. 

Purser,  1  April,  1853.     Dismissed  2!)  April,  1861. 

Ritchie,  John  T. 

Midshipman,  17  December,  1810.  Lieutenant,  37  April,  1816.  Died  26  June, 
1831. 

Ritchie,  Robert. 

Midshipman,  1  February,  1814.  Lieutenant,  13  January,  1835.  Commander, 
8  September,  1841.  Reserved  list,  13  September,  1855.  Captain  on  Active  list, 
14  September,  1855.  Retired  list,  31  December,  1861.  Commodore  on  Retired 
list,  4  April,  1867.    Died  6  July,  1870. 

Riter,  I>.  Clinton. 

Acting  First  Assistant  Engineer,  27  July,  1863.  Acting  Chief  Engineer,  9  May, 
1864.    Honorably  discharged  5  April,  1866. 

Rittenhonse,  B.  F. 

Midshipman,  3  January,  1804.     Died  3  September,  1804. 

Rittenhonse,  Hawley  O. 

Midshipman,  37  July,  1866.     Graduated  7  June,  1870.     Ensign,  13  July,  1871. 
Master,  10  September,  1873.     Lieutenant,  5  June,  1878. 
Rittenhonse,  John  B. 

Purser,  31  July,  1840.    Pay  Director,  3  March,  1871.     Retired  list,  13  October, 
1871.    Died  33  January,  1874. 
Rittenhonse,  William  9f . 

Midshipman,  80  November,  1814.     Died  in  1833r 
Ritter,  Benjamin  F. 

Mate,  18  May,  1863.  Acting  Gunner,  20  December,  1862.  Dismissed  28  Novem- 
ber, 1863.     Mate,  30  May,  1864.     Dismissed-  34  May,  1866. 

Ritter,  John  C 

Gunner,  18  September,  1845.    Retired  list,  9  March,  1877. 

Rivers,  Alonzo  M. 

ilate,  18  January,  1864.    Discharged  13  September,  1867. 
Rivers,  Charles  W. 

Midshipman,  3  April,  1804.     Left  the  service  April,  1805. 
Rivers,  Frank. 

Acting  Third  Assistant  Engineer,  1   November,  1864.      Honorably  discharged 
8  July,  1865. 
Rivers,  James  H. 

Mate,  1  October,  1862.     Acting  Ensign,  35  June,  1868.     Honorably  discliari-od 
28  October,  1865. 
Rives,  Oran  A. 

Acting  Assistant  Surgeon,  12  July,  1864.     Honorably  discharged  18  May,  1867. 
Rixey,  Presley  M. 

Assistant  Surgeon,  38  January,  1874.     Passed  Assistant  Surgeon,  18  April,  1877. 
Roach,  James. 

Midshipman,  36  April,  1803.  Last  appearance  on  Records  of  Navy  Department, 
November,  1805.     Dead. 

Roach,  John. 

Acting  Third  Assistant  Engineer,  13  June,  1864.     Honorably  discharged  24  June 
1866. 
Roach,  John  B. 

Acting  Second  Assistant  Engineer,  4  March,  1864.    Honorably  discharged  10  De- 
cember, 1865. 
Roach,  Thomas. 

Mate,  36  September,  1863.    Honorably  discharged  18  November,  1865. 
Roache^  James. 

Midshipman,  5  December,  1798.  Discharged  13  October,  1801,  under  Peace  Es- 
tablishment Act. 
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Boake,  Jolm  li. 

Acting  Third  Assistant  Engineer,  29  August,  1863.    Appointment  revoked  (Sick,) 
31  July,  1864.  <>        » 

Boane,  Alexander  M. 

Third  Assistant  Engineer,  27  January,  1848.     Resigned  11  February,  1850. 
Boane,  Saninel  B. 

Acting  Third  Assistant  Engineer,  30  May,  1864.     Honora'Dly  dischar"-ed  4  Feb- 
ruary, 1868. 

Boaiie,  William. 

Midshipman,  30  November,  1814.     Resigned  25  June,  1818. 
Boatb,  Warrington  P. 

Acting  Master,  20  September,  1861.    Acting  Volunteer  Lieutenant,  7  July,  18G3 
Resigned  7  March,  1865. 
Robb,  Robert  O. 

Midshipman,  6  September,  1831.    Passed  Midshipman,  24  May,  1828.    Lieutcuunt, 
27  May,  i830.     Commander,  2  November,  1853.     Dismissed  18  April,  1861. 
Robbins,  C.  A. 

Acting  Assistant  Paymaster,  25  June,  1864.   Honorably  discharged  31  October,  1865. 
Robbing,  £ngene  P. 

Acting  Assistant  Surgeon,  6  February,  1863.     Resigned  23  July,  1863. 
Robbins,  !Ezra  !■. 

Mate,  24  October,  1861.      Resigned  4  March,   1862.      Mate,   13  January,    1863. 
Acting  Ensign,  29  October,  1863.    Acting  Master,  21  November,  1864.     Hon- 
orably discharged  19  February,  1866. 
Robbins,  lievi. 

Acting  Third  Assistant  Engineer,  5  August,  1864.     Honorably  discharged  1   No 
vember,  1865. 
Robbins,  OctaTins  H. 

Mate,  23  December,  1863.    Resigned  9  August,  1864. 
Robbins,  William  H. 

Master,  18  June,  1812.    Lieutenant,  27  April,  1816.     Died  18  May,  1828. 
Roben,  Douglas. 

Midshipman,  23  September,  1862.     Graduated  June,  1866.     Ensign,  13  March, 
1868.     Master,  26  March,  1869.     Lieutenant,  21   March,  1870.     Retired  list, 
36  October,  1873. 
Roberts,  Arthnr  O. 

Mate,  4  November,  1861.     Resigned  5  May,  1863. 
Roberts,  Renjamin. 

Gimner,  25  July,  1861.    Resigned  18  Jime,  1863. 
Roberts,  David. 

Boatswain,  date  not  known.     Last  appearance  on  Records  of  Navy  Department. 
Ship  "  Qermral  Greene." 
Roberts,  DaTld  S. 

Acting    First    Assistant    Engineer,   3    October,    1863.       Honorably    discharged 
11  August,  1866. 

Roberts,  Edward. 

Acting  First  Assistant  Engineer,  13  August,  1863.     Died  on  "  Rattler"  23  Septem- 
ber, 1864. 
Roberts,  Edward  E. 

Third  Assistant  Ens;ineer,   21   September,   1861.       Second   Assistant  Engineer, 
30  July,  1863.     Resigned  19  June,  1865. 
Roberts,  Edward  H. 

Acting  Assistant  Paymaster,  1  August,  1861.     Mustered  out  23  March,  1866. 

Roberts,  James. 

Midshipman,  1  September,  1811.     Last  appearance  on  Records  of  Navy  Depart- 
ment, 1818.     Furloughed. 
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Roberts,  James  S. 

Acting  Ensign,  16  April,  1863.     Honorably  discharged  15  November.  1S68. 
Roberts,  J.  G. 

Assistant  Surgeon,  4  March,  1811.     Surgeon,  15  April,  1814.     Resigned  30  May, 
1815. 

Roberts,  John. 

Mate,  11  December,  1862.     Acting  Gunner,  27  November,  1863.     Honorably  dis- 
charged 12  October,  1866. 
Roberts,  John. 

Acting  Gunner,  27  November,  1863.     Honorably  discharged  12  October,  1866. 
Roberts,  John  H. 

Midshipman,  1  March,  1827.     Resigned  21  June,  1834. 
Roberts,  Jos. 

Purser,  date  not  known.     Discharged  10  September,  1801,  under  Peace  Establish- 
ment Act. 

Roberts,  Li.  Q.  C. 

Midshipman,  ]6  January,  1809.     Last  appearance  on   Records  of  Navy  Depart- 
ment, 1815.     Charleston,  South  Carolina. 
Roberts,  Michael. 

Boatswain,  15  November,  1810.     Dismissed  24  April,  1813. 
Roberts,  Milton  F. 

Acting  Carpenter,  13  December,  1879. 
Roberts,  M.  M. 

Boatswain,  18  November,  1814.     Dismissed  16  August,  1819. 
Roberts,  Orlando  S. 

Mate,   15   October,   1861.     Acting  Ensign,   23   August,    1863.     Acting   Ensign 
27  April,  1866.     Resigned  23  September,  1867. 
Roberts,  Thomas  F. 

Mate,  19  April,  1864.     Honorably  discharged  3  August,  1865. 
Roberts,  Thomas  W 

Acting  Ensign,  25  June,  1864.     Died  on  "  Ozari,"  17  August,  1864. 
Roberts,  W.  H. 

Mate,  24  November,  1864.     Honorably  discharged  12  August,  1865. 
Roberts,  William. 

Third  Assistant  Engineer,  2  August,  1855.  Second  Assistant  Engineer,  21  July. 
1858.  Eirst  Assistant  Engineer,  3  August,  1859.  Resigned  24  August,  IH.ili" 
First  Assistant  Engineer,  24  April,  1861.  Chief  Engineer,  21  April  1863 
Resigned  18  March,  1869.  o         >  i      >  ■ 

Roberts,  William. 

Mate,  28  July,  1863.     Died  15  April,  1864. 

Roberts,  William  a. 

Mate,  8  May,  1862.  Acting  Ensign,  20  April,  1863.  Appointment  revokefl 
23  February,  1864. 

Roberts,  William  J. 

Mate,  30  January,  1863.     Resigned  22  June,  1863. 
Roberts,  William  W. 

Midshipman,    3    March,   1839.      Passed    Midshipman,    3    July,  1845       Mastei 
1  August,  1853.     Lieutenant,  1  March,  1854.     Resigned  19  May,  1860. 
Robertson,  George  W. 

Acting  Assistant  Paymaster,  9  May,  1864.    Honorably  discharged  7  February.  1866. 
Robertson,  Gilbert  A. 

Acting  Assistant  Paymaster,  14  October,  1861.  Passed  Assistant  Paymaster, 
23  July,  1866.    Resigned  6  November,  1866.  j'"<'iM.t", 

Robertson,  Henry  P. 

Midshipman,  38  June,  1833.  Passed  Midshipman,  8  July,  1839.  Lieutenant 
14  August,  1846.     Died  4  November,  1850.  ' 
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Kobertson,  Jauies  P. 

Acting  Midshipman i  28  September,  1857.     Graduated  1861.     Lieutenant,  1  August, 
1S63.     Lieutenant-Commander,  25  July,  1860.    Died  19  July,  1875. 
Robertson,  Jobn. 

Master,  24  February,  1809.     Dismissed  2  April,  1814. 
Robertson,  Jobn  I>. 

Acting  Master,  27  August,  1861.     Resigned  1  June,  1864.  ■ 
Robertson,  Samuel. 

Pm-ser,  25  April,  1812.    Died  11  August,  1820. 
Robertson,  Tbomas. 

Midshipman,  11  Sejjtember,  1799.     Last  appearance  on  Records  of  Navy  Depart- 
ment, 24  October,  1799.    Resigned. 
Robertson,  W.  J.  Q. 

Midshipman,  1  November,  1 827.    Passed  Midshipman,  10  June,  1833.     Lieutenant, 
24  May,  1838.    Died  18  December,  1843. 
Robeson,  Henry  B. 

Acting  Midshipman,  25  September,  1856.  Midshipman,  15  June,  1860.  Master, 
19  September,  1861.  Lieutenant,  16  July,  1863.  Lieutenant-Commander, 
35  July,  1866.     Commander,  13  February,  1874. 

Robeson,  Jobn. 

Boatswain,  1  January,  1817.    Died  in  October,  1820. 
Robie,  Edward  J>. 

Third  Assistant  Engineer,  16  February,  1852.  Second  Assistant  Engineer, 
27  July,  1855.  First  Assistant  Engineer,  21  July,  1858.  Chief  Engineer, 
30  July,  1861. 

Robie,  Henry  W. 

Third  Assistant  Engineer,  3  May,  1859.  Second  Assistant  Engineer,  9  April, 
1862.    First  Assistant  Engineer,  20  May,  1863.     Resigned  25  May,  1868 

Robinett,  David. 

Carpenter,  28  October,  1858.     Died  15  November,  1880. 

Robinett,  Richard. 

Midshipman,  30  August,  1814.     Resigned  7  June,  1815. 

Robins,  D.  W. 

Mate,  12  November,  1864.    Appointment  revoked  16  January,  1866. 

Robins,  John  li. 

Mate,  9  May,  1862.     Resigned  27  April,  1865. 

Robins,  Robert  W. 

Mate,  24  September,  1863.  Resigned  13  April,  1864.  Mate,  13  November,  1864 
Appointment  revoked  16  January,  1866. 

Robins,  Thomas. 

Midshipman,  9  August,  1798.    Died  8  September,  1798. 

Robins,  William  C. 

Acting  Assistant  Paymaster,  3  February,  1864.     Mustered  out  5  March,  1866. 

Robinson,  Alexander. 

Assistant  Surgeon,  26  April,  1847.     Died  11  March,  1849. 
Robinson,  Alexander  A. 

Acting  Ensign,  18  October,  1864.     Dismissed  23  December,  1864. 

Robinson,  Alexander  B.  , ,     ,.    ,         ,  „.  t^t 

Acting  Assistant  Paymaster,  11  April,  1863.    Honorably  discharged  21  Novembei; 

1865. 

Robinson,  Andrew  J.  ,    „  ^  ,     .„„. 

Boatswain,  27  Noveijjber,  1860.     Deserted  23  July,  1861. 

Robinson,  Benjamin  F.        ,,     ,.    ^         ,  ^„  .         ^  .„.,. 
Mate,  21  January,  1864.    Honorably  discharged  10  August,  1865. 

39 


610  GENERAL   NAVY   REGISTER. 

Robinson,  Charles.  „„   ^         ,„„„     _,.  , 

Midshipman,   1    May,   1832.      Passed  Midshipman,   33   June,   1838.     Dismissed 

11  February,  1840. 

Robinson,  Charles.  „         , ,     ,-    ,        j  n  /^ 

Acting  Third  Assistant  Engineer,  13  August,  1863.     Honorably  discharged  11  Oc- 
tober, 1805. 
Robinson,  Charles. 

Midshipman,  31  July,  1800.     Resigned  23  April,  1807. 

Robinson,  Edward  A.  „,,-,.    i         .i  on  a      i 

Acting  Third  Assistant  Engineer,  18  June,  1864.     Honorably  discharged  30  April, 

1808. 

Robinson,  Edward  W. 

Mate,  23  July,  1803.     Honorably  discharged  37  November,  1865. 

Robinson,  Frederick  W.  ,    ,  w„  t        io^n 

Midshipman,  14  August,  1846.    Appointment  revoked  13  June,  1849. 

Robinson,  G.  H.  ^  ,  __„ 

Mate,  4  December,  1867.     Appointment  revoked  29  February,  1872. 

Robinson,  George  M.  ,,    j.    ,         ,o» 

Acting  Third  Assistant  Engineer,  4  March,  :864.    Honorably  discharged  8  August, 
1865. 
Robinson,  H.  B. 

Midshipman,  1  January,  1828.    Resigned  4  June,  1838. 

Robinson,  Henry  C.  „,,,.,, 

Mate,  15  September,  1863.    Acting  Ensign,  5  August,  1864.    Honorably  discharged 
29  July,  1865. 

Robinson,  H.  E.  T. 

Midshipman,  4  March,  1823.    Passed  Midshipman,  23  March,  1829.     Lieutenant, 
3  March,  1831.    Lost  in  the  '■'Sylph,"  August,  1831. 

Robinson,  Horatio  G. 

Mate,  12  November,  1863.     Honorably  discharged  31  June,  1868. 

Robinson,  Horace. 

Gunner,  11  November,  1850.     Resigned  IS  July,  1851. 

Robinson,  H.  S. 

Acting  Third  Assistant  Engineer,  17  September,  1801.      Appointment  revoked 
23  May,  1863. 

Robinson,  James  B. 

Acting  Ensign,  1  September,  1864.     Honorably  discharged  10  August,  1865. 

Robinson,  James  W. 

Mate,  11  June,  1863.    Appointment  revoked  (Sick,)  29  July,  1864. 

Robinson,  J.  Marshall. 

Midshipman,  25  June,  1869.     Graduated  31  May,  1873.     Ensign,  16  July,  1874. 

Robinson,  John. 

Master,  27  November,  1815.    Reserved  list,  13  September,  1835.     Died  17  March, 
1868. 
Robinson,  John. 

Acting  Master  and  Pilot,  1  October,  1864.     Honorably  discharged  19  December, 
1805. 
Robinson,  John. 

Mate,  13  December,  1863.    Dismissed  23  April,  1863. 
Robinson,  John  B. 

Midshipman,  30  July,  1864.      Graduated   June,  1868.      Ensign,  12  July,  1870. 
Resigned  31  December,  1874. 
Robinson,  John  C. 

Mate,  15  November,  1861.    Resigned  24  April,  1862. 
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Robinson,  John  F.  I>. 

Acting  Master,  13  BLirch,  1863.     Dismissed  21  November,  1863. 
Robinson,  Joseph  E. 

Aciing  Third  Assistant  Engineer,  5  November,  1 862.    Resigned  24  November,  1863. 
Robinson,  li.  B. 

Midshipman,  4iMarch,  1840.     Resigned  13  March,  1845. 
Robinson,  I^ewis  W. 

Third  .Assistant  Engineer,  21  September,  1861.  Second  Assistant  Engineer, 
30  July,  1863.     First  Assistant  Engineer,  11  October,  1866. 

Robinson,  Peter  B. 

Acting  Third  Assistant  Engineer,  10  September,  1861.    Acting  Second  Assistant 
Engineer,  12  November,  1863.    Resigned  3  June,  1865. 
I^binson,  Richard  P. 

Master's  Mate,  19  July,  1843.    Deserted  6  December,  1850. 
Robinson,  Robert. 
Mate,  33  December,  1863. 

Robinson,  Sauinel. 

Acting  Third  Assistant  Engineer,  28  January,  1862.    Deserted  30  June,  1863. 

Robinson,  Samnel. 

Assistant  Surgeon,  8  February,  1802.     Resigned  12  December,  1803. 

Robinson,  Somerset. 

Assistant  Surgeon,  9  May,  1861.  Passed  Assistant  Surgeon,  26  October,  1863. 
Surgeon,  18  December,  1864.     Medical  Inspector,  1  May,  1870. 

Robinson,  Thomas. 

Gunner,  8  November,  1835.     Retired  list,  23  May,  1863. 

Robinson,  Thomas. 

Captain,  24  September,  1799.  Discharged  36  September,  1801,  under  Peace 
Establishment' Act. 

Robinson,  Thomas,  Jr. 

Midshipman,  30  November,  1798.  Lieutenant,  12  July,  1799.  Commander,  10  Sep- 
tember, 1804.    Resigned  20  December,  1809. 

Robinson,  Thomas  J. 

Professor,  27  January,  1860.    Dismissed  15  August,  1861. 

Robinson,  TVilliam. 

Chaplain,  17  April,  1809.    Dismissed  29  May,  1809. 

Robinson^  William. 

Acting  Ensign,  28  October,  1863.  Honorably  discharged  7  July,  1865.  Acting 
Ensign,  19  November,  1336.    Mustered  out  3  July,  1868. 

Robinson,  William  H. 

Mate,  3  August,  1866.     Mustered  out  39  July,  1869. 

Rob«on,  Clinton. 

Mate,  29  J  une,  1863.    Resigned  9  December,  1863. 

Roby,  John. 

M'ate,  16  December,  1861.     Appointment  revoked  23  September,  1862. 

Roche,  George  Walter. 

Tbird  Assistant  Engineer,  28  October,  1862.  Second  Assistant  Engineer,  15  March, 
1864.     First  Assistant  Engineer,  1  January,  1868. 

Roche,  James  R. 

Midshipman,  SO  May,  1850.     Resigned  12  October,  1855. 

Roche,  Martin.  ^  .  c.    ^     v      -.oao 

Professor,  19  December,  1835.    Dropped  4  September,  1848. 

Rochelle,  James  H. 

Midshipman,  9  September,  1841.  Passed  Midshipman,  10  August,  1847. 
Master  14  September,  1355.  Lieutenant,  15  September,  1855.  Dismissed 
17  April,  1861. 


CI -2  GENERAL  NAVY   REGISTER. 

Rockefeller,  Abram  T. 

Actiiio-  Third  Assistant  Engineer,  4  January,  1862.  Acting  Second  Assistant  En- 
gineer, 8  April,  1865.     Honorably  discharged  30  November,  1865. 

Rockefeller,  Alfred. 

Acting  First  Assistant  Engineer,  11  August,  1864.     Resigned  19  June,  1805. 

Rockefellow,  Simon. 

Acting  Third  Assistant  Engineer,  25  November,  1861.  Acting  Second  Assistant 
Engineer,  12  November,  1863.     Honorably  discharged  25  October,  1865. 

Rockwell,  Charles  H. 

Acting  Master,  5  July,  1862.  Acting  Volunteer  Lieutenant,  16  December,  1863. 
Acting  Volunteer  Lieutenant-Commander,  29  April,  1865.  Honorably  dis- 
charged 8  December,  1865.  Acting  Master,  19  November,  1866.  Master, 
13  March,  1868.  Lieutenant,  18  December,  1868.  Lieutenant-Commander, 
26  February,  1878. 

Rockwell,  George  li. 

Acting  Third  Assistant  Engineer,  29  July,  1864.  Honorably  discharged  12  June, 
1865. 

Rockwell,  John  £. 

Acting  Master,  10  June,  1861.     Honorably  discharged  3  October,  1865. 

Rockwood,  Henry. 

Acting  Assistant  Surgeon,  6  October,  1863.  Appointment  revoked  16  August, 
1865. 

Roddy,  John. 

Sailmaker,  27  April,  i872. 
Roderick,  Edmund  A. 

Acting  Ensign,  2  March,  1863.     Acting  Master,  15  December,  1864.     Honorably 
discharged  31  March,  1869. 
Rodes,  Henry  !E. 

Acting  Third  Assistant  Engineer,   11   February,  1865.     Honorably   discharged 
3  October,  1865. 
Rodes,  William  M. 

Acting  Third  Assistant  Engineer,  15  September,  1863.    Acting  First  Assistant 
Engineer,  23  October,  1863.    Honorably  discharged  6  May,  1870. 
Rodgers,  C.  R.  Perry. 

Midshipman,  5  October,  1833.    Passed  Midshipman,  8  July,  1839.    Lieutenant, 
■  4  September,  1844.    Commander,  15  November,  1861.    Captain,  25  July,  1866. 
Commodore,  28  August,  1870.    Rear-Admiral,  14  June,  1874. 
Rodgers,  Frederick. 

Midshipman,  4  March,  1823.     Died  5  April,  1838. 
Rodgers,  Frederick. 

Acting  Midshipman,  25  September,  1857.     Midshipman,  1  June,  1861.     Acting 
Master,  10  June,  1861.     Lieutenant,  16  July,  1862.     Lieutenant-Commander, 
25  July,  1866.     Commander,  4  February,  1875. 
Rodgers,  George  W. 

Midshipman,  14  October,   1839.     Passed  Midshipman,   2  July,   1845.     Acting 
Master,  4  November,  1846.     Lieutenant,  4  June,  1850.     Commander,  16  July, 
1862.     Killed  in  attack  on  Fort  Sumter,  17  August,  1873. 
Rodgers,  George  W. 

Midshipman,  2  April,  1804.     Lieutenant,  24  April,  1810.     Commander,  27  Aprf., 
1816.    Captain,  3  March,  1825.     Died  21  May,  1833. 
Rodgers,  Henry. 

Midshipman,  11   March,  1837.      Passed  Midshipman,  39   June,  1843.      Master, 
7  August,  1850.     Lieutenant,  26  March,  1851.     Lost  in  the  "  Albomyy  38  Septeni 
ber,  1854. 
Rodgers,  Jacob  I>. 

Acting  Third  Assistant  Engineer,  14  November,  1861.  Honorably  discharge!  1 
36  June,  1866. 
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Rodgers,  Jctan. 

Midshipman,  18  April,  1828.     Passed  Midshipman,  14  June,  1834.     Lieutenant, 
28  January,  1840.    Commander,  14  September,  1855.     Captain,  10  July,  1863. 
Commodore,  17  June,  1863.    Rear-Admiral,  31  December,  1869. 
Rodgers,  John. 

Lieutenant,  9  March,  1798.     Captain,  5  March,  1799.     Discharged  23  October, 
1801,  under  Peace  Establishment  Act. 
Rodgers,  John. 

Captain,  28  August,  1802.     Died  1  August,  1838. 
Rodgers,  John  A. 

Midshipman,  30  July,  1863.      Graduated  June,  1868.      Master,  12  July,   1870. 
Lieutenant,  2  February,  1874. 
Rodgers,  John  G. 

Midshipman,  4  July,  1817.    Lieutenant,  17  May,  1828.    Resigned  10  February,  1834. 
Rodgers,  Matthew. 

Gunner,  17  August,  1812.     Cashiered  20  October,  1818. 
Rodgers,  Raymond  P. 

Midshipman,  25  July,  1864.      Graduated  June,  1868.     Ensign,   19  April,   1869. 
Master,  12  July,  1870.     Lieutenant,  10  October,  1872. 
Rodgers,  Samuel. 

Midshipman,  9  November,  1813.  Last  appearance  on  Records  of  Navy  Depart- 
ment, 1824. 

Rodgers,  Samuel  R. 

Carpenter,  17  February,  1809.      Last  appearance  on  Records   of  Navy   Depart- 
ment, 1815.     Frigate"  President. 
Rodgers,  Thomas  S. 

Cadet  Midshipman,  24  September,  1 874.     Graduated  4  June,  1880. 
Rodgers,  Walter. 

Midshipman,  16  May,  1811.    Resigned  5  October,  1813. 
Rodgers,  William  li. 

Cadet  Midshipman,  11  June,  1874.     Graduated  4  June,  1880. 

Rodgers,  William  T. 

Midshipman,  9  November,   1813.      Lieutenant,    13    January,    1825.      Resigned 
21  April,  1827. 
Rodgers,  W.  T,. 

Midshipman,  9  June,  1811.     Dismissed  9  March,  1813. 

Rodie,  Robert. 

Acting  Third  Assistant  Engineer,  26  October,  1861.    Resigned  38  November,  1863. 

odman,      Robert  C 

Saihnaker,  28  April,  1840.     Died  19  September,  1855. 

Rodman,  Samuel. 

Master,  date  not  known.     Discharged  15  April,  1815. 

Rodney,  Robert  B. 

Acting  Assistant  Paymaster,  24  October,  1863.  Passed  Assistant  Paymaster, 
28  July,  1866.     Paymaster,  80  June,  1869.     Retired  list,  3  September,  1871. 

Rodocanichi,  Xieonidas  1>. 

Mate,  33  August,  1863.     Honorably  discharged  33  May,  1867. 

Rodriqnes,  P.  J.  t^.  -,  , ,  ,^  ^ 

Master,  4  August,  1837.     Professor  Mathematics,  date  not  known.     Died  14  Octo- 
ber, 1838. 
Roe,  DaTid  A. 

Gunner,  9  July,  1861. 

Roe,  Francis  A.  .„,„     ,;r    . 

Midshipman,  19  October,  1841.  Passed  Midshipman,  10  August,  1847.  Master, 
8  August,  1855.  Lieutenant,  14  September,  1855.  Lieutenant-Commander, 
16  July,  1863.     Commander,  25  July,  1866.     Captain,  1  Api'il,  1873. 
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Roebnck,  Charles  P. 

Acting  First  Assistant  Engineer,  5  October,  1863.     Honorably  discharged  27  No- 
vember, 1865. 

Roelker,  Charles  R. 

Third  Assistant  Engineer,  8  December,  1863.     Second  Assistant  Engineer,  8  April, 
1864.    First  Assistant  Engineer,  1  January,  1868. 
Rofienberg,  liewis  M. 

Acting  First  Assistant  Engineer,  3  October,  1864.     Honorably  discharged  29  June, 
1865. 
Rogers,  Allen  O. 

Cadet  Midshipman,  12  June,  1874.     Graduated  4  June,  1880. 
Rogers,  Kenjaniin  F. 

Assistant  Surgeon,  31  March,  1872.     Passed  Assistant  Surgeon,  20  June,  1876. 
Rogers,  Charles  A. 

Acting  Third  Assistant  Engineer,  19  July,  1864.     Resigned  7  July,  1865. 
Rogers,  Charles  C. 

Midshipman,  7  June,  1872.     Graduated  20  June,  1876.     Ensign,  26  April,  1878. 
Rogers,  Charles  J. 

Mate,   6  June,   1861.      Acting    Ensign,   0    May,   1863.      Honorably   discharged 
22  December,  1865. 
Rogers,  Charles  W. 

Acting  Ensign,  23  September,  1863.     Acting  Master,  recommendation  of  Admiral 
Lee,  18  August,  1864.     Honorably  discharged  11  November,  1865. 
Rogers,  Clement. 

Midshipman  16  April,  1814.     Last  appearance  on  Records  of  Navy  Department, 
1816.    Resigned. 
Rogers,  Edward. 

Mate,  15  November,  1861.     Acting  Ensign,  30  May,  1863.     Deserted  3  May,  1865. 
Rogers,  Eugene. 

Midshipman,  25  November,  1834.     Resigned  12  September,  1839. 
Rogers,  Eustace  B. 

Assistant  Paymaster,  3  March,  1879. 
Rogers,  Frank. 

Acting  Third  Assistant  Engineer,  2  March,  1864.     Honorably  discharged  20  No- 
vember, 1865. 

Rogers,  George. 

Mate,  15  September,  1864.    Deserted  84  March,  1867. 

Rogers,  George  B. 

Acting  Third   Assistant  Engineer,   1   September,    1863.     Honorably  discharged 
18  October,  1865. 

Rogers,  George  C. 

Acting  Third  Assistant  Engineer,  7  July,  1863.     Honorably  discharged  17  October, 
1865. 

Rogers,  George  W. 

Third  Assistant  Engineer,  21  July,  1858.     Second  Assistant  Engineer,  29  October, 
1861.     Resigned  23  June,  1865. 
Rogers,  George  W. 

Acting  Ensign,  1  October,  1862.     Acting  Master,  16  April,  1863.     Acting  Volun- 
teer Lieutenant,  9  July,  1864.     Honorably  discharged  15  December,  1868. 
Rogers,  Henry, 

Mate,  15  September,  1863.     Resigned  26  June,  1866. 
Rogers,  Henry  A. 

Mate,  14  March,  1864.     Honorably  discharged  29  December,  1806. 
Rogers,  Henry  J. 

Acting  Master,  1  August,  1862.     Honorably  discharged  13  December,  1865. 
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Rogers,  Henry  M. 

Acting  Assistant  Paymaster,  6  November,  1863.    Mustered  out  25  November,  1865. 
Rogers,  H.  T. 

Acting  Ensign,  18  April,  1863.     Resigned  (Sick,)  28  August,  1863. 
Rogers,  James. 

Midshipman,  12  January,  1800.    Discharged  13  June,  1801,  under  Peace  Establish- 
ment Act. 
Rogers,  James. 

Midshipman,  15  November,  1809.    Last  appearance  on  Records  of  Navy  Depart- 
ment, 1815. 
Rogers,  James. 

Master,  6  April,  1810.     Last  appearance  on  Records  of  Navy  Department,  1818. 
Furloughed. 
Rogers,  James  H. 

Acting  Master,  26  August,  1861.     Resigned  26  April,  1864. 

Rogers,  James  H. 

Mate,  29  December,  1862.  Acting  Ensign,  12  December,  1863.  Honorably  dis- 
charged 10  May,  1865. 

Rogers,  Jerome  B. 

Acting  Master,  23  October,  1861.     Honorably  discharged  29  November,  1865. 

Rogers,  Jobn. 

Midshipman,  9  June,  1811.    Resigned  15  June,  1812. 

Rogers,  John. 

Acting  Second  Assistant  Engineer,  10  March,  1864.  Acting  First  Assistant  Engi- 
neer, 15  July,  1865.     Honorably  discharged  4  December,  1865. 

Rogers,  John. 

Acting  Ensign,  30  October,  1863.  Acting  Master,  21  August,  1863.  Acting 
Volunteer  Lieutenant,  16  July,  1864.  Honorably  discharged  21  September, 
1865. 

Rogers,  John. 

Gunner,  37  September,  1861.    Died  1  May,  1874. 

Rogers,  Jobn  A. 

Acting  Master,  27  August,  1861.     Dismissed  3  December,  1863. 

Rogers,  John  J. 

Acting  Master,  11  November,  1861.     Resigned  25  February,  1865. 

Rogers,  Joseph. 

Mate,  38  July,  1866. 

Rogers,  iLewis. 

Sailmaker,  13  June,  1848.     Died  17  September,  1862. 

Rogers,  liloyd. 

Mate,  21  August,  1862.     Dismissed  13  January,  1863. 

Rogers,  Michael  V.  „.,„„.     -,  ^o^r 

Acting  Second  Assistant  Engineer,  16  December,  1864.     Resigned  20  April,  1865. 

Rogers,  Milford.  ,„^        ,       ^„„_ 

Acting  Master,  33  October,  1861.     Honorably  discharged  3  December,  1865. 

Rogers,  Richard.  ,  .  „  ^  .^  i,      loin 

Midshipman,  15  November,  1809.     Killed  in  a  duel,  16  October,  1810. 

**fficlshipmtn,*14  October,  1889.    Passed  Midshipman,  2  July,  1845.     Acting  Mas- 
ter, 31  August,  1852.     Resigned  31  January,  1854. 

Rogers,  Robert  W.  ,  „„  r.  j.  u      -iork 

Mate,  30  October,  1864.     Honorably  discharged  20  October,  1865. 

'^"mdshipimTBl^October,  1799.     Discharged  10  July,  1801,  under  Peace  Establish- 
ment Act. 
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Rogers,  Tbonias. 

Master,  81  October,  1799.     Discharged  8  June,  1801. 
Rogers,  Thomas. 

Mate,  18  November,  1863.     Honorably  discharged  3  August,  1865. 

Rogers,  William. 

Gunner,  11  May,  1798.     Last  appearance  on  Records  of  Navy  Department,  19  April,, 
1803. 
Rogers,  William. 

Assistant  Surgeon,  8  February,  1803.     Resigned  24  May,  1803. 
Rogers,  William. 

Surgeon,  27  November,  1804.     Dismissed  11  August,  1807. 
Rogers,  William. 

Mate,  11  October,  1862.     Acting  Ensign,  13  July,  1863.     Honorably  discharged 
16  September,  1865. 
Rogers,  William. 

Acting  Chief  Engineer,  25  March,  1864.     Honorably  discharged  20  December, 
1865. 
Rogers,  William. 

Sailmaker,  17  October,  1857.     Retired  list,  3  December,  1876. 

Rogers,  William. 

Acting  Master,  36  August,  1861.     Honorably  discharged  23  December,  1865. 

Rogers,  William  C. 

Acting  Volunteer  Lieutenant,  13  August,  1861.     Acting  Volunteer  Lieutenant- 
Commander,  24  October,  1864.    Honorably  discharged  18  July,  1866. 
Rogers,  William  P. 

Acting  Master,  16  December,  1861.     Acting  Volunteer  Lieutenant,  8  June,  1864. 
Honorably  discharged  36  October,  1865. 
Rogers,  William  S. 

Purser,  26  February,  1813.     Resigned  17  February,  1834. 

Rogers,  Wilinot  F. 

Assistant  Surgeon,  34  July,  1813.     Died  August,  1834. 

Rogerson,  Robert. 

Midshipman,  1  January,  1812.     Drowned  30  June,  1814. 
Rogerson,  Thomas. 

Assistant  Surgeon,  25  October,  1813.     Lost  in  the  "  Wasp  "  in  1815. 
Roget,  Edward  A. 

Professor,  21  May,  1864.     Retired  list,  1864. 
Roller,  John  W. 

Acting  First  Assistant  Engineer,  31  March,  1:863.     Dismissed  31  October,  1863. 

Rohrer,  Karl. 

Midshipman,  30  July,  1865.     Graduated  June,  1869.    Ensign,  12  July,  1870.    Mas- 
ter, 10  November,  1873.    Lieutenant,  26  April,  1876. 
Roland,  Benjamin  C. 

Mate,  5  June,  1862.    Dismissed  25  August,  1862. 

Rolando,  Henrj'. 

Midshipman,  2a  December,  1836.  Passed  Midshipman,  1  July,  1842.  Master, 
12  May,  1849.  Lieutenant,  18  January,  1850.  Reserved  list,  28  September, 
1855.  Commander  on  Active  list,  16  July,  1863.  Retired  list,  8  June,  1867. 
Died  20  March,  1869. 

Roller,  John  E. 

Midshipman,  26  June.  1867.     Graduated  6  June,  1.871.     Ensign,  14  July,  1872. 
Master,  24  May,  iy75. 
Rollings,  John  II. 

Acting  Third  Assistant  Engineer,  26  May,  1863.  Resigned  (Sick,)  13  April, 
1865. 
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KoIIlns,  Anthony  S. 

Midshipman,  10  June,  1873.     Graduated  20  June,  1876.     Died  10  Novemljcr 
1878.  ' 

Rollins,  Henry  S.  P. 

■'^^o^'*  I^eoember,  1862.     Acting  Ensign,  28  April,  1865.     Honorably  discharsed 
28  October,  1865. 

Rollins,  Lonis  Jf. 

Acting  Ensign,  13  December,  1864.    Honorably  discharged  14  October,  1865. 
Rollins,  Thomas  J. 

Acting  Ensign,  31  December,  1863.    Honorably  discharged  6  October,  18G5. 
Romalne,  Henry. 

Acting  Third  Assistant  Engineer,  4  August,  1864.    Honorably  discharged  19  July, 

Romalne,  William  H. 

Acting  Assistant  Paymaster,  28  August,  1863.    Dead. 
Romme,  M'illiam  S. 

Acting  Ensign,  9  November,  1863.     Honorably  discharged  18  November,  1805. 
Ronckendorfi',  William. 

Midshipman,  17  February,  1833.     Passed  Midshipman,  23  June,  1838.     Lieuten- 
ant, 28  June,  1843.     Commander,  29  June,  1861.     Captain,  27  September,  1866. 
Commodore,  12  February,  1874.     Retired  list,  9  November,  1874. 
Roney,  James. 

Midshipman,  24  July,  1807.     Last  appearance  on  Records  of  Navy  Department, 
1815.    New  Orleans. 
Roney,  Thomas. 

Midshipman,  3   March,  1841.      Passed  Midshipman,  10  August,   1847.     Master, 
3  March,  1855.     Lieutenant,  14  September,  1855.     Died  20  April,  1860. 
Rooney,  William  R.  A. 

Midshipman,  29  September,  1870.    Graduated  1  June,  1874.    Ensign,  17  July, 
1875. 

Roop,  John. 

Third  Assistant  Engineer,  3  May,  1859.     Second  Assistant  Engineer,  17  December, 
1861.     First  Assistant  Engineer,  20  May,  1863.     Resigned  15  October,  1873. 
Roose,  William  C 

Acting  Third  Assistant  Engineer,  3  July,  1863.    Appointment  revoked  (Sick,) 
28  October,  1863. 
Roosevelt,  C  M. 

Midshipman,  15  November,  1809.    Resigned  5  March,  1810. 
Roosevelt,  IVicholas  Sj. 

Midshipman,  27  September,  1864.     Graduated  June,  1868.     Master,  13  July,  1870. 
Lieutenant,  3  August,  1873.     Resigned  1  February,  1874. 
Root,  Frank  P. 

Acting  Second  Assistant  Engineer,  10  December,  1861.     Acting  First  Assistant 
Engineer,  3  October,  1863.     Died  16  April,  1864. 
Root,  Oliver  D. 

Acting  Assistant  Surgeon,  30  November,  1861.    Died  30  October,  1863. 

Roote,  Charles. 

Midshipman,  1  April,  1838.     Died  8  December,  1828. 

Rootes,  Thomas  R. 

Midshipman,   1  March,  1837.     Passed  Midshipman,  10  June,  1833.     Lieutenant, 
28  February,  1838.      Commander,  14  September,  1855.     Dismissed   19  April, 
1861. 
Soper,  Jesse  M. 

Midshipman,  23  June,  186S.     Graduated  1  June,   1872.     Ensign,  15  July,  1873. 
Master,  25  November,  1877. 
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Kose,  Alexander  R. 

Midshipman,  25  September,  1834.     Cashiered  20  May,  1836. 

Rose,  Edward  S. 

Mate,  1  March,  1862.    Died  6  November,  1868. 

Rose,  Frank  B. 

Chaplain,  3  February,  1870. 

Rose,  Jacob  H. 

Acting  First  Assistant  Engineer,  17  May,  1861.     Died  12  September,  1863. 

Rose,  John  G. 

Mate,  11  October,  1862.     Discharged  23  October,  1864. 

Rose,  Robert  M. 

Midshipman,  18  May,  1809.     Lieutenant,  24  July,  1813.     Commander,  24  April, 
1828.     Died  27  August,  1830. 
Rose,  IValdemar  D. 

Midshipman,  5  June,  1873.     Graduated  30  June,  1876.     Ensign,  12  July,  1878. 
Rosebnsli,  Olirer. 

Acting  Third  Assistant  Engineer,  1  October,  1862.     Honorably  discharged  20  Feb- 
ruary, 1866. 
Rosenniiller,  D.  P.,  Jr. 

Acting  Ensign,  1  October,  1862.     Acting  Master,  35  August,  1863.     Honorably 
discharged  5  November,  1865. 
Rosier,  John. 

Sailmaker,  12  November,  1833.     Dismissed  16  May,  1835. 
Rosling,  John. 

Mate,  13  September,  1862.     Honorably  discharged  11  June,  1867. 
Rosmond,  John. 

Acting  Second  Assistant  Engineer,  27  September,  1861.  Honorably  discharged 
26  October,  1865. 

Ross,  Albert. 

Midshipman,  24  July,  1863.     Graduated  June,  1867.     Ensign,  18  December,  1868. 
Master,  21  March,  1870.     Retired  21  December,  1871.     Lieutenant  on  Active 
list,  21  March,  1871. 
Ross,  I>aTid. 

Lieutenant,  9  March,  1798.     Last  appearance  on  Records  of  Navy  Department, 
30  November,  1799. 
Ross,  Darid. 

Acting  Second  Assistant  Engineer,  24  May,  1 864.     Honorably  discharged  7  August, 

Ross,  Edwin. 

Gunner,  26  July,  1847.    Died  September,  1849. 
Ross,  Elijah. 

Acting  Master,  28  December,  1861.     Resigned  11  August,  1864. 
Ross,  H.  Schuyler. 

Thii-d    Assistant    Engineer,   18   November,   1862.     Second    Assistant  Engineer, 
23  March,  1864.     First  Assistant  Engineer,  1  January,  1868. 
Ross,  James. 

Midshipman,  2  March,  1799.    Resigned  8  October,  1800. 
Ross,  James. 

Mate,  18  April,  1863.     Dismissed  17  July,  1863. 
Ross,  James  H. 

Acting  Third  Assistant  Engineer,  27  July,  1863.     Resigned  15  October,  1863. 
Ross,  John. 

Mate,  21  December,  1861.  Acting  Ensign,  30  July,  1863.  Honorably  discharged, 
14  September,  1865.  Acting  Ensign,  1  February,  1867.  Mustered  out  21  De- 
cember, 1868. 
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Ross,  John. 

Acting  Master,  8  March,  1864.     Resigned  26  August,  1867. 
Ross,  John. 

Acting  Third  Assistant  Engineer,  4  March,  1863.     Resigned  25  June,  1864. 
Ross,  John. 

Boatswain,  21  October,  1861.     Resigned  7  March,  1864. 
Ross,  John  W. 

Acting  Third  Assistant  Engineer,  24  May,  1864.     Appointment  revoked  23  Jvtne, 
1865. 
Ross,  John  W. 

Assistant  Surgeon,  21  March,  1870.     Passed  Assistant  Surgeon,  13  May,  1875. 
Ross,  Nelson. 

Third  Assistant  Engineer,  8  July,  1862.     Second  Assistant  Engineer,  15  February, 
1864.    Retired  list,  26  October,  1872. 
Ross,  Robert. 

Acting  Third  Assistant  Engineer,  13  December,  1861.      Honorably  discharged 
25  October,  1865. 
Ross,  Robert  J. 

Midshipman,  1  August,  1826.     Passed  Midshipman,  28  April,  1832.    Resigned 
18  December,  1883. 

Ross,  Thomas. 

Midshipman,  17  March,  1814.     Last  appearance  on  Records  of  Navy  Department, 
1815.    Furloughed. 
Ross,  William. 

Acting  Third  Assistant  Engineer,  10  December,  1861.      Appointment  revoked 
(Sick,)  10  February,  1863.    Acting  Second  Assistant  Engineer,  13  August,  1864. 
Honorably  discharged  29  July,  1865. 
Ross,  TVilllam. 

Mate,  20  April,  1863.     Acting  Ensign,  19  July,  1864.      Honorably  discharged 
1  November,  1865. 
Ross,  Tl'illiam  C 

Acting  Master,  9  April,  1862.    Dismissed  26  July,  1862. 

Ross,  William  T. 

Mate,  27  August,  1864.     Resigned  18  May,  1865. 

Rosseter,  Robert  C. 

Midshipman,  11  March,  1800.     Discharged  38  April,  1801,  under  Peace  Establish- 
ment Act. 
Roswald,  Raymond  F. 

Acting  Third  Assistant  Engineer,  18  December,  1863.     Acting  Second  Assistant 
Engineer,  19  September,  1864.     Honorably  discharged  18  July,  1865. 

Rothwell,  X.  B, 

Purser,  3  March,  1813.     Last  appearance  on  Records  of  Navy  Department,  1816. 
Furloughed. 

Ronmfort,  Li.  H. 

Midshipman,  23  December,  1831.    Died  at  Sea  21  October,  1833. 

Rounds,  James. 

Mate,  13  October,  1866.    Appointment  revoked  21  Octolier.  1867. 

RonnsaTelle,  John. 

Acting  Ensign,   5   May,  1864.     Honorably  discharged   9  January,  1866.     Mate, 
13  April,  1870.    Resigned  28  July,  1875. 

Ronnseville,  J.  P. 

Acting  Master,  11  November,  1861.     Honorably  discharged  18  February,  1866. 

Ronntree,  Robert  W.  ^,     ,. 

Mate.  13  December,  1861.     Acting  Ensign,  29  September,  1863.     Honorably  dis- 
charged 18  August,  1865. 
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Rouse,  James  W. 

Acting  Carpenter,  15  July,  1863.     Resigned  4  October,  1864. 

Ronssean,  J.  B. 

Midshipman,  80  November,  1814.     Last  appearance  on  Records  of  Navy  Depart- 
ment, 1815.    Drowned. 

Ronsseaii,  liawrence. 

Midshipman,  16  January,  1809.     Lieutenant,  24  July,  1813.     Commander,  34  April, 
1828.    Captain,  9  February,  1837.     Resigned  11  February,  1861. 

Rowan,  James  H. 

Midshipman,  19  August,  1823.    Passed  Midshipman,  23  March,  1829.     Lieutenant^ 
31  December,  1833.    Commander,  14  September,  1855.    Dismissed  23  January, 
1857. 
Rowan,  James  H.,  Jr. 

Midshipman,  8  November,  1847.     Resigned  38  July,  1854. 
Rowan,  Stephen  €. 

Midshipman,  1  February,  1826.    Passed  Midshipman,  28  April,  1833.     Lieutenant, 
8  March,  1837.     Commander,  14  September,  1855.     Commodore,  16  July,  1862. 
Rear-Admiral,  35  July,  1866.     Vice-Admiral,  15  August,  1870. 
Rowan,  William. 

Midshipman,  4  March,  1823.     Resigned  10  November,  1839. 
Rowand,  John. 

Midshipman,  30  April,  1800.     Discharged  16  June,  1801,  under  Peace  Establish- 
ment Act. 
Rowbothain,  William. 

Second  Assistant  Engineer,  37  January,  1871.     Passed  Assistant  Engineer,  35  No- 
vember, 1877. 
Rowe,  Albert  M. 

Acting  First  Assistant  Engineer,  1  October,  1862.     Resigned  33  July,  1863. 
Rowe,  Charles  M. 

Acting  Ensign,  5  October,  1864.     Honorably  discharged  35  August,  1865. 
Rowe,  Edward  F. 

Acting  Ensign,  1  October,  1863.     Honorably  discharged  13  December,  1865. 
Rowe,  Edward  V. 

Midshipman,  38  September,  1861.     Graduated  September,  1865.     Ensign,  1  De- 
cember, 1866.     Resigned  35  February,  1867. 
Rowe,  Henry  B. 

Mate,  1  December,  1863.    Resigned  30  December,  1863. 
Rowe,  Jason  Li. 

j\Iate,  17  June,  1863.     Appointment  revoked  3  May,  1864. 
Rowe,  John. 

Midshipman,  3  December,  1799.    Lieutenant,  31  March,  1807.    Resisned  27  Aueust 
1808.  * 

Rowe,  John  H. 

Acting  Second  Assistant  Engineer,  14  May,  1861.     Resigned  33  Jlay,  1865. 
Rowe,  Joshna  IV. 

Acting  Master,  18  December,  1861.     Honorably  discharged  24  October,  1865. 
Rowland,  Alexander  H. 

Acting  Ensign,  1  October,  1863.     Resigned  17  June,  1864. 
Rowland,  John  H. 

Midshipman,  21  September,  1857.     Graduated  1861.     Lieutenant,  1  August,  1863. 
Lieutenant-Commander,  25  July,  1866.     Dismissed  10  September,  187a. 
Rowland,  Sylvester. 

Mate,  19  December,  1861.     Resigned  11   August,  1863. 
Rowliind,  Thomas. 

Surgeon,  25  July,  1798.     Resigned  33  .January,  1799. 
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Roy,  Charles  H. 

Midshipman,  2  February,  1829.     Resigned  25  September,  1830. 
Boyce,  Charles  C. 

Mate,  16  September,  1864.     Honorably  discharged  26  August,  1805. 
Royce,  Frank.. 

Actinc;  Third   Assistant  Engineer,  10  December,   1863.     Honorably  discharged 
20  Jlay,  1866. 
Royce,  Wesley. 

Acting  Third  Assistant  Engineer,  23  December,  1863.     Resigned  13  June,  1864. 
Rncliley,  Henry  R. 

Acting  Assistant  Surgeon,  15  February,  1864.     Honorably  discharged  19  January, 
1866. 
Rndd,  John. 

Midshipman,  30  November,  1814.     Lieutenant,  13  January,  1825.     Commander, 
8  September,  1841.     Captain,  14  September,  1855.     Retired  list,  21  December, 
1861.     Commodore,  Retired  list,  16  July,  1863.     Died  13  October,  1867. 
Rndd,  William  J. 

Mate,  15  July,  1864.    Honorably  discharged  6  July,  1865. 
Rudder,  William. 

Master,  4  March,  1814.     Resigned  20  March,  1815. 
Rude,  William  R. 

Acting  Master,  14  August,  1861.  Dismissed  12  January,  1863.  Acting  Ensign, 
27  February,  1863.     Dismissed  8  August,  1863. 

Rndenstein,  John. 

Assistant  Surgeon,  24  February,  1846.  Surgeon,  21  August,  1859.  Died  9  Decem- 
ber, 1869. 

Rndrow,  John. 

Mate,  24  May,  1862.    Honorably  discharged  28  June,  1867. 

Ruff,  Samnel  W. 

Assistant  Surgeon,  13  August,  1826.     Surgeon,  4  April,  1831.     Died  in  1841. 

Rnffln,  C.  K.. 

Midshipman,  24  October,  1825.     Died  27  July,  1831. 

Rngg,  Charles  W. 

Acting  Third  Assistant  Engineer,  10  May,  1864.  Appointment  revoked  (Sick,) 
20  February,  1865. 

Rnig,  Alberto  de. 

Cadet  Engineer,  Naval  Academy,  1   October,  1873.     Graduated  21  June,  1875. 
Assistant  Engineer,  1  July,  1878. 
Rnlon,  Joseph  F. 

Mate,  21  December,  1863.    Honorably  discharged  4  October,  1865. 

Rnmmell,  Charles  T. 

Mate,  23  Januai-y,  1862.    Acting  Ensign,  27  October,  1863.    Honorably  discharged 
8  January,  1866. 
Rnmney,  Fdward. 

Master,  18  November,  1813.     Lost  at  Sea  31  March,  18 
Rnmsey,  Benjamin. 

Boatswain,  17  March,  1800.     Discharged  8  June,  1801. 

Rnmsey,  Henry  B.  x  -    ^       ^ 

Acting  Midshipman,  35  October,  1859.  Ensign,  24  February,  1863.  Lieutenant, 
22  February,  1864.  Lieutenant-Commander,  35  July,  1866.  Resigned  31  De- 
cember, 1871. 

Rnmsey,  Oliver.  t^       ^       ^ 

Carpenter,  date  not  knovra.     Last  appearance  on  Records  of  Navy  Department. 

Rnmsey,  William  W. 

Mate,  28  December,  1863.     Honorably  discharged  14  October,  1865. 


022  GENERAL   NAVY  REGISTER. 

Rnnctaey,  John. 

Midshipman,  1  January,  1808.     Dismissed  22  June,  1809. 

Rnndlett,  Howard  M. 

Acting  Assistant  Surgeon,  9  March,  1864.     Assistant  Surgeon,  14  February,  1865. 
Passed  Assistant  Surgeon,  24  April,  1868.     Resigned  6  February,  1869.     Assist- 
ant Surgeon  from  4  November,  1865.     Passed  Assistant  Surgeon,  13  July,  1870. 
Died  25  May,  1873. 
Rnndlett,  Tbomas  M. 

Boatswain,  4  December,  1837.     Resigned  29  March,  1839 
Rnndlett,  William  A. 

Mate,  7  June,  1862.     Deserted  9  May,  1863 

Runnells,  Samuel  B. 

Acting  Third  Assistant    Engineer,   21    June   1863.      Acting   Second   Engineer, 
25  July,  1863.     Appointment  revoked  (Sick,)  6  April,  1864. 
Rnnncis,  P.  R. 

Acting  Ensign,  9  February,  1865.     Discharged  20  October,  1867. 
Rnschenberger,  Charles  W. 

Midshipman,   23   July,   1864.     Graduated   June,   1869.     Ensign,    13   July,   1S70. 
Master,  31  January,  1872.     Lieutenant,  14  April,  1875. 
Rnschenberger,  W.  S.  W. 

Surgeon,  4  April,   1831.     Retired   list,   4   September,   1869.     Medical  Director, 
8  March,  1871. 
Rnsh,  Charles  W. 

Assistant  Surgeon,  30  June,  1879. 
Rnsh,  John. 

Surgeon,  11  May,  1798.     {See  Lieutenant.) 
Rush,  John. 

Lieutenant,  5  March,  1799.     Resigned  29  January,  1803. 
Ru8h,  John. 

Master,  10  September,  1805.     Died  7  March,  1809. 
Rush,  John  TV. 

Carpenter,  35  November,  1799.     Dismissed  8  May,  1802. 
Rush,  liewis. 

Acting  Third  Assistant  Engineer,  8  January,  1864.     Resigned  28  January,  1865. 
Rush,  IWadison. 

Midshipman,   15  October,   1836.     Passed  Midshipman,   1    July,   1842.     Master, 
6  April,  1849.    Lieutenant,  3  November,  1849.     Resigned  7  February,  1856. 
Rush,  Richard. 

Midshipman,  30  September,  1863.     Graduated  June,  1867.     Ensign,  18  December, 
1868.     Master,  21  March,  1871. 
Rush,  William  H. 

Assistant  Surgeon,  13  February,  1877. 
Rush,  William  R. 

Midshipman,  0  June,  1872.     Graduated  18  June,  1879. 
Rushmore,  William. 

Mate,  1  December,  1862.     Resigned  13  May,  1865. 
Rnss,  Francis  A. 

Acting  Master,  23  November,  1861.     Appointment  revoked  (Sick,)  26  July,  1862. 
Russ,  .John  A. 

Midshipman,  1  March,  1825.     Passed  Midshipman,  28  April,   1832.     Lieutenant, 
23  September,  1837.     Cashiered  15  August,  1846. 
Russ,  John  S. 

JIate.     Acting  Ensign,  19  August,  1803.     Resigned  23  May,  1864. 
Russ,  Robert  F. 

Mate,  20  December,  1861.     Resigned  1  May,  1863. 
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Rnssell,  Alexander. 

Gunner,  9  December,  1834.     Resigned  0  April,  1838. 

Rnssell,  Alexander  W. 

Purser,  28  February,  1861.  Pay  Inspector,  3  March,  1871.  Pay  Director,  28  Feb- 
ruary, 1877. 

Rnssell,  Arerley  C.  H. 

Assistant  Surgeon,  3  June,  1879. 
Russell,  Benjamin. 

Mate,  20  February,  1863.     Died  28  March,  1866. 
Rnssell,  Renjaniin  F. 

Acting  Ensign,  22  November,  1863.     Appointment  revoked  (Sick,)  22  February, 

Russell,  Charles  C. 

Lieutenant,  8  April,  1798.  Discharged  23  October,  ISOl,  under  Peace  Establish- 
ment Act. 

Russell,  Charles  C. 

Midshipman,  18  June,  1812.     Resigned  14  February,  1825. 
Russell,  Charles  F. 

Acting  Ensign,  27  September,  1862.    Honorably  discharged  14  September,  ISOj. 
Russell,  Edmund  M. 

Midshipman,  18  June,  1812.     Lieutenant,  17  May,  1828.     Died  21  July,  1838. 
Russell,  Frederick  C. 

Acting  Third  Assistant  Engineer,  6  November,  1862.     Acting  Second  Assistant 
Engineer,  13  June,  1864.     Honorably  discharged  30  October,  1865. 
Russell,  George  H. 

Mate,  o  December,  1864.     Appointment  revoked  24  December,  1866. 
Russell,  George  W. 

Acting  Third  Assistant  Engineer,  24  December,  1863.    Acting  Second  Assistant 
Engineer,  S  March,  1865.     Honorably  discharged  17  January,  1868. 
Russell,  Henry. 

Actuig  Assistant  Paymaster,  9  December,  1861.    Mustered  out  37  November,  1865. 
Russell,  Henry  C 

Mate,  24  January,  1862.     Acting  Ensign,  8  October,  1863.     Died  21  September, 
1863. 
Russell,  Horatio  N. 

Midshipman,  1  January,  1825.     Resigned  14  January,  1826. 
Russell,  James  B. 

Mate,  31  March,  1863.  Acting  Ensign,  29  March,  1864.  Honorably  discharged 
3  November,  1867.  Mate,  8  November,  1869.  Appointment  revoked  9  July, 
1870. 

Russell,  James  J. 

Mate,  13  November,  1861.  Acting  Ensign,  5- November,  1863.  Acting  Master, 
33  February,  1864.     Honorably  discharged  31  October,  1865. 

Russell,  John. 

Acting  Second  Assistant  Engineer,  17  October,  1863.  Dismissed  17  November, 
1863. 

Russell,  John. 

Acting  Gunner,  13  September,  1862.  Honorably  discharged  11  May,  1868.  Gun- 
ner, 14  August,  1875. 

Russell,  John  H. 

Midshipman,  10  September,  1841.  Passed  Midshipman,  10  August,  1847.  Master, 
14  September,  1855.  Lieutenant,  15  September,  1855.  Lieutenant-Commander, 
16  July,  1862.    Commander,  25  July,  1866.     Captain,  12  February,  1874. 

Russell,  John  M. 

Mate,  26  November,  1863.     Resigned  27  January,  1865. 
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Ilnssell,  Stephen  Q. 

Acting  Master,  19  July,  1861.     Resigned  2  July,  1862. 

Russell,  Tlioiiias. 

Midshipman,  1  April,  1828.     Died  28  August,  1830. 

Russell,  Thomas  S. 

Mate,  13  January,  1863.     Acting  Ensign,  29  February,  1864.     Resigned  17  Janu- 
817,  1865. 

Russell,  William. 

Midshipman,  1  November,  1836.     Resigned  13  Decemljer,  1833. 

Russell,  William  A. 

Second  Assistant  Engineer,  5  March,  1873.     Died  17  February.  1873. 

Russell,  William  A. 

Acting  Third  Assistant  Engineer,  6  January,  1864.     Honorably  discharged  8  May, 
1869. 
Rust,  James  F.  P. 

Acting  First  Assistant  Engineer,  29  June,  1864.     Honorably  discharged  10  Janu- 
ary, 1868. 
Rustic,  John  T. 

Carpenter,  8  December,  1849.     Dropped  30  April,  1861. 

Ruth,  Dudley  I<. 

Acting  Assistant  Paymaster,  11  August,  1863.    Mustered  out  30  October,  1865. 

Rutli,  JMartin  Li. 

Acting  Third  Assistant  Engineer,  29  July,  1864.     Resigned  20  June,  1865. 

Ruth,  Melancthon  li. 

Assistant  Surgeon,  21  April,  1868.    Passed  Assistant  Surgeon,  10  October,  1871. 
Surgeon,  3  April,  1879. 
Rutherford,  Jacob. 

Mate,  1  December,  1863.     Acting  Ensign,  39  June,  1863.     Honorably  discharged 
28  October,  1865. 
Rutherford,  Jesse  M. 

Mate,  1  October,  1863.     Resigned  13  February,  1863. 
Rutherford,  Jesse  S. 

Appointed  Second  Assistant  Engineer,  17  January,  1843.      Warranted  Second 
Assistant  Engineer,  28  July,   1845.     First  Assistant  Engineer,  36   February, 
1851.    Died  3  January,  1862. 
Rutherford,  William  II. 

Third  Assistant    Engineer,  23   September,   1849.      Second  Assistant  Engineer, 
16  February,  1853.     First  Assistant  Engineer,  36  June,  1856.     Chief  Engineer, 
13  August,  1861.    Retired  list,  26  October,  1874. 
Rutjsrers,  Herman. 

Midshipman,  81  November,  1814.     Last  appearance  on  Records  of  l<avy  Depart- 
ment, 1823.     Dead. 
Rntlcdge,  £dward  V. 

Midshipman,  30  November,  1814.    Lieutenant,  18  January,  1835.     Commander, 
8  September,  1841.     Resigned  6  August,  1850. 
Rutledge,  John. 

Midshipman,  9  April,  1885.    Passed  Midshipman,  23  Juno,  1841.    Master,  23  March, 
1848.    Lieutenant,  7  January,  1849.     Resigned  33  February,  1801. 
Rutledge,  States. 

Midshipman,  1  October,  1798.     Resigned  7  January,  1802. 
Rutter,  Edward  J. 

Assistant  Surgeon,  6  September,  1837.     Surgeon,  20  September,  1850.     Drowned 
30  April,  18'53. 
Rutter,  George  H. 

Acting  Third  Assistant  Engineer,  15  January,  1862.     Acting  Second  Assistant 
Engineer,  13  October,  1863.     Appointment  revoked  19  August,  i864. 
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Kiitter,  Josias. 

Master,  1  March,  1814,     Discharged  15  April,  1815. 
Rntter,  Thomas. 

Midshipman,  9  November,  1813.     Resigned  25  March,  1814. 
Rntter,  Solomon. 

Lieutenant,  (Flotilla  Service,)  25  April,  1814.     Last  appearance  on  Records  of 
Navy  Department,  6  February,  1815. 
Rntter,  Solomon. 

Midshipman,  36  February,  1814.     Resigned  1  February,  1822. 
Rntter,  Thomas. 

Master,  9  May,  1818.     Dropped  11  December,  182G. 
Ryan,  DaTld. 

Midshipman,  35  January,  1828.     Dropped  in  1840. 
Ryan,  Edward. 

Mate,  3  January,  1862.    Acting  Ensign,  20  October,  1863.     Resigned  24  February, 
1865. 
Ryan,  George  P. 

Acting  Midshipman,  30  September,  1857.     Midshipman,  1  June,  1861.     Lieuten- 
ant, 16  July,  1862.     Lieutenant-Commander,  16  July,  1866.     Commander,  3  Oc- 
tober, 1874.     Lost  in  the  ''Huron,"  24  November,  1877. 
Ryan,  Jason. 

Mate,  5  March,  1862.    Acting  Ensign,  26  September,  1864.    Resigned  27  April,  1865. 
Ryan,  John  J. 

Third  Assistant  Engineer,  23  May,  1863.     Second  Assistant  Engineer,  25  January, 
1866.    Retired  list,  38  October,  1874. 

Ryan,  M.  Talmadge. 

Mate,  36  December,  1862.     Dismissed  9  May,  1863. 
Ryan,  Robert  H. 

Acting  Third  Assistant  Engineer,  23  December,   1862.      Honorably  discharged 
11  November,  1865. 
Ryan,  Thomas  !E. 

Acting  Assistant  Paymaster,  7  October,  1863.     Mustered  out  21  March,  1866. 

Ryan,  Thomas  W. 

Cadet  Midshipman,  18  June,  1873.     Graduated  4  June,  1880. 

Ryan,  Timothy. 

Mate,  9  October,  1862.     Deserted  5  July,  1864. 

Ryan,  IVilliam. 

Sailraaker,  18  September,  1827.     Retired  list,  23  February,  1863.    Died   13  No- 
vember, 1873. 

Ryckman,  Edward. 

Mate,  26  January,  1867.     Resigned  16  May,  1867. 

Ryckman,  George  C. 

Acting  Ensign,  29  October,  1863.     Honorably  discharged   9   May,  1866.     Acting 
Master,  17  July,  1867.     Mustered  out  8  October,  1868. 
Ryder,  Edward  A. 

Acting  Ensign,  36  November,  1863.     Honorably  discharged  31  August,  1865. 

Ryder,  George  JT. 

Mate,  16  October,  1863.     Resigned  26  March,  1863. 

Ryder,  John  H. 

Gunner,  26  September,  1837.     Appointment  revoked  7  July,  1840. 

Ryder,  Joshua  H. 

Mate,  38  March,  1864.     Honorably  discharged  35  July,  1865. 

Ryder,  Martin  H. 

Acting  Third  Assistant  Engineer,  7  March,  1865.     Honorably  discharged  36  Sep- 
tember, 1865. 
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Byder,  Preserved  M. 

Mate,  28  November,  1861.     Resigned  10  May,  1805. 

Ryder,  Reuben  T. 

Mate,  6  April,  1864.     Resigned  3  May,  I860. 

Ryder,  Royal  S. 

Acting  Ensign,  12  January,  1863.     .Vppoiatment  revoked  14  April,  1863. 

Ryder,  Stephen  A. 

Acting  Master,  31  October,  1861.  Resigned  12  March,  1863.  Acting  Ensign, 
23  December,  1862.    Honorably  discharged  30  September,  1865. 

Ryfenbnrgta,  Liewis  91. 

Acting   Second   Assistant  Engineer,   3   October,    1864.      Honorably   discharged 
29  June,  1805. 
Ryland,  William. 

Chaplain,  23  May,  1829.     Died  19  January,  1846. 

Ryley?  Thomas  W. 

Gunner,  29  January,  1827.     Died  14  March,  1845. 

Ryley?  Georse. 

Mate,  24  October,  1861.     Dismissed  5  January,  1863. 

Rymes.  George  W. 

Acting  Third  Assistant  Engineer,  6  April,  1864.  Honorably  discharged  29  July, 
1865. 

Sackett,  Augustine. 

Third  Assistant  Engineer,  3  October,  1861.     Second  Assistant  Engineer,  3  August, 

1863.  Resigned  24  August,  1865. 
Safibrd,  John  B. 

Acting  Third  Assistant  Engineer,  21  May,  1862.  Acting  Sscond  Assistant  Engi- 
neer, 13  November,  1863.     Honorably  discharged  33  August,  1869. 

Saffbrd,  JLevi  T. 

Third  Assistant  Engineer,  8  December,  1862.     Second  Assistant  Engineer,  8  April, 

1864.  First  Assistant  Engineer,  6  June,  1868. 
Safibrd,  S.  J. 

Assistant  Surgeon,  34  July,  1813.     Resigned  1  September,  1814. 
Sagee,  Francis. 

Carpenter,  13  April,  1831.     Died  33  May,  1853. 
Salade,  Liewis  A. 

Acting  Third  Assistant  Engineer,  21  July,  1864.     Honorably  discharged  19  August, 
1865. 
Salisbury,  Charles  H. 

Acting  Master,  Recruiting  Sei-vice,  16  June,  1864.     Appointment  revoked  16  No- 
vember, 1864. 
Salisbury,  George  R. 

Cadet  Engineer,  Naval  Academy,  1  October,  1874.     Graduated  10  June,  1879. 
Saltar,  Francis. 

Gunner,  27  September,  1798.     Resigned  10  December,  1799. 
Salter,  Thomas  B. 

Surgeon'sMate,24  July,  1813.     Surgeon,  22  May,  1815.     Died   6  November,  1850. 
Salter,  Thomas  G. 

Chaplain,  20  March,  1861.     Died  25  February,  1872. 
Salter,  Timothy  G.  €. 

Midshipman,  20  September,  1860.     Graduated  7  June,  1870.     Ensign,  13  July, 
ISTl.    Master,  9  November,  1S74. 
Salter,  William  ». 

ilidshipman,  15  November,  1809.  Lieutenant,  9  December,  1814.  Commander, 
3  March,  1831.  Captain,  3  March,  ]  S3!).  Reserved  list,  4  January,  1856.  Com- 
modore on  Reserved  list,  4  April,  1807.     Died  1869. 
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8alstoiistall,  William  G. 

Acting  Master,  without  pay,  8  June,  1861.     Acting  Volunteer  Lieutenant,  5  May, 
1863.     Acting  Volunteer  Lieutenant-Commander,  SO  May,  1865.     Honorably 
discharged  5  October,  1865. 
Sample,  Winfleld  Scott. 

Cadet  Engineer,  Naval  Academy,   14   September,   1876.      Graduated   10  June 
1880. 
Sampson,  Albert  P. 

Mate,  31  July,  1863.     Acting  Ensign,  24  October,  1863.     Honorably  dischai.'ud 
7  September,  1865. 
Sampson,  Charles  A. 

Mate,  18  August,  1862.    Appointment  revoked  21   May,  1863.    Acting  Gunner, 
21  May,  1863.    Honorably  discharged  8  July,  1865. 
Sampson,  Oaniel  TV. 

Mate,  4  March,  1870.     Resigned  21  April,  1873. 
Sampson,  Frederick  A. 

Acting  Master,  13  May,  1861.     Resigned  17  May,  1862. 
Sampson,  Frederick  O. 

Acting  Ensign,  1  October,  1862.     Acting  Master,  18  July,  1864.     Honorably  dis- 
charged 20  November,  1865. 
Sampson,  Isaac  P. 

Mate,  5  September,  1863.     Acting  Ensign,  9  July,  1864.     Resigned  26  May,  1865. 
Sampson,  T,.  Oranrille. 

Acting  Ensign,  17  January,  1865.    Honorably  discharged  15  February,  1866. 
Sampson,  William  T. 

Acting  Midshipman,  24  September,  1857.    Midshipman,  1  June,  1861.    Lieutenant, 
16  July,  1862.    Lieutenant-Commander,  25  July,  1866.    Commander,  9  August, 
1874. 
Samson,  Ony. 

Third  Assistant  Engineer,  24  December,  1861.     Second  Assistant  Engineer,  8  Sep- 
tember, 1863.     Resigned  2  April;  1869. 

Sanborn,  Albion  J. 

Acting  Third  Assistant  Engineer,  9   February,   1864.      Honorably   discharged 
33  August,  1865. 
Sanborn,  Benjamin  F.  ' 

Acting  Third  Assistant  Engineer,  19  January,  1864.    Discharged  19  May,  1865. 

Sanborn,  Frank. 

Mate,  29  July,    861.    Acting  Ensign,  10  September,  1863.     Honorably  discharged 
27  December,  1865. 
Sanborn,  George  C. 

Mate,  16  November,  1861.    Honorably  discharged  10  June,  1865.      Mate,  11  July, 
1865.    Resigned  8  September,  1871. 

Sanborn,  Thomas  F. 

Acting  Third  Assistant  Engineer,  19  December,  1863.     Honorably  discharged 
11  October,  1865. 

Sander,  James. 

Midshipman,  27  August,  1800.     Discharged  12  August,  1801,  under  Peace  Estab- 
lishment Act. 

Sanders,  Camillus. 

Midshipman,  8  January,  1836.     Resigned  25  February,  1889. 

Sanders,  Cary  N. 

Assistant  Paymaster,  37  October,  1869.     Passed  Assistant  Paymaster,  1  July,  1875. 
Lost  on  board  the  "  Suron,'"  24  November,  187" 

Sanders,  James. 

Midshipman,  1  January,  1808.     Lieutenant,  34  July,  1818.     Died  7  December, 
1816. 
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Sanders,  Jos. 

Lieutenant,  10  June,  1799.     Discharged,  at  his  own  request,  6  July,  1801. 

Sanders,  Morton  W. 

Acting  Midshipman,  30  September,  1859.  Ensign,  25  November,  1862.  Lieu- 
tenant, 33  February,  1864.  Lieutenant-Commander,  25  July,  1866.  Commandci-, 
11  April,  1877.     Died  11  July,  1878. 

Sanderson,  Francis. 

Midshipman,  3  February,  1815.     Lieutenant,  13  January,  1835.     Died  23  August, 
1831. 
Sanderson,  George  A. 

Midshipman,  26  September,  1866.     Graduated  6  June,  1871.     Resigned  31  Decem- 
ber, 1873. 
Sanderson,  John  W. 

Mate,   13  May,  1863.    Acting  Ensign,  29  April,  1865.    Honorably  discharged 
21  November,  1868. 
Sanderson,  Jos. 

Boatswain,  31  March,  1837.     Died  24  November,  1837. 

Sandford,  Jobn  IV. 

Assistant  Surgeon,  28  May,  1857.     Dismissed  29  May,  1861. 

Sands,  Benjamin  F. 

Midshipman,  1  April,  1828.  Passed  Midshipman,  14  June,  1834.  Lieutenimt, 
16  March,  1840.  Commander,  14  September,  1855.  Captain,  16  July,  1862. 
Commodore,  25  July,  1866.  Rear-Admiral,  37  April,  1871.  Retired  list, 
11  February,  1874. 

Sands,  Francis. 

Master's  Mate,  28  February,  1807.  Last  appearance  on  Records  of  Navy  Depiirt- 
ment  till  3  August,  1809. 

Sands,  Francis  P.  B. 

Acting  Ensign,  9  December,  1863.     Acting  Master,  31  January,  1865.     Honorably 
discharged  18  February,  1867. 
Sands,  George. 

Mate,  17  May,  1870.    Died  10  July,  1873. 
Sands,  George  Ij. 

Mate,  30  August,  1863.     Acting  Ensign,  17  January,  1865.     Honorably  dischargod 
10  August,  1865. 
Sands,  James  H. 

Acting  Midshipman,  36  November,  1859.  Ensign,  38  May,  1863.  Master,  10  No- 
vember, 1805.  Lieutenant,  10  November,  1866.  Lieutenant-Commander,  li 
March,  1868. 

Sands,  J.  H.  H. 

Midshipman,  19  April,  1834.     Resigned  4  November,  1837. 
Sands,  Joshua  B. 

Midshipman,  18  June,  1813.    Lieutenant,  1  April,  1818.     Commander,  33  Febniiiry, 
1840.     Captain,  25  February,  1854.     Retired  list,  21  December,  1861.     Com- 
modore on  Retired  list,  16  July,  1863.     Rear- Admiral,  Retired  list,  25  July, 
1866. 
Sands,  J.  Woodrille. 

Acting  Assistant  Paymaster,  4  November,  1863.     Honorably  discharged  5  Octolicr, 
1805. 
Sands,  Lionis. 

Acting  Assistant  Paymaster,  10  July,  1861.     Mustered  out  25  February,  180C 
Sands,  Tlionias. 

Midshipman,  10  May,  1820.     Resigned  17  June,  1830. 
Sands,  IVilliam  M. 

Purser,  30  May,  1815.    Resigned  34  March,  1833. 
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Sanford,  Hiram. 

Second  Assistant  Engineer,  31  November,  1837.     First  Assistant  Engineer,  6  Feb- 
ruary, 1840.    Resigned  5  November,  1849.    Acting  Second  Assistant  Engineer, 
16  October,  1861.    Appointment  revoked  28  August,  1862. 
(Sanford,  Jos. 

Master,  25  June,  1812.     Resigned  20  July,  1813. 
Kanford,  Joseph  P. 

Midshipman,  11  February,  1832.     Passed  Midshipman,  23  June,  1838.     Lieuten- 
ant, 3  November,  1842.    Resigned  8  October,  1853.    Acting  Lieutenant,  13  May, 
1861.    Commander,  6  June,  1861.      Captain,  37   September,  1866.    Resigned 
1  March,  1869. 
Sanford,  William. 

Sailmaker,  3  August,  1809.  Last  appearance  on  Records  of  Navy  Department, 
10  August,  1812.  J       f  , 

Sanford,  William. 

Sailmaker,  15  October,  1805.     Last  appearance  on  Records  of  Navy  Department, 
18  October,  1805. 
Sanfbrd,  William  C. 

Acting  First  Assistant  Engineer,  38  May,  1863.     Honorably  discharged  36  Novem- 
ber, 1865. 
Sanford,  William  C.  ]V. 

Mate,  30  July,  1864.     Resigned  30  June,  1865. 
Sanger,  W.  P.  S. 

Civil  Engineer,  8  July,  1836.     Ordered  to  Bureau  Yards  and  Docks,  7  September, 
1843. 
Sankey,  John  O. 

Mate,  6  June,  1862.     Appointment  revoked  14  June,  1863.     Acting  Assistant  Pay- 
master, 24  September,  1868.     Honorably  discharged  11  November,  1865. 
Sapham,  Asa. 

Lieutenant,  4  October,  1799.     Resigned  13  December,  1799. 
Sard,  William  F. 

Mate,  23  December,  1863.     Honorably  discharged  25  October,  1866. 
Sargent,  Asa. 

Surgeon,  9  May,  1799.     Last  appearance  on  Records  of  Navy  Department. 
Sargent,  Eli  E>. 

Acting  Assistant  Surgeon,  2  June,  1865.     Honorably  discharged  11  May,  1866. 
Sargent,  Fernando  C. 

Acting  Assistant  Surgeon,  8  September,  1863.     Honorably  discharged  34  August, 
1865. 
Sargent,  Howard. 

Mate,  23  December,  1863.    Honorably  discharged  15  May,  1865. 
Sargent,  Nathan. 

Midshipman,  38  July,  1866.     Graduated   7  June,  1870.     Ensign,  13  July,  1871. 
Master,  10  July,  1874. 
Sargent,  Walter. 

Mate,  31  March,  1863.  Acting  Ensign,  38  January,  1 863 .  Acting  Master,  25  May, 
1865.  Honorably  discharged  38  October,  1 865.  Acting  Master,  15  August,  1866. 
Ensign,  13  March,  1868.  Master,  18  December,  1868.  Lost  on  the  "Oneida." 
34  January,  1870. 

Sartori,  Charles  W. 

Acting  Assistant  Surgeon,  18  May,  1861.     Resigned  19  July,  1864. 

Sartori,  liOnis  C. 

Midshipman,  3  February,  1869.  Passed  Midshipman,  15  June,  1837.  Lieutenant, 
8  September,  1841.  Reserved  list,  28  September,  1855.  Lieutenant  ou  Active 
list,  8  September,  1841.  Commander,  37  April,  1861.  Captain,  26  September, 
1861.    Commodore,  13  December,  1873.     Retired  list,  3  June,  1874. 
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Sasse,  Peter  A- 

Third  Assistant  Engineer,  16  November,  1861.     Died  23  July,  1863. 

Satterlee,  Charles  A. 

Acting  Third  Assistant  Engineer,  14  September,  1864.     Honorably  discharged 
13  May,  1865. 

Satterwhite,  E.  F. 

Midshipman,  16  January,  1809.     Purser,  25  April,  1813.     Last  appearance   on 
Records  of  Navy  Department,  1815. 

Satterwhite,  W.  F. 

Midshipman,  9  November,  1813.     Dismissed  34  November,  1813. 
Saner,  ]VichoIas. 

Acting  Third  Assistant  Engineer,  1  June,  1863.     Honorably  discharged  9  Novem- 
ber, 1865. 
SanI,  Tbomas  H.  ' 

Midshipman,  33  October,  1830.     Resigned  3  November,  1831. 
Saunders,  B.  B. 

■    Midshipman,  3  April,  1804.     Resigned  37  May,  1806. 
Saunders,  Charles  B.  JV. 

Acting  Third  Assistant  Engineer,  6  March,  1865.     Dismissed  33  April,  1865. 
Saunders,  John  Xi. 

Midshipman,  15  November,  1809.     Lieutenant,  13  January,  1825.     Commander, 
8  September,  1841.     Reserved  list,  13  September,  1855.     Died  26  October,  1860. 
Saunders,  J.  W. 

Acting  Master,  38  February,  1863.     Honorably  discharged  29  October,  1865. 
Savage,  Augustus  C. 

Acting  Ensign,  11  January,  1864.     Honorably  discharged  3  August,  1865. 
Savage,  Hibijah. 

Midshipman,  12  January,  1799.     Resigned  12  August,  1801. 
Savage,  Hibijah. 

Master,  31  July,  1801.     Resigned  11  August,  1801. 
Savage,  Hugh  H. 

Acting  Master,  16  December,  1861.     Honorably  discharged  37  September,  1865. 
Savage,  Li.  W. 

Acting  Ensign,  31  January,  1865.     Honorably  discharged  14  September,  1865. 
Savage,  Bobert. 

Midshipman,  27  March,  1840.     Passed  Midshipman,  11  July,  1846.     Died  8  Feb- 
ruary, 1848. 

Savage,  Samuel  F. 

Third  Assistant  Engineer,  31  May,  1857.     Second  Assistant  Engineer,  3  August, 
1859.     First  Assistant  Engineer,  8  October,  1861.     Resigned  13  January,  1865. 
Savage,  Silas  T. 

Acting  Assistant  Paymaster,  6  November,  1863.     Appointment  revoked  (Sick,) 
21  November,  1863.    Acting  Assistant  Paymaster,  26  August,  1864.     Resigned 
13  January,  1865; 
Savage,  Tliomas. 

Mate,  20  April,  1865.    Mustered  out  13  March,  1868.     Mate,  10  December,  ISC.'.i. 
Boatswain,  12  October,  1871. 
Saville,  John  W.,  Jr. 

Third  Assistant  Engineer,  28  October,  1863.     Second  Assistant  Engineer,  15  Marcli, 
1864.    Retired  list,  1  February,  1871. 
Saville,  William  O. 

Acting  Third  Assistant  Engineer,    19    August,   1863.      Honorably    discharged 
10  July,  1865. 
Savory,  George  E. 

Acting  Third  Assistant  Engineer,  13  November,   1863.     Honorably  dischar"-ed 
8  July,  1B69. 
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Sawtell,  leaiab  li. 

Acting  Third  Assistant  Engineer,  3  September,  1803.     Died  6  May,  1864. 
Sawtelle.  Artbnr  M. 

Acting  Second  Assistant  Engineer,  3   February,    18G4.     Honorably   discharsced 
n  October,  1865. 
Sawyer,  A.  B.  C. 

Acting   Assistant   Surgeon,  21    May,  1863.      Acting   Passed   Assistant   Surgeon, 
27  April,  1865.     Honorably  discharged  28  October,  1865. 
Sawyer,  Benjamin  A. 

Acting  Assistant  Surgeon,  9  February,  1865.     Honorably  discharged   10  October, 
1865. 
Sawyer,  Charles. 

Acting  Ensign,  39  August,  1864.     Honorably  discharged  35  December,  1865. 

Sawyer,  Charles  H. 

Acting  Ensign,  27  February,  1863.     Honorably  discharged  I.j  August,  18C.j. 

Sawyer,  Charles  H. 

Mate,  9  October,  1863.  Acting  Ensign,  5  November,  18C4.  Honorably  discharged 
17  September,  1867. 

Sawyer,  Daniel  A. 

Third  Assistant  Engineer,  6  October,  1862.  Second  Assistant  Engineer,  1-j  March, 
1864.    Retired  list  23  January,  1866. 

Sawyer,  E.  A. 

Acting  Ensign,  38  July,  1863.     Honorably  discharged  1  April,  1866. 

Sawyer,  Frank  E. 

Midshipman,  25  September,  1868.  Graduated  1  June,  1872.  Ensign,  15  July, 
1873.    Master,  22  July,  1878. 

Sawyer,  George  A. 

Assistant  Paymaster,  24  August,  1861.     Paymaster,  17  September,  1863.     Retired 
list,  29  June,  1869. 
Sawyer,  George  F. 

Purser,  20  March,  1838.     Died  24  June,  1853. 

Sawyer,  George  F. 

Thi]-d  Assistant  Engineer,  8  September,  1863.  Second  Assistant  Engineer,  15  Oc- 
tober, 1865.    Resigned  13  October,  1868. 

Sawyer,  Horace  B. 

Midshipman,  4  June,  1813.  Lieutenant,  1  April,  1818.  Commander,  9  December, 
1839.  Captain,  13  AprU,  1853.  Reserved  list,  13  September,  1855.  Died 
14  February,  1860. 

Sawyer,  Isaac. 

Mate,  33  August,  1863.     Appointment  revoked  (Sick,)  19  May,  1864. 

Sawyer,  James.  ^ 

Acting  Ensign,  12  December,  1863.  Acting  Master,  31  July,  1865.  Honorably 
discharged  33  November,  1865. 

Sawyer,  John  C.  „         ^,     ,■    -u       ^  n  -nr 

Acting  Assistant  Paymaster,  8  February,  1864.  Honorably  discharged  9  Novem- 
ber, 1865. 

Sawyer,  Joseph.  ,         ,  „„  t.^        i,      ^or.,^ 

Acting  Ensign,  7  December,  1863.     Honorably  discharged  33  November,  1865. 

Sawyer    Jos.  P. 

Master,  18  July,  1812.    Discharged  7  May,  1813. 

Sawyer,  lewis  C.  ^        ,       .,0,1., 

Midshipman,  14  August,  1846.     Resigned  16  December,  1847. 

Sawyer,  Moses  H. 

Acting  Master,  16  May,  1861.     Resigned  3  May,  1863. 

*^ting  Assistant  Surgeon,  39  December,  1863.     Resigned  18  May,  1865. 
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Sawyers,  James  H. 

Acting  Midshipman,  34   September,  1866.     Graduated  June,   1870.         Died  34 
October,  1870. 
Sayer,  Benjamin. 

Master,  14  August,  1799.     Discharged  8  July,  1801,  under  Peace  Establishment 
Act. 

Sayei's,  Jobn. 

Acting  Master  and  Pilot,  1  October,  1864.     Appointment  revoked  9  March,  1865. 

Scallon,  IVilliaui. 

Midshipman,  3  December,  1799.     Resigned  37  March,  1805. 

Scanlan,  Charles  S. 

Mate,  33  October,  1863.     Honorably  discharged  9  February,  1866. 

Scanlan,  Patrick. 

Acting  Third  Assistant  Engineer,  1    October,  1863.     Acting  Second  Assistant 
Engineer,  6  July,  1864.     Honorably  discharged  37  November,  1865. 

Scannell,  James. 

Acting  Master.  13  April,  1863.     Dismissed  10  September,  1863.     Acting  Ensign, 
9  December,  1863.     Resigned  34  July,  1863. 
Scantland,  Robert  A. 

Acting  Midshipman,  30  December,  1848.     Dropped  13  July,  1849. 
Scarlett  Joseph  H. 

Acting  Ensign,  6  September,  1864.     Honorably  discharged  13  December,  1865. 
Scattergood,  Edward. 

Third  Assistant  Engineer,  36  August,  1859.    Second  Assistant  Engineer,  1  March, 
1863.     First  Assistant  Engineer,  1  October,  1863.     Died  30  September,  1864. 
Schaefer,  Henry  W. 

Midshipman,  31  July,  1866.     Graduated  7  June,  1870.     Ensign,  13  July,  1871. 
Master,  9  October,  1873.     Lieutenant,  37  October,  1879. 
Schamback,  Herman  O. 

Mate,  31  July,  1864.     Resigned  36  October,  1864. 
Schander,  Adolph. 

Mate.    Appointment. revoked  9  November,  1866. 
Schell,  Franklin  J. 

Cadet  Engineer,  Naval  Academy,  1  October,  1874.     Graduated  30  June,  1878. 
Schellenberger,  George  W. 

Acting  Third  Assistant  Engineer,  1  October,   1863.      Acting  Second  Assistant 
Engineer,  5  December,  1863.     Honorably  discharged  37  November,  1865. 
Scbenck,  Caspar. 

Acting  Assistant  Paymaster,  6  July,  1861.     Assistant  Paymaster,  14  September, 
*  1861.    Paymaster,  5  February,  1863.     Pay  Inspector,  3  March,  1871. 

Sctaenck,  George  R. 

Acting  Master,  30  October,  1861.     Resigned  8  May,  1863. 
Schenck,  James  F. 

Midshipman,  1   July,   1835.      Passed   Midshipman,  4  June,   1831.     Lieutenant, 
33  December,  1835.    Commander,  14  September,  1855.     Commodore,  3  January, 
1863.     Rear-Admiral,  31  September,  1868.     Retired  list,  11  June,  1869. 
Schenck,  John  IV. 

Acting  Third  Assistant  Engineer,  14  September,   1864.     Honorably  discharged 
37  October,  1865. 

Schenck,  John  P. 

Acting  Assistant  Surgeon,  7  May,  1864.     Resigned  19  May,  1864. 
Schenck,  Woodhnll  S. 

Midshipman,  30  December,  1831.     Passed  Midshipman,  15  June,  1837.     Lieutenant 
8  September,  1841.     Died  9  May,  1849. 
Schepel,  J.  Angnstns. 

Mute,  6  December,  1861.     Appointment  revoked  11  August,  1863. 
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Sctaernierborn,  Edward. 

Midsliipman,  1  May,  1833.  Passed  Midshipman,  24  May,  1828.  Lost  in  the 
"ifomei,"  10  September,  1829. 

Scbetky,  Charles  A. 

Acting  Ensign,  27  June,  1863.     Honorably  discharged  23  February,  1866.     Master, 

13  March,   1868.     Lieutenant,   18    December,    1868.     Lieutenant-Commander^ 
1  December,  1877. 

Scbentze,  Wllllaiu  G. 

Midshipman,  23  June,  1869.    Graduated  31  May,  1873.     Ensign,  16  July,  1874. 
Master,  30  November,  1878. 
Schley,  Arthur. 

Mate,  38  October,  1869.     Resigned  5  April,  1871. 
Schley,  William  R. 

Third  Assistant  Engineer,  3  May,  1857.    Died  35  February,  1858. 
Schley,  Winfield  S. 

Acting  Midshipman,  20  September,  1856.     Midshipman,  15  June,  1860.     Master, 
19    September,    1S61.      Lieutenant,   16    July,   1863.      Lieutenant-Commander, 
25  July,  1866.     Commander,  10  June,  1874. 
Schmidt,  Edward  H. 

Mate,  24  January,  1863.    Appointment  revoked  (Sick,)  20  October,  1864. 
Schmitz,  Charles  F. 

Midshipman,  19  October,  1861.     Graduated  November,  1864.     Ensign,  1  Novem- 
ber, 1866.    Master,  1  December,  1866.     Lieutenant,  13  March,  1868.    Lieuten- 
ant-Commander, 26  March,  1869. 
Schneider,  William  T. 

Acting  Third  Assistant  Engineer,  3  September,  1863.     Acting  Second  Assistant 
Engineer,  6  March,  1865.     Honorably  discharged  15  August,  1865. 
Schoher,  Frederick. 

Third  Assistant  Engineer,  23  June,  1863.  Second  Assistant  Engineer,  25  July, 
1866.    Resigned  9  June,  1873. 

Schofleld,  Charles  F. 

Mate,  19  September,  1864.     Honorably  discharged  23  June,  1866. 

Scholes,  Thomas. 

Acting  Second  Assistant  Engineer,  1  October,  1862.    Resigned  11  December,  1863. 

Schooley,  Frank  ]V. 

Mate,  10  September,  1864.     Appointment  revoked  (Sick,)  30  January,  1865. 

Schoolfleld,  J.  J. 

Assistant  Surgeon,  13  March,  1805.  Surgeon,  38  June,  1809.  Resigned  37  Octo- 
ber, 1817. 

Schoonmaker,  C.  M. 

Acting  Midshipman,  28  September,  1854.  Midshipman,  9  June,  1859.  Lieutenant, 
31  August,  1861.     Lieutenant-Commander,  24  December,  1865.     Commander, 

14  February,  1873.  ' 

Schouler,  John. 

Midshipman,  25  September,  1861.  Graduated  November,  1864.  Ensign,  1  No- 
vember, 1866.  Master,  1  December,  1866.  Lieutenant,  13  March,  1868.  Lieu- 
tenant-Commander, 3  June,  1869. 

Schow,  Magnus. 

Acting  Master,  13  May,  1862.     Dismissed  13  October,  1863. 

Schrader,  Cornelins. 

Acting  Third  Assistant  Engineer,  23  January,  1865.  Honorably  discharged 
17  June,  1866. 

Schroeder,  Charles. 

Third  Assistant  Engineer,  24  December,  1853.  Second  Assistant  Engmeer,  9  May, 
1857.  First  Assistant  Engineer,  3  August,  1859.  Name  stricken  from  the 
Rolls,  IS  May,  1861. 
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Schroeder,  Seaton. 

Acting  Midshipman,  27    September,   1864.      Graduated    June,    1868.      Master, 
12  July,  1870.     Lieutenant,  29  October,  1872. 
Schryver,  DaTid  M. 

Acting  Third  Assistant  Engineer,  36  May,  1863.     Honorably  discharged  15  May, 
1865. 

Schnltice,  Simon. 

Acting    First    Assistant    Engineer,   1  October,  1862.     Acting    Chief  Engineer, 
15  April,  1864.    Honorably  discharged  29  September,  1865. 
Schnltz,  IVilliaiu. 

Aotiny  Ensign,  15  October,  1863.     Resigned  18  April,  1865. 
Schnlze,  Gerhard  C. 

Acting  Master,  25  September,  1861.     Master,  12  March,  1868.     Lieutenant,  18  De- 
cember, 1868.     Lieutenant-Commander,  10  June,  1870.     Died  28  September, 
1870. 
Sehnyler,  P.  P. 

Midshipman,  20  June,  1806.     Dismissed  36  June,  1809. 
Schwartz,  Edward  G. 

Acting  Third  Assistant  Engineer,  23  November,  1864.     Honorably   discharged 
18  June,  1868. 
Schwenk,  Milton  K. 

Midshipman,  33  September,  1866.     Graduated  1   June,  1873.     Ensign,   15  July, 
1874.    Master,  23  October,  1878. 

Scobey,  Gilbert  W. 

Acting  Third  Assistant  Engineer,  30  May,  1864.      Honorably  discharged  24  June, 
1866. 
Scoffln,  Charles  R. 

Mate,  4  April,  1863.     Acting  Ensign,  3  May,  1864.     Honorably  discharged  14  De- 
cember, 1865. 

Scofleld,  Walter  K.  I 

Assistant  Surgeon,  13  July,  1861.     Surgeon,  19  June,  1876. 
Scott,  Bernard  O. 

Midshipman,  30  June,  1870.     Graduated  1  June,  1874.     Ensign,  17  July,  1876. 
Scott,  Beverly  R. 

Midshipman,  18  June,  1812.     Resigned  11  December,  1815. 
Scott,  Charles  P, 

Third  Assistant  Engineer,  18  November,  1862.     Died  30  June,  1864. 
Scott,  Frederick. 

Acting  Third  Assistant  Engineer,  33  July,  1863.     Honorably  discharged  33  De- 
cember, 1865. 

Scott,  Gnstavns  H. 

Midshipman,  1  August,  1828.     Passed  Midshipman,  14  June,  1834.     Lieutenant, 
25  February,  1841.     Commander,  27  December,  1856.     Captain,  4  November, 
1863.      Commodore,   10   February,    1869.      Rear-Adrairal,    14  February,   1873. 
Retired  list,  13  June,  1874. 
Scott,  Henry  B. 

Mate,  20  February,  1865.     Honorably  discharged  3  December,  1867. 
Scott,  H.  ». 

Midshipman,  30  May,   1816.     Lieutenant,  28   April,   1826.     Died   16  February 
1830. 
Scott,  Henry  M. 

Mate,  23  April,  1863.    Dismissed  19  March,  1864. 
Scott,  Henry  W. 

Third  Assistant  Engineer,  1  July,  1881.     Second  Assistant  Engineer,  29  April, 
1863.     First  Assistant  Engineer,  30  January,  1865.     Died  10  May,  1869. 
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Scott,  James  M. 

Assistant  Surgeon,  6  June,  1868.    Resigned  14  August,  18T4. 
Scott,  John. 

Acting  Volunteer  Lieutenant,  1  October,  1862.     Resigned  5  October,  1864. 
Scott    John. 

Mate,  7  May,  1863.     Honorably  discharged  30  June,  186G. 
Scott,  John  A. 

Third  Assistant  Engineer,  3  October,  1861.    Second  Assistant  Engineer,  8  August, 
1«63.    First  Assistant  Engineer,  11  October,  1866. 
Scott,  John  G. 

Acting  First  Assistant  Engineer,  1  October,  1862.    Acting  Chief  Engineer,  19  May, 
1864.    Honorably  discharged  14  October,  1865. 
Scott    John  H. 

Mate,  3  April,  1865.     Honorably  discharged  10  July,  1865. 
Scott,  9Ierritt. 

Midshipman,  30  November,  1814.     Died  in  January,  1825. 
Scott,  Robert  W. 

Midshipman,  9  September,  1841.    Passed  Midshipman,  10  August,  1847.    Master, 

15  September,  1855.     Lieutenant,  16  September,  1855.     Lieutenant-Commander, 

16  July,  1852.     Died  5  January,  1866. 
Scott,  Samnel  P. 

Gunner,  26  November,  1841.     Appointment  revoked  15  January,  1843. 
Scott,  Warbnrton  S. 

Mate,  1  October,  1862.     Resigned  22  April,  1864. 
Scott,  William. 

First  Assistant  Engineer,  20  March,  1840.     Disrated  to  Second  Assistant  Engineer, 
22  January,  1846.    Dismissed  5  June,  1850. 
Scott,  William. 

Boatswain,  17  June.  1850.     Resigned  6  November,  1850. 
Scott,  William. 

Acting  Gunner,  8  August,  1863.    Honorably  discharged  24  July,  1865. 

ScoTel;  tewis  T.. 

Acting  Assistant  Paymaster,  3  August,  1861.     Mustered  out  9  February,  1866. 

ScoTell,  Edward  H. 

Midshipman,  19  October,  1841.     Dismissed  21  .January,  1850. 

Scranton,  Samnel  O. 

Acting  Master  and  Pilot,  1  December,  1864.     Honorably  discharged  8  June,  1865. 

Scribner,  Charles  £. 

Cadet  Engineer,  Naval  Academy,  1  October,  1874.     Graduated  10  June,  1879. 

Scribner,  James  £. 

Acting  Third  Assistant  Engineer,  18  June,  1864.     Honorably  discharged  8  Octo- 
ber, 1865. 

Scriggins,  John. 

Carpenter,  11  June,  1799.    Resigned  5  February,  1800. 

Scndder,  Alexander. 

Acting  Master,  4  November,  1861.    Appointment  revoked  (Sick,)  27  December, 
1861. 
Scndder,  Theodore. 

Acting  Third  Assistant  Engineer,  30  December,  1868.      Honorably  discharged 
12  July,  1865. 

Scnl'iey,  James. 

Mate,  4  February,  1865.    Appointment  revoked  5  Februaiy,  1866. 

Seabnry,  John  A. 

Acting  Ensign,  13  May,  1863.     Resigned  23  March,  1865. 
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Seabury,  Samuel. 

Midshipman,  20  June,  1867.     Graduated  6  June,  1871.     Ensign,  14  July,  1872. 
Master,  20  July,  1875. 

Seager,  Edward. 

Professor,  21  May,  1864.     Retired  list,  8  April,  1871 . 

Seagrove,  James. 

Gunner  7  May,  1804.     Last  appearance  on  Records  of  Navy  Department. 

SeagraTC,  O.  B. 

Acting  Assistant  Paymaster,  19  October,  1863.     Honorably  discharged  21  October, 
1865. 

Seal,  William. 

Assistant  Surgeon,  24  June,  1826.     Died  18  December,  1829. 

Seaman,  Henry  «. 

Mate,  24  October,  1862.     Acting  Ensign,  1  July,  1864.     Honorably  discharged 
12  August,  1865. 

Seaman,  Jobn. 

Acting  Second  Assistant  Engineer,  13   January,  1863.     Acting   First  Assistant 
Engineer,  9  June,  1864.     Honorably  discharged  26  October,  1865. 

Seaman,  Jobn. 

Acting    Third    Assistant    Engineer,  24    January,  1862.     Honorably  discharged 
26  October,  1865. 
Seaman,  Stephen. 

Sailmaker,  22  April,  1846. 
Searcy,  Robert  E. 

Midshipman,  1  January,  1812.     Lieutenant,  5  March,  1817.     Died  2  November, 
1822. 
Searle,  Addison. 

Chaplain,  27  April,  1820.     Died  2  August,  1850. 

Sears,  Amasa  C. 

Acting   Ensign,  5   January,  1863.     Acting  Master,  7  March,  1864.     Honorably 
discharged  10  August,  1865. 

Sears,  Cyrus. 

Acting  Ensign,   12   August,   1863.     Acting   Master,    16   August,   1864.     Acting 
Volunteer  Lieutenant,  15  July,   1865.     Honorably   discharged   27   September, 
1865. 
Sears,  Edward  H. 

Acting  Assistant  Paymaster,  27  August,  1863.     Mustered  out  3  Juno,  1888. 

Sears,  E.  T. 

Acting  Ensign,  28  August,  1863.     Honorably  discharged  19  August,  1865. 

Sears,  James  H. 

Midshipman,  20  September,  1871.     Graduated  20  June,  1876. 

Sears,  Jobn. 

Mate,  7  August,  1862.     Acting  Ensign,  9  April,  1863.     Honorably  discharged 
22  February,  1869. 
Sears,  Jobn  D. 

Midshipman,  2  April,  1804.     Lost  overboard  29  June,  1804. 
Sears,  Tbomas  B. 

Acting  Master,  22  January,  1862.     Honorably  discharged  18  February,  18C6. 
Seaver,  Eben  M. 

Mate,  13  June,  1868.     Acting  Ensign,  23  October,  1863.     Dismissed  27  April, 
1864. 
leaver,  James  T. 

Acting  Master,  9  January,  1862.     Dishonorably  discharged  31  October,  1864. 

Searey,  Edwin  A. 

Acting  Ensign,  13  May,  1864.     Died  25  September,  1864. 
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Seavey,  Fayette. 

Acting  Third  Assistant  Engineer,  4  September,  1863.     Acting  Second  Assistant 
Engineer,  1  Becember,  1863.     Honorably  discharged  11  March,  1866. 
Seavcj,  Theodore  B. 

Mate,  2-1  March,  1864.     Resigned  29  April,  1865. 
Seawell,  Joseph  A. 

Midshipman,  3  July,  1842.  Passed  Midshipman,  5  August,  1848.  Dropped 
13  September,  1855. 

Sebastian,  Benjauiin. 

Acting  Eusign,   1   October,    1863.     Acting   Master,   7   March,   1863.      Resigned 
22  March,  1865. 
Sebelin,  Angnstns. 

Mate,  3  September,  1864.     Discharged  5  October,  1864.     Acting  Ensign,  8  Decem- 
ber, 1864.     Honorably  discharged  14  September,  1865. 
Sebree,  Uriel. 

Midshipman,  25  July,  1863.     Graduated  June,  1867.     Ensign,  18  December,  1868. 
Master,  24  March,  1870.     Lieutenant,  21  March,  1871. 
Sedani,  Ijewis  W. 

Mate,  24  November,  1863.    Honorably  discharged  11  October,  1865. 
Sedam,  Walker  T. 

Acting  Third  Assistant  Engineer,  1  October,  1862.     Acting  First  Assistant  Engi- 
neer, 10  June,  1863.     Resigned  10  May,  1864. 
Seegers,  !Lewis. 

Midshipman,  10  May,  1820.     Resigned  28  April,  1824. 
Seekins,  Charles  W. 

Acting  Ensign,  13  July,  1863.     Acting  Master,  9  June,  1865.     Honorably  dis- 
charged 8  January,  1866. 
Seeley,  Charles  W. 

Acting  Assistant  Paymaster,  15  November,  1864.  Mustered  out  16  November, 
1865. 

Seely,  Henry  B. 

Acting  MidsHpman,  26  May,  1852.  Midshipman,  10  June,  1857.  Passed 
Midshipman,  25  June,  1860.  Master,  24  October,  I860.  Lieutenant,  17  April, 
1861.  Lieutenant-Commander,  21  February,  1864.  Commander,  24  August, 
1873. 

Seely,  Samnel  J. 

Carpenter,  24  March,  1842.     Resigned  3  April,  1848. 

Seganny,  J.  B. 

Midshipman,  16  January,  1809.     Killed  in  action  14  July,  1813. 

Segersteen,  B. 

Mate,  20  June,  1864.     Honorably  discharged  13  June,  1868. 

Selden,  Edward  A. 

Midshipman,  19  October,  1843.     Passed  Titidshipman,  10  August,  1847.    Dropped 

13  September,  1855.     Lieutenant,  24  March,  1861.     Dismissed  27  November, 
1861. 

Selden,  George  I-. 

Midshipman,  1  April,  1828.  Passed  Midshipman,  14  June,  1834.  Lieutenant, 
25  April,  1841.  Reserved  list,  13  September,  1855.  Commander,  Retired  list, 
19  July,  1861.    Died  14  February,  1864. 

Selden,  George  Li. 

Midshipman,  27  July,  1866.     Graduated  6  June,  1871.    Resigned  24  July,  1872. 

Selden,  Robert. 

Midshipman,  9  September,  1841.     Passed  Midshipman,  10  August,  184,.     Master, 

14  September,  1855.     Lieutenant,  15  September,  1855.     Resigned  27  December, 
1860. 
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Selden,  W.  C. 

Midshipman,  16  November,  1834.     Passed  Midshipman,  20  February,  1830.     Lost 
in  "  Sylph;'  August,  1831. 
Selden,  William  Carey. 

Third  Assistant  Engineer,  26  August,  1859.  Second  Assistant  Engineer,  3  Octo- 
ber 1861.  First  Assistant  Engineer,  1  October,  1863.  Resigned  19  October, 
1868. 

Selfrldge,  C.  G. 

Naval  Constructor,  15  July,  1847.     Died  30  May,  1848. 

Selfridge,  E.  A. 

Mate.     Resigned  29  October,  1862. 

Selfridge,  James  K. 

Midshipman,  21  July,  1864.  Graduated  June,  1868.  Ensign,  19  April,  1869. 
Master,  12  July,  1870.     Lieutenant,  27  September,  1873. 

Selfridge,  Thomas  O. 

Midshipman,  1  January,  1818.  Lieutenant,  3  March,  1827.  Commander,  11  April, 
1844.  Captain,  14  September,  1855.  Commodore,  16  July,  1862.  Retired 
10  October,  1866.     Rear-Admir.al  on  Retired  list,  25  July,  1866. 

Selfridge,  Thomas  O.,  Jr. 

Acting  Midshipman,  3  October,  1851.    Midshipman,  10  June,  1854.    Passed  Mid- 
shipman, 22  November,  1856.     Master,  22  January,  1858.     Lieutenant,  15  Feb- 
ruary, 1860.     Lieutenant-Commander,  16  July,  1862.     Commander,  31  December, 
1869.' 
Sellers,  James. 

Master,  27  January,  1814.     Discharged  15  April,  1815. 

Sellew,  £dgar  K. 

Acting  Assistant  Paymaster,  22  September,  1864.     Honorably  discharged  3  Octo- 
ber, 1865. 
Sellew,  William. 

Acting  Assistant  Paymaster,  23  July,  1862.     Mustered  out  23  October,  1866. 

Sellman,  Henry  D. 

Third  Assistant  Engineer,  19  July,  1861.  Second  Assistant  Engineer,  18  Decem- 
ber, 1863.    Retired  list,  7  November,  1871. 

Sellman,  J.  Henry. 

Acting  Assistant  Paymaster,  5  March,  1862.     Resigned  14  November,  1864. 

Sells,  Elijah. 

Acting  Master,  23  June,  1863.     Acting  Volunteer  Lieutenant,  14  May,  1864.     Re- 
signed 23  July,  1864. 
Sells,  William  H. 

Acting  Assistant  Paymaster,  9  December,  1861.  Assistant  Paymaster,  18  Septem- 
ber, 1863.    Resigned  16  November,  1864. 

Selmer,  John  A. 

Boatswain,  2  September,  1861.     Died  14  December,  1880. 
Semans,  William  R. 

Acting  Assistant  Surgeon,  23  March,  1864.  Honorably  discharged  3  November, 
1865. 

Semig,  B. 

Acting  Assistant  Surgeon,  11  April,  1865.     Resigned  9  June,  1866. 

Semmes,  Alexander  A. 

Midshipman,  27  October,  1841.  Passed  Midshipman,  10  August,  1847.  Master, 
14  Septemlier,  1855.  Lieutenant,  15  September,  1855.  Lieutenant-Commander. 
16  July,  1862.     Commander,  36  July,  1866.     Captain,  24  August,  1873. 

Semmes,  Raphael. 

Midshipman,  1  April,  1826.  Passed  Midshipman,  28  April,  1832.  Lieutenant, 
9  February,  1837.  Commander,  14  September,  1855.  Resigned  15  February, 
1861. 
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Semon,  E.  X. 

Acting  Ensign,  26  December,  1803.     Honorably  discharged  3  September.  ISO,";. 
Semple,  James  A. 

Purser,  13  October,  1844.     Dismissed  15  July,  1801. 
Semple,  J.  E. 

Assistant  Surgeon,  23  September,  1854.     Resigned  1  May,  1860. 
Senac,  Felix. 

Purser,  15  August,  1856.     Dismissed  22  June,  1801. 
Senate,  George. 

Midshipman,  21  July,  1807.     Lieutenant,  9  December,  1814.     Last  appearance  on 
Records  of  Navy  Department.     Dead. 
Senior,  Edwin. 

Acting  Second  Assistant  Engineer,  17  February,  1863.  Honorably  discharged 
1  December,  1865. 

Sensner,  George  W. 

Third  Assistant  Engineer,  23  October,  1860.  Second  Assistant  Engineer,  19  Feb- 
ruary, 1862.  First  Assistant  Engineer,  34  August,  1864.  Chief  Engineer, 
17  June,  1874. 

Senter,  Charles  W.  C. 

Third  Assistant  Engineer,  4  May,  1863.     Second  Assistant  Engineer,  38  Septem- 
ber, 1864.    Lost  on  the  "  Oneida,''  34  January,  1870. 
Senter,  George  E. 

Mate,  26  June,  1862.     Resigned  8  May,  1863. 
Serra,  Jolin. 

Third  Assistant  Engineer,  29  May,  1843.     Resigned  23  October,  1845.    Third 
Assistant  Engineer,  14  May,  1847.     Dropped  27  February,  1851. 
Serry,  Angnstine. 

Boatswain,  1  August,  1800.     Broke  by  Court-Martial  16  May,  1804. 
SerTant,  James. 

Gunner,  15  April,  1799.     Warrant  returned  1  May,  1800. 
Service,  David. 

Midshipman,  15  June,  1799.  Discharged  6  July,  1801,  under  Peace  Establish- 
ment Act. 

SerToss,  Courtney  S. 

Acting  Third  Assistant  Engineer,  7  October,  1862.  Acting  Second  Assistant  En- 
gineer, 39  September,  1864.     Honorably  discharged  17  October,  1865. 

SerTOSS,  Silas  M.  B. 

Mate,   1   October,   1863.    Acting  Ensign,   18   November,   1862.     Honorably  dis- 
charged 34  March,  1863. 
Setly,  Harry. 

Mate,  10  January,  1865. 
Seton,  Henry. 

Lieutenant,  5  February,  1799.  Discharged  15  April,  1801,  under  Peace  Establish- 
ment Act. 

Seton,  William. 

Midshipman,  4  July,  1817.     Lieutenant,  28  April,  1826.     Resigned  5  July,  1834. 

Sever,  James. 

Captain,  11  May,  1798.  Discharged  18  June,  1801,  under  Peace  Establishment 
Act. 

Severns,  Isaac. 

Mate,  5    June,   1863.     Acting    Ensign,   14   June,   1864.     Honorably   discharged 
24  August,  1865. 
Sevier,  Alexander. 

Midshipman,  18  June,  1836.     Dropped. 

Seward,  William  A. 

Acting  Second  Assistant  Engineer,  28  December,  1861.     Resigned  29  April,  18C2- 
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Sewell,  George. 

Acting  Second  Assistant  Engineer,  13  March,  1847.  First  Assistant  Engineer, 
10  Julv,  1847.  Chief  Engineer,  15  July,  1852.  (By  Act  of  Congress,  15  July, 
1870.   "Chief  Engineer  from  11  March,  18.51.) 

Sewell,  William, 

Chief  Engineer,  15  March,  1845.     Resigned  10  November,  1853. 

Sewell.  William  E. 

Midshipman,  27  September,  1867.     Graduated   6  June,  1871.     Ensign,   14  July, 
1872.     Master,  26  April,  1876. 
Seybni'ii,  Isaac  JD. 

Acting  Master,  30  August,  1861.     Resigned  24  March,  1864. 

Seymour,  diaries. 

Gunner,  19  February,  1862.     Dismissed  25  April,  1862. 

Seyiiionr,  Cbarles. 

Midshipman,  28  July,  1864.    Graduated   June,   1869.     Ensign,  19  April,   1869. 
Master,  12  July,  1870.     Lieutenant,  4  June,  1874. 
Seymour,  Charles. 

Mate,  3  August,  1863.     Resigned  25  January,  1865. 
Seymour,  E.  H. 

Third  Assistant  Engineer,  3  August,  1861.     Died  11  April,  1864. 

Seymour,  Edward. 

Acting  Assistant  Surgeon,  5  December,  1864.     Honorably  discharged  10  October, 
1865. 
Seyuiour,  Frank. 

Mate,  27  November,  1863.     Resigned  21  October,  1864. 
Seymour,  CJ.  Charles. 

Acting  First  Assistant  Engineer,  3  February,  1863.     Resigned  7  November,  1863. 
Seymour,  William  C. 

Mate,  9  November,  1863.      Acting  Ensign,  15  January,   1865.     Honorably  dis- 
charged 28  October,  1865.     Gunner,  13  January,  1870. 
Shackford,  W.  G. 

Acting  Ensign,  1  September,  1864.     Honorably  discharged  18  June,  1865. 
Shackford,  William. 

Acting  Ensign,  13  July,  1863.     Acting  Master,  27  October,  1864.     Honorably  dis- 
charged 11  November,  1865. 
Shafler,  James  £. 

Acting  Second  Assistant  Engineer,  27   September,  1861.      Dismissed  21  April, 
1862. 
Shaffer,  Joseph  A. 

Mate,  12  January,  1863.    Resigned  18  May,  1865. 
Shaler,  Egbert. 

Midshipman,  30  November,  1814.     Resigned  14  September,  1819. 
Shatter,  W.  D. 

Midshipman,  30  May,  1816.    Resigned  10  August,  1819. 
Shank,  George  W. 

Acting  Third  Assistant  Engineer,  8  December,  1861.     Acting  Second  Assistant 
Engineer,  18  April,  1863.     Acting  First  Assistant  Engineer,  8  January,  1864. 
Dismissed  24  October,  1864. 
Shanktand,  Joseph. 

Boatsvpain,  20  June,  1861.     Dismissed  10  September,  1862. 
Shankland,  William. 

Acting  Master,  16  August,  1861.     Resigned  12  March,  1863. 
Shankland.  W^illiam  F. 

Acting  Master,  16  June,  1861.      Acting  Volunteer  Lieutenant,  20   April,  1864. 
Honorably  discharged  9  September,  1867. 
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Shanley,  Henry  C. 

Sailmaker,  12  November,  1873.     Resigned  15  March,  1873. 

Shanley.  J.  D. 

Surgeon,  10  September,  1798.     Discharged  11  April,  1801,  under  Peace  Establish- 
ment Act. 

Shannon,  Francis  O. 

Acting    Third    Assistant    Engineer,   3    October,    1863.      Honorably  discharged 

8  August,  1865. 
Shannon,  Frank  P. 

Mate,  4  April,  1863.     Dismissed  9  September,  1862. 
Shannon,  John. 

Carpenter,  4  November,  1861.     Resigned  27  July,  1863. 
Shannon,  John. 

Boatswain,  8  March,  1838.     Resigned  10  .July,  1849. 
Shannon,  I,. 

Carpenter,  14  January,  1806.     Resigned  33  September,  1806.     Carpenter,  35  April, 
1808.     Last  appearance  on  Records  of  Navy  Department. 
Shannon,  R.  C 

Assistant  Surgeon,  5  July,  1799.     Surgeon,  8  October,  1799.     Resigned  14  October, 
1800. 
Sharey,  Samuel  O. 

Third  Assistant  Engineer,  11  February,  1853.     Resigned  3  June,  1854. 
Sharp,  Alexander. 

Midshipman,  21  June,  1870.     Graduated  21  June,  1875.     Ensign,  18  July,  ISTi;. 
Sharp,  Isaac. 

Midshipman,  10  July,  1799.     Resigned  C  December,  1800. 
Sharp,  Solomon. 

Assistant  Surgeon,  15  September,  1839.     Surgeon,  20  February,  1838.     Retired 
list,  16  Aug'iist,  1865.     Died  7  January,  1870. 
Sharp,  William,  Jr. 

Midshipman,  9  September,  1841.     Passed  Midshipman,  10  August,  1847.     Master, 
44  September,  1855.    Lieutenant,  15  September,  1855.    Dismissed  17  April,  1861. 
Sharpe,  John  C. 

Midshipman,  1  January,  1835.     Passed  Midshipman,  4  June,  1831.     Lieutenant, 

9  February,  1837.     Cashiered  28  December,  1840. 
Sharrer,  Washington  O. 

Acting    Midshipman,   37    September,  1864.      Graduated    June,   1868.      Master, 
13  July,  1870.     Lieutenant,  22  March,  1873. 
Shattuck,  Benjamin. 

Midshipman,  30  -Tune,  1799.     Discharged  6  July,  1801. 
Shattnck,  Benjamin  F. 

Midshipman,  35  June,  1831.     Passed  Midshipman,  15  June,  1837.     Lieutenant, 
8  September,  1841.     Died  6  July,  1859. 

Shattnck,  John. 

Midshipman,  3  December,  1799.      Lieutenant,  20  March,  1807.     Last  appearance 
on  Records  of  Navy  Department,  37  May,  1809.     Furloughed. 

Shaw,  A.  Merrit. 

Acting  Third  Assistant  Engineer,  20  April,  1865.    Honorably  discharged  26  April, 
1869. 
Shaw,  Andrew. 

Gunner,  31  January,  1800.     Last  appearance  on  Records  of  Navy  Department. 

Shaw,  Benjamin. 

Acting  First  Assistant  Engineer,  1861.     Resigned  20  Dec<--'mber,  1861. 

Shaw    Charles  P. 

Midshipman,  36  September,  1863.     Graduated  June,  1867.    Ensign,  18  December, 
1868.     Master,  21  March,  1870.     Lieutenant,  31  March,  1871. 

41 


643  GENERAL  NAVY  KEGISTER. 

Shaw,  Daniel 

Act'ng  Third  Assistant  Engineer,  6  Juno,  1864.     Resigned  24  February,  18oG. 

Staaw,  Edward. 

Acting  Volunteer  Lieutenant,  1  October,  1863.     Resigned  4  August,  1863. 

Shaw,  Henry. 

Acting  Assistant  Surgeon,  25  July,  1862.  Resigned  36  May,  1864.  Acting  Assist- 
ant Surgeon,  17  February,  1865.  Acting  Passed  Assistant  Surgeon,  17  July_ 
1865.     Honorably  discharged  2  May,  1868. 

Shaw,  Henry  G.  C. 

Midshipman,  30  July,  1843.     Resigned  18  May,  1843. 

Shaw,  John. 

Lieutenant,  3  August,  1798.  Commander,  33  May,  1804.  Captain,  37  August, 
1807.     Died  17  September,  1823. 

Shaw,  John  O. 

Midshipman,  31  December,  1800.  Discharged  o  August,  1801,  under  Peace 
Establishment  Act. 

Shaw,  John  O. 

Acting  Ensign,  31  July,  1863.     Resigned  18  September,  1864 

Shaw,  John  R. 

Purser,  28  February,  1813.     Died  17  October,  1830. 

Shaw,  Josiah. 

Midshipman,  16  January,  1809.     Resigned  16  April,  1809. 

Shaw,  Robert  P. 

Mate,  11  December,  1862.  Acting  Ensign,  5  November,  1863.  Honorably  dis- 
charged 30  November,  1865. 

Shaw,  Roger  C. 

Midshipman,  30  November,  1814.  Last  appearance  on  Records  of  Navy  Depart- 
ment, 1824.     Norfolk. 

Shaw,  Samnel  F. 

Acting  Assistant  Surgeon,  9  September,  1863.    Assistant  Surgeon,  11  October, 
1862.     Surgeon,  27  January,  1873.    Resigned  21  March,  1881. 
Shaw,  T.  Darrah. 

Midshipman,  10  May,  1820.     Lieutenant,  17  May,  1828.     Commander,  7  August, 
1850.     Reserved  list,  13  September,  1855.     Commander  on  Active  list,  7  August, 
1850.    Retired  list,  26  February,  1862.     Commodore  on  Retired  list,  4  April, 
1867.    Died  26  July,  1874. 
Shaw,  'William. 

Midshipman,  23  April,  1815.     Last  appearance  on  Records  of  Navy  Department, 
1824.     West  Indies. 
Shay,  John. 

Mate,  11  April,  1866.    Appointment  revoked  29  December,  1S66. 
Shean,  Samnel  A. 

Acting  First  Assistant  Engineer,  3  January,  1865.     Honorably  discharged  23  July, 
1865. 
Shearman,  John  A. 

Midshipman,  7  June,  1871.     Graduated  21  June,   1875.     Ensign,  8   September, 
1876. 
Sheed,  William  W. 

Master,  5  May,  1813.    Resigned  27  November,  1824. 
Sheehan,  Timothy. 

Boatswain,  23  October,  1878. 
Sheehan.  William. 

Acting  Third  Assistant  Engineer,  10  August,  1864.  Honorably  discharged  31  July, 
1865. 

Sheer,  Edwin  H. 

Mate,  5  June,  1863.  Acting  Ensign,  2  February,  1865.  Honorably  discharged 
3  August,  1865. 
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Sheer,  Thomas  W. 

Mate,  7  March,  1863.    Acting  Ensign,  12  August,  1863.     Acting  Master,  15  April, 

1863.  Honorably  discharged  12  November,  1865. 
Sheets,  T.  J. 

Mate,  1  October,  1862.    Appointment  revoked  (Sick,)  26  September,  1863. 
Sheffer,  licwis. 

Acting  Third  Assistant  Engineer,  4  April,  1863.     Dismissed  14  November,  1862. 
Sheffer,  Thomas. 

Acting  First  Assistant  Engineer,  23  June,  1863.     Acting  Chief  Engineer,  20  May, 

1864.  Honorably  discharged  30  October,  1865. 
Sheffield,  E.  H. 

Mate,  11  October,  1861.     Acting  Master,  :3  May,  1862.     Resigned  8  May,  1865. 
Sheffield,  Robert  I.. 

Carpenter,  27  November,  1841.     Died  17  March,  1849. 
Sheffield,  William  E. 

Carpenter,  11  November,  1829.     Died  18  February,  1851. 
Sheldon,  £.  P. 

Acting  Assistant  Paymaster,  21   January,  1865.      Mustered  out  30  September, 
1865. 
Sheldon,  U.  liairrence. 

Assistant  Surgeon,  17  April,  1856.     Resigned  5  July,  1861. 
Sheldon,  William  B. 

Acting  Master,  4  November,  1861.      Acting  Volunteer  Lieutenant,  15  Octobei', 
1864.     Honorably  discharged  29  October,  1865. 
Shepard,  Burritt. 

Midshipman,  1  February,  1826.     Passed  Midshipman,  28  April,   1832.     Lieuten- 
ant, 8  March,  1837.     Resigned  23  June,  1849. 
Shepard,  Edwin  M. 

Acting  Midshipman,  25  November,  1859.     Ensign,  25  November,  1863.     Lieuten- 
ant, 23  February,  1864.     Lieutenant-Commander,  25  July,  1866.     Commander, 
9  May,  1878. 
Shepard,  Richard  S. 

Mate,  30  March,  1863.    Resigned  30  March,  1865. 

Shepherd,  Edinuyd. 

Midshipman,  19  October,  1841.    Passed  Midshipman,  10  August,  1847.     Dropped 
13  September,  1855. 

Shepherd,  Franklin. 

Acting  Third   Assistant  Engineer,   21   November,   1862.     Dismissed   17   April, 
1863. 

Shepherd,  James. 

Acting  Ensign,  1  December,  1863.    Honorably  discharged  10  February,  1866. 

Shepherd,  William. 

Acting  Ensign,  21  January,  1863.    Honorably  discharged  30  October,  1865. 

Sheppard,  B.  H. 

Midshipman,  13  May,  1834.    Dropped  12  December,  1836. 

Sheppard,  Francis  H. 

Midshipman,  1 6  October,  1861.    Graduated  November,  1864.    Ensign,  1  November, 
1866.     Master,  1  December,  1866.    Retired  list,  37  April,  1868.    Lieutenant, 
Retired  list,  13  March,  1868.    Lieutenant-Commander,  Retired  list,  26  March, 
1869. 
Sheppard,  Frederick  P. 

Acting  Assistant  Surgeon,  11  March,  1865.     Honorably  discharged  10  October, 
1865. 
Sheppard,  James. 

Boatswain,  8  March,  1877. 
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Shcppai-cl,  Jos. 

Guuner,  30  May,  1811.     Resigned  27  February,  1815. 
Sheppard,  Joseph. 

Mate,  31  March,  18U5.     Dismissed  26  May,  1865. 
Sheppiird,  Robert. 

ilate,  7  June,  1863.     Acting  Ensign,  17  December,  1863.     Deserted  14  February, 
1868. 
Staepperd,  Francis  JB. 

Midshipman,  16  October,  1849.     Passed  Midshipman,  13  June,  1855.     Master, 
16  September,  1855.     Lieutenant,  1  January,  1857.     Dismissed  8  July,  1861. 
Slieppertl,  Tlionipson. 

Midshipman,  3  April,  1804.     Resigned  3  October,  1805. 
Slierbnrne,  C  F. 

Midshipman,  1  September,  1811.     Last  appearance  on  Records  of  Navy  Depart- 
ment, 17  July,  1813.     Resigned. 
Sherburne,  J.  B. 

Master,  10  April,  1813.     Discharged  8  May,  1813. 
Sherbnrne,  John  11. 

Midshipman,  5  October,  1829.    Passed  Midshipman,  15  June,   1837.     Lieutenant, 
8  September,  1841.     Died  3  November,  1849. 
Sherburne,  J.  W. 

Midshipman,  30  November,  1814.    Lieutenant,  13  January,  1825.    Died  20  Novem- 
ber, 1830. 
Sherfy,  John  W. 

Acting  Assistant  Surgeon,  26  August,  1861.     Acting  Passed  Assistant   Surgeon, 
18  October,  1865.     Honorably  discharged  30  April,  1869. 
Sheridan,  Philip. 

Acting  Second  Assistant  Engineer,  30  November,   1863.     Honorably  discharged 
15  November,  1865. 
Sheridan,  Philip. 

Acting  Ensign,  27  August,  1863.     Honorably  discharged  30  September,  1865. 
Sherman,  Francis  H. 

Midshipman,  30  September,  1871.     Graduated  30  June,  1876.     Ensign,  34  Febru- 
ary, 1880. 
Staerman,  Frank. 

Acting  Ensign,  39  August,  1864.     Honorably  discharged  24  January,  1866. 
Sherman,  Freeman  A. 

Mate,  18  February,  1864.     Died  13  June,  1865. 
Sherman,  George  W. 

Mate,  15  October,  1861.     Dismissed  3  May,  1863.     Mate,  26  June,  1863.     Acting 
Ensign,  23  February,  1864.     Mustered  out  26  August,  1868. 
Sherman,  Horace  D. 

Mate,  27  August,  1863.     Resigned  (Sick,)  26  May,  1864. 
Sherman,  Robert. 

Acting  Gunner,  1  October,  1863.     Honorably  discharged  38  October,  1865. 
Sherrell,  John. 

Acting  Master,  3/  May,  1861.     Acting  Volunteer  Lieutenant,  19  May,  1864.     Hon- 
orably discharged  4  November,  1H65. 
Sherwin,   I^dward. 

Acting  Assistant  Paymaster,  31  March,  1863.    Passed  Assistant  Paymaster,  33  July 
1868.     Resigned  23  December,  1S06. 
Sherwood,  Charles  W. 

Mate,  7  June,  1864.     Appointment  revoked  (Sick,)  29  August,  1864. 
Sherwood,  Gilbert. 

Second  Assistant  Engineer,  21  January,  1842.     Resigned  29  October,  1845. 
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SUerwood,  HenrT. 

Acting  Master,  bO  November,  1861.     Dismissed  21  February,  1862. 
Sherwood,  John  K. 

Acting  Third  Assistant  Engineer,  5  January,  1864.    Honorably  discharged  23  July, 
1869. 
Sherwood,  J.  R. 

Midshipman,  30  May,  1803.     Resigned  17  August,  1813.  « 

Sherwood,  William  R. 

Acting  Assistant  Paymaster,  8  November,  1862.     Resigned  12  November,  1864. 
Shewell,  Walter. 

Assistant  Engineer,  27  January,  1876. 
Shewerman,  Aaron  H. 

Acting  Second  Assistant  Engineer,  27  December,  1864.     Honorably  discharged 
34  September,  1865. 

Shibley,  Howard  C 

Acting  First  Assistant    Engineer,   7  December,   1863.      Honorably   discharged 
15  October,  1865. 
Shields,  George  W. 

Acting  Assistant  Surgeon,  34  November,  1863.    Honorably  discharged  19  January, 
1866. 
Shields,  George  W. 

Acting  Second  Assistant  Engineer,  30  September,  1863.     Honorably  discharged 
11  August,  1865. 
Shields,  John. 

Mate,  37  November,  1863.     Disrated  6  February,  1864. 

Shields,  John. 

Acting  Third  Assistant  Engineer,  31  July,  1863.     Resigned  16  June,  1864. 

Shields,  Thomas. 

Midshipman,  3  January,  1804.     Purser,  35  April,  1813.     Died  32  May,  1837. 

Shields,  W.  C. 

Midshipman,  18  May,  1809.     Resigned  13  October,  1813. 

Shields,  William. 

Acting  Gunner,  16  February,  1863.     Discharged  21  March,  1865. 

Shields,  William  B. 

Acting  Midshipman,  2  October,  1850.    Dropped  12  June,  1851. 

Shields,  William  F. 

Midshipman,  2  February,  1814.    Lieutenant,  3  March,  1821.     Commander,  8  Sep- 
tember, 1841.     Reserved  list,  13  September,  1855.     Died  30  May,  1856. 

Shields,  Wilmer. 

Midshipman,  19  October,  1835.     Passed  Midshipman,  32   June,  1841.    Master, 
33  October,  1847.    Lieutenant,  14  September,  1848.    Resigned  6  April,  1853. 

Shillito,  William  B. 

Acting  Ensign,  33  August,  1863.    Honorably  discharged  5  September,  1865. 

Shinn,  Jacob. 

Mate,  38  November,  1862.     Acting  Ensign,  33  July,  1863.    Honorably  discharged 
37  October,  1865. 

Shinn,  Saninel  S. 

Mate,  5  August,  1864.    Disrated  38  October,  1864. 

Shipley,  George  T. 

Assistant  Surgeon,  16  September,  1861.     Resigned  6  September,  1865. 

Shipley,  George  W. 

Acting  Third  Assistant  Engineer,  7  December,  1863.     Resigned  16  June,  1863. 

Shipley,  John  S. 

Cadet  Midshipman,  30  September,  1874.    Graduated  4  June,  1880. 
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Sbipley,  Samuel  J.  ,       ,,    i. 

Midshipman,  14  January,  1834.  Passed  Midshipmnii,  IG  July,  1840.  Master, 
23  March,  1847.  Lieutenant,  23  June,  1847.  Resigned  13  July,  1852.  Acting 
Lieutenant,  35  September,  1861.  Appointment  revoked  (Sick,)  6  February, 
1863. 

Staipman,  IVilliam  W. 

Acting  Third  Assistant  Engineer,  9  August,  1863.     Acting  Second  Assistant  En- 
gineer, 24  September,  1863.     Acting  First  Assistant  Engineer,  9  June,  1864. 
Honoralily  discharged  13  September,  1865. 
Shipman,  William  W. 

Third  Assistant  Engineer,  3  August,  1861.    Resigned  37  February,  1863. 

Sbippen,  Edward. 

Assistant  Surgeon,  7  August,  1849.  Surgeon,  36  April,  1861.  Medical  Inspector, 
3  March,  1871.    Medical  Director,  17  March,  1876. 

Shirk,  A. 

Acting  Assistant  Surgeon,  1  July,  1863.     Honorably  discharged  2  July,  1866. 

Sbirk,  Charles  C. 

Mate,  1861.     Resigned  30  September,  1863. 

Shirk,  James  W. 

Midshipman,  26  March,  1849.  Passed  Midshipman,  13  June,  1855.  Master, 
16  September,  1855.  Lieutenant,  5  November,  1856.  Lieutenant-Commander, 
16  July,  1863.     Commander,  35  July,  1866.    Died  10  February,  1873. 

Shirley,  Ambrose. 

Lieutenant,  1  August,  1798.  Discharged  8  July,  1801,  under  Peace  Establishment 
Act. 

Shirley,  Paul. 

Midshipman,  25  July,  1839.    Passed  Midshipman,  3  July,  1845.    Master,  8  Decem- 
ber, 1853.     Lieutenant,  21  July,  1854.     Lieutenant-Commander,  16  July,  1862. 
Commander,  5  November,  1863.     Captain,  1  July,  1870.     Died  24  November, 
1876. 
SblTely,  Joseph  W. 

Assistant  Surgeon,  35  February,  1861.     Surgeon,  23  September,  1863.     Resigned 
15  March,  1865. 
Shock,  George  Ti. 

Third  Assistant  Engineer,  16  February,  1853.     Died  11  September,  1853. 

Shock,  Thomas  A. 

Third  Assistant  Engineer,  6  February,  1851.     Second  Assistant  Engineer,  21  May, 
1853.     First  Assistant  Engineer,  36  June,  1856.     Chief  Engineer,  6  December, 
1860.     Died  31  January,  1873. 
Shock,  William  H. 

Third  Assistant  Engineer,  18  January,  1845.     Second  Assistant  Engineer,  10  July, 
1847.     First  Assistant  Engineer,  31  October,  1848.     Chief  Engineer,  16  Septem- 
ber, 1853.     [By  Act  of  Congress,  15  July,  1870,  Chief  Engineer  from  11  March, 
1851.]     Engineer-in-Chief,  3  March,  1877. 
Shoemaker,  C.  F. 

Midshipman,  10  May,  1830.    Killed  in  a  duel  33  September,  1835. 
Shoemaker,  David. 

Master,  19  October,  1814.     Last  appearance  on  Records  of  Navy  Department, 
1818.     Furloughed. 
Shoemaker,  Francis  R. 

Acting  Third  Assistant  Engineer,  3  November,  1863.  Acting  Second  Assistant 
Engineer,  32  November,  1864. 

Shoemaker,  George  li. 

Acting  Third  Assistant  Engineer,  7  October,  1863.  Honorably  discharged  9  No- 
vember, 1865. 
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Shoemaker,  Howell. 

Mate,  8  September,  1863.  Acting  Ensign,  34  July,  18C4.  Appointment  revoked 
36  June,  1865.  ■:  ■         fi 

Shone,  Johu  H. 

Mate.     Resigned  14  January,  1864. 
Shore,  John. 

Midshipman,  30  June,  1799.     Resigned  3  September,  1800.     Midshipman,  21  Feb- 
ruary, 1801.     Resigned  8  September,  1808. 
Short,  Charles  R. 

Mate,  23  October,  1862.    Deserted  30  May,  1863. 
Short,  George  C 

Mate,  17  October,  1862.     Resigned  26  March,  1863.     Mate,  2   September,  1864. 
Deserted  20  February,  1865. 
Short,  Hugh  S. 

Acting  ThLi-d  Assistant  Engineer,  13  December,  1863.     Acting  Second  Assistant 
Engineer,  19  November,  1863.     Honorably  discharged  18  September,  1865. 
Short,  Perry. 

Acting  Second  Assistant  Engineer,  4  September,  1861.     Acting  First  Engineer, 

23  October,  1863.     Appointment  revoked  28  February,  1864. 
Short,  Terence. 

Mate,  20  November,  1861.     Dismissed  4  November,  1863. 
Shriver,  Albert. 

Assistant  Surgeon,  28,June,  1852.  Surgeon,  3  June,  1861.  Retired  list,  25  April, 
1868.     Died  21  January,  1873. 

Shryock,  George  S. 

Acting  Midshipman,  32  May,  1853.  Midshipman,  20  June,  1856.  Passed  Mid- 
shipman, 39  April,  1859.  Master,  3  September,  1859.  Lieutenant,  9  January, 
1861.     Dismissed  1  July,  1861. 

Shubrick,  Edward  R. 

Midshipman,   16    January,   1807.      Lieutenant,   9   October,   1813.      Commander, 

24  April,  1828.     Captain,  9  February,  1837.     Died  at  Sea,  12  March,  1844. 
Shubrick,  Edward  R. 

Midshipman,  9  February,  1849.     Resigned  26  April,  1853. 

Shubrick,  Edward  T. 

Midshipman,  23  June,  1839.  Passed  Midshipman,  4  June,  1836.  Lieutenant, 
8  September,  1841.     Resigned  23  April,  1853. 

Shubrick,  Irvine. 

Midshipman,  13  May,  1814.  Lieutenant,  13  January,  1835.  Commander,  8  Septem- 
ber, 1841.     Died  5  April,  3  849. 

Shubrick,  John  T. 

Midshipman,  30  June,  1806.     Lieutenant,  20  May,  1812.     Lost  in  the  "Upenier'" 
in  1815. 
Shubrick,  Thomas  B. 

Midshipman,  3  March,  1841.     Killed  in  action  35  March,  1847. 

Shubrick,  William  B. 

Midshipman,  20  June,  1806.  Lieutenant,  5  January,  1813.  Commander,  20  March, 
1820.  Captain,  21  February,  1831.  Retired  list,  21  December,  1861.  Rear- 
Admiral  on  Retired  list,  16  July,  1862.     Died  27  May,  1874. 

Shuck,  F.  A. 

Acting  Second  Assistant  Engineer,  11  June,  1847.  Second  Assistant  Engineer 
10  July,  1847.    Declined  appointment  7  August,  1847. 

Shufeldt,  Mason  A. 

Midshipman,  24  June,  1869.     Graduated  31  May,  1873.     Ensign,  16  July,  1874- 

Shufeldt,  Robert  W. 

Midshipman,  11  May,  1839.  Passed  Midshipman,  2  July,  1845.  Master,  21  Feb- 
ruary, 1853.     Lieutenant,  26  October,  1853.    Resigned  20  June,  1854.    Acting 
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Lieutenant,  35  September,  186L     Commander,  16  July,  1863.     Captain,  31  De- 
cember, 1SG9.     Commodore,  21  September,  1876. 
Shnler,  Darius  P. 

Acting  Assistant  Paymaster,  30  September,  1863.     Mustered  out  34  October,  1865. 
Shnll,  George  C. 

Acting  Tiiird   Assistant  Engineer,  1   September,  1864.     Honorably  discharged 
39  September,  1865. 
Slinlties,  Robert  H. 

Acting  Third  Assistant  Engineer,  15  July,  1863.     Resigned  8  February,  1864. 
Sbnltz,  George. 

Acting  Third  Assistant  Engineer,  80  June,  1864.     Honorably  discharged  14  July, 
1865. 
Shnltz,  James. 

Acting  Second  Assistant  Engineer,  38  January,    1863.     Acting   First  Assistant 
Engineer,  20  October,  1862. 
Shnman,  liUke. 

Acting  Third  Assistant    Engineer,   32   October,    1863.      Honorably   discharged 
37  October,  1865. 
Stanniaii,  Parnienio. 

Midshipman,  12  May,  1824.     Resigned  in  1825. 
Shuuian,  Washington. 

Assistant  Surgeon,  25  April,  1845.    Surgeon,  13  January,  1859.    Died  4-  May,  1864.. 
Shumate,  J.  R. 

Assistant  Surgeon,  4  January,  1810.     Resigned  31  July,  1813. 
Shumway,  A.  Dwight. 

Acting  Third  Assistant  Engineer,  31  May,  1861.     Resigned  7  August,  1861. 
Shunk,  William  F. 

Midshipman,  1  June,  1846.     Resigned  13  March,  1850. 
ShurtlifT,  BenjamirM. 

Assistant  Surgeon,  5  February,  1799.     Surgeon,  23  December,  1799.     Discharged 
30  April,  1801,  under  Peace  Establishment  Act. 
Shnrtlifl*,  E.  8. 

Acting  Ensign,  31  July,  1868.     Acting  Master,  7  March,  1865.    Honorably  dis- 
charged 22  July,  1865. 
Shute,  George. 

Midshipman,  1  January,  1817.     Resigned  20  June,  1828. 
Shute,  John  B. 

Midshipman,  16  April,  1813.     Died  26  March,  1819. 
Shute,  Pearson. 

Midshipman,  1  January,  1812.     Dismissed  18  May,  1813. 
Shnweman,  Aaron  H. 

Acting  Second  Assistant  Engineer,  27  December,  1864.  Honorably  discharged' 
24  September,  1865.  ^ 

Sias,  John  F. 

Mate,  20  February,  1863.    Honorably  discharged  30  September,  1867. 
Sibley,  Arthnr. 

Acting  Assistant  Paymaster,  4  December,  1862.  Honorably  discharged  21  Sep- 
tember, 1865. 

Sible.v,  William  E. 

Third  Assistant  Engineer,  20  May,  1868.     Second  Assistant  Engineer,  7  Septem- 
ber, 1865.    Dismissed  10  December,  1874. 
Sicard,  Montgomery. 

Acting  Midshipman,  1  October,  1851.  Midshipman,  9  June,  1855.  Passed  Mid- 
shipman, 15  April,  1858.  Master,  4  November,  1858.  Lieutenant,  31  May. 
1860.    Lieutenant-Commander,  16  July,  1863.     Commander,  3  March,  1870. 
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Sickles,  Henry. 

Mate,  5  March,  1862.     Dismissed  30  July,  1863. 
Sickles,  J.  Frederick. 

Assistant  Surgeon,   28   February,   1833.      Surgeon,   8   September,    1841.      Died 

18  April,  1848. 

Sidell,  George  B. 

Mate,  2  December,  1861.     Acting  Ensign,  18  July,  1864.     Honorably  discharged 

6  October,  1868. 
Sidney,  Charles. 

Mate,  22  February,  1864.     Honorably  discharged  17  September,  1865. 
Siegfried,  C.  A. 

Assistant  Surgeon,  8  June,  1872. 
Sigsbee,  Cbarles  D. 

Acting  Midshipman,   27   September,   1859.     Ensign,  1    October,   1863.     Master, 
10  May,  1866.    Lieutenant,  21  February,  1867.    Lieutenant- Commander,  12  March, 
1868. 
SiU,  IVilliam. 

Acting  Ensign,  7  June,  1863.     Honorably  discharged  8  November,  1865. 
Silliman,  ^yllys. 

Midshipman,  1  April,  1828.     Dropped. 
Sillman,  Tbomas  W. 

Acting  Third  Assistant  Engineer,  3  March,  1864.     Honorably  discharged  20  Sep- 
tember, 1865. 
Sillman,  it'illiam  S. 

Acting  Second  Assistant  Engineer,  19  September,  1863.    Resigned  (Sick,)  15  June, 
1864. 
Silsbey,  Samuel  T. 

Acting  Third  Assistant  Engineer,  29  November,  1862.     Died  17  October,  1868. 

Silva,  Francisco. 

Mate,  15  September,  1863.     Discharged  21  June,  1864. 
Silva,  Joseph  F. 

Mate,  27  December,  1863.     Resigned  21  April,  1865. 
Silver,  Robert. 

Mate,  8  December,  1861. 

SilTercabn,  Charles  R. 

Acting  Second  Assistant  Engineer,  4  September,  1863.    Honorably  discharged 

19  October,  1865. 

Sim,  Daniel  C. 

Midshipman,  18  November,  1799.    Resigned  8  May,  1804. 

Sim,  Patrick. 

Assistant  Surgeon,  1  July,  1803.    Died  11  October,  1806. 

Sim,  William. 

Midshipman,  12  June,  1802.    Dismissed  4  December,  1809.    Midshipman,  1  Sep 
tember,  1811.     Resigned  16  December,  1813. 

Simes,  George  T. 

Midshipman,  19  October,  1841.    Passed  Midshipman,  10  August,  1847.     Resigned 

7  May,  1851. 

SiniRies,  John. 

Boatswain,  date  not  known.    Last  appearance  on  Records  of  Navy  Department. 

Simmons,  Alexander  R. 

31idbhipman,  19  October,  1841.    Dismissed  28  August,  1849. 

Siuiii-ions,  DaTid  A. 

JL.iu,  19  January,  1863.     Resigned  (Sick,)  9  September,  1864. 

Simmons,  George  E. 

Mate,  7  July,  1864.     Honorably  discharged  4  May,  1867.  : 
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Simmnns,  George  W. 

Acting  First  Assistant  Engineer,  3G  October,  1861.     Resigned  13  December,  1863. 

Simmons,  George  W.,  Jr. 

Acting  Assistant  Paymaster,  1  June,  1863.     Resigned  14  June,  18C5. 

Simmons,  J.  91.  B. 

Assistant  Surgeon,  39  June,  1872.     Died  16  December,  1873. 

Simmons,  John  W. 

Acting  Master,  34  August,  1861.  Acting  Volunteer  Lieutenant,  gallant  conduct 
in  battle,  3  September,  1863.  Appointment  revoked  24  November,  186.5.  Mate, 
7  July,  1869.  Resigned  24  July,  1869.  Mate,  24  December,  1869.  Boatswain, 
15  November,  1870.     Resigned  21  February,  1872. 

Simmons,  Joshna. 

Mate,    15   November,   1862.      Acting   Ensign,   24   November,    1863.      Dismissed 
21  April,  1864.     Acting  Ensign,  26  April,  1864.     Resigned  28  November,  1864. 
Simmons,  Maurice. 

Jlidsbipman,  1  March,  1799.     Resigned  20  April,  1803. 
Simmons,  MelTin. 

Naval  Constructor,  25  July,  1866.    Retired  list,  15  June,  1868.    Died  13  May,  1871. 

Simms,  Charles  C. 

Midshipman,   9   October,   1839.      Passed  Midshipman,   2   July,   1845.      Master, 
15  January,  1854.    Lieutenant,  12  August,  1854.     Dismissed  22  April,  1861. 
Simms,  George  W. 

Midshipman,  1  January,  1818.     Died  in  October,  1833. 
Simms,  Joseph  M.,  Jr. 

Mate,  27  August,  1868.     Acting  Ensign,  13  June,  1866.     Honorably  discharged 
31  July,  1868. 
Simon,  Ti'illiam  J. 

Assistant  Surgeon,  30  May,  1864.     Surgeon,  3  February,  1875. 
Simonds,  Gustarns  JB. 

Acting  Master,  1  October,  1863.     Resigned  32  April,  1863. 
Simonds,  Liewis  I>. 

Mate,  12  September,  1864.     Resigned  31  May,  1865. 
Simonds,  I^ewis  £. 

Midshipman,  1  January,  1812.  Lieutenant,  1  April,  1818.  Commander,  23  De- 
cember, 1838.  Captain,  6  April,  1851.  Reserved  list,  13  September,  1855.  Died 
17  February,  1865. 

Simonds,  li.  W. 

Acting  Second  Assistant  Engineer,  26  February,  1863.     Resigned  19  April,  1863. 
Acting  Third  Assistant  Engineer,  26  June,  1863.     Dismissed  11  July,  1863. 
Simons,  Isaac. 

Mate,  1  October,  1862.     Resigned  18  March,  1863. 
Simons,  Joseph. 

Acting  Gunner,  1  October,  1863.     Resigned  34  April,  1863. 
Simons,  Manley  H. 

Assistant  Surgeon,  28  May,  1872. 
Simons,  Manrice. 

Midshipman,  10  December,  1889.     Passed  Midshipman,  2  July,  1845.     Master, 
29  November,  1853.     Lieutenant,  30  June,  1854.     Reserved  list,  13  September! 
1855.     Resigned  7  March,  1861. 
Simons,  Sidney  A. 

Midshipman,  23  September,  1863.  Graduated  June,  1867.  Ensign,  18  December, 
1868.  Master,  21  March,  1870.  Lieutenant,  21  March,  1871.  Lost  on  "  Iferom," 
34  November,  1877. 

Simonson,  Jacob. 

Acting  Thii-d  Assistant  Engineer.    Appointment  revoked  (Sick,)  7  October,  1864. 
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Slmonton,  Hiram. 

Mate,  28  November,  1863.     Acting  Ensign,  10  March,  1865.    Resigned  7  July, 
1865. 

Simpson,  Charles  A. 

Acting  Gunner,  21  May,  1863.    Honorably  discharged  8  July,  1865. 
Simpson,  Edward. 

Midshipman,  11  February,  1840.     Passed  Midshipman,  11   July,  1846.     Master. 
10  July,  1854.     Lieutenant,  18  April,  1855.     Lieutenant-Commander,  16  July, 
1862.     Commander,  8  March,  1865.    Captain,  15  August,  1870.    Commodore, 
26  April,  1878. 
Simpson,  George  li. 

Acting  Assistant  Surgeon,  30  April,  1864.     Acting  Passed  Assistant  Surgeon, 
19  July,  1866.    Honorably  discharged  19  November,  1868. 
Simpson,  George  'S. 

•Acting  Assistant  Paymaster,  11  April,  1863.     Mustered  out  9  December,  1865. 
Simpson,  Gnstavus. 

Midshipman,  1  January,  1812.     Permitted  to  resign  7  October,  1812. 
Simpson,  James. 

Boatswain,  6  June,  1838.     Resigned  13  January,  1840. 
Simpson,  R.  G. 

Acting  Assistant  Paymaster,  22  April,  1865.     Mustered  out  17  August,  1865. 
Simpson,  Robert. 

Boatswain,  8  December,  1840.     Dismissed  12  September,  1853. 

Sims,  Albert  Li. 

Acting  Third  Assistant  Engineer,  21  May,  1864.    Honorably  discharged  2  No- 
vember, 1865. 
Sims,  Clifford  S. 

Acting  Assistant  Paymaster,  10  March,  1863.    Resigned  (Sick,)  21  March,  1865. 

Sims,  DaTid  R. 

Acting  First  Assistant  Engineer,  7  May,  1864.    Honorably  discharged  4  Novem- 
ber, 1865. 

Sims,  R.  K.  H. 

Assistant  Surgeon,  2  December,  1828.     Died  5  July,  1833. 

Sinclair,  Arthur. 

Lieutenant,  10  June,  1807.     Commander,  2  July,  1812.     Captain,  24  July,  1813. 
Died  7  February,  1831. 

Sinclair,  Arthnr. 

Midshipman,  4  March,  1823.    Passed  Midshipman,  4  June,  1831.    Lieutenant, 
3  March,  1835.    Commander,  14  September,  1855.    Dismissed  18  April,  1861. 

Sinclair,  Charles. 

Acting  Third  Assistant  Engineer,  20  December,  1861.    Acting  Second  Assistant 
Engineer,  21  July,  1863.     Deserted  1864. 
Sinclair,  Charles  H. 

Acting  Ensign,  7  March,  1864.     Resigned  14  June,  1865. 

Sinclair,  Daniel. 

Mate,  26  January,  1870.     Resigned  27  February,  1872. 

Sinclair,  George  T. 

Midshipman,  33  April,  1831.    Passed  Midshipman,  15  June,  1887.    Lieutenant, 
8  September,  1841.    Dismissed  16  April,  1861. 

Sinclair,  Henry. 

Mate,  5  May,  1868.    Honorably  discharged  3  October,  1865. 

Sinclair,  James  J>. 

Acting  Master,  1  October,  1863.    Dismissed  14  November,  1863. 

Sinclair,  John  S. 

Mate,  18  November,  1864.    Boatswain,  9  July,  1866. 
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Sinclair,  Malcolm. 

Acting  Third  Assistant  Engineer,  31  August,  1863.     Resigned  (Siclv,)  13  October, 
1864. 
Sinclair,  William. 

Purser,  26  March,  1814.    Died  33  May,  1858. 
Sinclair,  William  B. 

Assistant  Surgeon,  20  June,  1838.     Surgeon,  21  June,  1852.     Dismissed  10  June, 
1861. 

Singer,  Frederick. 

Midshipman,  27  July,  1863.     Graduated  June,  1868.     Ensign,   19   April,   1869. 
Master.  13  July,  1870.     Lieutenant,  21  May,  1874 
Singleton,  £.  B.  J. 

Mate,  8  May,  1863.     Acting  Ensign,  2  May,  1864.     Honorably  discharged  10  De- 
cember, 1865. 

Singleton,  Jacob  H. 

Acting  Ensign,  13  August,  1863.     Honorably  discharged  38  November,  1865. 

Sinkler,  Charles. 

Midshipman,   24   March,   1836.    Passed   Midshipman,    1   July,    1843.     Resigned 
20  February,  1847. 
Sinnott,  Jolin. 

Mate,  17  April,  1866.     Appointment  revoked  15  November,  1866. 

Sirian,  George. 

Gunner,  20  April,  1837.     Retired  list,  15  December,  1880. 

Sisson,  Alex. 

Master,  13  July,  1813.     Died  of  wounds  received  in  action,  37  November,  1812. 
Sisson,  Cbarles. 

Gunner,  28  June,  1837.     Appointment  revoked  8  September,  1837. 
Sisson,  Cliarles  C. 

Acting  Master,  26  August,  1861.     Resigned  39  August,  1863. 
Skardon,  James  M. 

Mate,  20  March,  1863.    Resigned  11  May,  1864. 
Skeel,  Tlieron. 

Acting  Third  Assistant  Engineer,  under  instruction,  Naval  Academy,  10  October, 
1866.     Third  Assistant  Engineer,  2  June,  1868.     Retired  33  June,  1869.    Re- 
signed 12  November,  1870. 
Skelding,  Henry   T. 

Acting  Assistant  Paymaster,  31  December,  1862.     Assistant  Paymaster,  23  July, 
1866.     Passed  Assistant  Paymaster,  5  March,  1867.      Paymaster,  19  August, 
1876. 
Skelton,  William. 

Acting  Third  Assistant  Engineer,  23  May,  1862.     Appointment  revoked  (Sick,) 
27  October,  1863. 

Skeritt,  John  J. 

Mate,  6  September,  1864.     Resigned  18  May,  1865. 
Skerrett,  Joseph  S. 

Midshipman,  13  October,  1848.     Passed  Midshipman,  15  June,  1854.     Master, 

15  September,  1855.     Lieutenant,  16  September,  1855.    Lieutenant-Commander, 

16  July,  1863.    Commander,  9  June,  1867.    Captain,  5  June,  1878. 
Skiddy,  Charles  S. 

Gunner,  10  June,  1843.     Dismissed  37  October,  1843. 
Skiddy,  William. 

Midshipman,  9  May,  1813.     Struck  off  3  January,  1840. 
Skillings,  John  M. 

.Acting  Master,  11  November,  1801.     Resigned  16  March,  1865. 
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Skinner,  Cbarles  W. 

Midsbipman,  16  June,  1809.  Lieutenant,  24  July,  1813.  Commander,  3  March, 
1827.  Captain,  9  February,  1837.  Reserved  list,  1  October,  1855.  Died  14  Oc- 
tober, 1860. 

Skinner,  Daniel  91. 

Assistant  Surgeon,  16  September,  1861.     Resigned  15  May,  1865. 
Skinner,  Franeis  J. 

Sailmaker,  27  April,  1809.     Resigned  8  July^  1811. 
Skinner,  Henry. 

Midshipman,  4  March,  1823.     Died  31  March,  1826. 
Skinner,  John. 

Mate,  18  November,  1861.     Dismissed  11  January,  1862. 
Skinner,  John  S. 

Purser,  26  March,  1814.     Last  appearance  on  Records  of  Navy  Department,  1815. 
Resigned. 
Skipwifh,  Grey. 

Midshipman,  4  March,  1823.     Passed  Midshipman,  23  March,  1829.     Lieutenant, 

8  March,  1881.     Resigned  19  December,  1838. 
Skipwith,  Henry. 

Midshipman,  25  June,  1831.     Resigned  6  April,  1838. 
Slack,  Charles  H. 

Acting  Third  Assistant  Engineer,  19  September,  1862.  Acting  Second  Assistant 
Engineer,  18  April,  1864.  Acting  First  Assistant  Engineer,  29  October,  1864. 
Honorably  discharged  9  October,  1867. 

Slack,  Clarence  M. 

Acting  Assistant  Surgeon,  20  April,  1865.     Honorably  discharged  10  October, 
1865. 
Slack,  James  T. 

Acting  Third  Assistant  Engineer,  18  January,  1864.  Honorably  discharged  8  Ivo- 
vember,  1865. 

Slack,  John. 

Acting  Third  Assistant  Engineer,   21  November,   1864.     Honorably  discharged 
1  July,  1868. 
Slack,  l\'illiam  H. 

Midshipman,  1  October,  1867.  Graduated  6  June,  1871.  Ensign,  14  July,  1872. 
Master,  21  November,  1877. 

Slacnm,  W.  A. 

Purser,  8  June,  1829.     Died  1  November,  1889. 

Slade,  Charles  R. 

Midshipman,  1  July,  1886.     Resigned  17  April,  1840. 

Slade,  William  O. 

Midshipman,  1  April,  1828.     Resigned  3  June,  1835. 

Slamm,  Charles  W. 

Acting  Assistant  Paymaster,  4  November,  1862.     Assistant  Paymaster,  23  July, 
1866.     Passed  Assistant  Paymaster,  22  March,  1867.    Paymaster,  28  August, 
1876. 
Slamm,  Jefferson  A. 

Acting  Ensign,  1  April,  1868.     Honorably  discharged  6  November,  1865. 

Slamm,  liCTi  I>. 

Purser,  30  November,  1846.     Died  6  October,  1862. 

Slater,  Atwood. 

Acting    Third  Assistant  Engineer,  9  December,  1863.     Honorably  discharged 

9  November,  1865. 

Slater,  San  ford  A. 

Acting  Third  Assistant  Engineer,  14  January,  1863.     Resigned  8  May,  1865. 
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Slater,  Willians. 

Gunner,  24  May,  1800.     Deserted. 
Slatterly,  Daniel  P. 

Acting  Ensign,  19  March,  1S63.     Acting  Master,  19  July,  1864.     Honorably  dis- 
charged 9  February,  1866. 
Slaughter,  Albert  G. 

Midshipman,   'd    November,   1819.      Lieutenant,   3    March,   1837.      Commander, 
16  May,  1848.     Died  8  September,  1853. 
Slaughter,  W.  G.  C. 

Midshipman,  1  March,  1825.     Died  8  April,  1829. 
Sleainan,  John  H. 

Acting  Third  Assistant  Engineer,  21  April,  1864.     Honorably  discharged  18  Octo- 
ber, 1865. 
Sleeper,  Henry  J. 

Acting  Master,  18  December,  1861.    Acting  Volunteer  Lieutenant,  18  June,  1864 
Honorably  discharged  6  January,  1866. 
Sleeper,  James  H. 

Acting  Third  Assistant  Engineer,  9  March,  1865.     Appointment  revoked   14  De- 
cember, 1866. 
Slidell,  Alex. 

Midshipman,  1  January,  1815.     Lieutenant,  13  January,  1835.     {See  MaeKeneie.) 
Slidell,  William  J. 

Midshipman,  1  January,  1823.    Died  5  April,  1828. 
Slight,  George  A. 

Acting  Third  Assistant  Engineer,  22  February,  1863.  Resigned  28  December, 
1864. 

Sloan,  Charles  E. 

Mats.    Dismissed  24  July,  1862. 
Sloan,  John  F. 

Acting  Third  Assistant  Engineer,  28  May,  1864.     Honorably  discharged  28  Sep- 
tember, 1865. 
Sloan,  Thomas  M. 

Acting  Second  Assistant  Engineer,   5   August,   1864.      Honorably    discharged 

27  September,  1865. 

Sloane,  John  I>. 

Assistant  Engineer,  7  June,  1877.     La  service. 
Sloat,  George  T. 

Acting  First  Assistant  Engineer,  10  September,  1861.     Resigned  9  September 
1862. 
Sloat,  John  I>. 

Midshipman,  12  February,  1800.  Master,  10  January,  1812.  Lieutenant,  24  July, 
1813.  Commander,  21  March,  1826.  Captain,  9  February,  1837.  Reserved 
list,  27  September,  1855.  Retired  list,  21  December,  1861.  Commodore  on 
Retired  list,  16  July,  1862.    Rear-Admiral,  Retired  list,  25  Julv,  1866.    Died 

28  November,  1867. 

Sloat,  William. 

Acting  Second  Assistant  Engineer,  22  December,  1864.  Honorably  discharged 
14  February,  1868. 

Slocnm,  Charles  H. 

Mate,  24  January,  1863.  Acting  Ensign,  15  July,  1864.  Honorably  disGhar^ed 
26  November,  1865. 

Slocnm,  Charles  M. 

Acting  Third  Assistant  Engineer,  16  January,  1864.     Resigned  (Sick,)      October, 

1864. 

Slocnm,  Ebenezer. 

Gunner,  22  April,  1799.    Resigned  7  July,  1801. 
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Slocnm,  George  1>. 

Assistant  Surgeon,  29  November,  1861.     Resigned  17  January,  1864. 
Slocnm,  Jonab. 

*  Acting  First  Assistant  Engineer,  18  April,  1863.     Resigned  23  April,  1865. 
Slocnm,  William  B. 

Actiug  Ensign,  9  April,  1863.    Resigned  39  December,  1863. 
Slosson,  Henry  li. 

Acting  Third  Assistant  Engineer,  39  September,  1863.    Third  Assistant  Engineer, 
18  October,  1863.    Second  Assistant  Engineer,  1  August,  1866.    Passed  Assistant 
Engineer,  27  October,  1874. 
Slongli,  GranT^.lle  B. 

Assistant  Surgeon,  20  December,  1861.     Resigned  36  October,  1864. 
Slongta,  Jonas  S. 

Acting  First  Assistant  Engineer,  1  October,  1863.     Dismissed  15  May,  1863. 
Slnyter,  Stephen  E. 

Acting  Ensign,  14  May,  1863.     Dismissed  35  August,  1864. 
Slye,  Benjamin  S. 

Midshipman,  1  March,  1825.     Dismissed  9  July,  1833. 
Small,  Alonzo. 

Acting  Ensign,  37  June,  1863.     Resigned  3  October,  1864. 
Small,  Brnce. 

Mate.    Resigned  17  November,  1863. 
Small,  Edward  A. 

Acting    Ensign,    11    September,    1862.      Acting    Master,    32    February,    1865. 
Honorably  discharged  14  October,  1866. 
Small,  Eldridge  F. 

Mate,  17  February,  1864.    Acting  Ensign,  13  May'  1865.     Honorably  discharged 
3  September,  1865. 
Small,  Gilbert  H. 

Acting  Master,  33  January,  1863.     Resigned  5  July,  1 862. 
Small,  Jobn,  Jr. 

Acting  Ensign,  21  January,  1864.     Resigned  9  June,  1865. 
Smalley,  Anthony. 

Acting  Master,  37  March,  1863.     Appointment  revoked  (Sick,)  1  September,  1863. 
Acting  Ensign,  1  December,  1863.     Honorably  discharged  3  August,  1865. 

Smalley,  Jacob  M. 

Mate.    Acting  Ensign,  1  December,  1863.     Acting  Master,  38  June,  1864.     Re- 
signed 10  February,  1865. 
Smalley,  Lieonard  D. 

Acting  Master,  37  December,  1861.    Dismissed  11  March,  1863. 

Smart,  Hiram. 

Acting  Boatswain,  35  April,  1866.     Resigned  13  June,  1866. 

Smedley,  John  Kinsey. 

Third  Assistant  Engineer,  18  November,   1863.      Second    Assistant   Engineer, 
33  March,  1864.    Resigned  13  March,  1866. 

Smith,  Aaron  W. 

Acting  Third  Assistant  Engineer,  28  November,  1868.     Honorably  discharged 
36  July,  1865. 

Smith,  Abram  G. 

Acting  Third  Assistant  Engineer,  6  March,  1865.    Honorably  discharged  18  No- 
vember, 1865. 

Smith,  A.  C. 

Mate,  11  September,  1869.     Deserted  15  September,  1869. 

Smith,  Albert  C  .     .       t.    .  .     ' 

Acting  Second  Assistant  Engineer,  18  February,  1863.     Actmg  Fust  Assistant 
Engineer,  39  August,  1863.    Died  1  September,  1863. 
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Smith,  Albert  Edward. 

Cadet  Engineer,  Naval  Academy,  14  September,  1876.     Graduated  10  June,  1880. 

Smith,  Albert  M. 

Acting  Second  Assistant  Engineer,  1  October,  1863.    Resigned  23  September,  1863. 

Smith,  Albert  N.  * 

Midshipman,  26  October,  1838.  Passed  Midshipman,  20  May,  1844.  Master, 
9  July,  1853.  Lieutenant,  13  April,  1858.  Lieutenant-Commander,  16  July, 
1863.     Commander,  11  August,  1862.     Died  8  September,  1866. 

Smith,  Albert  P. 

Acting  Third  Assistant  Engineer,  9  June,  1864.     Honorably  discharged   30  Octo- 
ber, 1865. 
Smith,  Alexander  M. 

Acting  Master,  9  October,  1861.     Dismissed  31  March,  1863. 
Smith,  Alfred  C. 

Mate,  16  April,  1864.     Appointment  revoked  (Sick,)  21  July,  1864. 
Smitli,  Arehimedes. 

Assistant  Surgeon,  5  July,  1814.     Resigned  18  April,  1818. 
Smith,  Atignstns  R. 

Acting  Second  Assistant  Engineer,  26  April,  1864.     Honorably  discharged  1  No- 
vember, 1865. 
Smith,  Angii««tns  W. 

Professor,  22  September,  1860.     Died  21  March,  1866. 
Smith,  JSaxter. 

Acting  Second  Assistant  Engineer,  16  July,  1864.     Honorably  discharged  23  No- 
vember, 1865. 
Smith,  Beatty  P. 

Acting  Midshipman,  29  September,  1854.     Midshipman,  9  June,  1859.     Lieuten- 
ant, 31  August,  1861.      Lieutenant-Commander,  26  October,  1865.      Dropped 
from  service  9  July,  1874. 
Smith,  Benjamin. 

Midshipman,  9  October,  1798.     Lieutenant,  14  April,  1802.     Died  14  October, 
1807. 
Smith,  Benjamin  B. 

Mate,  16  April,  1863.    Resigned  (Sick,)  8  July,  1868. 
Smith,  Charles. 

Acting   Assistant  Paymaster,   12  February,  1864.     Mustered  out   13   December, 
1865. 
Smith,  Charles. 

Boatswain,  24  July,  1850.     Dismissed  6  August,  1853. 
Smith,  Charles. 

Acting  Master,  26  August,  1861.     Resigned  19  May,  1864. 
Smith,  Charles. 

Midshipman,  17  December,  1810.     Last  appearance  on  Records  of  Navy  Depart- 
ment, 1818.     Furloughed. 
Smith,  Charles,  Jr. 

Mate,  1   October,  1863.    Acting  Ensign,  6   July,   1864.     Honorably  discharged 
5  December,  1865. 
Smith,  Charles  B. 

Midshipman,  30  November,  1846.     Passed  Midshipman,  8  June,  1853.     Dropped 
13  September,  1855. 
Smith,  Charles  G.,  Jr. 

Mate,  3  June,  1862.     Resigned  8  May,  1865. 
Smith,  Charles  H. 

Mate,  good  conduct  at  loss  of  "  Monitor,''''  21  April,  1864.  Honorably  discharged 
12  May,  1865. 
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Smith,  Charles  I.. 

Midshipman,  27  July,  1846.     Died  16  November,  1848. 
Smith,  diaries  P. 

Carpenter,  27  May,  1837.     Resigned  4  December,  1827. 
Smith,  Charles  R. 

Assistant  Surgeon,  28  Marcli,  1820.    Died  8  November,  1822. 
Smith,  Charles  R. 

Midshipman,  3  September,  1835.     Passed  Midshipman,  32  Jtme,  1841.    Dismissed" 
4  December,  1843. 
Smith,  Charles  W. 

Boatswain,  8  December,  1857.     Dismissed  29  June,  1859. 
Smith,  Charles  W. 

Acting  Third  Assistant  Engineer,  6  January,  1862.     Deserted  30  January,  1864. 
Smithy  Crawford  E. 

Midshipman,  3  January,  1840.     Dropped. 
Smith,  Daniel  A. 

Acting    Assistant    Paymaster,   31   August,   1863.     Passed    Assistant  Paymaster, 
33  July,  1866.     Paymaster,  23  July,  1870. 
Smith,  DaTid. 

Third  Assistant  Engineer,  26  August,  1859.  Second  Assistant  Engineer,  8  July, 
1861.  First  Assistant  Engineer,  1  October,  1863.  Chief  Engineer,  5  March, 
1871. 

Smith,  David. 

Acting  Second  Assistant  Engineer,  14  July,  1864.    Honorably  discharged  17  July, 
1865. 
Smith,  E.  D. 

Acting  Assistant  Surgeon,  13  August,  1861.    Honorably  discharged  23  November, 
1865. 
Smith,  £dgar  S. 

Acting  Assistant  Surgeon,  1  September,  1861.     Resigned  4  August,  1862.     Acting 
Assistant  Surgeon,  3  July,  1863.    Acting  Passed  Assistant  Surgeon,  17  June, 
1865.    Honorably  discharged  38  April,  1866. 
Smith,  Edward  H.,  Jr. 

Acting  Ensign,  34  December,  1863.    Honorably  discharged  19  September,  1865. 
Smith,  Edward  K. 

Acting  Ensign,  37  November,  1863.    Honorably  discharged  4  September,  1865. 
Smith    Edward  S. 

Midshipman,  16  January,  1809.    Last  appearance  on  Records  of  Navy  Depart- 
ment, 10  March,  1809. 
Smith    Elias,  Jr. 

Mate,  28  June,  1863.     Lost  on  "  Bairibridge,'"  21  August,  1863. 

Smith,  Elias. 

Acting  Ensign,  33  December,  1862.    Resigned  3  August,  1868. 

Smith,  E.  T.  B. 

Mate,  25  October,  1862.     Appointment  revoked  (Sick,)  21  March,  1865.     Mate, 
31  May,  1866.     Dishonorably  discharged  30  April,  1867. 
Smith,  Ferdinand. 

Midshipman,  1  July,  1836.     Died  21  March,  1831. 

Smith,  Frib.'»cis  G.,  Jr. 

Third  Assistant  Engineer,  39  July,  1861.  Second  Assistant  Engineer,  18  Decem- 
ber, 1863.  First  Assistant  Engineer,  30  January,  1865.  Resigned  38  July, 
1869. 

Smith,  Frank. 

Acting  Master,  9  October,  1861.  Acting  Volunteer  Lieutenant,  38  November, 
1863.     Resigned  14  December,  1864. 
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Smith,  F.  W. 

Midshipman,  1  January,  1808.     Lieutenant,  24  July,  1813.     Died  4  June,  1838. 

Smith,  Frederick  R. 

Actino- Midshipman, 24  September,  1858.    Graduated  1868.    Lieutenant,!  August, 
1863.     Lieutenant-Commander,  25  July,  1866.     Commander,  6  April,  1875. 

Smith,  George. 

Acting  Third  Assistant  Engineer,  25  September,  1863.     Honorably  discharged 

7  August,  1865. 

Smith,  George. 

Boatswain,  20  October,  1845.     Retired  list,  19  December,  1869.     Died  37  Novem- 
ber, 1873. 

Smith,  George. 

Actin"'  Ensign,  13  September,  1862.     Appointment  revoked  26  January,  1866. 

Smith,  George  A. 

Mate,  23  October,  1861.     Acting  Master,  24  April,  1863.     Acting  Volunteer  Lieu- 
tenant, 37  June,  1865.     Honorably  discharged  3  July,  1868. 

Smith,  George  A. 

Acting  Ensign,  1  December,  1862.     Honorably  discharged  14  December,  1865. 

Smith,  George  F. 

Acting  Third  Assistant  Engineer,  27  September,  1861.     Acting  Second  Assistant 
Engineer,  28  October,  1864.     Resigned  25  January,  1865. 

Smith,  George  F. 

Acting  Third  Assistant  Engineer,  16  September,  1864.     Resigned  35  January, 
1865. 

Smith,  George  li. 

Acting  Ensign,  5  December,  1862.     Resigned  39  January,  1868.     Mate,  31  March, 
1863.     Acting  Ensign,  10  April,  1863.     Resigned  13  July,  18G4. 

Smitli,  George  M. 

Acting  Third  Assistant  Engineer,  20  July,  1863.     Honorably  discharged  14  No- 
vember, 1865. 
Smith,  George  M. 

Mate,  80  July,   1862.     Acting   Ensign,   27   July,   1863.     Honorably   discharged 
25  May,  1867. 

Smith,  George  S, 

Midshipman,  1  January,  1817.     Last  appearance  on  Records  of  Navy  Department, 
1819. 
Smith,  George  W. 

Chaplain,  2  July,  1864.     Resigned  30  September,  1876. 
Smitli,  George  W. 

Acting  First  Assistant  Engineer,  1  October,  1862.     Dismissed  8  May,  1863. 
Smith,  G.  Geddes. 

Mate,  37  January,  1865.     Acting  Ensign,  3  May,  1865.     Honorably  discharged 
14  August,  1865. 
Smith,  Gideon  H. 

Mate,  25  January,  1863.     Appointment  revoked  (Sick,)  32  October,  1863. 

Smith,  Gilbert  K. 

Midshipman,  6  July,  1803.     Resigned  12  September,  1805. 
^inith,  Heber. 

Acting  Assistant  Surgeon,  24  June,  1861.      Assistant  Surgeon,  16  August,  1861. 
Resigned  1  March,  1865. 
Smith,  Henry. 

Mate,  7  January,  1863.    Dismissed  5  June,  1863. 
Smith,  Henry  Angnstus. 

Third  Assistant  Engineer,   16   September,   1862.      Second    Assistant  Engineer 
1  March,  1864.     Resigned  28  July,  1866. 


GENERAL  NAVY   REGISTER.  059 

Smitli,  Henry  H. 

Acting  Assistant  Surgeon,  20  November,  1863.     Resigned  31  April,  1865. 
Smitli,  Henry  'S. 

Acting  Second  Assistant  Engineer,   13   October,   1861.     Appointment  revoked 
27  November,  1861. 
Smith,  Henry  B. 

Assistant  Paymaster,  1  June,  1876. 
Smith,  Henry  W. 

Acting  Third  Assistant  Engineer,  19  April,  1864.     Honorably  discharged  28  Oc- 
tober, 1865.  J  5 

Smith,  Horace. 

Master,  17  July,  1812.     Last  appearance  on  Records  of  Navy  Department,  1816. 
Baltimore. 

Smith,  Horace. 

Midshipman,  16  December,  1798.    Resigned  23  January,  1799. 
Smith,  Horatio  D. 

Mate,  26  October,  1864.     Honorably  discharged  8  June,  1865. 
Smith,  Howard. 

Assistant  Sui-geon,  13  July,  1871. 
Smith,  Howard  J. 

Assistant  Surgeon,  20  June,  1838.    Passed  Assistant  Surgeon,  23  November,  1843. 
Died  5  September,  1847. 
Smith,  Huntington. 

Midshipman,  26  February,  1863.     Graduated  June,  1868.     Master,  12  July,  1870. 
Resigned  15  May,  1873. 
Smith,  Increase  C 

Acting  Third  Assistant  Engineer,  8  May,  1863.    Acting  Second  Assistant  Engineer, 
17  August,  1864.    Honorably  discharged  16  September,  1865.     Acting  Second 
Assistant  Engineer,  20  August,  1866.     Mustered  out  21  August,  1867. 
Smith,  Israel  D. 

Midshipman,  1  May,  1826.     Resigned  33  April,  1827. 
Smith,  Jacob  J. 

Acting  Assistant  Surgeon,  14  March,  1864.    Honorably  discharged  9  October, 
1865. 

Smith,  James. 

Lieutenant,  28  May,  1800.     Last  appearance  on  Records  of  Navy  Department, 

9  September,  1800. 
Smith,  James  E. 

Acting  Third  Assistant  Engineer,  21  May,  1863.     Honorably  discharged  31  July, 
1865. 
Smith,  James  I<. 

Acting  First  Assistant  Engineer,  1  October,  1862.     Resigned  31  May,  1864. 

Smith,  James  B. 

Acting  Ensign,  6  August,  1864.     Dismissed  7  January,  1865. 

Smithy  James  T. 

Midshipman,  13  June,  1871.     Graduated  31  June,  1875.     Ensign,  31  November, 
1877.  , 

Smith,  James  W. 

Acting  Second  Assistant  Engineer,  31   December,  1863.    Honorably  discharged 
30  December,  1865. 

Smith,  Jay  Wolbert. 

Acting  Third  Assistant  Engineer,  5  March,  1864.     Honorably  discharged  15  Sep- 
tember, 1869. 

Smith,  Jesse,  3rd. 

Midshipman,  11  March,  1815.    Lieutenant,  13  January,  1825.    Lost  in  the  "Hornet," 

10  September,  1829. 
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Smith,  Jesse  B. 

Midshipman,  28  July,  1864.     Graduated   .June,  1868.     Ensign,  19  April,  1869. 
Master,   13  July,  1870.     Lieutenant,  25  November,  1873.     Died  18  November, 
1874. 
Smith,  Jesse  M. 

Midshipman,  9  February,  1841.     Died  3  December,  1844. 

Smith,  J.  Malcolm. 

Assistant  Surgeon,  6  September,  1837.     Passed  Assistant  Surgeon,  14  March,  1843. 
Died  29  April,  1848. 

Smith,  John. 

Master,  1  December,  1812.     Resigned  12  June,  1813. 

Smith,  John. 

Carpenter,  11  May,  1798.     Last  appearance  on  Records  of  Navy  Department. 

Smith,  John. 

Mate.    Appointment  revoked,  (Sick)  28  August,  1862. 
Smith,  John. 

Lieutenant,  8  March,  1799.     Commander,  25  May,  1804.     Captain,  24  December, 
1811.     Died  31  May,  1815. 
Smith,  John. 

Acting  Boatswain,  6  June,  1871.     Appointment  revoked  9  December,  1873. 
Smitli,  John. 

Boatswain,  7  December,  1819.     Died  7  October,  1843. 
Smith,  John. 

Midshipman,  30  April,  1800.     Discharged  6  August,  1801,  under  Peace  Establish- 
ment Act. 
Smitli,  John. 

Acting  Boatswain,  6  September,  1863.     Honorably  discharged  12  December,  1865. 
Boatswain,  34  October,  1866. 
Smith,  John. 

Acting  Third  Assistant  Engineer,  32  September,  1862.     Resigned  5  April,  1865. 
Smith,  John. 

Boatswain,  11  August,  1819.    Resigned  19  July,  1828. 
Smith,  John. 

Mate,  11  February,  1864.     Deserted  2  March,  1864. 
Smith,  John  A.  B. 

Third  Assistant  Engineer,  31  April,  1863.     Second  Assistant  Engineer,  28  Sep- 
tember, 1864.     First  Assistant  Engineer,  33  January,  1873. 
Smith,  John  B.  F. 

Mate,  8  May,  1863.    Acting  Ensign,  9   January,  1864.     Resigned  (Sick,)  6  Sep- 
tember, 1864. 

Smith,  John  I>. 

Acting  Assistant  Surgeon,  37  July,  1367. 
Smith,  John  E. 

Acting  Ensign,  30  December,  1864.     Honorably  discharged  31  July,  1865. 
Smith,  John  F. 

Acting  Third  Assistant  Engineer,  18  January,  1864.     Honorably  discharged  4  No- 
vember, 1865. 

Smith,  John  H. 

Midshipman,  1  January,  1815.     Lieutenant,  13  January,  1825.     Died  30  Novem- 
ber, 1836. 
Smith,  John  Rothwell. 

Acting  Second   Assistant  Engineer,  21   October,  1864.      Honorably  discharged 
7  September,  1865. 

Smith,  John  S. 

Acting  First  Assistant  Engineer,  37  September,  1861.     Dismissed  25  February, 
1863.  ^ 
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Smith,  John  T. 

Acting  Third  Assistant  Engineer,  13  March,  1863.     Acting  Second  Assistant  En- 
gineer, 24  March,  1865.     Honorably  discharged  33  June,  1870.     Second  Assistant 
Engineer,  17  June,  1870.     Retired  as  Passed  Assistant  Engineer,  34  February, 
1875,  by  Act  of  Congress,  approved  30  January,  1875. 
Smith,  Joseph. 

Midshipman,  16  January,  1809.     Lieutenant,  24  July,  1813.     Commander,  3  Marcu, 
1827.     Captain,  9  February,  1837.     Retired  list,  21  December,  1861.     Rear- 
Admiral,  Retired  list,  16  July,  1862.     Died  17  January,  1877. 
Smith,  Joseph. 

Gunner,  9  October,  1861. 
Smith,  Joseph. 

Midshipman,  18  June,  1812.    Resigned  17  February,  1813. 
Smith,  Joseph,  Jr. 

Purser,  1  March,  1799.  Last  appearance  on  Records  of  Navy  Department,  20  March, 
1799. 

Smith,  Joseph  Adams. 

Assistant  Paymaster,  8  October,  1861.  Paymaster,  33  August,  1802.  Pay  Inspec- 
tor, 15  May,  1879. 

Smith,  Joseph  B. 

Midshipman,  19  October,  1841.     Passed  Midshipman,  10  August,  lS-17.     Master, 
23  August,  1855.     Lieutenant,  14  September,  1855.     Killed  in  action  between 
"  Congress  "  and  "  Merrimac,"  8  March,  1862. 
Smith,  Joseph  !E. 

Midshipman,  1  January,  1808.    Lieutenant,  10  March,  1813.    Died  1  December,  1813. 
Smith,  Joseph  O. 

Midshipman,  15  November,  1809.     Last  appearance  on  Records  of  Navy  Depart- 
ment, 1814. 
Smitit,  Joseph  O. 

Midshipman,  1  January,  1817.     Died  in  June,  1823. 
Smith,  Josepli  R. 

Carpenter,  4  November,  1853.     Resigned  31  February,  1860. 
Smith,  J.  W. 

Acting  Master,  8  June,  1861.     Appointment  revoked  2  July,  1861.     Re-appointed 
34  July,  1861.     Acting  Volunteer  Lieutenant,  27  October,  1863.    Acting  Volun- 
teer Lieutenant-Commander,  7  February,  1865.    Honorably  discharged  21  Feb- 
ruary, 1866. 
Smith,  J.  Tanghan. 

Assistant  Surgeon,  27  June,  1829.     Surgeon,  20  February,  1838.     Died  25  August, 
1848. 
Smith,  lieTi  W. 

Mate,  38  August,  1863.     Acting  Ensign.     Deserted  30  April,  1866. 

Smith,  liOnian. 

Carpenter,  27  November,  1840.     Died  29  August,  1843. 
Smith,  Inther  W. 

Acting  Ensign,  31  April,  1864.     Honorably  discharged  23  August,  1865. 

Smith,  Manasseh. 

Acting  Third  Assistant  Engineer,  16  October,  1801.  Acting  Second  Assistant 
Engineer,  28  December,  1863. 

Smith,  Marshall  J. 

Midshipman,  19  October,  1841.     Passed  Midshipman,  10  August,  1847.     Resigned 
4  Februaiy,  1851. 
Smith,  Melancthon. 

Midshipman,  1  March,  1836.  Passed  Midshipman,  28  April,  1832.  Lieutenant, 
8  March,  1837.  Commander,  14  September,  1855.  Captain  16  July,  1862. 
Commodore,  35  July,  1866.  Rear-Admiral,  1  July,  1870.  Retired  list,  24  May, 
1871. 
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Sntitli,  Miclmel  J. 

Acting  Ensign,  17  December,  1863.     Honorably  discharged  23  November,  1865. 

Smith,  Milo  II. 

Midsbipman,  1  April,  1828.     Resigned  3  June,  1881. 

Smitli,  Moses  R. 

Master,  4  May,  1812.     Discharged  16  June,  1815. 

Smith,  Xathan  I>. 

Acting  First  Assistant  Engineer,  18  March,  1864.     Appointment  revoked   (Sick,) 
30  January,  1865. 
Smitli,  Wewton  C  ■* 

Mate.     Resigned  15  July,  1862. 

Smith,  Oscar  G. 

Acting  Assistant  Surgeon,  3  June,  1861.     Resigned  11  September,  1861. 

Smith,  Oscar  li. 

Acting  Third  Assistant   Engineer,   7   September,  1863.     Honorably   discharged 
15  August,  1865. 
Smith,  Omar. 

Mate,  18  February,  1862.     Resigned  1 0  April,  1863. 
Smith,  Peter. 

Acting  Third  Assistant  Engineer,  26  November,  1864.     Honorably  discharged 
24  September,  1869. 
Smith,  Peter  Unckins. 
Boatswain,  7  August,  1873. 
Smith,  Renben. 

Acting  Assistant  Surgeon,  15  September,  1863.     Honorably  discharged  13  Decem- 
ber, 1868. 
Smith,  Richard. 

Midshipman,  28  June,  1804.     Last  appearance  on  Records  of  Navy  Department, 
19  March,  1805. 
Smitli,  Richard  H. 

Acting  Ensign,  1  October,  1862.     Appointment  revoked  7  February,  1866. 
Smith,  Richard  Ii. 

Midshipman,  1  January,  1812.    Resigned  23  June,  1812. 
Smitli,  Robert. 

Acting  Third  Assistant  Engineer,  16   November,   1861.     Dismissed  13  August, 
1862. 
Smith,  Robert  B. 

Mate.    Acting  Master,  24  March,  1862.     Acting  Volunteer  Lieutenant,  good  service, 
3  December,  1863.     Acting  Volunteer  Lieutenant-Commander,  29  April,  1865. 
Honorably  discharged  1  January,  1866. 
Smith,  Robert  B. 

Mate,  19  December,  1861.     Honorably  discharged  7  August,  1866. 
Smitli,  Robert  B. 

Acting  Ensign,  1  October,  1862.     Acting  Master,  16  February,  1863.     Resigned 
29  April,  1863.  " 

Smith,  Robert  H. 

Acting  Second  Assistant  Engineer,  10  August,   1864.      Honorably   dischar-red 
7  October,  1865.  ° 

Smith,  Rodney. 

Acting  Chief  Engineer,   19   January,    1863.     Honorably  discharged  8  January. 
1866.  °  ■" 

Smith,  Roy  C. 

Cadet  Midshipman,  2  October,  1874.     Graduated  4  June,  1880. 
mith,  Rnssell. 

Carpenter,  21  December,  1841.     Dismissed  28  July,  184S. 
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Smith,  Samnel. 

Acting  Ensign,  14  July,  180:3.     Resigned  1  April,  1865. 
Smith,  Samuel. 

Midshipman,  16  June,  1834.     Resigned  21  October,  1839. 
Smith,  Samuel  C. 

AssisUut  Surgeon,  38  March,  1820.     Resigned  28  November,  1823. 
Smith,  Samuel  D. 

Acting  Assistant  Surgeon,  1  April,  1863.     Resigned  30  .lune,  18C3. 
Smith,  Samnel  O. 

Midshipman,  8  May,  1799.     Discharged  19  October,  1799. 
Smith,  S.  Chester. 

Acting  Assistant  Surgeon,  30  November,  1861.     Resigned  11  November,  1864. 

Smith,  Sidney. 

Acting  Second  Assistant  Engineer,  2  November,  1861.     Honorably  discharged 
5  October,  1865. 
Smith,  Sidney. 

Midshipman,  26  July,  1800.     Lieutenant,  7  March,  1807.     Commander,  28  Febru- 
ary, 1815.     Died  17  May,  1827. 

Smith,  Sidney  I>ee. 

Third  Assistant  Engineer,  21  October,  1861.    Second  Assistant  Kngineer,  25  August, 
1863.     First  Assistant  Engineer,  1  January,  1868. 
Smith,  Simeon. 

Acting  Third  Assistant  Engineer,  20  July,  1863.     Acting  Second  Assistant  En- 
gineer, 3  September,  1864.     Honorably  discharged  12  May,  1865. 

Smith.  Simon. 

Midshipman,  28  April,  1801.     Died  4  June,  1806. 

Smith.  Solon  C 

Acting  Thii-d  Assistant  Engineer,  9  November.  1864.     Died  10  July,  1865. 

Smith,  Snmner  T. 

Mate,  25  April,  1864.     Appointment  revoked  (Sick,)  20  July,  1864. 

Smith,  S.  T.  C. 

Mate,  28  December,  1869. 

Smith,  Thaddens  S. 

Third  Assistant  Engineer,  12  August,  1861.     Resigned  8  July,  1862. 

Smith,  Theodore  E. 

Acting  Assistant  Paymaster,  10  October,  1861.     Resigned  5  January,  1865. 

Smith,  Thomas. 

Acting  Master,  21  October,  1861.     Appointment  revoked  31  March,  1864. 

Smith,  Thomas. 

Boatswain,  24  September,  1855.     Retired  list,  18  February,  1874. 

Smith,  Thomas. 

Acting  Master  and  Pilot,  1  October,  1864.    Honorably  discharged  1  July,  1865. 

Smith,  Thomas. 

Acting  Third  Assistant  Engineer,  12  July,  1864.    Honorably  discharged  4  Novem- 
ber, 1865. 

Smith,  Thomas. 

Mate,  1861.     Resigned  14  November,  1862. 

Smith,  Thomas. 

Boatswain,  23  May,  1804.     Dismissed  14  August,  1810. 

Smith,  Thomas  E. 

Acting  Master,  22  October,  1861.     Acting  "Volunteer  Lieutenant,  29  January,  1803. 
Honorably  discharged  28  February,  1869. 

Smith,  Thomas  E. 

Assistant  Surgeon,  3  January,  1828.     Surgeon,  9  February,  1837.     Retired  list, 
13  August,  1862.    Medical  Director,  3  March,  1871. 
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Honorably  discharged  6  January,  1866. 


Died  28  November,  1837. 


Honorably  discharged 


Died  19  September,. 


Smith,  Thomas  M. 

Acting  Ensign,  30  June,  1864. 

Smith,  Thomas  P. 

Carpenter,  28  April,  1873. 
Smith,  Thomas  R. 

Boatswain,  5  November,  1814. 

Smith,  Walter  D. 

Third  Assistant  Engineer,  1  July,  1861.     Second  Assistant  Engineer,  18  Decem- 
ber, 1863.     First  Assistant  Engineer,  25  July,  1866.     Chief  Engineer,  25  March, 
1880. 
Smith,  Walter  N. 

Mate,  5  April,  1863.    Acting  Ensign,  14  August,  1864. 

13  October,  1867.    Mate,  30  January,  1870. 

Smith,  W^aters. 

Surgeon's  Mate,  36  May,  1834.     Surgeon,  3  January,  1828. 
1850. 
Smith,  Watson. 

Midshipman,  19  October,  1841.    Passed  Midshipman,  10  August,  1847.     Master,, 

14  September,  1855.     Lieutenant,  15  September,  1855.     Lieutenant-Commander, 
16  July,  1863.    Died  19  December,  1864. 

Smith,  William. 

Boatswain,  2  August,  1838.     Dropped  30  April,  1861. 
Smith,  William. 

Midshipman,  4  March,  1833.     Passed  Midshipman,  33  March,  1839.     Lieutenant, 
3  March,  1831.     Commander,  13  September,  1854.     Commodore,  16  July,  1863. 
Retired  list,  9  January,  1865.     Died  29  April,  1873. 
Smith,  William. 

Lieutenaat,  5  March,  1799.     Discharged  8  July,  1801,  under  Peace  Establishment 
Act. 
Smith,  William. 

Midshipman,  15  January,  1801.     Discharged  6  August,  1801,  under  Peace  Estab- 
lishment Act. 
Smith,  William. 

Acting  Third  Assistant  Engineer,  5  July,  1864. 
ber,  1865. 
Smith,  William. 

Boatswain,  1  January,  1819.     Died  7  July,  1835. 
Smith,  William  A. 

Acting  Third  Assistant  Engineer,  21  June,  1863; 

neer,  30  June,  1864.     ~  ' 

Smith,  William  A. 

Mate,  37  December,  1861. 
charged  8  October,  1865. 
Smith,  William  C. 

Assistant  Surgeon,  1  June,  1803.     Resigned  13  July,  1803. 
Smith,  William  O. 

Mate,  5  October,  1866. 
Smith,  William  Cr. 

Mate,  5  May,  1863.    Honorably  discharged  21  December,  1865. 
Smith,  William  II. 

Acting  Master,  21  June,  1861.     Killed  11  November,  1804. 
Smith,  William  H. 

Midshipman,  31  July,  1840.     Passed  IMidshipman,  11  July,  1846. 
on  Records  of  Navy  Department,  1853. 


Honorably  discharged  38  Octo- 


Acting  Second  Assistant  Engi- 


Honorably  discharged  3  September,  1865. 

Acting  Ensign,  31  November,  1868.     Honorably  dis- 


Last  appearance 
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Smith,  William  H. 

Acting  Third  Assistant  Engineer,  13  October,   1861.     Acting  Second  Assistant 
Engineer,  33  September,  1863.     Acting  First  Assistant  Engineer,  3  February, 
1865.     Honorably  discharged  14  February,  1866. 
Smith,  William  H. 

Midshipman,  31  March,  1800.    Discharged  30  April,  1801,  under  Peace  Establish- 
ment Act. 

Smith,  William  H. 

Midshipman,  16  October,  1845.     Resigned  20  April,  1853. 
Smith,  William  H. 

Mate,  26  December,  1863.     Honorably  discharged  7  September,  1865. 
Smith,  William  H. 

Acting    Third  Assistant  Engineer,   31   October,    1863.      Honorably   discharged! 

19  February,  1866. 
Smith,  William  M. 

Acting  Third  Assistant  Engineer,  15  September,  1864.     Resigned  5  July,  1865. 
Smith,  William  91. 

Midshipman,  16  January,  1809.     Resigned  26  February,  1810. 
Smith,  William  P. 

Jlidshipman,  17  March,  1814.     Last  appearance  on  Records  of  Navy  Department, 
1815.     Lake  Ontario. 
Smith,  William  P. 

Master,  26  December,  1812.     Resigned  1  December,  1815. 
Smith,  William  P. 

Midshipman,  3  January,  1800.     Lieutenant,  23  March,  1807.     Resigned  2  March, 
1809. 
Smith,  William  Strother. 

Cadet  Engineer,   Naval  Academy,   15   September,   1875.      Graduated   10  June 
1880. 
Smith,  William  S. 

Midshipman,  25  April,  1831.     Passed  Midshipman,  15  June.  1837.     Died  13  No- 
vember, 1839. 
Smith,  William  S. 

Third  Assistant  Engineer,  IQ.February,  1861.     Second  Assistant  Engineer  16  Jan- 
uary,  1863.    First  Assistant  Engineer,   1   December,  1864.     Chief  Engineer^ 

20  October,  1875. 
Smith,  William  Taylor. 

Midshipman,  7  July,   1833.    Passed  Midshipman,   23   June,   1838.     Lieutenant, 
19  September,  1843.     Resigned  17  October,  1853. 
Smith,  William  T. 

Mate.    Resigned  2  April,  1863. 
Smith,  William  Wesley. 

Acting  Third  Assistant  Engineer,  13  June,  1864.    Honorably  discharged  11  Octo- 
ber, 1865. 
Smith,  William  W. 

Midshipman,  1  November,  1838.     Resigned  1  February,  1834. 

Smith,  William  W. 

Acting  Ensign,  3  September,  1864.    Honorably  discharged  32  July,  1865. 

Smith,  William  M'. 

Acting  Second  Assistant  Engineer,  1  May,  1864.     Resigned  5  June,  1865. 

Smitten,  Charles  H. 

Mate,  36  July,   1864.     Acting  Ensign,  31  January,   1865.     Discharged  21  July, 
1806. 
Smoot,  George  W. 

Mate,  1  July,  1863.     Resigned  7  February,  1865. 
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SKiont,  John  H. 

Acting  Assistant  Paymaster,  20  August,  18C4.     Ilonorablv  discharged  19  Septem- 
ber, 1865. 
Smoot,  Joseph. 

Midshipman,  1  December,  1809.  Lieutenant,  27  April,  1816.  Commander, 
3  March,  1835.  Captain,  8  September,  1841.  Reserved  list,  1  October,  1855. 
Died  13  March,  1857. 

Smoot,  Samuel  C. 

Acting  Assistant  Surgeon,  5  October,  1861.     Resigned  27  January,  1862. 

Smoot,  William  O. 

Acting  Third  Assistant  Engineer,  4  June,  1863.  Acting  Second  Assistant  En- 
gineer, 13  March,  1863.  Appointment  revoked  (Sick,)  6  February,  1864.  Act- 
ing Second  Assistant    Engineer,   12  October,   1864.      Honorably  discharged 

15  February,  1866. 
Smylie,  William. 

Sailmaker,  7  July,  1804.    Died  28  September,  1805. 
Smyth,  James  W. 

Acting  Third  Assistant  Engineer,  31  May,  1861.     Acting  Second  Assistant  En- 
gineer, 20  July,  1863.     Honorably  discharged  30  December,  1865. 
Smyth,  Thomas  S. 

Acting  Ensign,  15  August,  1862.     Resigned  36  May,  1863. 
Snaifli,  Oeorge  S. 

Acting  Third  Assistant  Engineer,  17  May,  1864.  Honorably  discharged  12  March, 
1866. 

Snare,  Elisha  W. 

Acting  Ensign,  33  December,  1863.     Honorably  discharged  21  October,  1865. 

Snedeker,  William  A. 

Acting  Third  Assistant  Engineer,  15  September,  1864.  Resigned  (Sick,)  18  March, 
1865. 

Snell,  Alfred  T. 

Midshipman,   26   September,   1857.      Midshipman,   1   June,   1861.       Lieutenant, 

16  July,  1862.     Lieutenant-Commander,  25  July,  1866.     Commander,  19  Septem- 
ber, 1874.     Died  8  September,  1876. 

Snelson,  Robert  !L. 

Midshipman,  1  January,  1812.     Last  appearance  on  Records  of  Navy  Department, 
1816.     Frigate  "  Java." 
Snider,  John. 

Carpenter,  1  January,  1818.     Died  7  November,  1836. 
Snor,  John  J. 

Acting  Third  Assistant  Engineer,  21  December,  1863.  Honorably  discharged 
18  October,  1865. 

Snow,  Albert  S. 

Midshipman,  30  November,  1861.     Graduated  September,  1865.     Ensign,  1  Decem- 
ber, 1866.     Master,  13  March,  1868.     Lieutenant,  36  March,  1869.     Lieutenant- 
Commander,  11  July,  1880. 
Snow,  Allen  W. 

Mate,  4  February,  1864.  Appointment  revoked  31  April,  1864.  Mate,  23  Decem- 
ber, 1864.  Acting  Ensign,  20  January,  1865.  Honorably  discharged  5  Decem- 
ber, 1867. 

Snow,  Charles  W. 

Acting  Ensign,  31  December,  1863.     Died  11  September,  1864. 
Snow,  Elisha  Ifi. 

Mate,  12  September,  1863.     Acting  Ensign,  38  April,  1864.     Honorably  discharged 
22  December,  1865. 
Snow,  Henry  C. 

Acting  Ensign,  4  October,  1864.     Honorably  discharged  25  August,  1865. 
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Snow,  Jobn  S. 

Acting  Ensign,  6  August,  1864.     Honorably  discharged  29  July  1865. 
Snow,  Joseph  W. 

Acting  Ensign,  20  May,  1864.     Dismissed  26  July,  1864. 
Snow,  Josiah,  Jr. 

Acting  Master,  11  May,  1861.     Appointment  revoked  20  August,  1861. 
Snow,  Oliver  C. 

Acting  Ensign,  25  April,  1864.     Honorably  discharged  10  December,  1865. 
Snow,  Bnssell. 

Acting  Master,  27  February,  1862.     Resigned  19  March,  1862. 
Snow,  William  B. 

Acting  Third  Assistant  Engineer,  1    September,  1864.      Honorably  discharged 
7  July,  1865. 
Snyder,  Asa  P. 

Acting  Gunner,  30  March,  1863.     Resigned  16  January,  1865. 
Snyder,  Frederick. 

Acting  Second  Assistant  Engineer,  8  August,  1868.     Resigned  6  April,  1864. 
Snyder,  George  W. 

Assistant  Engineer,  9  October,  1876. 
Snyder,  Henry. 

Third  Assistant  Engineer,  25  August,  1862.     Second  Assistant  Engineer,  21  Feb- 
ruarv,  1854.     First  Assistant  Engineer,  1  January,  1868.    Resigned  21  Decem- 
ber, "l873. 
Snyder,  Henry  Iiee. 

Third  Assistant  Engineer,  19  March,  1858.     Second  Assistant  Engineer,  16  Octo- 
ber, 1861.     First  Assistant  Engineer,  21  April,  1863.     Chief  Engineer,  14  De- 
cember, 1864. 
Snyder,  AI.  B. 

Acting  Master,  1  October,  1862.     Dismissed  28  May,  1863. 
Sodenberg,  B.  B. 

Acting  Ensign,  24  June,  1864.     Honorably  discharged  20  June,  1865. 
Sofleld,  Isaac. 

Acting  Ensign  and  Pilot,  19  September,  1864.     Acting  Master  and  Pilot,  1  Oc- 
tober, 1864.    Resigned  18  April,  1865. 

Softly,  James. 

Mate,  8   April,  1863.     Acting  Ensign,  18   June,  1864.     Honorably  discharged 
21  May,  1867. 

Soley,  John  C. 

Midshipman,  24  September,  1862.     Graduated  June,  1866.     Ensign,  12  March, 
1868,    Master,  26  March,  1869.     Lieutenant,  21  March,  1870. 

Soley,  James  B. 

Professor,  18  August,  1876. 
Solomon,  Benjamin. 

Midshipman,  16  January,  1809.     Resigned  11  October,  1810. 

Solomon,  Ezekiel. 

Purser,  26  March,  1814.     Last  appearance  on  Records  of  Navy  Department,  1816. 
Furloughed. 

Somers,  Henry. 

Midshipman,  15  June,  1799.     Last  appearance  on  Records  of  Navy  Department. 

Somers,  John. 

Mate.    Appointment  revoked  (Sick,)  10  July,  1868. 

Somers,  Joseph  IV. 

Mate.     Resigned  31  May,  1864. 

Somers,  Bichard 

Midshipman,  30  April,  1798.     Lieutenant,  21  May,  1799.     Died  4  September,  1804. 
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SonierTille,  James  H. 

Midshipman,  10  September,  1841.  Passed  Midshipman,  10  August,  1847.  Acting 
Master,  17  January,  1848.     Died  4  February,  1850. 

Somes,  Cliarles  T. 

Mate,  24  October,  1863.      Acting  Ensign,  21   July,  1864.     Resigned  13  March, 
1865. 
Somes,  John  B. 

Mate,  16  October,  1863.     Honorably  discharged  31  December,  1865. 

Sommers,  Robert. 

Acting  Gunner,  11  November,  1878. 
Sommers,  Rudolph. 

Mate,  16  December,  1861.  Acting  Ensign,  4  February,  1863,  Acting  Master,. 
8  December,  1864.     Honorably  discharged  37  August,  1868. 

SominerTille,  O.  W. 

Midshipman,  30  November,  1814.     Died  38  August,  1833. 

Sonntag,  Oeorge  S. 

Master,  4  August,  1807.     Last  appearance  on  Records  of  Navy  Department,  1815. 
Philadeljihia. 
Soper,  Alfred  S. 

Acting  Gunner,  25  January,  1864.     Dismissed  38  July,  1865. 
Soper,  Anthony. 

Mate,  21  December,  1861.    Dismissed  10  September,  1863. 

Sonle,  H.  A. 

Acting  Gunner,  24  March,  1864.     Dismissed  29  August,  1864. 

Sonle,  Heni-y  W. 

Mate,  11  August,  1863.     Resigned  3  December,  1862. 
Sonle,  Thomas  H.,  Jr. 

Mate,  35  April,  1864.     Resigned  13  May,  1865. 
Sonth,  Perry. 

Acting  First  Assistant  Engineer,   27    February,   1863.      Honorably   discharged 
33  November,  1865. 
Southall,  Charles  I>. 

Acting  Third  Assistant  Engineer,  1 1  March,  1864.     Honorably  discharged  1  Sep- 
tember, 1869. 
Sonthall,  P.  A. 

Purser,  23  March,  1832.     Dismissed  21  March,  1840. 
Southard,  Allen  P. 

Acting  Third  Assistant  Engineer.     Dismissed  17  April,  1863. 
Southard,  James  IV. 

Midshipman,  16  November,  1824.     Resigned  29  April,  1831. 
Southerland,  William  H.  11. 

Midshipman,  39  June,  1868.     Graduated   1   June,   1872.     Ensign,  15  July,  1873. 
Master,  21  November,  1877. 
Southwiek,  John. 

Carpenter,  21  December,  1836.     Retired  list,  5  November,  180G.     Died  15  Feb- 
ruaiy,  1874. 
Southworth,  Asa  C 

Acting  Ensign,  38  November,  1863.     Honorably  discharged  36  October,  1865. 
Southworth,  Edward  R. 

Acting  Assistant  Paymaster,  19  October,  1861.     Honorably  discharged  37  October, 
1865. 
Sowerby,  J.  J. 

Acting  Assistant  Surgeon,  5  November,  1863.  Acting  Passed  Assistant  Surgeon, 
13  April,  1865.  Honorably  discharged  18  July,  1868.  Acting  Passed  Assistant 
Surgeon,  5  December,  1873.     Honorably  discharged  30  June,  1879. 
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Spain,  Richard  A. 

Acting    Third   Assistant  Engineer,   23   October,   1863.      Appointment  revoked 
(Sick,)  6  May,  1864. 
Spalding,  James. 

Carpenter,  21  October,  1813.    Resigned  21  May,  1813. 
Spalding,  James. 

Midshipman,  9  November,  1813.    Resigned  10  June,  1817. 
Spalding,  Joseph  A. 

Acting  Third  Assistant  Engineer,  37  February,  1863.     Acting  Second  Assistant 
Engineer,  9  October,  1864.     Honorably  discharged  3  April,  1 868. 
Spalding,  lijman  O. 

Midshipman,  26  September,  1863.     Graduated  June,  1866.     Resigned  16  June, 
1866.     Master,  38  June,  1871.     Lieutenant,  10  July,  1875. 
Spalding,  Bntns  C 

Paymaster,  1  June,  1861.     Pay  Inspector,  8  March,  1871.    Dismissed  18  August, 
1876. 
Spalding  Rntns  C 

Midshipman,  13  October,  1848.     Resigned  1  October,  1852. 
Spanbnrgh^  Iieonard. 

Acting  Third  Assistant  Engineer,  13  January,  1862.     Resigned  25  June,  1863. 

Spangler,  Daniel  M. 

Acting  Third  Assistant  Engineer,  3  January,  1864.    Honorably  discharged  13  Sep- 
tember, 1865. 
Spangler,  Henry  W. 

Cadet  Engineer,  Naval  Academy,  1  October,  1874.     Graduated  30  June,  1878. 

Spani^ler,  Saninel  S. 

Mate,  11  August,  1864.     Honorably  discharged  6  September,  1865. 

Spare,  John. 

Acting  Assistant  Surgeon,  10  April,  1863.    Honorably  discharged  2  July,  1866. 

Sparhawk,  George. 

Cadet  Midshipman,  24  September,  1874.     Graduated  4  June,  1880. 

Sparks,  Charles  I>. 

Midshipman,  18  April,  1850.     Died  13  April,  1853. 

Sparks,  William. 

Acting  First  Assistant  Engineer,  37  April,  1863.     Dismissed  25  July,  1863. 

Sparrow,  Boscoe  D. 

Acting    Ensign,   30    September,   1864.      Honorably  discharged    18    September, 

1865. 
Spates,  Richard  IV. 

Mate.     Appointment  revoked  27  June,  1862. 

Spanlding,  Josiah  C. 

Acting  Assistant  Paymaster,  3  July,  1863.    Honorably  discharged  13  December, 

1865. 

SpaTin,  Robert.  ^^        ,       ^^^^ 

Acting  Master,  23  September,  1861.     Resigned  5  November,  1864. 

Spavin,  Robert,  Jr. 

Mate,  20  January,  1864.    Resigned  (Sick,)  21  September,  1864. 

Speake,  Joseph  M.  ..,.„„-,       ^     t,        tt-  ..  ui-u       ^ 

Lieutenant,  30  July,  1798.    Discharged  11  April,  1801,  under  Peace  Establishment 

Act. 

Speake,  Joseph  M.  ,     ,  ,,     ^,  .ono 

Master,  6  June,  1801.     Resigned  14  March,  1803. 

Speakman,  Thomas  B. 

Acting  Third  Assistant  Engineer,  4  December,  1863.     Dismissed  28  January, 

1865. 
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Spear,  Alden  T. 

Acting  Master,  4  November,  1861.     Acting  Volunteer  Lieutenant,  31  January, 
1863.     Died  18  September,  1863. 

Spear,  B.  H. 

Mate,  20  January,  1863.     Honorably  discharged  14  September,  1865. 

Spear,  George  W. 

Mate.    Appointment  revoked  (Sick,)  10  February,  1863. 

Spear,  Harrison. 

Third  Assistant  Engineer,  21  April,  1863.     Second  Assistant  Engineer,  25  July, 
1866.     Retired  8  July,  1873.     Died  18  September,  1874. 

Spear,  Jobn  C. 

Assistant  Surgeon,   9  May,  1861.     Surgeon,  23   June,  1864.     Medical  Inspector, 
6  October,  1878. 

Spear,  STatban. 

Acting  Third  Assistant  Engineer,  26  September,  1863.     Honorably  discharged 
28  October,  1865. 

Spear,  Oliver  A. 

Acting  Ensign,  1  February,  1865.     Honorably  discharged  23  July,  1865. 

Spear,  Otis  G. 

Mate,  1  November,  1864.     Appointment  revoked  23  December,  1865. 

Spear,  Triiniaii  W. 

Mate,  4  August,  1862.     Dismissed  6  October,  1862. 

Spear,  W.  M. 

Civil  Engineer,  28  September,  1865.     Died  26  July,  1873. 

Spedden,  Edward  T. 

Midshipman,  20  November,  1848.     Passed  Midshipman,  15  June,  1854.    Master, 
15  September,  1855.     Lieutenant,  16  September,  1855.     Died  3  March,  1861. 

Spedden,  Robert. 

Midshipman,  2  April,  1804.     Lieutenant,  9  December,  1814.     Resigned  4  Decem- 
ber, 1823. 

Speel,  Jobn  l^T. 

Assistant  Paymaster,  1  July,  1875.     Passed  Assistant  Paymaster,  15  May,  1879. 

Speiden,  William. 

Purser,  30  August,  1837.     Died  18  December,  1861. 

Speigbts,  Henry  W. 

Acting  Third  Assistant  Engineer,   7    February,   1865.      Honorably  discharged 
24  August,  1869. 
Speigbts,  James  Edward. 

Third  Assistant  Engineer,  12  August,  1862.     Dropped  21  March,  1868. 
Speigbts,  Tbomas  G. 

Mate,  8  May,  1863.     Appointment  revoked  (Sick,)  17  September,  1863. 

Speirs,  James. 

Acting  Third  Assistant  Engineer,  18  December,  1863.     Resigned  10  June,  1865. 

Spence,  G.  K. 

Purser,  8  April,  1814.     Last  appearance  on  Records  of  Navy  Department,  1816. 
Sloop  "On^aw." 
Spence,  Henry  J. 

Acting  Third  Assistant  Engineer,  18  August,  1864.     Resigned  6  June,  1865. 
Spence,  Keitb. 

Purser,  10  May,  1800.     Last  appearance  on  Records  of  Navy  Department,  Septem- 
ber, 1805. 
Spence,  Robert  T. 

Midshipman,  15  May,  1800.     Lieutenant,  17  February,  1807.    Commander,  24  July, 
1813.     Captain,  28  February,  1815.     Died  26  September,  1826. 
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Spence,  Stephen  D. 

Midshipman,  9  September,  1841.     Resigned  in  Iirarch,  1849. 
Spencer,  Charles  B. 

Acting  Second  Assistant  Engineer,  37  May,  1861.     Resigned  5  August,  1861. 
Spencer,  George. 

Mate,  18  November,  1861.     Resigned  14  June,  1864. 
Spencer,  J.  C. 

Assistant  Surgeon,  16  December,  1828.     Surgeon,  30  December,  1837     Resigned 
19  April,  1847. 
Spencer,  J.  C 

Purser,  21  August,  1843.     Died  29  December,  1845. 
Spencer,  John  T,. 

MidsMpman,  1  June,  1826.     Resigned  30  April,  1833. 
Spencer,  liemnel. 

Midshipman,  30  November,  1814.     Resigned  5  Julj',  1815. 
Spencer,  lievi  T. 

Second  Assistant  Engineer,  3  June,  1844.     Resigned  18  November,  1845 
Spencer,  P.  I>. 

Midshipman,  1  December,  1810.     Resigned  9  June,  1812. 

Spencer^  Philip. 

Midshipman,  20  November,  1841.    Died  1  December,  1842. 

Spencer,  Thomas  C. 

Midshipman,  24  July,  1866.     Graduated  7  June,  1870.     Ensign,  IS  July,  1871. 
Master,  4  June,  1874.    Died  13  January,  1875. 
Spencer,  Thomas  S. 

Acting  Midshipman,  29  September,  1854.  Midshipman,  9  June,  1859.  Lieuten- 
ant, 31  August,  1861.  Lieutenant- Commander,  3  March,  1866.  Resigned 
25  April,  1867. 

Spencer,  T.  W. 

Acting  Ensign,  3  March,  1S63.     Honorably  discharged  17  August,  1865. 

Spencer,  W.  C. 

Midshipman,  1  December,  1827.    Passed   Midshipman,  10  June,  1833.     Cashiered 
10  April,  1837. 
Spencer,  William  A. 

Midshipman,  15  November,  1809.  Lieutenant,  9  December,  1814.  Commander, 
3  March,  1831.     Captain,  22  January,  1841.    Resigned  9  December,  1843. 

Spencer,  William  B. 

Mate,  13  July,  1864.  Acting  Ensign,  11  March,  1865.  Resigned  24  September, 
1866. 

Sperry,  Charles. 

Midshipman,  16  March,  1833.    Resigned  1  April,  1836. 

Sperry,  Charles. 

Midshipman,  1  April,  1828.    Dismissed  21  Apnl,  1831. 

Sperry,  Charles  S. 

Midshipman,  26  September,  1863.  Graduated  June,  1866.  Ensign,  12  March, 
1868.    Master,  26  March,  1869.     Lieutenant,  21  March,  1870. 

Sperry,  Jacob  F. 

Midshipman,  27  March,  1839.     Resigned  28  January,  1843. 

Sperry,  Robert  J. 

Mate,  13  May,  1864.  Honorably  discharged  27  December,  1865.  Mate,  18  April, 
1866.    Mustered  out  13  September,  1868. 

Speyers,  Arthnr  B. 

Acting  Midshipman,  24  July,  1863.  Graduated  June,  1868.  Master,  12  July, 
1870.    Lieutenant,  23  May,  1874. 
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Spicer,  William  F. 

Midshipman,  31  June,  1839.  Passed  Midshipman,  2  July,  1845.  Master,  38  June, 
1853.  Lieutenant,  35  February,  1854.  Lieutenant-Commander,  16  July,  1863. 
Commander,  3  January,  1863.  Captain,  23  April,  1870.  Commodore,  25  April, 
1877.    Died  39  November,  1878. 

Spicknall,  Joseph. 

Midshipman,  1  January,  1813.  Last  appearance  on  Records  of  Navy  Department, 
1815.    Wilmington,  N.  C. 

Spier,  John. 

Sailmaker,  6  June,  1816.     Resigned  10  February,  1810. 

Spies,  George  W. 

Acting  Third  Assistant  Engineer,  19  September,  1863.  Appointment  revoked 
(Sick,)  3  February,  1863. 

Spillman,  James. 

Master,  3  February,  1815.  Last  appearance  on  Records  of  Navy  Department, 
1830.    Furloughed. 

Spillman,  li.  li. 

Midshipman,  19  August,  1833.     Resigned  3  September,  1839. 

Spinney,  A.  li. 

Mate,  31  October,  1864.     Honorably  discharged  6  July,  1865. 

Spinney,  Joseph. 

Acting  Master,  3  August,  1861.     Resigned  33  January,  1863. 

Spongberg,  Charles. 

Acting  Third  Assistant  Engineer,  38  April,  1863.     Drowned  6  December,  1863. 

Spooner,  Charles  W. 

Mate,  13  August,  1863.  Acting  Ensign,  12  February,  1864.  Resigned  22  March, 
1865. 

Spooner,  tJeorge  W. 

Midshipman,  15  November,  1809.  Lieutenant,  4  February,  1815.  Died  31  May, 
1817. 

Spooner,  Henry  W. 

Third  Assistant  Engineer,  16  February,  1853.    Second  Assistant  Engineer,  37  July, 
1855.    First  Assistant  Engineer,  31  July,  1858.     Resigned  33  May,  1859. 
Spotswood,  Charles  F.  M. 

Midshipman,  1  November,  1838.  Passed  Midshipman,  14  June,  1834.  Lieutenant, 
as  February,  1841.    Dismissed  18  April,  1861. 

Spotswood,  George  W. 

Midshipman,  15  July,  1799.    Dismissed  14  May,  1803. 

Spotswood,  J.  A. 

Commander,  15  February,  1800.  Discharged  4  June,  1801,  under  Peace  Establish- 
ment Act. 

Spotswood,  W.  A.  W. 

Assistant  Surgeon,  3  December,  1838.     Surgeon,  20  February,  1838.     Resigned 
13  January,  1861. 
Spotts,  James  H. 

Midshipman,  3  August,   1837.      Passed   Midshipman,   39   June,  1843.      Master, 
8  April,  1851.    Lieutenant,  31  November,  1851.     Commander,  16  July,  1863. 
Captain,  25  July,  1866.     Commodore,  25  September,  18 
Spragne,  Albert  li. 

Midshipman,  11  April,  1863.     Graduated  June,  1866.     Easign,  13  March,  1868. 
Master,  Retired  list,  30  March,  1869.     Died  18  November,  1873. 
Sprague,  Edward  P. 

Acting  Second  Assistant  Engineer,  13  January,  1863.  Acting  '^irst  Assistant 
Engineer,  3  August,  1865.    Appointment  revoked  30  July,  1866. 

Spragne,  Frank  J. 

Caaet  Midshipman,  39  September,  1874.     Graduated  4  June,  1880 
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Spragne,  Horace  B. 

Mate,  10  April,  1863.     Resigned  8  May,  1863.     Mate,  18  January,  1864.     Honor- 
ably discharged  5  August,  1865. 
l^pi'agne,  James  P. 

Third  Assistant  Engineer,  17  February,  1860.  Second  Assistant  Engineer,!  No- 
vember, 1861.  First  Assistant  Engineer,  1  March,  1864.  Chief  Engineer,  5 
March,  1871. 

Spragrne,  Thomas. 

Assistant  Surgeon,  24  July,  1813.     Last  appearance  on  Records  of  Navy  Depart- 
ment, 1815.     Frigate  '■'■President." 
Spragiie,  William. 

Acting  First  Assistant  Engineer,  24  May,  1864.  Honorably  discharged  9  Febru- 
ary, 1860. 

Spragne,  William  H. 

Mate,  27  July,  1863.     Resigned  26  May,  1864.     Mate,  11  July,  1864.     Resigned 
25  May,  1865. 
Sprigg,  Horace  S. 

Midshipman.  2  April,  1804.     Resigned  17  May,  1810. 
Sprigg,  James. 

Midshipman,  16  January,  1809.    Last  appearance  on  Records  of  Navy  Department, 
20  March,  1809. 
fSpriggs,  John. 

Lieutenant,  28  December,  1804.     Dismissed  28  April,  1805. 
Sprigman,  James  H. 

Mate,  4  June,  1863.     Resigned  13  January,  1863. 
Springer,  Charles  H. 

Midshipman,  1  September,  1811.  Lieutenant,  27  April,  1816.  Died  25  May, 
1820. 

Springer,  'E.  D. 

Acting  Ensign,  11  August,  1864.     Honorably  discharged  11  December,  1865. 

Springer,  James. 

Boatswain,  13  August,  1833.     Died  6  September,  1837. 

Sprogell,  SylTanns. 

Midshipman,  16  January,  1809.     Drowned  21  October,  1810. 

Sproston,  George  S. 

Mate,  12  November,  1869.     Appointment  revoked  26  April,  1871. 

Sproston,  George  S. 

Assistant  Surgeon,  8  November,  1813.  Surgeon,  27  March,  1818.  Died  27  Janu- 
ary, 1842. 

Sproston,  George  S. 

Acting  Assistant  Paymaster,  27  September,  1862.     Mustered  out  15  January,  186 *. 

Sproston,  John  G. 

Midshipman,  15  July,  1846.  Passed  Midshipman,  8  June,  1852.  Master,  15  Sep- 
tember, 1855.     Lieutenant,  16  September,  1855.     Killed  8  June,  1862. 

Sqnibh,  Cdward  R. 

Assistant  Surgeon,  26  April,  1847.     Resigned  4  December,  1857. 

Squires,  Tlieoron  W. 

Mate,  9  February,  1862.     Dismissed  13  August,  1862. 

Staates,  E.  M. 

Acting  First  Assistant  Engineer,  28  May,  1861.     Resigned  29  November,  1861. 

Staats    Peter  P. 

Acting  Third  Assistant  Engineer,  20  January,  1863.      Resigned   14  November, 

1863. 
Stafford,  James  C. 

Acting  Master,  23  November,  1861.    Resigned  21  February,  1863. 

43 
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Stafford,  George  H. 

Cadet  Midshipman,  10  June,  1874.     Graduated  4  June,  1880. 
StabI,  Albert  Williaui. 

Cadet  Engineer,  Naval   Academy,   14   September,  1876.      Graduated     10   June, 
1880. 
Stahl,  Henry. 

Acting  Ensign,  5  September,  1862.     Honorably  discharged  15  May,  1865. 
Staigg,  Alfred. 

Mate,  18  November,  1861.     Acting  Ensign,  33  February,  1865-     Honorably  dis- 
charged 30  September,  1865. 
Stall,  Romeo  £. 

Acting  Second  Assistant  Engineer,  14  June,  1863.     Acting  First  Assistant  En- 
gineer, 3  March,  1864.     Honorably  discharged  19  December,  1867. 
Stalling^,  C.  T. 

Midshipman,  16  January,  1809.     Lieutenant,  9  December,  1814.     Last  appearance 
on  Records  of  Navy  Department,  1823.     Baltimore. 
Stalling^,  Joseph. 

Midshipman,  10  May,  1830.     Lieutenant,  17  May,  1839.     Died  25  April,  1841. 
Stalling^,  Otbo. 

Midshipman,  18  June,  1812.  Lieutenant,  38  March,  1820.  Died  12  January, 
1825. 

Stamm,  William  S. 

Third  Assistant  Engineer,  36  February,  1851.  Second  Assistant  Engineer,  31  May, 
1853.  First  Assistant  Engineer,  9  May,  1857.  Chief  Engineer,  29  July, 
1861. 

Stancliffe,  H.  Trnmbnll. 

Acting  Assistant  Paymaster,  30  January,  1865.     Assistant  Paymaster,  31  February, 

1867.    Passed  Assistant  Paymaster,  19  May,  1869. 
Standwood,  Nathaniel. 

Master,  3  January,  1800.    Discharged  30  April,  1801,  under  Peace  Establishment 

Act. 

Stanfleld,  Thomas. 

Mate,  13  June,  1863.     Honorably  discharged  23  July,  1865. 
Stanford,  John  J. 

Sailmaker,  4  November,  1848.    Retired  list,  7  November,  1874.     Died  11  April, 

Stanford,  Thomas. 

Purser,  8  January,  1800.  Discharged  30  July,  1801,  under  Peace  Establishment 
Act. 

Stanley,  Charles. 

Mate,  13  November,  1863.  Acting  Ensign,  39  January,  1864.  Dismissed  14  April, 
1864. 

Stanley,  Charles. 

Acting  Third  Assistant  Engineer,  20  March,  1865.  Honorably  dischareed  4  Sep- 
tember, 1865.  ^  o  r 

Stanley,  Charles  J. 

Acting  Ensign,  13  August,  1863.     Resigned  19  November,  1863. 
Stanley,  James  C 

Midshipman,  30  April,  1831.     Resigned  11  February,  1836. 
Stanley,  Thomas. 

Gunner,  16  August,  1828.     Resigned  16  November,  1831. 
Stanley,  Thomas. 

Boatswain,  19  June,  1798.     Dis3harged  15  June,  1799. 
Stanley,  Thomas  C. 

Chaplain,  37  February,  1847.     Resigned  36  September,  1853. 
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Stanly,  Fabins. 

Midshipman,  20  December,  1831.  Passed  Midshipman,  15  June,  1837.  Lieuten- 
ant, 8  September,  1841.  Reserved  list,  13  September,  1855.  Lieutenant  on 
Active  list,  8  September,  1841.  Commander,  19  May,  18G1.  Captain,  35  .luly, 
1866.  Commodore,  1  July,  1870.  Rear-Admiral,  13  February,  1874.  Retired 
list,  4  June,  1874. 

Stannard,  Joseph  E. 

Acting  Master,  23  November,  1861.     Acting  Volunteer  Lieutenant,  8  April,  1865. 
Honorably  discharged  15  January,  1866. 
Stannard,  William.  A. 

Mate,  11  June,  1863.    Acting  Ensign,  23  February,  1865.    Honorably  discharged 

18  June,  1867. 
Stanuard.  William  M. 

Acting  Master,  25  January,  1863.     Honorably  discharged  10  September,  1866. 
Stansbnry,  John. 

Midshipman,  16  January,  1809.    Killed  in  action  11  September,  1814. 
Stanton,  Charles  F. 

Acting  Ensign,  1  October,  1862.    Resigned  34  July,  1863.    Acting  Ensign,  13  Feb- 
ruary, 1864.    Appointment  revoked  7  August,  1864. 
Stanton,  Cnrtis. 

Acting  Third  Assistant  Engineer,  18  September,  1863.    Acting  Second  Assistant 
Engineer,  10  December,  1864.    Honorably  discharged  26  March,  1869. 
Stanton,  Oscar  F. 

Midshipman,  29  December,  1849.  Passed  Midshipman,  13  June,  1855.  Master, 
16  September,  1855.  Lieutenant,  3  April,  1856.  Lieutenant-Commander, 
16  July,  1862.    Commander,  13  December,  1867.     Captain,  11  June,  1879. 

Stanton,  Josiah  R. 

Assistant  Paymaster,  35  March,  1870.    Passed  Assistant  Paymaster,  25  November, 
1877. 
Stapleford,  James  W. 

Acting  Master,  24  March,  1862.     Honorably  discharged  31  February,  1865. 

Staples,  Charles  B. 

Mate,  4  April,  1862.    Acting  Ensign,  18  August,  1863.     Honorably  discharged 

19  September,  1865. 

Staples,  James  C. 

Mate,  24  October,  1861.  Acting  Ensign,  5  January,  1863.  Honorably  discharged 
15  September,  1865. 

Staples,  John  Xi. 

Mate,  14  May,  1863.    Gunner,  16  July,  1863.     Died  37  June,  1871. 

Staples,  William  C. 

Acting  Master,  22  November,  1861.     Honorably  discharged  15  November,  1865. 

Stapleton,  Jesse  J. 

Acting  Ensign,  19  March,  1863.  Promoted  Acting  Master,  9  April,  1863.  Ap- 
pointment revoked  3  February,  1864. 

Starbnck,  Allen  W. 

Acting  Ensign,  31  March,  1864.    Appointment  revoked  (Sick,)  8  November,  1864. 

Starbuck,  Daniel  Joy. 

Acting  Ensign,  9  May,  1864.     Honorably  discharged  23  November,  1865. 

Stark,  Daniel. 

Acting  Ensign,  25  October,  1864.     Honorably  discharged  19  August,  1865. 

Starke,  Robert  B. 

Assistant  Surgeon,  18  April,  1800.  Surgeon,  38  June,  1809.  Last  appearance  on 
Records  of  Navy  Department,  16  March,  1810. 

Starke,  Thomas.  ,      ^  ^x       ^      _^ 

Assistant  Surgeon,  9  July,  1800.  Last  appearance  on  Records  of  Navy  Depart- 
ment. 
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Stnrkey,  John  Li. 

Acting  Third  Assistant  Engineer,  6  October,  1804.    IIono-aDiy  cliscJiarged  21  jmy, 
1865.     ■ 
Starr,  Charles  H. 

Midshipman,  3  November,  1818.     Resigned  11  November,  1833. 

Starr,  Colin  C. 

Mate,  4  November,  1861.    Acting  Ensign,  13  January,  1863.    Resigned  23  Novem- 
ber, 1864. 

Starr,  John  IS. 

Acting  Ensign,  17  August,  1804.     Honorably  discharged  27  November,  1865. 

Starr,  John  P. 

Acting  Second  Assistant  Engineer,  14  .July,  1864.     Dismissed  21  October,  1864. 

Starr,  Joseph  T. 

Acting    First    Assistant    Engineer,   1    October,   1862.     Acting  Chief   Engineer, 
31  March,  1863.     Honorably  discharged  24  January,  1867. 

Starr,  Phineas  R. 

Acting  Ensign,  1  October,  1802.     Dismissed  3  June,  1864. 

Starr,  William  C. 

Third  Assistant  Engineer,  17  February,  1860.     Resigned  28  May,  1863. 
Starrett,  Adrian    C 

Gunner,  31   August,  1859.     Acting  Master,  13  December,  1862.     Honorablv  dis- 
charged 13  September,  1805. 
Statton,  Thomaa. 

Midshipman,  4  July,  1805.     Dismissed  10  September,  1805. 
Stanffcr,  Barid  M. 

Mate,  5  January,  1864.    Acting  Ensign,  25  May,  1865,     Honorably  discharged 
1  November,  1865. 
Stannton,  Sidney  A. 

Midshipman,  28  September,  1867.     Graduated  6  June,   1871.     Ensign,   14  Julv, 
1872.    Master,  4  February,  1875. 

StaTey,  Nicholas  H. 

Assistant  Paymaster,  4  December,  1869.     Retired  list,  1  September,  1376. 

St.  Clair,  Arthur.  i 

Midshipman,  15  November,  1798.     Discharged  as  Lieutenant,  12  October,  1801. 
Steadnian,  George  C 

Acting  Third  Assistant  Engineer,  30  December,   1862.      Honorably   discharged 
21  August,  1865. 
Steadnian,  Horace  B. 

Acting  Third  A  ssistant  Engineer,  17  May,  1864.    Honorably  discharged  21  July, 
1865. 
Stearns,  David. 

Acting  Master,  14  August,  1861.     Died  from  wounds  received  in  action,  30  June, 
1862. 
Stearns,  J.  B. 

Midshipman,  28  September,  1814.     Resigned  25  October,  1817. 
Stearns,  William,  Jr. 

Midshipman,  1  May,  1828.     Resigned  11  February,  1832. 
Stebhins,  A.  W. 

Midshipman,  25  April,  1838.     Resigned  15  April,  1843.     Midshipman,  27  April, 
1842.     Resigned  20  September,  1842. 
Stebbins,  Augnstns  Gt. 

Acting  Ensign,  25  August,  1862.     Lost  in  '■^Bainbridge,''''  31  August,  1863. 
Stebbins,  De  Wayne. 

Mate,  15  September,  1862.     Acting  Ensign,  1   October,  1862.      Acting  Master,. 
23  July,  1804.     Honorably  discharged  29  November,  1865. 
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Stebbins,  James  H. 

Acting  Third  Assistant  Engineer,  4  May,  1863.     Resigned  0  October,  1863. 
Stebbins,  £i.  C 

Acting  Assistant  Paymaster,  16  May,  1864.  Honorably  discharged  4  November - 
1865. 

Stedinan,  Charles  E. 

Assistant  Surgeon,  16  September,  1861.     Resigned  27  April,  1865. 
Sieduian,  Edward  M. 

Midshipman,  37  September,  1861.     Graduated  November,  1864.     Ensign,  1  No- 
vember, 1866.     Master,  1  December,  1866.     Lieutenant,  13  March,  1868.     Lieu- 
tenant-Commander, 26  March,  1869.     Retired  list,  10  February,  1875. 
Stedinan,  Francis  I>. 

Third  Assistant  Engineer,  19  January,  1863.     Second  Assistant  Engineer,  30  June, 
1864.     Resigned  6  October,  1866. 
Stedmeu,  Robert  S. 

Third  Assistant  Engineer.  17  March,  1863.     Resigned  5  April,  1865 
Steece,  Teeuinseh. 

Midshipman,   26    September,   1857.      Midshipman,   1    June,   1861.      Lieutenant 
16  July,  1862.     Died  15  July,  1864. 
Steed,  Robert. 

Midshipman,  10  Februarv,  1819.    Died  4  September,  1833. 
Steedinan,  Cbarles. 

Midshipman,  1  April,  1828.  Passed  Midshipman,  14  June,  1834.  Lieutenant, 
25  February,  1841.  Commander,  14  September,  1855.  Captain,  13  December, 
1862.  Commodore,  35  July,  1866.  Rear-Admiral,  25  May,  1871.  Retired  list, 
24  September,  1873 

Steel,  Hngb. 

Midshipman,  15  November,  1809.    Dismissed  25  February,  1811. 

Steel,  Isaac. 

Sailmaker,  6  July,  1798.     Resigned  3  August,  1806. 

Steel,  John  H. 

Assistant  Surgeon,  10  December,  1814.    Resigned  8  July,  1818. 

Steel,  Thomas  S. 

Acting  Master,  34  September,  1861.     Dismissed  15  May,  1863. 

Steele,  Arthur  G. 

Acting  Third  Assistant  Engineer,  14  April,  1865.     Died  9  October,  1867. 

Steele,  Henry  A. 

Midshipman,  1  November,  1836.  Passed  Midshipman,  28  April,  1833.  Lieuten- 
ant, 37  February,  1837.  Reserved  list,  13  September,  1855.  Died  39  June, 
1858. 

Steele,  John  F. 

Purser,  29  August,  1845.    Died  20  July.  1860. 

Steele,  J.  Murray. 

Assistant  Surgeon,  18  June,  1875. 

Steele,  Robert. 

Mate.  18  April,  1864.  Resigned  13  June,  1866.  Mate,  28  September,  1866.  Hon- 
orably discharged  12  April,  1868. 

Steele,  Robert  S. 

Midshipman,  28  June,  1804.     Resigned  1  October,  1810. 

Steele,  Robert  W. 

Assistant    Naval   Consti-uctor,   24    May,   1871.      Naval    Constructor,   13    March, 

1875. 
Steele,  Thomas  B.  . 

Assistant  Surgeon.  5  March,  1847.     Surgeon,  29  August,  1860.     Resigned  31  April, 

186t. 
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Steele,  William. 

Midslipman,  1  January,  1812.     Last  appearance  on  Records  of  Navy  Department, 
1818.     Furloughed. 

Steele,  William. 

Assistant  Surgeon,  13  March,  1807.     Resigned  29  August,  1801. 

Steers,  Thomas. 

Acting    Third    Assistant    Engineer,    14    April,    1865.       Honorably    discharged 
10  August,  1865. 
SteeTer,  Charles  t. 

Acting  Third  Assistant  Engineer,  21  May,  1864.     Acting  Second  Assistant  En- 
gineer, 25  February,  1865.     Resigned  18  December,  1865 

Steerer,  Henry  K. 

Acting  Third  Assistant  Engineer,  1  February,  1862.  Appointment  revoked 
21  July,  1862.  Acting  Third  Assistant  Engineer,  9  October,  1862.  Acting 
Second  Assistant  Engineer,  1  February,  1865.  Honorably  discharged  Sa  Janu- 
ary, 1866.  Acting  Second  Assistant  Engineer,  26  March,  1866.  Mustered  out 
27  August,  1867. 
Steigher,  John  J. 

Acting  Third  Assistant  Engineer,  5  August,  1861.     Resigned  7  June,  1862. 

Stein,  Edward   M. 

Assistant  Engineer,  30  July,  1861.     Surgeon,  12  May,  1866.     Died  13  July,  1877. 

Stein,  George. 

Mate,  20  October,  1861.    Acting  Ensign,  6  September,  1864.     Honorably  dis- 
charged 6  November,  1866. 
Steinbogh,  Nicholas. 

Boatswain,  16  August,  1838.     Died  20  November,  1840. 

Steinbauer,  d.  W. 

Midshipman,  18   February,  1800.      Discharged   13  October,  1801,  under  Peace 
Establishment  Act. 

Steins,  George  A. 

Mate,  21  January,  1864.     Acting  Ensign,  23  May,  1864.     Honorably  discharged 
8  August,  1865 

Stell,  John. 

Third  Assistant  Engineer,  18  November,  1862.     Resigned  18  September,  1868.    ' 

Stellwagen,  D.  C. 

Master,  14  May,  1814.     Died  16  November,  1828. 
Stellwagen,  Henry  S. 

Midshipman,  1  April,  1828.    Passed  Midshipman,  14  June,  1834.     Lieutenant, 
2  July,  1840.     Commander,  14  September,  1855.     Captain,  29  August,  1862. 
Retired  list,  24  December,  1865.     Died  15  July,  1866. 
Stellwagen,  Thomas  C. 

Acting  Assistant  Paymaster,  25  September,  1861.     Resigned  4  June,  1863. 
Stembel,  Roger  ST. 

Midshipman,  27  March,  1832.     Passed  Midshipman,  23  June,  1838.     Lieutenant, 
26  October,  1843.     Commander,  1  July,  1861.     Captain,  25  July,  1866.     Com- 
modore, 13  July,  1870.    Retired  list,  27  December,   1872.     Rear- Admiral,  Re- 
tired list,  5  June,  1874. 
Stenson,  J.  Fenwick. 

Jlidshipman,  15  December,  1837.     Passed  Midshipman,  29  June,  1843.     Master, 
24  December,  1850.     Lieutenant,  29  August,  1851.      Resigned   20   February, 
1854. 
Stephen,  David. 

Mate,  20  November,  186S.     Acting  Ensign,  20  May,  1863.     Resigned  29  March, 
1865. 
Stephens.  Alexander  W. 

Acting  Carpenter,  15  August,  1873. 
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Stephens,  Aniiiiie. 

Acting  Third  Assistant  Engineer,  5  May,  1863.  Honorably  discharged  38  August, 
ItiOo. 

Stephens,  I>ong:Iass  H. 

Acting  Midshipman,  1  October,  1850.     Dropped  12  June,  1851. 
Stephens,  Elihn. 

Acting  Third  Assistant  Engineer,  1  October,  1862.    Acting   Second  Assistant 
Engineer,  28  January,  1863.     Dismissed  17  June,  1863. 
Stephens,  Jaeoh. 

Saikiiaker,  30  September,  1844.     Retired  list,  20  June,  1868. 
Stephens,  Thomas  A. 

Third  Assistant  Engineer,  11  January,  1849.     Second  Assistant  Engineer,  26  Feb- 
ruary, 1851.    Resigned  6  September,  1853.     Second  Assistant  Engineer,  13  Mav, 
1861.     Died  9  August,  1864. 
Stephenson,  Alexander. 

Gunner,  6  January,  1882.    Died  9  May,  1847. 
Stephenson,  Charles  A. 

Acting  Gunner,  7  January,  1862.     Appointment  revoked  13  June,  1863. 
Stephenson,  F.  H. 

Assistant  Surgeon,  14  March,  1873. 
Stephenson,  George  B. 

Acting  Master,  13  August,  1861.     Resigned  16  May,  1863.    Mate,  7  April,  1863. 
Acting  Ensign,  28   Julv,   1863.     Acting  Master,   3   March,   1864.    Dismissed 
21  May,  1864. 
Stephenson,  John  F. 

Mate,  14  June,  1863.     Resigned  8  February,  1866. 
Stephenson,  J.  W. 

Midshipman,  1  May,  1822.     Resigned  5  July,  1823. 
Stephenson,  Richard. 

Gunner,  1  December,  1802.  Last  appearance  on  Records  of  Navy  Department, 
31  October,  1803. 

Stepleton,  Jesse  J. 

Acting  Master,  9  April,  1863.     Appointment  revoked  (Sick,)  8  February,  1864. 

Sterrett,  Andrew. 

Lieutenant,  25  March,  1798.     Resigned  29  June,  1805. 

Sterrett,  Isaac  S. 

Midshipman,  34  March,  1819.  Lieutenant,  17  May,  1828.  Commander,  5  Febru- 
ary, 1850.  Reserved  list,  38  September,  1855.  Captain,  3  March,  1857.  Re- 
signed 33  April,  1861. 

Sterrett,  William  M. 

Mate  13  September,  1864.     Resigned  20  May,  1865. 

Stetson,  Joseph  F. 

Acting  Ensign,  19  September,  1864.    Resigned  10  May,  1865. 

Stenart,  A.  M.  „        ,      ,,x        ^^ 

Midshipman,  9  November,  1818.  Last  appearance  on  Records  of  Navy  Depart- 
ment, 1818.     Furloughed. 

Stenart,  Edward  H. 

Master  11  July,  1812.     Resigned  28  September,  1818. 

Stenart,  E.  H. 

Midshipman,  4  July,  1805.     Resigned  28  June,  1809. 

Stevens,  Abraham  Jj. 

Mate,  14  March,  1864.    Honorably  discharged  20  October,  1865. 
Stevens,  Benjamin  B. 

Third  Assistant  Engineer,  28  June,  1863.  Lost  on  'the  "  Patapsco,"  15  June, 
1865. 
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SteTcns,  Calvin.  ^        „,,,., 

Midshipman,  9  April,  1800.     Discharged  15  April,  1801,  under  Peace  Establish- 
ment Act. 

Stevens,  Charles  G. 

Acting  Second  Assiitant  Engineer,  6  January,  1863.     Resigned  16  March,  1865. 

Stevens,  Clement  W. 

Midshipman,  9  June.  1811.     Lieutenant,  5  March,  1817.     Resigned  13  September,. 
1833. 

Stevens,  Francis  P-  .   ,.      „    •      o.i  ht      ^o^..     r,         ,  ■    j.    ,_ 

Mate,  15  November,  1861     Acting  Ensign,  24  May,  1864.    Honorably  discharged 

1  December.  1865- 
Stevens,  Freaerick. 

Purser,  13  September,  1841.     Died  14  July,  1843. 

Stevens,  George  A. 

Midshipman,  13  May,  1840.     Passed  Midshipman,  11  July,  1846.     Master,  1  March, 
1855.     Lieutenant,  14  September,  1855.     Lieutenant-Commander,  16  July,  1863. 
Retired  list,  20  October,  1865.     Commander,  Retired  list,  4  April,  1867.     Com- 
mander, Active  list,  33  May,  1871. 
Stevens,  George  H. 

Acting  Carpenter,  1  October,  1863.     Honorably  discharged  4  October,  1865. 
Stevens,  Henry. 

Acting  Master  and  Pilot,  1  October,  1864.     Honorably  discharged  5  July,  1865. 
Stevens,  Henry  K. 

Midshipman,   3    March,   1839.      Passed    Midshipman,   3   July,   1845.       Master' 
33  March,  1853.     Lieutenant,  16  January,  1854.     Dismissed  30  September,  1861. 
Stevens,  Isaac. 

Gunner,  date  not  known.     Last  appearance  on  Records  of  Navy  Depaannent, 
14  May,  1803. 
Stevens,  James. 

Carpenter,  8   April,  1815.     Last  appearance  on  Records   of  Navy  Department, 
1830. 
Stevens^  Jolin. 

Midshipman,  8  March,  1800.     Discharged  38  April,  1801,  under  Peace  Establish- 
ment Act. 

Stevens,  John  C. 

Third  Assistant  Engineer,  34  February,  1863.     Second  Assistant  Engineer,  15  Oc- 
tober. 1863.     Resigned  35  October,  1866. 
Stevens,  Joseph. 

Master,  3  May,  1813.     Died  in  1830. 
Stevens,  Joseph. 

Acting  Assistant  Surgeon,  11  March,  1863.     Resigned  5  December,  1864. 
Stevens,  Richard. 

Assistant  Surgeon,  38  December,  1818.     Resigned  11  May,  1836. 
Stevens,  Kobert  H. 

Midshipman,  35  June,  1867.     Graduated  6  June,  1871.     Died  5  January,  1874. 
Stevens,  Robert  £. 

Mate,  37  November,  1861.     Resigned  33  December,  1862. 
Stevens,  Thomas. 

Mate,  4  November,  1861.    Acting  Ensign,  29  February,  1864.     Died  of  wounds 
19  January,  1865. 
Stevens,  Thomas  H. 

Midshipman,   1  October,  1863.     Graduated  June,  1868.     Master,  13  July,  1870. 
Lieutenant,  6  January,  1874. 

Stevens,  Thomas  H. 

Lieutenant,  34  July,  1818.     Commander,  3  March,  1825.     Captain,  27  Januarv., 
1836.    Died  22  January,  1841. 
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Stevens,  Thomas  H. 

Midshipman,  14  December,  1836.    Passed  Midshipman,  1   July,  1843'.-    Master,  ■ 
35  July,  1848.     Lieutenant,  10  May,  1849.     Lieutenant  on  Active  list,  10  May, 
1849.     Commander  on  Active  list,  16  July,  1862.    Captain,  35  July,  1866.^   Com-- 
modore,  30  November,  1873.    Rear-Admiral,  27  October.  1879. 
Stevens,  William  H.  H. 

Mate,  16  October,  1863.     Resigned  17  February,  1864. 
SteTen»«on,  Byrd  W. 

Midshipman,  9  September,  1841.     Dropped  18  December,  1854. 
Stevenson,  Holland  N. 

Acting  Third  Assistant  Engineer,  under  instruction.  Naval  Academy,  10  Octobei', 
1866.     Third  Assistant  Engineer,  3  June,   1868.     Second  Assistant  Engineer, 
3  June,  1869.    Passed  Assistant  Engineer,  13  December,  1874. 
Stevenson,  John. 

Midshipman,  1  February,  1814.     Resigned  10  September,  1818. 
Stevenson,  John  H. 

Acting  Assistant  Paymaster,   19  September,  1862.      Paymaster,  13   June,  1863, 
Honorably  discharged  8  November,  1865. 
Stevenson,  John  K. 

Third  Assistant  Engineer,  30  May,  1863.    Dismissed  3  August,  1869. 
Stevenson,  lewis. 

Acting  Third  Assistant  Engineer,  1  October,  1862.     Resigned  34  October,  1863.- 
Stevenson,  William. 

Master,  10  April,  1813.    Died  38  August,  1813. 

Stevenson,  William  T. 

Assistant  Paymaster,  35  November,  1869.     Resigned  8  August,  1873. 

Stewart,  Albert. 

Acting  Third  Assistant  Engineer,  5  March,  1864.     Honorably  discharged  35  July, 
1865. 
Stewart,  A.  Murray. 

Acting  Assistant  Paymaster,  13  September,  1863.    Mustered  out  5  October,  1865. 

Stewart,  Andrew. 

Midshipman,  8  November,  1803.     Resigned  37  June,  1808. 

Stewart,  Charles. 

Lieutenant,  9  March,  1798.  Commander,  19  May,  1804.  Captain,  23  April,  180G. 
Reserved  list,  14  September,  1855.  Senior  Flag  Officer  on  Active  list,  20  April, 
1859.  Retired  list,  21  December,  1861.  Rear-Admiral  on  Retired  list,  16  July, 
1862.     Died  6  November,  1869. 

Stewart,  Charles- 
Acting  Assistant  Paymaster,   11   September,  1862.    Mustered   out   20  January, 
1867. 
Stewart,  Charles  A. 

Mate,  5  June,  1863.     Acting  Ensign,  31  August,  1863.     Resigned  14  February, 
1865.     Acting  Ensign,  16  March,  1865.     Honorably  discharged  21  January,, 
1868. 
Stewart,  Charles  S. 

Chaplain,  1  November,  1838.     Died  14  December,  1870. 

Stewart,  David  A. 

Midshipman,  33  October,  1862.  Graduated  June,  1866.  Ensign,  13  March,  1868, 
Resigned  13  March,  1869. 

Stewart,  D.  K.  ^ 

Midshipman,  1  February,  1814.  Lieutenant,  13  January,  1835.  Killed  m  a  due] 
6  August,  1885. 

Stewart,  Edwin. 

Assistant  Paymaster,  9  September,  1861.  Paymaster,  14  April,  1863.  Pay  Inspec 
tor,  8  March,  1879. 
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Stewart,  Henry. 

Assistant  Surgeon,  32  October,  18C8.     Surgeon,  6  October,  1878. 
Stewart,  Henry  H. 

Third  Assistant  E-ngineer,  23  March,  1848.     Second  Assistant  Engineer,  13  Sep- 
tember, 1849.     First  Assistant  Engineer,  26  February,  1851.     Chief  Engineer, 
21  July,  1858. 
Stewart,  James  M. 

Mate,  5  September,  1864.     Honorably  discharged  6  July,  1865 
Stewart,  Jolin. 

Carpenter,  date  not  known.     Resigned  in  1820. 
Stewart,  John  B. 

Midshipman,  9  September,  1841.     Passed  Midshipman,  10  August,  1847.     Master, 
14  September,  1855.    Lieutenant,  15  September,  1855.    Died  10  November,  1861. 
Stewart,  John  W. 

Midshipman,  29  September,  1870.     Graduated  1   June,  1874.     Ensign,  17  July 
1875. 
Stewart,  Richard. 

Midshipman,  15  November,  1809.     Resigned  1  March,  1824. 
Stewart,  Robert. 

Midshipman,  20  June,  1799.     Lieutenant,  28  February,  1807.     Last  appearance  on 
Records  of  Navy  Department.     Drowned. 
Stewart,  Thomas. 

Gunner,  1  July,  1861.     Retired  list,  2  December,  1876 
Stewart,  Thomas  W. 

Mate,  5  August,  1864.     Resigned  8  May,  1865. 
Stewart,  Walter. 

Midshipman,  2  April,  1804.     Lieutenant,  4  June,  1810.     Died  12  April,  1817. 
Stewart,  William. 

Acting  Master  and  Pilot,  1  October,  1864.     Honorably  discharged  1 1  December 
1865. 
Stewart,  W^illiam  F. 

Acting  Midshipman,  23  September,  1857.  Midshipman,  1  June,  1861.  Lieuten- 
ant, 16  July,  1862.  Lieutenant-Commander,  25  July,  1866.  Lost  in  the  '■^Oneida  " 
21  January,  1870.  ' 

Stewart,  William  Q. 

Midshipman,  25  November,  1802.     Last  appearance  on  Records  of  Navy  Depart- 
ment.    Dead. 
Stewart,  William  H. 

Chaplain,  10  March,  1863. 
Stewart,  William  91. 

Acting  Second  Assistant  Engineer,  23  April,  1864.  Honorably  discharged  4  De- 
cember, 1865. 

Stickney,  John  E. 

Acting  Ensign,  9  June,  1863.     Acting  Master,  27  October,  1864.     Honorably  dis- 
charged 6  November,  1865. 
Stickney,  Joseph. 

Midshipman,  30  April,  1800.     Discharged  6  July,  1801. 
Stickney,  Joseph  L.. 

Midshipman,  26  September,  1862.  Graduated  June,  1867.  Ensign,  18  December  ' 
1868.     Master,  21  March,  1-870.     Resigned  6  September,  1871.  ' 

Stiles,  Edward  A. 

Third  Assistant  Engineer,  8  September,  1863.     Retired  24  October,  1866.     Pro- 
moted to  Second  Assistant  Engineer  on  Retired  list,  15  July,  1867. 
Stiles,  Edward  C 

Midshipman,  13  December,  1839.  Passed  Midshipman,  2  July,  1845.  Resienec 
17  August,  1847.  ^ 
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Stiles,  Tonnsend. 

Acting  ]\Iaster  aud  Pilot,  l-i  iliiy,  1S61.     Acting  Volunteer  Lieutenant,  25  June, 
1863.     Died  38  November,  1863. 
Stilllugs,  Samuel  Y. 

Acting  Third  Assistant  Engineer,  20  May,  1863.     dieting  Second  Assistant  En- 
gineer, 16  January,  1864.     Honorably  discharged  8  November,  1866. 
StlUnian,  J.  R. 

Assistant  Surgeon,  28  March,  1820.     Died  24  March,  1825. 
Stillson,  Daniel  C. 

Acting   Third  Assistant   Engineer,  20  January,  1862.     Resigned  33  July,  1862. 
Acting   Second   Assistant  Engineer,  17  August,  1863.     Acting   First  Assistant 
Engineer,  16  November,  lSo4.     Honorably  discharged  17  July,  1865. 
Stillwell,  Jauies. 

Midshipman,  9  September,  1847.     Passed  Midshipman,  15  June,  1854.     blaster, 
lo  September,  1855.     Lieutenant,  16  September,  1855.     Lieutenant-Commander, 
16  July,  1863.    Resigned  31  December,  1867. 
Stillwell,  Richard. 

Mate,  15  July,  1868.     Resigned  18  December,  1863. 
Stimers,  Allen  C. 

Third  Assistant  Engineer,  11  January,  1849.     Second  Assistant  Engineer,  36  Feb- 
ruary, 1851.     First  Assistant  Engineer,  31  May,  1853.     Chief  Engineer,  31  July, 
1858.     ResigBcd  3  August,  1865. 
Stimpson,  Jamet^  H. 

Acting  Master,  8  April,  1862.     Honorably  discharged  30  December,  1867. 
Stimpson,  MelTin  O. 

Acting  Third  Assistant  Engineer,   30  November,  1863.      Dismissed  3  August, 
1864. 
Stimson,  J.  S. 

Acting  Assistant  Paymaster,  5  December,   1862.      Mustered  out  15  November, 
1865. 
Stimson,  Jobn  W. 

Carpenter,  15  April,  1852.     Retired  26  January,  1866. 

Stlmson,  OllTcr  T. 

Carpenter,  26  July,  1861.     Died  15  August,  1864. 

Stimson,  Tbomas.  i 

Acting  Third  Assistant  Engineer,  16  September,  1863.     Honorably  discharged 
15  August,  1865. 
Stinerack,  William  A. 

Acting  Third  Assistant  Engineer,  14  September,  1863.  Resigned  (Sick,)  17  Octo- 
ber, 1864. 

Stiness,  Samnel. 

Master,  27  October,  1812.     Dismissed  5  January,  1814. 

Stinson,  Herbert  €. 

Midshipman,  30  September,  1864.  Graduated  June,  1868.  Ensign,  19  April, 
1869.     Master,  12  July,  1870.     Died  21  December,  1871. 

Stirling,  Yates. 

Acting  Midshipman,  37  September,  1860.  Ensign,  28  May,  1863.  Master,  10  No- 
vember, 1865.  Lieutenant,  10  November,  1866.  Lieutenant-Commander, 
12  March,  1868. 

Stites.  Matthew. 

Acting  First  Assistant  Engineer,  17  June,  1864.     Resigned  5  October,  1864. 

Stites,  William  H. 

Acting  Second  Assistant  Engineer,  13  February,  1864.    Resigned  (Sick,)  21  April, 
1865. 
Stitb,  tawrence  W. 

Master,  31  January,  1809.     Dismissed  36  August,  1812. 
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Stith,  St.  John. 

Master,  18  June,  1813.     Resigned  27  November,  1813. 

Stiver,  William  C. 

Mate,  37  January,  1864.     Acting  Carpenter,  1  February,  1864.     Honorably  dis- 
charged 19  July,  1865. 

Stivers,  George  W. 

Third  Assistant  Engineer,  3  December,  1861.     Second  Assistant  Engineer,  8   Sep- 
tember, 1863.     First  Assistant  Engineer,  11  October,  1866. 

Stivers,  Henry  H. 

Cadet  Engineer,  Naval  Academy,  1   October,  1873.     Graduated  30  June,  1876. 
Assistant  Engineer,  1  July,  1878. 
Stivers,  James. 

Acting  Third  Assistant  Engineer,  7  August,  1863.     Acting  Second  Assistant  En- 
neer,  30  June,  1864.    Dismissed  6  December,  1865 
Stivers,  William. 

Acting  Third  Assistant  Engineer,  30  January,  1867.     Mustered  out  14  May,  1868. 
St.  John,  John. 

Carpenter,  17  July,  1801.     Warrant  returned. 
St.  John,  G.  P. 

Mate,   19   April,  1863.     Acting   Ensign,   6   June,   1863.     Honorably   discharged 
24  Fsbruary,  1866. 
St.  John,  Oscar. 

Mate,  1861.     Appointment  revoked  33  January,  1862. 
St.  John^  Henry. 

Acting  Assistant  Paymaster,  30  Augjist,  1863.    Mustered  out  39  November,  1865. 
St.  Meilard,  Peter. 

Surgeon,  14  July,  1799.    Died  in  March,  1833. 
Stockbridge,  Joseph. 

Chaplain,  8  September,  1841,     Retired  list,  14  July,  1873. 
Stocker,  Henry  T. 

Sailmaker,  1  July,  ]  850. 

Stocker,  William. 

Boatswain,  16  December,  1831.     Resigned  14  June,  1833. 
Stockholm,  Andrew. 

Acting  Ensign,  3  AVigust,  1'864.     Dismissed  7  November,  1864. 
Stocking,  R.  M. 

Gunner,  23  December,  1849.     Dismissed  39  September.  1856. 
Stockton,  C  C 

Midshipman,  1  January,  1813.     Resigned  30  October,  1813. 
Stockton,  Charles  H. 

Midshipman,  14  November,  1861.     Graduated  Seiotember,  1865.     Ensign,  1  De- 
cember, 1866.    Master,  12  March,  1868.     Lieutenant,  26  March,  1869. 
Stockton,  Edward  C 

Midshipman,  16  October,  1849.     Passed  Midshipman,  13  June,  1855.     Master, 
16  September,  1855.     Lieutenant,  7  Pebruai'y,  1857.     Dismissed  80  June,  1858. 
Stockton,  Francis  B. 

Purser,  11  March,  1839.     Died  15  Januaiy,  1858. 
Stockton,  H.  H. 

Midshipman,  1  July,  1837.     Resigned  5  September,  1833. 
Stockton,  Henry  T. 

Midshipman,  20  July,  1865.     Graduated  4  June,  1869.     Ensign,  13  July,  1871, 
Master,  3  June,  1873.    Lieutenant,  2  February,  1878. 
Stockton,  Horatio. 

Midshipman,  34  January,  1815.    Last  appearance  on  Records  of  Navy  Depart- 
ment, 1815.    Frigate  "  Ouerrierey 
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Stockton,  John,  Jr. 

Midshipman,  2  April,  1804.     Resigned  17  October,  1808. 
Stookton,  P.  A. 

Midshipman,  1  February,  1823.     Passed  Midshipman,  23  March,  1829.     Lieuten- 
ant, 3  March,  1S31.     Resigned  14  February,  1834. 
Stockton,  Robert  F. 

Midshipman,  1   September,  1811.     Lieutenant,  9  December,  1814.     Commander, 
27  May,  1830.     Captain,  8  December,  lySfS.     Resigned  28  May,  1850. 
Stockton,  S.  W. 

Midshipman,  1  December,  1821.     Passed  Midshipman,  24  May,  1828.     Lieutenant, 
27  May,  1830.    Died  29  November,  1836. 
Stockwell,  liCvi  S. 

Assistant  Paymaster,  25  November,  1861.    Paymaster,  4  August,  1863.    Resigned 
21  November,  1865. 
Stockvrell,  Mark. 

Purser,  30  August,  1800.    Discharged  3  September,  1801,  under  Peace  Establish- 
ment Act. 
Stoddard,  A.  I>. 

Midshipman,  16  January,  1809.     Resigned  12  July,  1809. 
Stoddard,  Charles. 

Acting  Master,  27  May,  1861.     Dismissed  10  December,  1861. 
Stoddard,  £ben  M. 

Acting  Master,  29  October,  1861.     Acting  Volunteer  Lieutenant,  17  March,  1865. 
Honorably  discharged  11  April,  1866. 
Stoddard,  James. 

Mate,    gallant  conduct   in   action    at   Yazoo   City,   14   April,   1864.      Resigned 
20  May,  1865. 
Stoddard,  J.  S. 

Midshipman,  2  February,  1829.     Resigned  24  November,  1832. 
Stoddard,  Liniher. 

Midshipman,  1   April,  1827.     Passed  Midshipman,   10  June,  1833.     Lieutenant, 
8  December,  1838.     Commander,  14  September,  1855.     Died  29  August,  1859. 

Stoddard,  \l'illiain  B. 

Acting  Master,  13  November,  1861.    Appointment  revoked  (Sick,)  30  November, 
1864. 

Stodder,  lionis  N. 

Acting  Master,  26  December,  1861.     Acting  Volunteer  Lieutenant,  10  January, 
1863.     Honorably  discharged  20  November,  1865. 
Stodder,  Seth. 

Midshipman,  4  July,  1805.     Resigned  3  March,  1806. 

Stoddert,  B.  F. 

Midshipman,  8  November,  1800.     Last  appearance  on  Records  of  Navy  Depart- 
ment.    Resigned. 

Stoever,  J.  C.  ^     ,       ^^^^ 

Acting  Assistant  Paymaster,  7  February,  1865.     Mustered  out  1  October,  1865. 

Stokes,  David  M. 

Midshipman,  1  May,  1822.     Resigned  15  April,  1838. 

Stokes,  M.  S.  -r.    ■       J  ^  T.  I 

Midshipman,  13  May,  1829.     Passed  Midshipman,  3  July,  1835.     Resigned  6  Feb- 
ruary, 1839. 

Stokes,  Thomas  B.  ,         ^  Ho^,r 

Acting  Ensign,  8  October,  1862.     Honorably  discharged  31  August,  1865. 

Stollery,  William.  ,         „„,     „         ^.■,     j,-    -u 

Acting  Third  Assistant  Engineer,  3   September,  1864.    Honorably  discharged 

10  October,  1865. 
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!^tone,  Brinton. 

Acting  Assistant  Surgeon,  5  December,  i87o.     Died  21  January,  1875. 

Stone,  Charles  A. 

Midsliipnian,  27  July,  1864.      Graduated  June,   1868.      Ensign,  19  Aprii,   1809. 
Master,  13  July,  1870.     Lieutenant,  3  September,  1872 
Stone,  Charles  F. 

Acting  Master,  lo  August,  1861.     Dismissed  3  September,  1861 
Stone,  Chai-les  H. 

Second  Assistant  Engineer,  24  August,  1861.     Resigned  10  June,  1865 

Stone,  Daniel. 

Mate,  9  March,  1864.     Died  30  August,  1864. 
Stone,  Edward  E. 

Midshipman,  19  October,  1841.     Passed  MidshiiDman,  10  August,  1847.     Master, 
14  September,  1855.     Lieutenant,  15  September,  1855.    Lieutenant-Commander, 
16  July,  1863.     Commander,  25  July,  1666.     Retired  list,  5  January,  1874. 
Stone,  Francis. 

Midshipman,  1  May,  1833.     Resigned  17  November,  1838. 
Stone,  George  W. 

Acting  Assistant  Paymaster,  5  August,  1861.     Mustered  out  8  November,  1805. 
Stone,  Henry  O. 

Acting  Master,  3  January,  1862.     Died  17  February,  1865. 
Stone,  John  T. 

Midshipman,  17  December,  1810.     Resigned  10  March,  1812. 
Stone,  John  T. 

Acting   Second  Assistant   Engineer,  22   January,   1863.      Honorably   discharged 
27  October,  1865. 
Stone,  Josiah. 

Acting  Master,  7  September,  1861.     Dismissed  10  May,  1862. 
Stone,  Moses  W. 

Mate.     Resigned  6  February,  1863. 
Stone,  Phineas. 

Midshipman,  31  January,  1800.     Discharged  30  April,  1801,  under  Peace  Estab- 
lishment Act. 
Stone,  Phineas  J.,  Jr. 

Acting  Assistant  Paymaster,  31  March,  1863.     Mustered  out  9  Afiril,  1806. 
Stone,  Ricliard  J. 

Acting  First  Assistant  Engineer,  13  November,  1863.      Honorably   discharged 
1  October,  1865. 
Stone,  Robert. 

Acting  Assistant  Surgeon,  1  September,  1864.     Resigned  11  May,  1865. 
Stone,  Theodore. 

Mate,  3  May,  1864.     Appointment  revoked  7  November,  1805. 
Stone,  William  Xi. 

Acting  Volunteer  Lieutenant,  31  September,  1861.     Resigned  29  March,  1863. 
Stoneall,  Washington. 

Acting  Ensign,  1  October,  1862.     Dismissed  21  September,  1863. 
Stoney,  George. 

Midshipman,  21  September,  1870.    Graduated  17  September,  1875.     Ensign,  9  Oc- 
tober, 1876. 

Stoodley,  Sfathaniel. 

Master,  14  August,  1813.     Resigned  6  April,  1822. 
Storer,  Edward. 

Purser,  6  October,  1840.     Dismissed  10  April,  1850. 
Storer,  Frederick. 

Midshipman,  20  November,  1814.     Lost  at  Sea  in  1815. 
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Storer,  George  W. 

Midshipman,  16  January,  1809.    Lieutenant,  24  July,  1813.    Commander,  34  Aprii, 
1828.     Captain,  9  Februaiy,  18:37.     Rear-Admiral  on  Retired  list,  16  July,  1863. 
Died  8  January,  1864. 
Storer,  Natlianiel. 

Master,  15  February,  1809.     AiJpointment  revolsied  2  May,  1809. 
Storer,  Robert  B. 

Midshipman,  4  November,  1841.     Died  at  Sea  4  July,  1847. 
Storm,  George  A. 

Mate,  4  December,  1861.     Dismissed  16  May,  1863. 
Stornies,  Jobn  W. 

Acting  First  Assistant  Engineer,  13   December,    186ii.     Acting  Chief  Engineer, 
19  January,  1863.     Honorably  discharged  7  January,  1860. 
Storrs,  A.  H. 

Mate,  13  December,  1861.     Appointment  revoked  (Sick,)  18  February,  1863. 
Storrs,  George  S. 

Acting  Midshipman,  38  September,  1854.     Jlidshipman,  11  June,  1858.    Resigned 
6  March,  1860. 
Story,  F.  W.  V. 

Midshipman,  11  March,  1815.     Resigned  33  October,  1817. 
Story,  Renben. 

Acting   Second  Assistant   Engineer,   1    October,    1863.       Honorably   discharged 
31  November,  1865. 
Story,  Thomas  W. 

Master,  37  April,  1813.     Last  appearance  on  Records  of  Navy  Department,  1820. 
Furloughed. 
Stotesbnry,  William. 

Acting  Third  Assistant  Engineer,  3  September,  1864.     Acting  Second  Assistant 
Engineer,  27  October,  1864.     Honorably  discharged  9  December,  1865. 
Stotesbnry,  William  C. 

Acting  Master,  35  September,  1861.     Dismissed  4  November,  1861. 
Stotbard,  Tbomas. 

Mate.     Acting  Ensign,  7  November,  1863.     Acting  Master,  4  January,  1865.     Hon- 
orably discharged  3  October,  1865.     Acting  Master,  5  April,  1867.     Mustered 
out  15  December,  1868. 
Stotsenberg,  John  H. 

Mate,  15  March,  1863.     Died  on  ''Honduras,''  19  July,  1834. 

Stott,  John  W. 

Acting    Third   Assistant  Engineer,   10   December,   1863.      Resigned   37    April, 
1865. 

Stonghton,  Seth. 

Mate,  1  October,  1862.    Resigned  8  January,  1863. 

Stout,  A.  C. 

Midshipman,  16  January,  1809.     Lieutenant.  9  December,  1814.     Last  appearance 
on  Records  of  Navy  Department,  1815.     Lake  Erie. 
Stont,  Charles  H. 

Mate,  18  August,  1863.     Resigned  31  May,  1864. 
Stont,  Edward  C. 

Midshipman,  18  February,  1840.     Passed  Midshipman,  11  July,  1846.     Master, 
6  October,  1854.     Lieutenant,  4  June,  1855.     Lost  in  '' Levant,'"  IS  September, 
1860. 
Stont,  Jacob  D. 

Master's  Mate,  date  not  known.    Last  appearance  on  Records  of  Navy  Department. 

Stont,  John. 

Boatswain,  34  July,  1850.     Resigned  20  March,  1853. 
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Slout,  Joseph. 

Lieutenant,  3  July,  1798.     Discharged  6  Jnly,  1801,  under  Peace  Establishment 
Act. 
Stout,  M.  W. 

Midshipman,  12  November,  1813.     Died  8  August,  1820. 
StoTer,  Abner  D. 

Acting  Ensign,  18  December,  1862.     Honorably  discharged  9  November,  1865. 
StoTer,  £pliraini   S. 

Mate,  1  March,  1864.     Honorably  discharged  29  October,  1867. 
Stover,  George  II. 

Acting   Third  Assistant    Engineer,   25   October,   1802.      Ap25ointment  revoked 
21  March,  1864. 
Stow,  Frederick  R. 

Acting  Assistant  Paymaster,  10  July,  1863.     Died  5  January,  1805. 
Stowell,  Ellas. 

Mate,  8  May,  1862.     Appointment  revoked  25  November,  1862. 
Strain,  Isaac  O. 

Midshipman,  11  December,  1837.     Passed  Midshipman,  29  June,  1843.     Lieuten- 
ant, 27  Febrnary,  1850.     Died  14  May,  1857. 
Strandberg,  F-  A. 

Acting  Ensign,  2  May,  1863.     Acting  Master,  13  July,  1865.     Resigned  4  Septem- 
ber, 1808. 
Strange,  Clarence  A. 

Assistant  Engineer,  30  October,  1875.     Died  30  December,  1877. 
Stratton,  Franklin  A. 

Civil  Engineer,  1  January,  1867.     Died  18  July,  1879. 
Stratton,  Norman. 

Civil  Engineer,  2  March,  1876. 
Stranb,  Ambrose  W. 

Acting  Third  Assistant  Engineer,  6  June,  1864.     Honorably  discharged  30  Octo- 
ber, 1865. 
Stranch,  D.  IS. 

Acting  Third  Assistant  Engineer,  1861.     Resigned  8  February,  1862. 
Streepey,  Charles  C 

Acting  Second  Assistant  Engineer,  3  July,  1863.     Honorably  discharged  17  No- 
vember, 1865. 
Street,  George. 

Acting  Third  Assistant  Engineer,  22  September,  1864.     Dismissed  15  November, 
1864. 

Street,  John  W. 

Acting  Third  Assistant  E:^gineer,  4  December,  1862.     Acting   Second  Assistant 
Engineer,  17  November,  1864.     Honorably  discharged  4  December,  1865. 
Street,  Miles. 

Midshipman,  18  June,  1812.     Last  appearance  on  Records  of  Navy  Department, 
1816.    Dismissed. 
Street,  S.  A. 

Midshipman,  4  March,  1822.     Resigned  7  July,  1830. 
Street,  Thomas. 

Gunner,  12  November,  1799.     Discharged  18  April,  1802. 
Street,  William  T. 

Acting  Master,  16  December,  1861.     Honorably  discharged  8  December,  1865. 
Streets,  T.  Hnll. 

Assistant  Surgeon,  12  April,  1872. 
Stremmell,  Henry. 

Sailmaker,  34  June,  1857.    Died  21  April,  1858. 
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Strlbling,  Cornelias  K. 

Midshipman,  18  June,  181 3.     Lieutenant,  1  April,  1818.    Commander,  28  January, 
1840.     Captain,  1  August,  1B53.     Retired  list,  21  December,  1861.    Commodore 
on  Retired  list,   IG  July,   1862.    Rear- Admiral,  Retired  list,  25  July,  1866. 
Died  17  January,  1880. 
Striblingj  John  M. 

Acting  Midshipman,   7  October,   1851.     Midshipman,  10  June,   1854.     Passed 
Midshipman,  22   November,   1856.     Master,   22  January,  1858.     Lieutenant, 
16  March,  1860.     Resigned  8  January,  1861 
Strickland,  Oeorge  D. 

Assistant  Engineer,  12  January,  1876. 
Strickland,  Pant  M. 

Acting    First    Assistant  Engineer,   1   November,   1863.      Resigned  29  August, 
1863. 

Strieby,  Jobn  A. 

Acting  Third  Assistant  Engineer,  9  July,  1863.    Honorably  discharged  25  July, 
1865. 

Striker,  Theodore. 

Mate,  11  October,  1861.     Resigned  14  July,  1863. 
Stringer,  George. 

Acting  Third    Assistant    Engineer,    23   March,    1865.       Honorably    discharged 
16  June,  1866. 
Stringer,  .Foseph. 

Acting  Third  Assistant  Engineer,  1  January,  1865.     lionorably  discharged  1  Oc- 
tober, 1865. 

Stringham,  Silas  H. 

Midshipman,  15  November,  1809.     Lieutenant,  9  December,  1814.     Commander, 
3  March,  1831.     Captain,  8  September,  1841.     Retired  list,  21   December,  1861. 
Rear-Admiral  on  Retired  list,  16  July,  1862.     Died  7  February,  1876. 
Strong,  Augustus  R. 

Midshipman,  20  June,  1823.     Passed  Midshipman,  23  March,  1829.     Lieutenant, 
21  June,  1833.     Died  18  October,  1834. 
Strong,  Edward  T. 

Mate,  24  November,  1863.     Acting  Ensign,  15   October,  1863.     Acting  Ensign, 
5  July,  1866.    Ensign,  13  March,  1868.    Master,  18  December,  1868.    Lieutena'nt, 
21  March,  1870. 
Strong,  Frank  Li 

Acting  Third  Assistant  Engineer,  1  September,   1864.      Honorably  discharged 
14  August,  1865. 
Strong,  Frederick  W. 

Acting  Master,  3  August,  1861.    Honorably  discharged  14  November,  1865. 

Strong,  JBEenry  A. 

Acting  Assistant  Paymaster,  25  September,  1861.     Assistant  Paymaster,  12  March, 
1863.    Resigned  15  February,  1865. 

Strong,  James  H. 

Midshipman,  3  February,  1829.    Passed  Midshipman,  4  June,  1836.     Lieutenant, 
8   September,  I841.     Commander,  24  April,  1861.     Captain,  5  August,  1865. 
Commodore,  3  March,  1870.     Rear-Admiral,  25  September,  1873.     Retired  list, 
25  April,  1876. 
Strong,  John  li.  G. 

Acting  Assistant  Paymaster,  18  September,  1862.     Discharged  21  March,  1866. 

Strong,  Jos-  C. 

Assistant  Surgeon,  11  October,  1799.     Permitted  to  retire  36  May,  1801. 

Strong,  Peter  Y. 

Midshipman,  80  November,  1814.     Last  appearance  on  Records  of  Navy  Depart- 
ment, 1815.     Frigate  "  Constellation.^^ 
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Strong,  William  C. 

Midshipman, 22  September,  1864.     Graduated  June,  1868.     Ensign,  19  April,  ]8(i9.. 
Master,  12  July,  1870.     Lieutenant,  14  June,  1874. 

Strope,  William  IT. 

Mate,  2  December,  1862.    Acting  Ensign,  22  April,  1863.     Honorably  discharged 
23  November,  1865. 

Stroud,  Charles  F. 

Acting  Third  Assistant  Engineer,  19  April,  1864.     Honorably  discharged  8  De- 
cember, 1865. 
Stroud,  Iiinooln,IS. 

Mate,  31  October,  1861.     Dismissed  27  May,  1862. 
Stront,  Jes!i<e  B. 

Mate,  4  October,  1864.     Honorably  discharged  7  June,  1865. 

Strout,  ILewis  F. 

Mate,  19  July,  1864. 

Strnde,  Samuel  T. 

Acting  Third  Assistant  Engineer,  9  January,  1862.     Drowned  15  October,  1863. 

Strunk,  Simon  H. 

Mate,  1  October,  1862.     Acting  Ensign,  11  June,  1868.     Honorably  discharged 
29  November,  1865. 
Stuart,  Alexander  C 

Acting  Third  Assistant  Engineer,  1  July,  1863.     Acting  Second  Assistant  Engineer^ 
37  June,  1864.    Honorably  discharged  19  April,  1866. 

Stuart,  Charles. 

Gunner,  22  October,  1859. 
Stuart,  Charles  A. 

Acting  Second  Assistant  Engineer,  19  May,  1868.     Resigned  (Sick,)  13  February, 
1865. 
Stuart,  Charles  B. 

Engineer-in-Chief,  1  December,  1850.     Resigned  30  .June,  1853. 
Stuart,  Daniel  D.  ¥. 

Midshipman,  24  September,  1863.     Graduated  June,  1869.     Ensign,  12  July,  1870. 
Master,  11  February,  1873.     Lieutenant,  9  September,  1876. 
Stuart,  F.  W.  B. 

Mate,  4  April,  1862.     Honorably  discharged  20  June,  1866. 
Stuart,  Frederick  D. 

Acting  Master,  7  July,  1863.     Acting  Volunteer  Lieutenant,  21  November,  1864. 
Honorably  discharged  3  February,  1866. 

Stuart,  Frederick  D.,  Jr. 

Acting  Second  Assistant  Engineer,  13  August,    1863.     Dismissed  7  January,  1863. 
Acting  Third  Assistant  Engineer,  3  February,  1863.     Acting  Second  Assistant 
Engineer,  17  March,  1864.    Honorably  discharged  1  December,  1865. 
Stuart,  James  H. 

Assistant  Surgeon,  29  March,  1853.     Lost  in  '■'Porpoise,''^  1853. 
Stuart,  John. 

Midshipman,  21  June,  1839.     Passed  Midshipman,  2  July,  1845.     Master,  15  Octo- 
ber, 1853.     Died  27  October,  1853. 
Stuart,  John  A. 

Acting  Carpenter,  31  December,  1863.     Honorably  discharged  3  November,  1865. 
Stuart,  Bohert. 

Midshipman,  19  October,  1841.     Passed  Midshipman,   10  August,  1847.     Master, 
14  September,  1855.    Lieutenant,  15  September,  1855.     Resigned  16  April,  1857. 
Stubbins,  Tictor  B. 

Acting  Third  Assistant  Engineer,   15   February,   1864.     Honorably   discharged 
9  July,  1866. 
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Stabbs,  Samuel. 

Midshipman,  2  December,  1799.     Resigned  9  February,  1801. 
Stndebaker,  Henrj . 

Mate,  14  January,  1864.     Appointment  revoked  (Sick,)  18  July,  1864. 
Studley,  Braddock  d. 

Mate,  38  January,  1864.     Honorably  discharged  3  April,  1868. 
Studley,  JE. 

Acting  Ensign,  Coast  Survey  duty,  31  June,  1867.  Mustered  out  30  November, 
1868. 

Stndley,  Ira  B. 

Acting  Master,  13  August,  1861.     Honorably  discharged  3  October,  1865. 
Stull,  Elie  W. 

Midshipman,    1   June,   1838.      Passed   Midshipman,   11   June,   1834.      Resigned 
19  November,  1838. 
Stump,  T.  B.  C. 

Third  Assistant  Engineer,  36  February,  1851.     Second  Assistant  Engineer,  31  May, 
1853.     First  Assistant  Engineer,  9  May,  1857.     Name  stricken  from  the  Roll  32 
May,  1861. 
Sturdy,  £dward  W. 

Midshipman,  25  February,  1863.    Graduated  June,  1867.    Ensign,  18  December, 
1868.     Master,  21  March,  1870.     Lieutenant,  36  July,  1871. 
Sturgeon,  John. 

Mate,  14  January,  1863.     Resigned  37  February,  1865. 
Sturges,  Henry  !■. 

Acting  Master,  28  October,  1861.    Honorably  discharged  39  September,  1865. 
Stnrgis,  James  B. 

Mate,  5  June,  1863.     Appointment  revoked   14  March,  1863.     Mate,  3  September, 
1863.    Died  8  January,  1864. 
Sturm  an,  F.  H. 

Midshipman,  3  April,  1804.     Resigned  3  October,  1808. 
Sturtevant,  Charles. 

Acting  Assistant  Surgeon,  5  September,  1863.    Honorably  discharged  18  January, 
1866. 
Stutts,  Henry  P. 

Acting  Third  Assistant  Engineer,   27   January,  1864.      Honorably  discharged 
8  August,  1865. 
StnyTCsant,  Henry. 

Acting  Assistant  Paymaster,   7  October,   1863.    Appointment  revoked   (Sick,) 
11  November,  1864. 
Stuyvesant,  Moses  S. 

Acting  Midshipman,  29  September,  1856.  Midshipman,  15  June,  1860.  Master, 
19  September,  1861.  Lieutenant,  16  July,  1863.  Lieutenant-Commander, 
11  April,  1866.     Resigned  18  Decendber,  1868. 

Such,  James. 

Mate.  Dismissed  0  June,  1863.  Re-appointed  Mate,  6  November,  1862.  Died 
26  December,  1868. 

Suddards,  James. 

,  Assistant  Surgeon,  17  May,  1849.     Surgeon,  24  April,  1861.    Medical  Inspector, 
3  March,  1871.    Medical  Director,  5  April,  1875. 

Suggette,  T.  S. 

Midshipman,  1  December,  1809.     Last  appearance  on  Records  of  Navy  Depart- 
ment, 1815. 
Suggs,  William  B. 

Midshipman,  37  February,  1799.  Discharged  27  September,  1801,  under  Peace 
Establishment  Act. 
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Sullivan,  Daniel. 

j\I;ite,  19  February,  1864.     Honorably  discharged  16  September,  1865. 

Sullivan,  Harry  11. 

Assistant  Paymaster,  16  June,  1880. 

Sullivan,  James. 

Acting  Tliird    Assistant  Engineer,  14    January,  1863.     Dismissed   28   August, 
1863. 

SnlliTan,  James. 

Acting    Second    Assistant    Engineer,    30    June,    1864.      Honorably   discharged 
10  December,  1865. 
Sullivan,  James  F. 

Acting  Third  Assistant  Engineer,  16  November,  1863.     Resigned  26  April,  1864. 

Sullivan,  James  J. 

Acting  Third  Assistant  Engineer,  20  April,  1863.     Actinj^  Second  Assistant  En- 
gineer, 5  December,  1864.     Honorably  discharged  31  November,  1865. 

Sullivan,  Jeremiah. 

Midshipman,  7  February,  1799.     Resigned  28  July,  1799. 

Sullivan,  Jeremiah  C 

Midshipman,  13  October,  1848.     Resigned  14  April,  1854. 

Sullivan,  John- 
Acting  Ensign,  11  June,  1863.     Honorably  discharged  31  October,  1865. 

Sullivan,  John. 

Acting  Boatswain,  1  March,  1864.     Appointment  revoked  31  March,  1865. 

Sullivan,  J.  B. 

Midshipman,  1  December,  1814.     Resigned  10  May,  1828. 

Sullivan,  John  Clyde. 

Assistant  Paymaster,  13  July,  1870.     Passed  Assistant  Paymaster,  6  September, 
1878. 
Sullivan,  John  C. 

Mate,  25  January,  1862.    Deserted  31  March,  1862. 

Sullivan,  John  M. 

Midshipman,  1  March,  1818.    Lieutenant,  13  January,  1825.     Died  21  February, 
1833. 
Sullivan,  John  T. 

Midshipman,  10  October,  1862.     Graduated  June,  1867.     Ensign,  18  December, 
1868.     Master,  21  March,  1870.     Lieutenant,  21  March,  1871. 
Sullivan,  Liucien. 

Third  Assistant  Engineer,  12  July,  1861.     Second  Assistant  Engineer,  18  Decem- 
ber, 1862.    Resigned  5  April,  1866. 
Sullivan,  Timothy  S. 

Mate,  24  October,  1863.    Died  13  March,  1872. 

Sully,  James  R. 

Midshipman,  1  February,  1827.    Passed  Midshipman,  10  June,  1883.     Lieutenant, 
9  December,  1839.    Died  28  January,  1840. 
Summers,  John  W. 

Mate,  80  August,  1864.      Resigned  (Sick,)  21  March,  1865. 
Summers,  Li.  W.  P. 

Midshipman,  9  June,  1831.     Lost  in  the  "/Sy^A,"  in  August,  1831. 
Summers,  R.  M. 

Midshipman,  1  February,  1814.     Cashiered  25  March,  1821. 
Summers,  William. 

Gunner,  10  June,  1861.    Dismissed  17  October,  1861.    Dismissal  revoked  14  No 
vember,  1861.    Warranted  6  March,  1862.    Dismissed  30  September,  1802. 
Summers,  William. 

Gunner,  10  June,  1801.    Dismissed  30  September,  1862. 
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Sninmers,  William  H. 

Acting  Ensign,  15  June,  1864.     Acting  Master,  11  May,  1865.     Honorably  dis- 
cliarged  22  October,  1865. 
Snmner,  David  H. 

Acting  Master,  33  November,  1861.    Resigned  6  January,  1865. 
Sumner,  George  W. 

Acting  Midshipman,  30  September,  1858.    Graduated  1863.    Lieutenant,  1  August. 
1863.     Lieutenant-Commander,  25  July,  1866.     Commander,  13  June,  1876. 
Sum  wait,  Frederick  Q. 

Third  Assistant  Engineer,  30  August,  1853.    Dismissed  29  September,  1854. 
Sundstrnm,  Olof. 

Mate,  5  June,  1863.     Acting  Ensign,  37  October,  1863.     Re&igned  36  April,  1864. 
Snnstrom,  Mark  Trneman. 

Third  Assistant  Engineer,  1  February,  1863.     Second  Assistant  Engineer,  15  Octo- 
ber, 1863.     Resigned  10  November,  1865. 
Snrrette,  Thomas. 

Mate,  27  November,  1863.     Appointment  revoked  (Sick)  17  March,  1864. 
Sutherland,  Alan  P. 

Acting  Third  Assistant 'Engineer,  1  October,  1862.     Dismissed  17  April,  1863. 
Sutherland,  Mosher  A. 

Third  Assistant  Engineer,  17  March,  1863.     Second  Assistant  Engineer,  1  Septem- 
ber, 1864.    Resigned  15  October,  1867. 
Swain,  Charles. 

Master,  5  December,  1798.    Warrant  returned  by  Captain  Nicholson 
Swain,  OliTcr. 

Acting  Ensign,  17  May,  1864.     Died  10  June,  1867. 
Swain,  Samnel  C 

Mate,  16  October,  1863.    Acting  Ensign,  16  August,  1864.    Honorably  discharged 
26  January,  1866. 
Swain,  William  H. 

Acting  Master,  8  July,  1861.    Appointment  revoked  (Sick,)  33  April,  1863. 
Swan,  Francis  IS. 

Acting  Assistant  Paymaster,  9  December,  1861.  Assistant  Paymaster,  9  March, 
1865.    Passed  Assistant  Paymaster,  4  May,  1866.    Paymaster,  31  August,  1865. 

Swaney,  John. 

Acting  Ensign,  1  October,  1863.     Acting  Master,  7  January,  1863.     Acting  Volun- 
teer Lieutenant,  19  March,  1864.     Honorably  discharged  1  December,  1865. 
Swann,  Benjamin. 

Acting  Master,  14  August,  1861.    Appointment  revoked  30  November,  1861. 
Swann,  George  W. 

Chaplain,  15  June,  1844.     Died  22  September,  1844. 
Swann,  Robert. 

Assistant  Surgeon,  3  May,  1874. 
Swann,  Robert  P. 

Acting  Ensign,  19  July,  1863.  Acting  Master,  35  May,  1863.  Acting  Volunteer 
Lieutenant,  13  April,  1864.     Died  13  Jajiuary,  1866. 

Swann,  Samnel  R. 

Assistant  Surgeon,  31  May,  1854.    Discharged  16  May,  1859. 

Swann,  Thomas  X<. 

Acting  Midshipman,  8  December,  1856.  Midshipman,  15  Jnne,  1860.  Master, 
19  September,  1861.  Lieutenant,  16  July,  1862.  Lieutenant-Commander, 
3  May,  1866.    Commander.  6  January,  1874.    Retired  list,  10  July,  1877. 

Swann,  William  S. 

Midshipman,  1  July,  1838.  Passed  Midshipman,  14  June,  1834.  Lieutenant, 
25  February,  1841.    Lost  in  the  "  Champus,"  30  March,  1843. 
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Swanson,  John. 

Mate,  8  June,  1864.     Died  33  January,  1873. 

Swartwoiit,  Angnatns. 

MidsMpmau,  1  January,  1812.     Resigned  18  April,  1830. 

Swartwoiit,  Jolm. 

Midshipman,  9  November,  1818.     Lieutenant,  28  April,  1826.     Resigned  15  June, 
1881. 
Swartwoat,  Samuel. 

Midsliipman,   10    May,   1820.      Passed    Midshipman,   4    June,   18:jl.      Lieuten- 
ant, 9  February,  1837.     Commander,  14  September,  1S5r>.     Died  5  February, 
1867. 
Swartwout,  Samuel. 

Acting  Second  Assistant  Engineer,   4  January,   1862.     Honorably   discharged 
19  December,  1865. 
Swartwout,  Thomas,  Jr. 

Midshipman,  28  May,  1800.     Last  appearance  on  Records  of  Navy  Department, 
39  April,  1801.    Killed  in  a  duel. 
Swartwout,  William. 

Mate,  23  March,  1864.    Acting  Ensign,  24  October,  1864.     Honorably  discharged 
31  November,  1865. 
Swasey,  Charles  H. 

Acting  Midshipman,  28  September,  1854.    Midshipman,  9  June,  1859.     Lieuten- 
ant, 31  August,  1861.     Killed  in  action  4  October,  1862. 

Swasey,  True. 

Acting  Third  Assistant  Engineer,  34  September,  1861.     Dismissed  27  January, 
1862. 
Swasey,  William  M. 

Acting  Ensign,  32  July,  1863.    Honorably  discharged  13  October,  1865. 

Swearengen,  Thomas. 

Midshipman,  3  April,  1804.     Dismissed  by  Court  Martial  4  May,  1808. 

Sweeney,  John  E. 

Mate,  31  October,  1861.    Resigned  30  August,  1864.     Mate,   18  May,  1868.    Re- 
signed 15  April,  1867. 

Sweeny,  Hugh  C. 

Midshipman,  18  June,  1813.     Cashiered  in  1821. 

Sweeny,  William. 

Gunner,  31  July,  1803.    Last  appearance  on  Records  of  Navy  Department. 
Sweet,  Frank. 

Acting  Ensign,  33  September,  1864.     Honorably  discharged  8  July,  1865. 
Sweet,  George  F. 

Third  Assistant  Engineer,  30  May,  1863.     Dismissed  30  January,  1869. 
Sweet,  Oeorge  J. 

Acting  Assistant  Surgeon,  8  October,  1861.     Honorably  discharged  14  Deceniber, 
1865. 
Sweet,  James  P. 

Acting  First  Assistant  Engineer,  34  August,  1864.     Honorably  discharged  33  July, 
1865. 
Sweetzer,  Iievi. 

Acting  Second  Assistant  Engineer,  18  September,  1861.     Honorably  discharged 
16  October,  1865. 
Swendson,  Charles. 

Acting  Ensign,  13  IVIarch,  1863.     Acting  Master,  1   September,  1864.     Honorably 
discharged  1  November,  1865. 

Swett,  J.  B. 

Acting  Ensign,  1  October,  1863.    Honorably  discharged  33  September,  18  B6, 
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Swift,  Jonatlian  W. 

Midshipman,  25  August,  1823.     Passed  Midshipman,  23  March,  1829.    Lieutenant, 

3  March,  1831.    Reserved  list,  13  September,  1855.    Commodore  on  Retired  list, 

4  April,  1867.    Died  30  July,  1877. 

Swift,  Josepb. 

Gunner,  17  May,  1858. 
Swift,  te  Roy  E. 

Acting  Ensign,  26  October,  1864.    Honorably  discharged  12  October,  1868. 
Swift,  Robert  B. 

Acting  Second  Assistant  Engineer,   31  January,   1865.     Honorably  discharged 
21  February,  1868. 
Swift,  R.  R. 

Midshipman,  1  November,  1827.     Lost  in  the  "Siwreei,"  10  September,  1829. 
Swift,  Tbomas  "W.,  Jr. 

Acting  Ensign,  3  September,  1864.     Honorably  discharged  25  November,  1865. 
Swift,  TVilliam. 

Surgeon's  Mate,  24  July,  1813.  Surgeon,  15  April,  1814.  Retired  list,  25  April, 
1861.    Died  27  December,  1864. 

Swift,  William  C. 

Acting  Third  Assistant  Engineer,  5  June,  1863.     Appointment  revoked  19  Decem- 
ber, 1863. 
Swift,  Willie. 

Midshipman,  25  September,  1863.     Graduated  June,  1867.     Ensign,  18  December, 
1868.     Master,  21  March,  1870.     Lieutenant,  21  March,  1871. 
Swimms,  J.  H. 

Carpenter,  12  July,  1799.     Dismissed  15  September,  1800. 
Swinbnrne,  William  T. 

Midshipman,  29  September,  1863.  Graduated  June,  1866.  Ensign,  12  March, 
1868.     Master,  86  March,  1869.     Lieutenant,  21  March,  1870. 

Swinnerton,  Samuel  A. 

Acting  Master,  22  January,  1862.  Resigned  2  September,  1863.  Acting  Master, 
1  April,  1864.     Honorably  discharged  31  October,  1865. 

Swint,  £.ewis  F. 

Acting  Third  Assistant  Engineer,  16  August,  1863.     Appointment  revoked  (Sick,) 
9  April,  1863. 
Sword  ^  Edward  J. 

Acting  Third  Assistant  Engineer,  14  September,  1864.  Honorably  discharged 
15  February,. 1866.  Acting  Third  Assistant  Engineer,  12  April,  1866.  Mustered 
out  37  March,  1869. 

Swords,  Tbomas  A. 

Acting  Assistant  Paymaster,  5  December,  1864.     Mustered  out  29  September,  1865. 

Sydney,  Josepb  W. 

Third  Assistant  Engineer,  8  December,  1861.  Second  Assistant  Engineer,  8  Sep- 
tember, 1863.    Died  31  October,  1864. 

Sybes,  Samuel  M. 

Acting  Second  Assistant  Engineer,  9  May,  1864.  Honorably  discharged  29  No- 
vember, 1865. 

Sybes,  Stepben.' 

Purser,  12  September,  1800.  Last  appearance  on  Records  of  Navy  Department. 
Resigned. 

Symmes,  Franb  J. 

Acting  Third  Assistant  Engineer,  under  instruction,  Naval  Academy,  10  October, 
1866.  Third  Assistant  Engineer,  2  June,  1868.  Second  Assistant  Engineer, 
3  June,  1869.    Resigned  18  July,  1871. 

Symmes,  J.  O. 

Surgeon,  9  January,  1799.     Last  appearance  on  Records  of  Navy  Department. 
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Symmes,  Thomas. 

Acting  Master,  30  August,  1861.     Resigned  21  February,  1865. 

Symms,  O.  O. 

Mate,  3  June,  1864.    Honorably  discharged  30  November,  1867. 

Symondsj,  Frederick  M. 

Midshipman,  26  September,  1863.  Graduated  June,  1867.  Ensign^lS  December, 
1868.    Master,  21  March,  1870.     Lieutenant,  21  March,  1871. 

Symonds,  IVilliain. 

Acting  Ensign,  11  February,  1864.     Resigned  30  January,  1865. 

Sypher,  Abrain  J. 

Acting  First  Assistant  Engineer,  13  January,  1864.     Resigned  20  May,  1865. 

Taafe,  Clirlstoplier  G. 

Acting  Master,  8  May,  1862.     Hor.oi-ably  discharged  35  August,  1865. 

Tabb,  Bin  Cher  H. 

]\[idshipman,  17  January,  1849.     Killed  5  March,  1850. 

Taber,  Charles  E. 

Acting  Third  Assistant  Engineer,  29  August,  1863.  Honorably  discharged 
24  August,  1865. 

Taber,  Silas  A. 

Mate,  1  May,  1863.     Resigned  (Sick,)  18  October,  1864. 

Taber,  William. 

Mate,  15  November,  1861.     Appointment  revoked  (Sick,)  28  Aiigust,  1862. 
Taber,  William  I>. 

Acting  Ensign,  14  February,  1864.     Honorably  discharged  6  December,  1865. 

Taffe,  Arthur  F. 

Mate,  29  November,  1862.     Drowned  from  "  Juniata,'"  6  March,  1865. 

Taft,  John  M. 

Midshipman,  35  February,  1863.     Graduated  June,  1866.     Ensign,  13  March,  1868. 
Master,  26  March,  1869.     Lieutenant,  31  March,  1870.    Died  28  October,  1872. 
Taggart,  David. 

Gunner,  18  June,  1834.     Died  at  Sea  13  December,  1836. 

Taggart,  F.  B. 

Midshipman,  1  February,  1814.     Resigned  4  May,  1815. 

Taggart,  William  H. 

Acting  Assistant  Surgeon,  1  October,  1864.     Resigned  18  January,  1865. 
Taggart,  William. 

Third  Assistant  Engineer,  5  January,  1843.     Second  Assistant  Engineer,  10  July, 
1837.     Resigned  13  May,  1849. 
Tainter,  Dean  W. 

Acting  Ensign,  1  October,  1862.     Resigned  26  April,  1805. 
Tainter,  George  W. 

Mate,  33  October,  1863.  Acting  Ensign,  32  July,  1864.  Honorably  discharged 
3  November,  1865. 

Tait,  Charles  W. 

Assistant  Surgeon,  24  July,   1837.    Passed   Assistant   Surgeon,  14   March,  1843.. 
Resigned  17  November,  1843. 
Talbot,  Cyrus. 

Lieutenant,  21  May,  1799.     Commander,  15  January,  1800.     Discharged  23  Octo- 
ber, 1801,  under  Peace  Establishment  Act. 
Talbot,  John  G. 

Midshipman,  15  April,  1863.  Graduated  June,  1866.  Ensign,  13  March,  1868. 
Master,  26  March,  1869.  Lieutenant,  21  March,  1870.  Drowned  19  December, 
1870. 
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Talbot,  liCTl. 

Gunner,  13  July,  1831.     Died  14  June,  1841. 
Talbot,  Mortimer  R 

Chaplain,  8  September,  1841.    Died  21  April,  1863. 
Talbot,  Robert  S. 

Third  Assistant  Engineer,  23  October,  1860.    Second  Assistant  Engineer,  26  August, 
1863.     First  Assistant  Engineer,  34  August,  1864.     Resigned  ~>4  October,  1868. 
Talbot,  Silas. 

Captain,  11  May,  1798.     Resigned  31  September,  1801. 
Talbot,  Zephanial 

Third  Assistant  Engineer,  3  May,  1859.     Second  Assistant  Engineer,  13  May,  1861. 
First  Assistant  Engineer,  20  May,  1863.     Resigned  10  December,  1805. 
Talcott,  Cbarles  Gratiot. 

Cadet  Engineer,  Naval  Academy,  15  September,  1875.     Graduated  10  June,  1879. 
Talcott,  George,  Jr. 

Midshipman,  33  November,  1861.     Graduated  September,  1865.     Ensign,  1   De- 
cember, 1866.     Master,  12  March,  1868.     Lieutenant,  26  March,  1869.     Lieuten- 
ant-Commander, 35  March,  1880. 
Talcott,  Horace. 

Acting  Assistant  Paymaster,  37  September,  1862.     Died  8  May,  1864 
Talcott,  Matthew. 

Midshipman,  36  April,  1798.     Dismissed  16  August,  1798. 
Talcott,  Matthew. 

Midshipman,  11  September,  1799.     Discharged  15  April,  1801,  under  Peace  Estab- 
lishment Act. 

Taliaferro,  Horace  D. 

Assistant  Surgeon,  20  June,  1838.     Passed  Assistant  Surgeon,  33  November,  1843. 
Resigned  15  November,  1844. 

Talliaferro,  A.  R. 

Midshipman,  3  February,  1829.     Passed  Midshipman,  3  July,  1835.     Lieutenant, 
8  September,  1841.    Cashiered  20  October,  1843. 

Tallinadge,  R. 

Midshipman,  24  January,  1815.    Lieutenant,  13  January,  1835.     Died  30  June, 
1831. 
Tallman,  Renjamiii. 

Carpenter,  35  March,  1803.     Last  appearance  on  Records  of  Navy  Department, 
1  December,  1803.    Furloughed. 
Tallman,  Charles  £• 

Sailmaker,  9  January,  1877. 
Tallman,  ECamilton  M. 

Midshipman,  37  February,  1863.    Graduated  June,  1868.     Ensign,  19  April,  1869. 
'  Master,  13  July,  1870.    Retired  list,  36  June,  1875. 

Tallman,  Henry  C. 

Acting  Midshipman,  34  September,  1857.     Lieutenant,  1  August,  1863.     Lieuten- 
ant-Commander, 35  July,  1866.    Retired  list,  9  October,  1873. 

Lieutenant,  16  April,  1799.     Resigned  30  September,  1799. 

Tallman,  William,  Jr. 

Acting  Master,  30  August,  1861.    Honorably  discharged  18  December,  1865. 

Tallon,  John.  ,    ,   .„.  , 

Acting  First  Assistant  Engineer,  1   May,  1863.    Appointment  revoked   (Sick,) 
21  April,  1865. 

Taney,  J.  B* 

Acting  Ensign,  37  July,  1863.    Honorably  discharged  6  June,  1868. 

Taney,  Joseph. 

Midshipman,  20  February,  1800.    Resigned  2  January,  1801. 
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Tanner,  Henry  X. 

Acting  Assistant  Paymaster,  10  July,  1863.     Died  2  July,  1863. 

Tanner,  Jobu  A. 

Assistant  Surgeon,  20  October,  1875. 

Tanner,  Sanmel  W. 

Acting  Assistant  Paymaster,  18  January,  1864.     Mustered  out  22  September,  1865. 

Tanner,  Zera  li. 

Acting  Ensign,  18  August,  1862.  Acting  Master,  29  September,  1864.  Ensign, 
13  March,  1868.     Master,  18  December,  1868.     Lieutenant,  21  March,  1870. 

Tapley,  John. 

Midshipman,  31  January,  1 800.  Discharged  30  April,  1801,  under  Peace  Estab- 
lishment Act. 

Tapman,  Henry  T. 

Third  Assistant  Engineer,  3  August,  1863.     Dismissed  13  September,  1864. 

Tappan,  Amos  K. 

Acting  Third  Assistant  Engineer,  11  March,  1865.     Honorably  discharged  37  Oc- 
tober, 18G5. 
Tappan,  Benjamin. 

Midshipman,  21   September,  1871.     Graduated  20  June,  1876.     Ensign,  5  Febru- 
ary, 1879. 
Tarbell,  John  F. 

Acting  Assistant  Paymaster,  28  January,  1862.  Mustered  out  11  December,  1865. 
Assistant  Paymaster,  21  February,  1867.  Passed  Assistant  Paymaster,  16  Sep- 
tember, 1868.     Paymaster,  3  April,  1879. 

Tarbell,  Joseph. 

Midshipman,  5  December,  1798.  Lieutenant,  25  August,  1800.  Commander, 
25  April,  1808.     Captain,  24  July,  1813.    Died  24  November,  1815. 

Tardy,  Henry. 

Midshipman,  9  November,  1813.     Dismissed  by  Court-Martial  5  August,  1817. 

Tarr,  Herbert  J. 

Acting  Third  Assistant  Engineer,   19  September,  1862.     Honorably  discharged 
8  February,  1866. 
Tarr,  Robert. 

Acting  Master,  25  January,  1862.     Acting  Volunteer  Lieutenant,  13  April.  1864. 
Honorably  discharged  12  October,  1865. 
Tate,  James. 

Acting  Second  Assistant  Engineer.    Resigned  17  June,  1864. 

Tate,  Kobert. 

Acting  Chief  Engineer,  1  October,  1862:      Honorably  discharged  19  November, 
1865. 
Tate,  ^Villiam  H. 

Acting  Third  Assistant  Engineer,  12  December,  1861.     Acting  Second  Assistant 
Engineer,  9  February,  1864.    Honorably  discharged  7  October,  1865. 
Tatemj  Robert  Li. 

Sailmaker,  23  June,  1861.     Dismissed  24  November,  1880. 
Tateni,  Robert  S. 

Master,  21  July,  1814.     Died  3  January,  1844. 
Tatem,  Samnel. 

Sailmaker,  30  March,  1848.     Died  23  August,  1877. 
Tatem,  Thomas. 

Sailmaker,  10  September,  1849.     Died  8  May,  1853. 
Taten,  John  F. 

Sailmaker,  31  December,  1841.     Resigned  8  June,  1843. 
Taten,  Thomas. 

Sailmaker,  24  November,  1841.     Resigned  7  September,  1842. 
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Tatnall,  Edward  F. 

Midshipman,  17  March,  1838.     Passed  Midshipman,  20  Mav,  1844.    Died  21  July 
1850.  ■" 

Tatnall,  Josiah. 

Midshipman,  1  January,  1812.    Lieutenant,  1  April,  1818.    Commander,  25  Feb- 
ruary, 1838.     Captain,  5  February,  1850.     Resigned  21  February,  1801. 
Tattnall,  Joisiah,  Jr. 

Purser,  28  Jime,  1850.     Resigned  23  April,  1856. 
Tannt,  Euiorj  H. 

Midshipman,   23   July,   1865.     Graduated   June,   1869.     Ensign,   13   July,  1870. 
Master,  28  December,  1873.     Lieutenant,  8  August,  1876. 
Tanssig,  Edward  J>. 

Midshipman,  24  July,  1863.     Graduated  June,  1867.     Ensign,  18  December,  1808. 
Master,  21  March,  1870.     Lieutenant,  1  January,  1872. 
Tayloe,  James  Li. 

Acting  Midshipman,   24   September,   1855.     Midshipman,  15  June,  1860.     Dis- 
missed 5  July,  1861. 
Tayloe,  John. 

Midshipman,   15    November,   1809.     Lieutenant,  9  December,  1814.     Resigned 
31  July,  1823. 
Taylor,  Albert. 

Mate,    8    May,    1863.     Acting    Ensign,    24    November,   1862.     Acting    Master, 
11  March,  1865.      Honorably  discharged   20  January,  1866.      Acting  Master, 
11  December,  1866.     Mustered  out  27  March,  1869. 
Taylor,  Alfred. 

Midshipman,  1  January,  1825.     Passed  Midshipman,  4  June,  1831.     Lieutenant, 
9  February,  1837.     Commander,  14  September,  1855.     Captain,  16  July,  1862. 
Commodore,  27  September,  1866.     Rear-Admiral,  29  January,  1872.     Retired 
list,  23  May,  1872. 
Taylor,  Benjamin  F. 

Acting  Third  Assistant  Engineer,  13  September,  1861.     Acting  Second  Assistant 
Engineer,  23  October,  1862.    Died  4  August,  1863. 
Taylor,  Bnshrod  B. 

Midshipman,  3  April,  1849.     Passed   Midshipman,   13  June,  1855.     Master,  16 
September,  1855.     Lieutenant,  31  July,  1856.     Lieutenant- Commander,  16  July, 
1862.    Commander,  14  March,  1868.     Captain,  27  October,  1879. 
Taylor,  Cbarles  E. 

Acting  Assistant  Paymaster,  6  February,  1862.     Resigned  7  April,  1865. 

Taylor,  Charles  F. 

Mate,  5  March,  1862.     Acting  Ensign,  5  November,  1862.    Acting  Master,  6  De- 
cember, 1864.     Honorably  discharged  27  August,  1865. 
Taylor,  Clinton  F. 

Mate,  30  July,  1864.     Honorably  discharged  10  April,  1866. 

Taylor,  Daniel  O. 

Acting  Master,  27  February,  1862.     Dismissed  22  July,  1863. 

Taylor,  David. 

Acting  Second  Assistant  Engineer,  2  August,    1864.      Honorably  discharged 
19  June,  1865. 

Taylor,  David  P. 

Acting  Assistant  Surgeon,  28  March,  ]  864.     Honorably  discharged  28  October, 
1865. 
Taylor,  Dudley  E. 

Acting  Master,  18  January,  1862.     Died,  New  Haven,  Connecticut,  19  July,  1866. 

Taylor,  Dugomier. 

Midshipman,  16  January,  1809.     Lieutenant,  24  July,  1813.     Died  at  Sea  5  Octo- 
ber, 1819. 
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Taylor,  Edward  E. 

Acting  Ensign,  36  February,  1803.  Acting  Jlustci-,  2!1  September,  1864.  Honor- 
ably discharged  37  September,  1805. 

Taylor,  Elias  C. 

Master's  Mate,  16  November,  1816.     Midshipman,  1  January,  1819.     Lieutenant, 
17  May,  1838.     Died  SO  April,  1833. 
Taylor,  Fitch  W. 

Chaplain,  33  April,  1841.     Died  33  July,  1865. 
Taylor,  Francis. 

Midshipman,  9  June,  1811.     Drowned  5  October,  1811. 

Taylor,  Francis  C. 

Acting  Third  Assistant  Engineer,  4  May,  1864.     Appointment  revoked  33  May, 
1864. 
Taylor,  Francis  E. 

Mate,  31  April,  1865.    Honorably  discharged  8  January,  1866. 

Taylor,  George. 

Acting  Master,  31  January,  1863.     Acting  Volunteer  Lieutenant,  16  August,  1864. 
Resigned  18  February,  1865. 
Taylor,  George. 

Mate,  31  October,  1861.     Acting  Ensign,  6  January,  1863.     Dismissed  5  January, 
1865. 
Taylor,  George. 

Acting  Third  Assistant  Engineer,  13  July,  1863.     Honorably  discharged  14  April, 
1868. 
Taylor,  George  B. 

Midshipman,  10  May,  1830.     Resigned  6  January,  1831. 
Taylor,  George  C 

Acting  Assistant  Paymaster,  10  October,  1861.     Resigned  19  December,  1863. 
Taylor,  George  W. 

Acting  Second  Assistant  Engineer,  1  October,  1863.     Acting  First  Assistant  En- 
gineer, 38  November,  1863.     Resigned  38  February,  1865. 
Taylor,  George  W. 

Midshipman,  1  November,  1827.     Resigned  19  December,  1831. 
Taylor,  Gorhaiu  C. 

Mate,  34  October,  1861.     Appointment  revoked  (Sick,)  31  January,  1868. 
Taylor,  Henry. 

Acting  Ensign,  10  June,  1863.  Acting  Master,  27  December,  1864.  Honorably 
discharged  31  January,  1866.  Acting  Master,  4  August,  1866.  Appointment 
revoked  6  November,  1866. 

Taylojr,  Henry. 

Acting  Ensign,  11  December,  1863.     Honorably  discharged  13  May,  1867. 
Taylor,  Henry  C. 

Acting  Midshipman,  30  September,  1860.     Ensign,  38  May,  1803.     Master,  10  No- 
vember,   1863.       Lieutenant,    10    November,    1866.       Lieutenant-Commander, 
13  March,  1868.     Commander,  16  December,  1879. 
Taylor,  Henry  W. 

Acting  First  Assistant  Engineer,  38  May,  1864.     Resigned  17  June,  1865. 
Taylor,  Henry  W. 

Acting  Third  Assistant  Engineer,  7  February,  1865.  Honorably  discharged  37  Oc- 
tober, 1865. 

Taylor,  Hiero. 

Cadet  Midshipman,  80  September,  1878.  Graduated  18  June,  1879.  Ensign^ 
1  September,  1880. 

Taylor,  Hiram  A. 

Mate,  13  August,  1864.     Honorably  discharged  9  August,  1865. 


GENEHAL   NAVY  REGISTER.  701 

Taylor,  James. 

Master,  19  April,  1813.     Discharged  3  February,  1814. 
Taylor,  James. 

Acting  Master,  29  May,  1861.     Honorably  discharged  13  February,  1866. 
Taylor,  James. 

Master,  13  December,  1814.     Last  appearance  on  Records  of  Navy  Department. 
1815.     Dead. 
Taylor,  James  B. 

Midshipman,  1  January,  1812.  Lieutenant,  5  March,  1817.  Drowned  19  March, 
1819. 

Taylor,  James  M. 

Surgeon,  9  August,  1805.     Resigned  37  September,  1807. 
Taylor,  James  W. 

Acting  Master  and  Pilot,  15  November,  1864.    Appointment  revoked  9  March,  1865. 
Taylor,  Jesse. 

Midshipman,  6  December,  1849.     Passed  Midshipman,  12  June,  1855.     Master, 
16  September,  1855.     Lieutenant,  26  November,  1856.     Resigned  12  September, 
1859. 
Taylor,  J.  H.  R. 

Midshipman,  8  March,  1839.     Resigned  30  July,  1839. 
Taylor,  John. 

Midshipman,  16  January,  1809.     Killed  in  action  23  August,  1813. 
Taylor,  John. 

Mate,  9  March,  1866.     Resigned  5  August,  1868. 
Taylor,  John  H. 

Mate,  10  November,  1863.     Honorably  discharged  5  September,  1865. 
Taylor,  John  Jj. 

Midshipman,  2  February,  1829.     Resigned  3  August,  1831. 
Taylor,  John  S. 

Midshipman,  14  December,  1886.     Passed  Midshipman,  1   July,  1842.     Master, 
23  June,  1849     Lieutenant,  5  February,  1850.     Reserved  list,  13  September, 
1855.     Resigned  18  April,  1861. 
Taylor,  John  TF. 

Midshipman,  1  April,  1828.     Dismissed  6  June,  1836. 
Taylor,  John  T. 

Assistant  Surgeon,  36  September,  1853.  Passed  Assistant  Surgeon,  1  August, 
1861.     Medical  Inspector,  29  June,  1872.    Medical  Director,  20  April,  1879. 

Taylor,  Joseph. 

Master,  14  July,  1812.     Died  2  January,  1820. 
Taylor,  Joseph. 

Acting  Assistant  Surgeon,  28  September,  1870.   Honorably  discharged  30  June,  1879. 

Taylor,  J.  Wlnthrop. 

Assistant  Surgeon,  7  March,  1838.  Surgeon,  1  May,  1852.  Medical  Director, 
3  March,  1871.  Chief,  Bureau  Medicine  and  Surgery,  21  October,  1878.  Re- 
tired .ist,  19  August,  1879.     Died  19  January,  1880. 

Taylor,  Martin  T,. 

Acting  Third  Assistant  Engineer,  6  September,  1864.  Honorably  discharged 
23  September,  1865. 

Taylor,  N. 

Mate,  19  June,  1865.     Resigned  14  September,  1867. 

Taylor,  Persifer, 

Carpenter,  17  April,  1800.     Resigned  20  April,  1807. 

Taylor,  Peter. 

Acting  Third  Assistant  Engineer,  22  October,  1863.  Acting  Second  Assistant 
Engineer,  8  March,  1865.    Honorably  discharged  27  September,  1865. 
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Taylor,  P.  Ileiiry. 

Third  Assistuut  Engineer,  10  February,  1832.     Second  Assistant  Engineer,  31  Maj', 
1853.     Resigned  10  September,  1856. 
Taylor,  Richard,  Jr. 

Midshipman,  1  January,  1818.     Resigned  17  January,  1835. 

Taylor,  Ricliard  H. 

Mate,  30  June,  1864.    Honorably  discharged  17  July,  1865. 

Taylor,  Richard  Bf. 

Acting  Third  Assistant  Engineer,  11  March,  1863.     Acting  Second  Assistant  En- 
gineer, 7  January,  1865.     Honorably  discharged  16  August,  1866. 

Taylor,    Richardson. 

Midshipman,  14  April,  1800.     Discharged  5  June,  1801,  under  Peace  Establish- 
UR'iit  Act. 
Taylor,  Robert. 

Midshipman,  1  May,  1833.     Died  in  1823. 
Taylor,  Robert  C 

Acting  yecond  Assistant  Engineer,  7  December,  1863.     Dismissed  13  October,  18CJ . 
Taylor,  Robert  D. 

Third  Assistant  Engineer,  31 .  April,  1863.     Second  Assistant  Engineer,  35  July, 
1866.    First  Assistant  Engineer,  31  January,  1873. 
Taylor,  Robert  Li. 

Acting    Third   Assistant  Engineer,   30    August,    1864.      Honorably    discharged 
5  July,  1865. 
Taylor,  Thomas  E. 

Acting   Third   Assistant   Engineer,   19    February,    1864.     Honorably   discharged 
28  October,  1865. 
Taylor,  Thrnston  M. 

Midshipman,  1  April,  1828.     Resigned  28  May,  1836. 
Taylor,  T.  Marston. 

Purser,  3  November,  1834.     Died  6  July,  1870. 
Taylor,  Walter. 

Acting  Third  Assistant  Engineer,  14  September,  1864.     Honorably  discharged 
23  July,  1865. 
Taylor,  W.  B.  O. 

Midshipman,  13  February,  1815.     Resigned  9  June,  1836. 
Taylor,  W.  ».  S. 

Midshipman,  30  June,  1806.     Resigned  10  February,  1807. 
Taylor,  William. 

Gunner,  6  July,  1804.     Last  appearance  on  Records  of  Navy  Department.  5  June 
1806. 
Taylor,  William. 

Midshipman,  1  January,  1813.  Lieutenant,  5  March,  1817.  Died  13  Januarv 
1835.  •" 

Taylor,  William. 

Midshipman,  17  December,  1810.     Resigned  5  July,  1811. 
Taylor,  William  A. 

Acting  Ensign,  7  September,  1864.     Honorably  discharged  34  July,  1865. 
Taylor,  William  E. 

Acting  Second  Assistant  Engineer,  15  October,  1863.     Resigned  17  June,  1865. 
Taylor,  William  £. 

Assistant  Surgeon,  3  July,  1859.  Passed  Assistant  Surgeon,  33  August  1863 
Surgeon,  5  September  186B.  Medical  Inspector,  31  December,  1876.  Retired 
list,  14  January,  1881. 

Taylor,  William  P. 

Midshipman,  13  June,  1831.     Died  14  December,  1846. 
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Taylor,  William  Rogers. 

Midshipman,  1  April,  1838.  Passed  Midshipman,  14  June,  1834.  Lieutenant, 
10  February,  1840.  Commander,  14  September,  1855.  Captain,  16  July,  1862. 
Commodore,  25   July,   1866.    Rear-Admiral,  19  January,  1871.    Eetired  list, 

7  November,  1873. 
Taylor,  William  V. 

Lieutenant,  9  December,  1814.     Commander,  3  March,  1831.     Captain,  8  Septem- 
ber, 1841.    Reserved  list,  13  September,  1855.    Died  11  February,  1858. 
Tayoii,  Aiignstiit^  S. 

Acting  JIaster,  1  October,  1862.     Resigned  16  June,  1863. 
Teal,  Benjamin  F. 

Acting  Third  Assistaut  Engineer,  17  August,  1864.  Honorably  discharged 
34  September,  1868. 

Teal,  Jacob,  Jr. 

Mate,  17  October,  1863.     Resigned  17  May,  1865. 
Teal,  William. 

Acting  Third  Assistant  Engineer,  7  July,  1863.     Honorably  discharged  3  January, 
1866. 
Telt,  William. 

Sailmaker,  5  December,  1798.     Last  appearance  on  Records  of  Navy  Department. 
Tempenny,  £li. 

Acting  Third  Assistant  Engineer,  10  December,  1862.  Honorably  discharged 
31  October,  1865. 

Temple,  William  G. 

Midshipman,   18  April,   1840.      Passed  Midshipman,   11   July,   1846.      Master, 
21  July,  1854.    Lieutenant,  18  April,  1855.     Lieutenant-Commander,  16  July, 
1863.     Commander,  3  March,  1865.     Captain,  28  August,  1870.     Commodore, 
5  June,  1878. 
Temple,  William  T. 

Midshipman,  1  September,   1811.     Lieutenant,  1   April,  1818.     Died  3-;   June, 
1830. 
Tenant,  Moses. 

Midshipman,  3  July,  1798.     Resigned  15  December,  1798. 

Ten  £ick,  A.  S. 

Midshipman,  1  September,  1811.  Lieutenant,  27  April,  1816.  Commander,  9  Feb- 
ruary, 1837.     Captain,  10  December,  1843.    Died  28  March,  1844. 

Tengwall,  Charles. 

Mate,  27  August,  1863.     Acting  Ensign,  4  January,  1865.     Honorably  discharged 

8  August,  1865. 
Tenley,  Washington. 

Acting  First  Assistant  Engineer,  31  December,  1863.  Appointment  revoked 
(Sick,)  16  June,  1864. 

Tennant,  John. 

Acting  Third  Assistant  Engineer,  19  October,  1861.     Dismissed  15  October,  1862. 

Tennant,  Thomas. 

Acting  Third  Assistant  Engineer,  23  March,  1865.     Died  4  September,  1867. 

Tennent,  George  W. 

Third  Assistant  Engineer,  17  February,  1860.     Resigned  6  February,-1861. 

Tennent,  John  C. 

Third  Assistant  Engineer,  10  July,  1847.  Second  Assistant  Engineer,  31  October, 
1848.    Dismissed  5  July,  1849. 

Tenney,  John. 

Mate,  6  September,  1864.     Honorably  discharged  17  March,  1866. 

Terrell,  Charles. 

Acting  Midshipman,  26  September,  1867.  Graduated  6  June,  1871.  Resigned 
30  June,  1874. 
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Terrell,  Thomas  C. 

Midshipman,  20  September,  1862.     Graduated  June,  1866.     Ensign,  12  March, 
1868.    Master,  26  March,  1869.     Lieutenant,  31  March,  1870. 

Terrett,  Colvllle. 

Midshipman,   3  January,   1840.    Passed  Midshipman,   11    July,   1846.     Master, 

I  March,  1855.     Lieutenant,  14  September,  1855.     Lost  in  "  Levant"  18  Sep- 
tember, 1860. 

Terrill,  Edward  A. 

Acting  Master,  19  April,  1863.     Honorably  discharged  16  December,  1865. 

Terrill,  Francis  H. 

Assistant  Surgeon,  23  June,  1875.     Resigned  8  June,  1878. 
Terrill,  (George. 

Surgeon,  22  May,  1826.     Resigned  21  September,  1854. 
Terry,  Edward. 

Acting  Midshipman,  31  September,  1853.     Midshipman,   10  June,  1857.     Passed 
Midshipman,  25  June,  I860.     Master,  24  October,  1860.     Lieutenant,  3  April, 
1861.      Lieutenant-Commander,  4  January,   1863.      Commander,  31   October, 
1871. 
Terry,  James. 

Midshipman,  16  July,  1814.     Resigned  20  April,  1815. 

Terry.  James. 

Master,  20  April,  1815.     Cashiered  25  October,  1820. 

Terry,  .losepli  11. 

Purser,  6  June,  1815.     Died  22  August,  1853. 
Terry,  Silas  W. 

Acting  Midshipman,  38  September,  1858.     Ensign,  16  December,  1863.    Lieuten- 
ant, 32  February,  1864.     Lieutenant-Commander,  25  July,  1866.     Commander, 

II  July,  1877. 
Terry,  Van  Rensalear. 

Acting  Second  Assistant  Engineer,  28  May,  1861.     Dismissed  4  August,  1862. 
Terry,  M'illiam  F. 

Assistant  Surgeon,  34  January,  1862.      Resigned  19  October,  1863.     Assistant 
Surgeon,  12  July,  1866.     Resigned  15  May,  1868. 
Tessimond,  C.  M. 

Mate,  10  September,  1864.     Honorably  discharged  16  August,  1865. 
Test,  Henry  M. 

Acting  Third  Assistant  Engineer,   7  December,   1863.     Honorably  discharged 
15  August  1865. 
Tester,  Abraham. 

Acting  Third  Assistant  Engineer,  18  February,  1864.      Honorably   discharges! 
21  August,  1865. 
Tew,  George  W. 

Midshipman,  21  February,  1799.     Lieutenant,  1  April,  1800.    Last  appearance  on 
Records  of  Navy  Department,  30  April,  1801.     Dead. 
Tew,  Henry. 

Mate,  18  April,  1864. 
Tew,  Henry,  Sr. 

Master,  28  March,  1814.    Resigned  27  December,  1814. 
Tew,  Henry. 

Master,  28  June,  1813.     Resigned  37  December,  1814. 
Tew,  James  B. 

Mate,  13  January,  1863.    Acting  Ensign,  31  January,  1865.    Honorablv  dischareed 
19  October,  1865.  •'  ^ 

Tewksbnry,  James. 

Master,  14  December,  1815.    Died  1  September,  1843. 
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Thacher,  OllTcr. 

ActiDg  Master,  4  March,  1863.     Honorably  discliarged  31  November,  1865. 
Thackara,  Alexander  91. 

Midshipman,   20  July,   1865.     Graduated   June,    1869.     Ensign,    12   July,   1870 
Master,  13  July,  1871.     Lieutenant,  8  November,  1874. 
Thain,  William  W. 

Acting  Third  Assistant   Engineer,   20   December,   1863.     Honorably  disoharKed 
SO.October,  1865. 

Thall,  Richard. 

xicting  Third  Assistant  Engineer,  4  March,  1863.     Acting  Second  Assistant  En  ■ 
gineer,  1  February,  1865.     Honorably  discharged  30  June,  1868. 
Thatcher,  Caleb  B. 

Mate,  18  February,  1864.     Honorably  discharged  6  November,  1865. 
Thatcher,  Charles. 

Acting  Ensign,  4  March,  1863.     Acting  Master,  1   December,  1863.     Murdered  at 
Raceousi  Island,  La.,  25  November,  1864. 
Thatcher,  Edward  C. 

Assistant  Surgeon,  8  July,  1867.     Resigned  1  March,  1873. 
Thatcher,  Henry  C. 

Acting  Assistant  Surgeon,  3  March,  1865.     Honorably  discharged   19  January, 
1866. 
Thatcher,  Henry  K. 

Midshipman,  4  March,  1838.    Lieutenant,  23  March,  1839.    Lieutenant-Commander, 
28  February,   1833.     Commander,  14   September,  1855.     Commodore,  16  July, 

1863.  Rear-Admiral,  25  July,  1866.     Retired  list,  36  May,  1868.     Died  5  April, 
1880. 

Thatcher,  J.  C. 

Purser,  13  September,  1841.     Lost  in  the  "Grampus,''''  March,  1843. 
Thatcher,  Joseph  I^. 

Carpenter,  30  February,  1873. 
Thatcher,  liCwis  C. 

Acting  Third  Assistant  Engineer,  9  June,  1864.     Acting  Second  Assistant  Engi- 
neer, 30  March,  1865.     Honorably  discharged  9  December,  1865. 
Thaxter,  Martin  W. 

Acting  Third  Assistant  Engineer,  31   May,  1864.     Honorably  discharged  8  Feb- 
ruary, 1866. 
Thayer,  Edward  'S. 

Midshipman,  18  June,  1812.     Resigned  8  March,  1814. 

Thayer,  Foster. 

Acting  Assistant  Surgeon,  17  June,  1864.     Resigned  9  June,  1865. 

Thayer,  G.  J.  W. 

Midshipman,  23  October,  1832.     Resigned  37  October,  1834. 

Thayer,  Henry  G- 

Acting  Assistant  Paymaster,  24  March,  1864.    Honorably  discharged  12  December, 
1865. 
Thayer,  Isaac. 

Acting  Ensign,  28  March,  1864.     Honorably  discharged  1  August,  1865. 

Thayer,  James. 

Boatswain,  1  April,  1822.     Died  9  January,  1838. 

Thayer,  James. 

Gunner,   37    September,  1860.     Dismissed   9   November,   1864.     Acting  Gunner, 
3  December,  1864.     Dismissed  14  March,  1865.     Re-instated  from  3  December, 

1864.  Resigned  31  October,  1876. 
Thayer,  William  li.  G. 

Acting  Assistant  Paymaster,  17  November,  1864.     Honorably  discharged  15  Octo- 
ber, 1865.- 

45 
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Thode,  John  W. 

IMate,  8  January,  1863.     Resigned  33  September,  1862.     Mate,  2  February,    1864. 
Resigned27  June,  1865. 
Thoin,  J.  Pembroke. 

Assistant  Surgeon,  16  March,  1853.     Uusigned  37  May,  1857. 

Tlioin,  William  S. 

Purser,  15  October,  1799.  Discharged  31  May,  1803,  under  Peace  Establishment 
Act. 

Tliomas.  Calvin  F. 

Midshipman,  16  October,  1849.  Passed  Midshipman,  30  June,  1856.  Master, 
23  January,  1858.     Lieutenant,  23  January,  1858.     Died  18  February,  1860. 

Tlionia^i,  Cliarles. 

Acting  Ensign,  1  September,  1864.     Dismissed  31  November,  1864. 

Tliomas,  Charles. 

Midshipman,  3  February,  1829.  Passed  Midshipman,  3  July,  1835.  Lieutenant, 
8  September,  1841.  Reserved  list,  13  September,  1855.  Captain  on  Retired 
list,  4  April,  1867. 

Thomas,  Charles  M. 

ilidshipman,  28  November,  1861.  Graduated  September,  1865.  Ensign,  1  De- 
cember, 18G6.  Master,  12  March,  1868.  Lieutenant,  26  March,  1869.  Lieuten- 
ant-Commander, 1  April,  1880. 

Thomas,  Charles  XV. 

Chaplain,  29  October,  1853.     Resigned  26  January,  1861. 

Thomas,  Chauncy,  Jr. 

Midshipman,  26  September,  1867.     Graduated  6  June,  1871.     Ensign,  14  July, 
1873.     Master,  14  April,  1875. 
Thomas,  Edward. 

Acting  Assistant  Surgeon,  25  January,  1862.     Dismissed  7  April,  1862. 

Thomas,  £.  H. 

Acting  Ensign,  24  April,  1863.     Dismissed  31  October,  1864. 
Thomas,  Eugene  B. 

Midshipman,  20  September,  1861.     Graduated  September,  1865.     Ensign,  1  De- 
cember, 1806.     Master,  12  March,  1868.     Lieutenant,  26  March,  1869. 
Thomas,  F.  J. 

Acting  Master,  19  November,  1861.     Resigned  3  September,  1863. 
Thomas,  C>ardner,  Jr. 

Purser,  33  July,  1815.     Died  25  September,  1829. 
Thomas,  George. 

Master,  7  July,  1812.     Last  appearance  on  Records  of  Navy  Department.     Dead. 
Thomas,  George. 

Sailmaker,  19  December,  1834.     Uetired  list,  16  May,  1873. 
Thomas,  George. 

Mate,  29  September,  1863.    Acting  Ensign,  23  December,  1864.     Honorably  dis- 
charged 3  August,  1865. 
Thomas,  George  E. 

Mate,  14  November,  1861.     Acting  Ensign,  5  April,  1867.     Died  24  December, 
1867. 
Thomas,  Henry. 

Midshipman,  3  January,  1804.     Resigned  20  September,  1808. 
Thomas,  Henry. 

Master,  25  January,  1814.     Discharged  1  February,  1815. 
Thomas,  Henry  G. 

Carpenter,  10  February,  1844.     Dismissed  37  July,  1861. 
Thomas,  James  li. 

Mate,  31  May,  1864.     Resigned  19  May,  1865. 
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Thomas,  Jobn. 

Mate,  gallantry  in  saving  life  of  two  coniiianions,  27  December,  1862.     Died  2  Oc- 
tober, 1863. 
Tlioiiias,  John  A. 

Mate,  10  March,  18G4.     Honorably  discharged  13  August,  1865. 
Tlioiiias,  John  I>. 

Acting  Ensign,  23  December,  18G4.     Honorably  discharged  21  December,  1867. 
'riioiiias,  John  J. 

.\.cting  Carpenter,  20  Aj^ril,  1874. 

Thomas,  John  !>. 

Midshipman,  1  January,  1818.     Lieutenant,  3  Jlarch,  1837.     Lost  in  the  ''Hornet,'" 
10  September,  1829. 
Thomas,  Jonathan. 

Acting  Third  Assistant  Engineer,  17  May,  1861.     Resigned  8  February,  1862. 

Thomas,  Joseph  O. 

Carpenter,  16  March,  1847.     Retired  list,  2  December,  1878. 

Thomas,  Joseph  H. 

Third  Assistant  Engineer,  20  May,  1863.     Second  Assistant  Engineer,  15  Septem- 
ber, 1865.     Resigned  29  November,  1873. 

Thomas,  Josiah. 

Acting  Ensign,  4  October,  1864.     Honorably  discharged  23  September,  1865. 

Thomas,  Iiloyd. 

Mate,  1  October,  1862.     Acting  Ensign,  16  April,   1803.     Appointment  revoked 
(Sick,)  27  July,  1864. 

Thomas,  Martin  V. 

Mate,  4  October,  1862.     Resigned  17  July,  1863.     Mate,  7  September,  laO-4.     II. u,- 
orably  discharged  18  August,  1865. 

Thomas,  Nathaniel  W. 

Acting  Midshipman,  24  September,  1857.     Lieutenant,  1  August,  1863.     Lieuten- 
ant-Commander, 25  July,  1866.     Died  18  September,  1866. 

Thomas,  Richard. 

Midshipman,  3  August,  1798.     Resigned  11  December,  1802. 

Thomas,  Richard. 

Carpenter,  22  January,  1814.     Died  10  December,  1842 

Thomas,  Robert  Gs. 

Carpenter,  20  June,  1853.     Died  9  May,  1871 . 

Thomas,  Samuel,  Jr.  ,  „„  ^ 

Acting  Assistant  Paymaster,  27  July,   1863.     Honorably  discharged  28  October, 

1865. 

Thomas,  Thomas.  -,      <.  ^-       t^ 

Midshipman,  15  November,  1809.     Last  appearance  on  Records  of  ^iavy  Depart- 
ment, 21  May,  1810.     Drowned. 

Thomas,  Walter  S.  ,  ,^.  ,      ,^„  ,  ^or- 

Mate,  12  November,  1863.     Appointment  revoked  (Sick.J  17  February,  I860. 

Thomas,  WilBiaim  E.  ,  ,  ^  r.  . 

Acting  Ensign,  25  June,  1863.     Acting  Master,  recommendation  of  Commanding 
Officer,  6  July,  1864.     Honorably  discharged  27  October,  1865. 

Thomas,  William  F.  ,  „„  c.     ^     i      .cr-r 

Mate,  11  August,  1864.     Honorably  discharged  23  September,  186.J. 

^^Tate^lS  Febrim™1862".     Acting  Ensign,  26  December,  1863.     Dismissed  30  De- 
cember,  1864. 

Thomas,  William  H.  ,        .  ^       ,        ,    ^  ^c-  i  \ 

Acting  ^econd  Assistant  Engineer,  9  June,  1864.     Appointment  revoked  (Sick,) 

8  August,  1864. 
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Tlioiiias,  W.  R. 

Jtiilsliipman,  15  January,  1S41.     Died  10  November,  1847 
Thoinbs,  Joseph  S. 

Actiiig  Ensign,  3  May,  1804.     Honorably  discharged  9  July,  1865. 
Tliompsoii,  Alexander. 

Midshipman)  26  October,  1815.     Resigned  8  August,  1826. 
Thompson.  Andrew  S. 

Mute,  25  November,  18G3.     Honorably  discharged  19  July,  1865. 
Thompson,  Augustus  F. 

Gunner,  3  March,  1849. 
Thompson,  Augustus   F. 

Acting  Master,  9  April,  1863.     Honorably  discharged  20  October,  1865. 
Thompson,  Jienjamin. 

Midshipman,  1  December,  1809.     Killed  in  action  27  April,  1813. 
Thompson,  €.  A. 

Midshipman,  1  January,  1812.     Resigned  18  April,  1813. 
Thoinpsop,  C  A. 

Midshipman,  27  August,  1823.    Passed  Midshipman,  20  February,  1830.    Resigned 
27  September,  1833. 
Thompson,  C,  C.  R. 

Midshipman,  22  December,  1802.     Lieutenant,  15  February,   1809.     Commander, 
27  April,  1816.     Captain,  8  March,  1825.     Died  2  September,  1833. 
Thompson,  Charles  A. 

Midshipman,  30  September,  1868.     Graduated  1  June,  1872.     Resigned  7  March, 
1873. 
Thompson,  Charles  I>. 

Mate,  28  December,  ISO  1.    Acting  Ensign,  33  April,  1863.     Deserted. 
Thompson,  Charles  P. 

Acting  Ensign,  38  October,  1862.     Died  at  Cape  Haytien,  13  July,  1864. 
Thompson,  Charles  P. 

Acting  Assistant  Paymaster,  19  January,  18C5.     Assistant  Paymaster,  3  March, 
1865.    Passed  Assistant  Paymaster,  4  May,  1866.     Paymaster,  1  August,  1866. 
Thompson,  ]>.  !>. 

Acting  Ensign,  9  October,  1863.     Resigned  (Sick,)  10  June,  1864. 
Thompson,  Fbenezcr. 

Carpenter,  16  November,  1849. 
Thompson,  Edward. 

Master,  24   March,   1820.      Last  appearance  on  Records  of  Navy  Department. 
Columbus,  1874. 
Thompson,  Fdward. 

Mate,  14  May,  1864.     Resigned  31  January,  1865. 
Thompson,  Egbert. 

Midshipman,  13  March,  1837.     Passed  Midshipman,  39  June,  1843.     Acting  Mas- 
ter, 13  June,  1846.     Lieutenant,  3  October,  1850.     Commander,  16  July,  1863. 
Captain,  25  July,  1866.     Retired  list,  5  January,  1874.     Died  5  January,  1881. 
Thompson,  E.  JS. 

Mate,  15  July,  1864.     Resigned  7  April,  1865. 
Thompson,  F.  A. 

Midahipman,  1  April,  1826.     Resigned  31  December,  1828. 
Thompson,  Fred.  U. 

Acting  Assistant  Paymaster,  18  August,  1862.     Died  5  September,  i863. 
Thompson,  G.  B. 

Acting  Master.  19  June,  1862.    Honorably  discharged  7  February,  1866. 
Thompson,  George. 

Acting  Master,  3  October,  1801.     Resigned  31  May,  1862. 


GENERAL  NAVY  REGISTER.  709 

Thompson,  Gilbert  t. 

Engineer-in-CMef,  1  September,  1842.     Appointment  revol-  ed  3  October,  1844. 
Thompson,  O.  M. 

Midshipman,  1  February,  1826.     Resigned  12  September,  1831. 
Thompson,  Harrison. 

Mate,  (j  December,  1863.     Appointment  revoked  27  December,  1865. 
Thompson.  If.  A.,  Jr.  . 

Acting  Assistant  Paymaster,  10  February,  1865.     Assistant  Paymastei',  23  July, 
1866.     Resigned  10  December,  1866. 
Thompson,  Henry. 

Acting  blaster,  29  March,  1862.     Dismissed  27  June,  1862. 
Thompson,  James.  ' 

Chief  Engineer,  14  April,  1842.     Resigned  3  July,  1845. 
Thompson,  .Tames  F. 

ilate,  9  May,  1S62.     Acting  Ensign,  16  May,  1864.     Resigned  30  May,  1865. 
Thompson,  John. 

Boatswain,  17  March,  1800.     Last  appearance  on  Records  of  Navy  Department. 
Thompson,  John. 

Acting  First  Assistant  Engineer,  4  December,  1863.    Honorably  discharged  10  Oc- 
tober, 1865. 
Thompson,   John. 

Mate,  1(1  April,  1863.     Dismissed  29  December,  1864. 
Thompson,  John,  Jr. 

Aciiu;^  Third  Assistant  Engineer,  24  December,  1863.     Resigned  23  November, 
1864. 
Thompson,  John   C. 

Boatswain,  28  August,  1874. 

Thompson,  John  P. 

Acting  Ensign,  10  December,  1864.     Honorably  discharged  80  September,  1865. 

Thompson,  John  W. 

Mate,  5  May,  1862.    Acting  Ensign,  9  April,  18G3.    Appointment  revoked  11  June, 

1867. 

Thompson,  Jos. 

Midshipman,  1  January,  1812.     Died  at  Norfolk  in  1813  or  1814. 

Thompson,  J.  W.  IS. 

Midshipman,  17  February,  1810.     Dismissed  by  Court-Martial,  4  March,  1811. 
Thompson,  M.  Jfl. 

Third  Assistant  Engineer,  24  May,  1844.     Resigned  25  August,  1845. 

Thompson,  M.  M. 

Third  Assistant  Engineer,  24  May,  1844.     Resigned  in  July,  1847. 

Thompson,  Sfathaniel. 

Master,  1  July,  1812.     Resigned  25  November,  1812. 

Thompson,  Otis  A. 

Mate,  3  May,  1862.    Acting  Ensign,  24  January,  1864.     Honorably  discharged 
33  May,  1867. 

Thompson,  Otis  P. 

Actiii'j-  Third  Assistant  Engineer,   18  November,   1862.      Honorably  discharged 
5  November,  1865. 

Thompson,  Robert- 
Boatswain,  9  July,  1798.     Last  appearance  on  Records  of  Navy  Department. 

Thompson,  Robert  M. 

Midshipman,  30  July,  1864.      Graduated  June,  1868.      Ensign,  19  Apnl,  1869. 
Master,  13  July,  1870.     Resigned  18  November,  1871. 
Thompson,  Smith,  Jr. 

Third  Assistant  Engineer,  1  June,  1842.     Resigned  13  January,  1846. 
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'riioinpson,  strong  B. 

-Midshipman,  13  April,  1833.     Passed  Midshipman,  23  June,  1838.     Lieutenant, 
2-t  July,  1843.     Resigned  34  June,  1850. 
Thompson,  Theodore  S. 

Acting  Assistant  Paymaster,  9   October,  1863.     Mustered  out  !23  August,  ISGo. 
Assistant  Paymaster,  23  July,  1866.     Psssed  Assistant  Paymaster,!    February, 
1808.    Paymaster,  25  January,  1878. 
Th'Onipson,  Thomas  C 

Acting  Ensign,  23  November,  1866.     ]\IusUt;'.  1  imt  30  November,  18rs. 

Thompson,  Thomas  H. 

Acting  Third  Assistant  Engineer,  20  August,  1864.     Honorably  discharged  7  July, 
1865. 
Thompson,  Thomas  R. 

Acting    Third    Assistant    Engineer,  6    Januarv,   1865.       Honorably   discharged 
30  June,  1865. 
Thompson,  William. 

Sailmaker,  8  June,  1812.     Resigned  11  May,  1813. 
Thompson,  'William. 

Acting  Master,  21  March,  1862.     Honorably  discharged  IS  November,  1865. 
Thompson,  William. 

Mate,  4  October,  1802.     Resigned  15  September,  1864. 
Thompson,  William  V. 

Gunner,  28  July,  1846.     Resigned  13  November,  1849. 
Thompson,  William  II. 

Midshiiaman,  27  December,  1837.    Passed  Midshipman,  29  June,  1843.     Master, 
27  September,  1850.     Died  15  March,  1S.51. 
Thompson,  William  H. 

Assistant  Paymaster,  9  September,  1861.  Paymaster,  12  July,  IsCi.  Resio-ned 
27  March,  1866.  '  ° 

Thompson,  William  H. 

Acting  Second  Assistant  Engineer,  21  February,  1863.     Acting   First  Assistant 
Engineer,  21  March,  1865.     Honorably  discharged  16  November,  1865. 
Thompson,  'William  II. 

Mate,  23  January,  18(12      Resigned  24  February,  1863. 
Thompson,  William  J. 

Acting   Assistant   Paymaster,  29  March,   1865.       Assistant   Pavmaster,  23  July, 
1866. 
Thompson,  William  li. 

Mate,  5  April,  1863.     Dismissed  9  June,  1862. 
Thompson,  William  S. 

Acting  First  Assistant  Engineer,  14  October,  1863.     Killed  6  April,  1865. 
Thompson,  Winfleld  8oott. 

Third  Assistant  Engineer,  16  September,  1858.  Tendered  resignation  7  December, 
1861.  No  record  o  its  acceptance.  In  Confederate  Navy,  First  Assistant  En- 
gineer, 15  May,  1862. 

Thomson,  Cnrtis  H. 

Assistant  Paymaster,  31  December,  1869.  Passed  Assistant  Paymaster  19  August 
1876.    Diedl3  July,  1881.  "      ' 

Thomson,  Edward  R. 

Midshipman,  1  December  1826.     Passed  Midshipman,  28  April,  1S32.     Lieutenant 
8  March,   1837.     Commander,  14  September,  1855.     Retired   list,  3  December^ 
1«61.    Commodore  on  Retired  list,  4  April,  1867.     Died   12  February  1879. 
Thomson,  George  A. 

Mate,  30  November,  1863.  Acting  Ensign,  16  December,  1864.  Honorably  dis- 
charged 16  September,  1865. 
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Tliomson,  James  M'.,  Jr. 

Third  Assistant  EnL'iiieer,  2Ci  June.   1856.     First  Assistant  Engineer,  1  August, 
18.-.9.     Chief  Engineer,  2  February,  1862. 
Thomson,  Robert. 

Chaplain,    13   July,    1800.     Last    appearance  on  Records   of  Navy   Department, 
Dead. 
Thomson,  Tl'illiam  J. 

Acting  Assistant  Paymaster,  29  March.  1865.     Assistant  Paymaster,  23  July,  1866. 
Passed  Assistant  Paymaster,  20  March,  1868.     Paymaster,  16  February,  1878. 
Thorburn,  Charles  F>. 

Midshipman,  9  September,   18i7.     Passed  Midshipman,  10  June,  1853.     Master, 
15  September,  1855.     Lieutenant,  16  September,  1855.     Resigned  21  July,  1860. 
Thorbnrn,  Heury  A. 

Mate,  26  August,  1863.     Honorably  discbarged  31  August,  1865. 

Thorburn,  Henry  Cr. 

Mate,  17  May,  1864-.     Appointment  revoked  24  July,  1866. 

Thorbnrn,  Robert  D. 

Midshipman,  30  March,  1820.  Lieutenant,  17  May,  1828.  Commander,  3  October, 
1850.  Reserved  list,  13  September,  1855.  Commander  on  Active  list,  3  Octo- 
ber, 1850.     Resigned  22  April,  1861. 

Thorlng,  Ferdinand  £. 

Acting  Third   Assistant  Engineer.  9   February,  1864.     Resigned    27   September, 
1864. 
Thorn,  Herman, 

Purser,  24  July,  1818.  Last  appearance  on  Records  of  Navy  Department,  1816. 
Furloughed. 

Thorn,  Jonathan. 

Midshipman,  28  April.  1800.  Lieutenant,  16  February,  1807.  Furloughed  18 
May,  1810.     Since  Dead. 

Thorn,  Robert  t. 

Assistant  Surgeon,  17  June,  1806.     Surgeon,  3  March,  1809.     Died  18  August, 
1827. 
Thorn,  Saiunel  G. 

Acting  Assistant  Paymaster,  24  February,  1862.     Resigned  12  November,  l.S(;;i. 

Thorn,  William  H. 

Midshipman,  4  August,  1800.     Dismissed  3  May,  1805. 

Tliornborongh,  'S. 

Gunner,  29  November,  1798.     Last  appearance  on  Records  of  Navy  Department. 

Thorndyke,  liarliln. 

Surgeon,  3  July,  1798.     Died  24  May,  1800. 

Thorne,  C.  A. 

Mate,  14  June,  1862.     Dismissed  11  April,  1865. 

Thorne,  Charles  H. 

Mate,  6  July,  1863. 

Thorne,  Edgar  C. 

Mate,  21  January,  1863.     Deserted  10  March,  1863. 

Thorne,  George  W. 

Third  Assistant  Engineer,  3  August,  1861.  Second  Assistant  Engineer,  3  August, 
1863.    Resigned  5  November,  1863. 

Thorn i ley,  W. 

Midshipman,  30  November,  1814.     Died  2  March,  1818. 

Thornley,  John. 

Assistant  Surgeon,  13  October,  1840.  Passed  Assistant  Surgeon,  7  March,  1846. 
Surgeon,  1  September,  1855.  Retired  list,  1  June,  1861.  Medical  Director, 
Retired  list,  3  March,  1871. 
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Tbornton,  Alexander  B. 

Acting  Assistant  Paymaster,  37  August,  18(53.     Dismissed  17  January,  1865. 

Tliorntou,  Charles  F. 

Assistant  Surgeon,  23  September,  ISOO.     Last  appeai'ance  on  Records  of  Navy- 
Department. 
Thornton,  D.  McC.  F. 

Purser,  3  March,  1825.     Dismissed  13  June,  1850. 
Thornton,  Francis  A. 

Purser,  25  April,  1812.     Died  25  February,  1862. 

Thornton,  Gilbert  E. 

Assistant  Paymaster,  6  September,  1861.  Paymaster,  6  February,  1862.  Pay 
Inspector,  14  October,  1871. 

Thorntom,  James  S. 

Midshipman,  15  January,  1841.  Passed  Midshipman,  20  August,  1847.  Acting 
Master,  7  May,  1855.  Dropped  28  September,  1855.  Lieutenant  on  Active  list,, 
15  September,  1855.  Lieutenant-Commander,  16  July,  1862.  Commander,, 
25  July,  1866.     Captain,  24  May,  1873.    Died  14  May,  1875. 

Thornton,  J.  S. 

Midshipman,  18  June,  1813.  Resigned  33  May,  1815. 
Thornton,  Thomas. 

Sailmaker,  5  October,  1813.  Resigned  11  April,  1814. 
Thornton,  William. 

Midshipman,  30  April,  1800.  Discharged  13  August,  1801,  under  Peace  Establish- 
ment Act. 

Thorp,  Abner. 

Acting  Assistant  Surgeon,  15  May,  1863.    Honorably  discharged  1  November,  1865: 
Thorp,  Edwin  L.. 

Acting  Second  Assistant  Engineer,  9  January,  1863.     Acting  First  Assistant  En- 
gineer, 23  July,  1863.     Honorably  discharged  19  December,  1867. 
Thrift,  IVatbaniel. 

Acting  Master  and  Pilot,  1  October,  1864.     Resigned  8  May,  1865. 
Throckmorton,  C.  S. 

Midshipman,  18  December,  1837.     Passed  Midshipman,  39  June,  1843.     Resigned 
4  August,  1845. 
Throckmorton,  Reid  R. 

Acting  Third  Assistant  Engineer,  19  November,  1864.     Resigned  17  May,  1865. 
Thrnsten,  Edmund  T. 

Midshipman,  20  June,  180C.     Resigned  25  March,  1810. 
Thrnston,  George  E. 

Acting  Master,  15  August,  1861.     Dismissed  16  September,  1863. 
Thruston,  John. 

Midshipman,  37  October,  1841.     Resigned  13  December,  1841. 
Thrnston,  J.  J. 

Midshipman,  2  February,  1829.     Resigned  6  June,  1836. 
Thnmbert,  James  E. 

Acting  Third  Assistant  Engineer,  24  October,  1864.     Resigned  (Sick,)  20  Aprils 
1865. 
Thnrber,  Frank  H. 

ActingThird  Assistant  Engineer,  29  November,  1802.     Acting  Second  Assistant 
20  February,  1864.     Honorably  discharged  9  August,  1865. 
Thurston,  €harles  S. 

Acting  Ensign,  6  December,  18i;4.     Honorably  discharged  7  August,  1865. 
Thurston,  Clarke. 

Acting  Third  Assistant  EnginfcT,  31  July,  1864.  Honorably  discharged  29  Sep- 
tember, 1865. 
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Tlmrston,  George  S. 

Acting  Third  Assistant  Engineer,  12  October,  1863.     Resigned  7  July,  1804. 
Tbnrston,  Robert  llM^f^ 

Third  Assistant  Engineer,  29^uly,  1801.     Second  Assistant  Engineer,   18  Decem- 
ber, 1862.     First  Assistant  Engineer,  30  January,  1865.     Resigned  1  April,  1872. 
Thurston,  Spencer  D. 

Acting  Third  Assistant  Engineer,  22  February,  1864.     Resigned  10  September, 
1864. 
Tbuteher,  Joseph  Li. 

Carpenter,  20  February,  1872. 
Thwing,  Chester  M. 

Acting  Ensign,  4  November,  1863.     Honorably  discharged  8  January,  1866. 
Tbwlng,  Sainnel. 

Master,  14  May,  1814.     Died  at  Washington,  1815. 
Tlbbatts,  Zachary  T. 

Mate,  26  November,  1863.    Acting  Ensign,  31  October,  1864.    Honorably  dis- 
charged 13  September,  1865. 

Tlbbetts,  Howard. 

Acting  Master,  39  October,  1861.     Resigned  9  June,  1865. 

Tibbitts,  Henry. 

Surgeon,  1  March,  1799.     Died  22  July,  1799. 
Tibbitts,  Richard  S. 

Lieutenant,  7  January,  1799.     Resigned  5  February,  1800. 
Tice,  Theophilns. 

Mate,  28  March,  1862.     Dismissed  15  July,  18C2. 

Tice,  William  R. 

Mate,  17  January,  1864.     Resigned  30  May,  1865. 

Ticlsner,  Thomas. 

Boatswain,  19  October,  1799.     Last  appearance  on  Records  of  Navy  Department, 

24  October,  1799. 
Ticknor,  Renajah. 

Surgeon,  10  July,  1824.     Died  20  September,  1858. 

Tier,  James  C 

Acting  Carpenter.  23  December,  1863.     Honorably  discliarged  1  March,  1866. 

Tierney,  Thomas. 

Mate,  23  December,  1862.     Acting  Ensign,  24  June,  1864.     Appointment  revoked 
(Sick,)  22  December,  1864. 
Tiffany,  Otis  C. 

Assistant  Paymaster,  12  May,  1875. 

Tllby,  William. 

Acting  Master  and  Pilot,  1  October,  1864.     Honorably  discharged  5  June,  1865. 

Tilden,  Alfred  O. 

Acting   Second  Assistant  Engineer,    17   April,    1865.      Honorably    discharged 

25  May,  1868. 

Tilden,  John. 

ilidshipman,  14  January,  1800.     Resigned  24  December,  1800. 

Tilden,  John  G. 

Carpenter,  4  May,  1876. 

Tilden,  Thomas  R.  _ 

Midshipman,  11  November,  1821.     Last  appearance  on  Records  of  Navy  Depart- 
ment, 1824.     Boston. 

Tilden,  Thomas  R. 

Midshipman,  1  January,  1815.     Resigned  6  February,  1820. 

Tilghman,  £. 

Mate.    Dismissed  20  July,  1862. 
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TilglusaaH.  Edward.  ,  ^      ,       ^„„_ 

As.^istant  Ensign,  14  July,  1863.     Honorably  discharged  20  ^pptcmber,  1865 

Til?Iigii:iu„  II.  C 

Midshipman,  1  February,  182S.     Resigned  24  July,  1S3.J. 

Tilglmmn,  Kicbard  Li.  ,    r         .oo,.     t-    ^        .. 

Midshipman,  37  October,  1830.     Passed  Midshipman,  4  June,  1836.     Lieutenant, 
8  September,  1811.     Resigned  23  April,  1861. 

Tilghiitan,  B.  I^. 

Midshipman,  24  June,  1799.     Resigned  7  December,  1803. 

Tilgliman,  K.  li. 

Midshipman,  1  May,  1828.     Loit  in  the  •'Hornet,"  10  September,  1839. 

Tillej,  Benjamin  F.  . 

Midshipman,  23  September,  1803.     Graduated  June,  1807.     Ensign,  18  December, 
1868.     Master,  21  March,  1870.     Lieutenant,  31  March,  1871. 

Tillev,  Edward. 

Assistant  Surgeon,  28  March,  1820.     Died  in  1822. 

Tillinghast,  Alexander. 

Acting  Master,  5  April,  1863.     Honorably  discharged  22  August,  1865. 

Tillingliast,  Charles  H. 

Jliite,  15  October,  1861.     Resigned  7  April,  1863. 

Tillingliast,  T.   G. 

Midshipman,!    January,  1808      Lieutenant,  34  July,  1813      Lost  in  the  " TF<Mp" 
in  1815. 

Tillotson,  E.  H. 

ilidshipman,  1  September,  1811.     Last  appearance  on  Records  of  Navv  Depart- 
ment, 16  December,  1812.     Dead. 
TiSEotson,   Howard. 

Midshipman,  3  September,  1835.     Resigned  12  March,  1840. 

Tillotson,  J.  li. 

Midshipman,  19  October,  1841.     Resigned  14  May,  1846. 

Tillotson,  John  H. 

Midshipman,  30  July,  1842.     Resigned  15  February,  1849. 

Tillolson,  B.  91. 

Midshipman,  29  May,  1833.    Passed  Midshipman,  6  July,  1839.     Resigned  17  Oc- 
tober, 1840. 
Tilltiion,  Alonzo  W. 

Acting  Ensign,  7  January,  1863.     Honorably  discharged  10  December,  1865. 

Tilton,  Edward  G. 

Midshipman,   1   May,   1832.     Passed  Midshipman,   24   May,   1828.     Lieutenant, 
3  March,  1831.     Commander,  1  August,  1853.     Died  8  February,  1861. 
Tilton,  Nehemiah. 

Midshipman,  9  November,  1813.     Resigned  10  July,  1822. 
Tilton,  Thomas. 

Acting  Third  Assistant  Engineer,  11  November,  1864.     Honorably  discharged 
19  June,  1865. 
Tilton,  Walter  H. 

Mate,  9  December,  1863.     Resigned  3  May,  1866. 
Timberlake,  J-  B. 

Purser,  25  April,  1812.     Died  2  April.  1828. 
Timberlake,  B.  B. 

Midshipman,  16  January,  1809.     Resigned  24  June,  1811. 
Timberlake,  B.  T. 

Purser,  SS  March,  1814.    Last  appearance  on  Records  of  Navy  Department,  1815. 
Lake  Erie. 
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Tlmmernian,  lionis  F. 

Acting  Master,  11  April,  ISC.i.     Honorably  disclui;ged  11  January,  18G6. 
Timmonds,  K.  H. 

Acting  Ensign,  1   October,   1862.     Acting  Master.   2fl  .January,   1863.     ResiLmed 
23  October,  1863.  " 

Tinelli    Joseph  J. 

Mate,  25  November,  1863.     Resigned  '22  December,  ISG^. 
Tingey,  'Iboinas. 

Captain,  3  September,  ITSis.     Discharged  under  Peace  Establishment  Act,  date 
not  known. 

Tingey,  Tlioinas. 

Captain,  23  November,  1804.     Died  2:i  February.  1S20. 
Tinker,  Cornelius  M. 

Acting  Master,  26  February,  1SG2.     Died  on  '  Estrella,"  27  Jlay,  1863. 
Tinker,  Tlionias  C. 

Mate,  4  February,  1864.     Acting  Ensign,  9   Marc-h,  18C5.     Honorably  discharsed 
81  August,  1865.  ■ 

Tinkliam,  Hosea  £. 

Mate,  12  December,  1861.      Acting  Ensign.  26   October,  186:!.      Honorably  dis- 
charged  13  May,  1867. 
Tinkbam,  James  H. 

Assistant  Surgeon,  30  July,  1861.     Passed  Assistant  Surgeon,  22  June,  ISG-I.     Sur- 
geon, 5  December,  1865.     Died  2  June,  ISTO. 
Tinslar,  Benjamin  R. 

Surgeon,  4  December,  1828.     Died  23  November.  1H64. 
Tippett,  Tboinas  A. 

Midshipman,  9  June,  1811.     Lieutenant,  5  March,  1817.     Last  appearance  on  Re- 
cords of  Navy  Department,  1822.     Dead. 
Tipton    William. 

Acting  Second  Assistant  Engineer,  18  July,  1862.     Acting  First  Assistant  En- 
gineer, 20  October,  1863.     Honorably  discharged  25  December,  1865. 
Tisdale^  Nathaniel. 

Assistant  Surgeon,  10  March,  1799.     Struck  off  16  April,  1804. 
Tistadt,  Charles. 

Acting  Third  Assistant  Engineer,  1  October,  1862.     Acting  Second  Assistant  En- 
gineer, 23  April,  1863.     Acting   First  Assistant   Engineer,  10  August,  1864. 
Honorably  discharged  26  April,  1867. 
Titcomb,  Jonathan,  Jr. 

Master,  15  October,  1798.     Lieutenant,  20  June,  1799.     Discharged  30  April,  1801, 
under  Peace  Establishment  Act. 

Titcomb,  Michael,  Jr. 

Lieutenant,  15  October,  1798.     Discharged  30  April,  1801,  under  Peace  Establish 
ment  Act. 
Titcomb,  Oliver. 

Acting  Chief  Engineer,  1  October,  1862.     Resigned  8  July,  1863. 
Titcomb,  Walter  li. 

Acting  Ensign,  7  October,  1863.     Lost  on  "  Tecumseh"  5  August,  1864. 

Tittcomb,  Joseph  A. 

Acting  Master,  14  August,  1861.     Resigned  5  July,  1862. 

Titns,  Ira. 

Midshipman,  1   September,   1811.     Last  appearance  on  Records  of  Navy  Depart- 
ment, 1816.     Furloughed. 

Tobey,  Frank  A. 

Mate,  26  May,  1864.     Resigned  (Sick,)  23  March,  1865. 

Tobey,  John  G. 

Acting  Assistant  Paymaster,  22  June,  1864.     Mustered  out  19  April,  1R66. 
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Tobiii,  John  A. 

Second  Assistant  Engineer,  4  October,  1 870.     Passed  Assistant  Engineer,  2  Octo- 
ber, 1877. 
Todd,  Chapman  C. 

Midshipman,  9  October,  1861.     Graduated  June,  1866.     Ensign,  13  March,   1868. 
Master,  26  March,  1869.     Lieutenant,  21  March,  1870. 

Todd,  Charles  J. 

Acting  Assistant  Paymaster,  11  April,  1863.     Mustered  out  5  December,  1865. 

Todd,  George  B. 

Acting  Assistant  Surgeon,  17  October,  1862.    Acting   Passed  Assistant  Surgeon, 
13  April,  1865.     Honorably  discharged  2  July,  1868.     Acting  Passed  Assistant 
Surgeon,  12  December,  1873.     Died  20  September,  1874. 
Todd,  George  W.,  Jr. 

Acting  Third  Assistant  Engineer,  1  October,  1862.     Appointment  revoked  (Sick,) 
10  October,  1863. 
Todd,  Henry  ». 

Acting  Midshipman,  38  May,  1853.     Midshipman,  10  June,  1857.     Passed  3Iid- 
shipman,  15  June,  1860.     Master,  24  October,  1860.     Lieutenant,  3  April,  1861. 
Lieutenant-Commander,  2  January,  1863.     Resigned   19  October,  1866.     Pro- 
fessor, 16  September,  1877. 
Todd,  James  M. 

Acting  Midshipman,  3  October,  1851.     Midshipman,  10  June,  1854.     Died  30  De- 
cember, 1855. 
Todd,  John  G. 

Midshipman,  9  June,  1811.     Drowned  5  October,  1811. 
Todd,  John  G. 

Midshipman,  1  April,  1828.     Resigned  11  June,  1836. 
Todd,  John  N. 

Purser,  1  March,  1815.     Dismissed  11  November,  1845. 
Todd,  Joshua  I>. 

Midshipman,   26   June,   1835.      Passed    Midshipman,   23    June,    1841.      Master, 
13  August,  1847.     Lieutenant,  16  May,  1848.     Died  25  December,  1861. 
Todd,  OliTer. 

Midshipman,   1    May,    1827.     Passed   Midshipman,   10  June,    1833.     Lieutenant, 
28  Februai-y,  1838.     Died  at  Sea,  1  December,  1845. 
Todd,  Samnel  P. 

Purser,  1  March,  1813.     Died  10  May,  1858. 
Todd,  William  E. 

Acting  Third  Assistant  Engineer,  8  February,  1865.    Honorably  discharged  8  Jan- 
uary, 1866. 

Tole,  James  C. 

Acting  Master,  13  July,  1862.     Honorably  discharged  14  October,  1865. 
Toler,  Hugh  K. 

Midshipman,  3  March,  1779.    Discharged  12  August,  1801,  under  Peace  Establish- 
ment Act. 
Toler,  William  P. 

Midshipman,  19  October,  1841.     Resigned  12  December,  1848. 
Tolfree,  James  E. 

Acting  Assistant  Paymaster,  13  September,  1863.     Assistant  Paymaster,  3  March 
1865.    Paymaster,  23  January,  1866. 
Tolle,  William  l,. 

Acting  Second  Assistant  Engineer,   1   December,   1863.      Appointment  revoked 
(Sick,)  9  November,  1864. 
Tompkins,  Francis. 

Purser,  19  November,  1799.    Discharged  6  June,  1801,  under  Peace  Establish- 
ment Act. 
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Tompkins,  Oriffin. 

Midshipman,  U  July,  1818.     Resigned  23  Jlay,  1826. 
Tompkins,  John. 

Midshipman,  30  November,  1814.     Last  appearance  on  Records  of  Navy  Depart- 
ment, 1821.     Fm-loughed. 
Tompkins,  William  tJ. 

^^I'^'r.-^L^'^P*'^™^'''"' ^'^'^^-     Honorably  discharged  15  February,  1866.    Boatswain 

23  February,  186G. 

Tomlln,  George. 

Midshipman,  15  November,  1809.     Died  18  December,  1813. 
Tomlinson,  Samnel. 

Acting  Third  Assistant  Engineer,  17  Mav,  1861.     Acting  Second  Assistant  En- 
gmeer,  15  October,  1S63.     Honorably  discharged  26  October,  1865. 
Tomlinson,  William  M. 

Mate,  21  September,  lb61.     Appointment  revoked  (Sick,)  23  April,  1863. 

Tooker,  Cbarles. 

Acting  .blaster  and  Pilot,  1   October,  1864.     Honorably  discharged  16  September 
ISbft.  ^  ' 

Toole,  John. 

Midshipman,  30  November,  1814.     Lost  in  the  "Eperiiier,'"  1815. 
Tooley,  Henry. 

Midshipman,  1  January,  1835.     Passed  Midshipman,  4  June,  1831.     Resigned 

24  September,  1832. 
Toombs,  James  H. 

Third  Assistant  Engineer,  19  February,  1861.     Declined  appointment  24  April, 
1861. 
Toombs,  Tbomas  M. 

Mate,  15  March,  1862.    Resigned  33  March,  1865. 
Toomer,  J.  l.. 

Midshipman,  3  February,  1837.    Resigned  23  September,  1840. 
Toon,  William  H. 

Midshipman,  21  April,  1848.    Resigned  8  December.  1853. 
Tootell,  James. 

Purser,  5  May,  1803.     Died  September,  1809. 
Toothaker,  Samuel  O. 

Acting  Ensign,  20  January,  1863.     Honorably  discharged  10  December,  1865. 
Acting  Ensign,  5  July,  1866.     Mustered  out  4  October,  1867. 
Topham,  P.  M. 

Master,  27  July,  1813.     Last  appearance  on  Records  of  Navy  Department,  1815. 
Nevrport,  Rhode  Island. 
Topham,  Philip  M. 

Mate,  28  August,  1863.    Appointment  revoked  23  November,  1864. 

Topliff,  James  C. 

Acting  Assistant  Paymaster,  5  August,  1861.    Resigned  17  July,  1862. 

Topliir,  Thomas. 

Mate,  20  April,  1864.     Resigned  4  January,  1865. 

Toppan,  Francis  W. 

Cadet  Midshipman,  22  September,  1873.     Graduated  18  Jun«,  1879. 

Toppin,  John  I>. 

Third  Assistant  Engineer,  1  July,  1861.     Second  Assistant  Engineer,  18  December, 
1862.    Retired  11  May,  1867.     First  Assistant  Engineer  on  Retired  list,  24  July, 
1867. 
Topping,  Edward  R. 

Mate,  20  January,  1863.    Appointment  revoked  9  March,  1864. 

Toralles,  Edward. 

Acting  Third  Assistant  Engineer,  18  April,  1864.    Honorably  discharged  1  Octo- 
ber, 1865. 
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Torbert,  William  F.  A. 

Acting  Assistant  Paymaster,  11  May,  1864.     Passed  Assistant  Paymaster,  23  July, 
1860.     Paymaster,  16  September,  1868.     Died  2  October,  1874. 

Tornbohin,  M.  §. 

Acting  First  Assistant  Engineer,   14   December,    1864.     Honorably   discharged 
3  May,  1868. 
Torney,  George  H. 

Assistant  Surgeon,  1  ^November,  1871.     Passed  Assistant  Surgeon,  18  December, 
1874.    Resigned  9  July,  1875. 
Torrey,  Josepb. 

Gunner,  date  not  known.     Acting  Lieutenant,  27  December,  1798.     Discharged 
14  January,  1800. 
Toscan,  Frank. 

Midshipman,  18  June,  1812.     Killed  in  action  28  June,  1814. 
Toscan,  Nessidor. 

Midshipman,  1  April,  1814.     Died  in  August,  1818. 
Totten,  Benjamin  J. 

Midshipman,  3  March,  1823.    Passed  Midshipman,  20  February,  1830.     Lieuten- 
ant, 29  March,  1834.     Commander,  14  September,  1855.    Retired  list,  1  October, 
1864.     Commodore  on  Retired  list,  4  April,  1867.     Died  9  May,  1877. 
Totten,  George  M. 

Midshipman,  5  May,  1881.     Passed  Midshipman,  15   June,   1837.     Lieutenant, 
8  September,  1841.     Died  18  July,  1857. 
Totten,  Oeorge  BI. 

Midshipman,  29  September,  1862.     Graduated  June,  1866.     Ensign,  13  March, 
1868.    Master,  26  March,  1869.     Lieutenant,  21  March,  1870. 
Totten,  Washington. 

Midshipman,  8  November,   1847.      Passed    Midshipman,   10   June,   18S3.      Died 
27  December,  1854. 
TouctafoM,  William  H. 

Acting  Third  Assistant  Engineer,  :il  March,  1864.     Honorably  discharged  0  Jan: 
uary,  1866. 
Tonchton,  William  H. 

Acting  Third  Assistant  Engineer,  9  October,  1866.     Mustered  out  28  April,  1869. 
Tonliiian,  II.  F. 

Midshipman,  1  February,  1827.     Resigned  15  August,  1831. 
Tourtelotte,  J.  F. 

Acting  Assistant  Surgeon,  5  March,  1863.    Honorably  discharged  15  December, 
1868. 
Tower,  .Andrew. 

Acting  Assistant  Paymaster,  3  July,  1863.     Honorably  discharged  10  December, 
1865. 
Tower,  George  Fdward. 

Third  Assistant  Engineer,  17  January,  1862.     Second  Assistant  Engineer,  1  Octo- 
ber, 1863.     First  Assistant  Engineer,  1  January,  1868. 
Tower,  George  B.  \, 

Third  Assistant   Engineer,   21    November,   1857.      Second  Assistant  Engineer, 
2  August,  1859.     First  Assistant  Engineer,  16  October,  1861      Chief  Engineer 
10  November,  1863.     Resigned  39  September,  1865. 
Towers,  John. 

Master,  29  December,  1813.     Discharged  37  April,  1813. 
Towle,  Henry  R. 

Acting  Ensign,  13  January,  1863.     Honorably  discharged  10  July,  1865. 
Towle,  Phineas  S. 

Acting  Assistant  Paymaster.  8  February,  1864.     Honorably  discharged  20  Novem- 
ber, 1865. 
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Town,  Jobn. 

Sailmaker,  32  May,  1804.     Resigned  SO  Jmuiary,  ISOT. 
Towne,  F.  Warren. 

Mate,  20  January,  1863.     Acting   Ensign,  20  November,   1863.     Honorably  dis- 
charged 30  December,  1865. 
Towne,  Xatlian  P. 

Third  Assistant  Engineer,  (i  January,  1863.     Second  Assistant  Engineer,   1   Ocm- 
ber,  1863.     First  Assistant  Engineer,  1  January,  1868. 
Towne,  Samuel  II. 

Acting  Third  Assistant  Engineer,  8  December,   1863.     Acting  Second  Assistant 
Engineer,  7  March,  1865.     Honorably  discharged  1  March,  1866 
Towner,  Benjamin. 

Gunner,  7  February,  1828.     Died  in  1834. 
Townley,  Charles  E. 

Mate,  14  September,  1864.    Honorably  discharged  7  July,  1865. 

Townley,  RicUarcl  H. 

Midshipman,  21  June,  1870.     Graduated  21  June,  1875.     Ensign,  8  August,  1876. 

Townrow,  Fredericlt  W. 

Third  Assistant  Engineer,  20  May,  1868.     Second    Assistant  Engineer,  35   July, 
1866.     Dropped  11  June,  1878. 
Townseiid,  Alonzo. 

Mate,  18  November,  1862.     Resigned  29  September,  1863. 

Townsend,  Benj'ainln  C 

Acting  Ensign,  8  December,  1864.     Honorably  discharged  35  October,  1865. 

Townsend,  Frank  H. 

Third  Assistant  Engineer,  8  September,  1863.     Resigned  12  April,  1866. 

Townsend,  Jolm  S. 

Midshipman,  18  November,  1814.     Died  16  April,  1820. 

Townsend,  liemuel. 

Carpenter,  31  December,  1836.    Discharged  28  November,  1837. 

Townsend,  Robert. 

Midshipman,  1  August,  1837.  Passed  Midshipman,  29  June,  1843.  Lieutenant, 
11  October,  1850.  Resigned  7  April,  1851.  Acting  Lieutenant,  17  September, 
1861.  Commander,  16  July,  1862.  Captain,  25  July,  1866.  Died  15  August, 
1866. 

Townsend,  S.  I>.  „        ,      ^^-r        -,^       . 

Assistant  Surgeon,  3  May,  1815.  Last  appearance  on  Records  of  Navy  Depart- 
ment, 1815.     Washington,  1874. 

Toy,  William  ». 

Carpenter,  28  October,  1858. 

Tracy,  Cbarles  W. 

Acting  Midshipman,  27  October,  1859.  Ensign,  10  December,  1863.  Lieutenant. 
23  February,  1864.  Lieutenant-Commander,  25  July,  1866.  Retired  list, 
23  October,  1878. 

Tracy,  IV.  W. 

Mate,  4  September,  1863.    Honorably  discharged  5  October,  1865. 

Tracy,  Tbomas  F.  „         , ,    t    ,         , 

Mate,  1  April,  1863.    Acting  Ensign,  1   September,  1863.    Honorably  discharged 

20  December,  1865., 

''  Mid'shipman,  28  November,  1861.  Graduated  November,  1864.  Ensign,  1  No- 
vember, 1866.  Master,  1  December,  1866.  Lieutenant,  12  March,  1868.  Lieu- 
tenant-Commander, 30  June,  1869. 

Ti*2iin    ^amnel  F. 

Acting  Assistant  Pavmaster,  1861.  Resigned  18  June,  1862.  Acting  Assistant 
Paymaster,  28  June,  1862.     Died  1  November,  1863. 
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Trainor,  Edward. 

Acting    Third    Assistant    Engineer,    20    Marcn,    18G;i       Appointment   revolted 
23  June,  1865. 
Trant,  James. 

Master,  10  April,  1799.     Resigned  31  March,  1802. 

Trant,  James. 

Master,  16  May,  1804.     Lieutenant,  5  May,  1817.     Died  11  September,  1820 

Trapier,  Pavil  II. 

Midshipman,  1  January,  1825.     Resigned  28  September,  1830. 

Trapier,  Richard  S. 

Midshipman,  21  December,  1831.     Passed  Midshipman,  15  June,  1837.     Lieuten- 
ant, 8  September,  1841.     Resigned  30  December,  1846. 

Trasis,  B.  P. 

Mute.     Acting  Ensign,  8  November,  1862.     Appointment  revoked  6  June,  1865. 

Trathen,  Charles. 

Mate,  13  February,  1862.     Actij:^  Ensign,  8  September,  1863. 

Trathen,  James. 

Mate,  27  December,  1861.     Acting  Volunteer  Lieutenant,  26  August,  1861.     Acting 
Volunteer    Lieutenant-Commander,    16    May,    1805.       Honorably    discharged 

26  May,  1866. 
Trail,  Adam. 

Assistant  Surgeon,  18  June,  1866.     Resigned  1  March,  1871. 

Trau,  Adam. 

Acting  Assistant  Surgeon,  27  April,  1866. 
Traver,  Liorenzo. 

Acting  Assistant  Surgeon,  22  November,  1861.     Honorably  discharged  18  October, 
1868. 
TraTis,  William  li. 

Midshipman,  4  July,  1805.     Resigned  30  March,  1808. 
Treadway,  William. 

Acting  Third  Assistant  Engineer,  35  January,  1864.     Honorably  discharged  6  Sep 
tember,  1867. 
Treadwell,  Passmore. 

Acting  Assistant  Surgeon,  30   June,   1863.      Honorably  discharged    28   March, 
1867. 
Treat,  Bradford  E. 

Mate,  2  January,  1864.     Appointment  revoked  (Sick,)  14  March,  1865. 
Treat,  John  F. 

Acting  Master.    Died  20  October,  1863. 
Treat,  Richard  A. 

Mate,  26  September,  1863.     Appointment  revoked  31  October,  1864. 
Trehby,  Samuel. 

Sailmaker,  date  not  known.     Last  appearance  on  Records  of  Navy  Department, 
1834.    Norfolk. 

Tremaine,  Hobart  Li. 

Midshipman,  26  September,  1864.     Graduated  June,  1868.     Master,  13  July,  1870. 
Lieutenant,  26  January,  1872. 
Trenchard,  Edward. 

Midshipman,  30  April,   1800.      Lieutenant,   18   February,    1807.      Commander, 
34  July,  1813.    Captain,  5  March,  1817.     Died  3  November,  1824. 
Trsnchard,  Stephen  J>. 

Midshipman,  23  October,  1834.     Passed  Midshipman,  10  July,  1840.     Lieutenant, 

27  February,  1847.  Commander,  16  July,  1863.  Captain,  25  July,  1860. 
Commodore,  7  May,  1871.  Rear-Admiral,  10  August,  1875.  Retired  list, 
10  July,  1880. 


GENERAL   NAVY  REGISTER.  731 

Trescott,  Peter. 

Mate,  13  April,  1863.     Resigned  15  September,  1864. 
TreTett,  Joseph. 

Assistant  Surgeon,  3  May,  1809.     Dismissed  9  April,  1810. 
Trerett,  Samuel  R.,  Jr. 

Surgeon,  3  March,  1809.     Last  appearance  on  Records  of  Navy  Department,  1823. 
Dead. 
TrcTitt,  Benjamin. 

Master,  9  September,  1812.     Resigned  19  .January,  1815. 
TreTor,  Francis  ]V. 

Acting  Third  Assistant  Engineer,  10  October,  1866.     Third  Assistant  Engineer 
2  June,  1868.     Resigned  26  June,  1869.  " 

TrezeTant,  Peter. 

Purser,  10  March,  1799.     Discharged  18  November,  1801,  under  Peace  Establish- 
ment Act. 

Tribon,  Ttavid  H. 

Chaplain,  5  Februaiy,  1873. 
Trille.T'  Josepli. 

Third  Assistant  Engineer,  11  August,  1860.     Second  Assistant  Engineer,  30  July, 
1862.     First  Assistant  Engineer,  20  July,  1864.     Chief  Engineer,  31  January 
1873. 
Trimble,,  John. 

Sailmaker,  30  September,  1818.     Died  September,  1824. 
Trimble,  R.  M. 

Acting  Assistant  Paymaster,  14  October,  1861.     Resigned  27  October,  1863. 
Tripler,  Byron. 

Mate,  5  October,  1863.     Honorably  discharged  3  August,  1868. 
Triplett,  James  M. 

Mate,  13  November,  1862.     Dismissed  19  December,  1862. 
Triplett,  Thomas. 

Surgeon,  14  October,  1799.     Resigned.  1 0  July,  1804. 
Triplett,  Thomas. 

Surgeon,  6  May,  1806.     Resigned  5  July,  1810. 
Tripp,  Alden  W. 

Mate,  9  September,  1863.     Dismissed  23  April,  1864. 
Tripp,  Georg-e  B. 

Acting  Assistant  Paymaster,  20  June,  1863.     Mustered  out  5  August,  186(5. 
Tripp,  Greenleaf  G. 

Acting  Ensign,  9  June,  1864.     Honorably  discharged  4  September,  1865. 
Tripp,  Iiysander  C. 

Acting  Assistant  Paymaster,  38  August,  1863.     Mustei'ed  out  34  October,  1865'. 
Trippe,  John. 

Midshipman,  5  April,  1799.     Master,  6  Mav,  1803.     Lieutenant,  9  January,  1807. 
Died  9  July,  1810. 
Trist,  H.  B. 

Assistant  Surgeon,  10  June,  1857.     Resigned  2  July,  1860. 
Trivett,  Henry  J. 

Acting  Ensign,  18  March,  1865.     Honorably  discharged  16  November,  1865. 
Trott,  Henry  D. 

Acting  Ensign,  26  August,  1864.     Resigned  3  May,  1865. 

Trott,  John  B. 

Acting  Ensign,  20  July,  1863.     Honorably  discharged  27  August,  1865. 

Trott,  William  S. 

Mate,  8  October,  1863.    Died  2  August,  1864. 
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Trotter,  Charles.  ^.       ,    .  ,    ..^     . 

Actino-  Third  Assistant  Engineer,  1  October,  18G3.     Actmg  First  Assistant  Hingi- 
Eee?  9  October,  1863.     Honorably  discharged  20  October,  18G5 

Trotter,  George  A. 

Jlidshipman,  20  November,  1848.     Died  37  December,  1849. 

Trotter,  W.  D.  B. 

Midshipman,  1  January,  1825.     Resigned  12  July,  1830. 

Trout,  Jacob  G. 

Mate,  21  August,  1863.     Appointment  revoked  9  September,  1S62. 

Triifant,  William   B. 

Acting  Ensign,  2  April,  1863.     Honorably  discharged  19  August,  1865. 

Trnitt,  Samuel. 

Midshipman,  18  May,  1809.     Resigned  28  June,  1810. 
Trumpbour,  Matthew  T. 

Acting  Assistant  Paymaster,  21  January,  1865.     Honorably  discharged  7  Septem- 
ber, 1865. 
Trundy,  Carlton  A. 

Mate,  3  January,  1863.     Honorably  discharged  9  May,  1865. 

Trundy,  George  A. 

Acting  Volunteer  Lieutenant,  26  August,  1861.    Resigned  34  July,  1863 

Trnssell,  Jobn  M. 

Acting  Third  Assistant  Engineer,  37  March,  1865.     Honorably  discharged  16  Sep- 
tember, 1865. 
Trnxtun,  Tbomas. 

Captain,  4  June,  1794.    Resigned,  date  not  known. 
Trnxtun,  Thomas,  Jr. 

Midshipman,  1  December,  1798.     Resigned  11  May,  1801. 

Trnxtun,  William  T. 

Midshipman,  9  February,  1841.  Passed  Midshipman,  10  August,  1847.  Master, 
14  September,  1855.  Lieutenant,  15  September,  1855.  Lieutenant-Commander, 
16  July,  1863.     Commander,  35  .July,  1866.     Captain,  35  September,  1873. 

Tryon,  George. 

Midshipiuaii,  11  September,  1799.  Last  appearance  on  Records  of  Navy  Depart- 
ment, 3  October,  1799.     Retired. 

Tryon,  James  Rnfus. 

Acting  Assistant  Surgeon,  19  March,  1863.     Assistant  Surgeon,  23  September, 
1863.     Passed  Assistant    Surgeon,   33    December,   1866.      Surgeon,   30   June, 
1873. 
Tryon,  Moses. 

Captain  16  September,  1798.     Discharged  under  Peace  Establishment  Act,  date 
not  knovrn. 
Tnbbs,  A.  Dean. 

Acting  Assistant  Surgeon,  23  January,  1864.     Died  6  November,  1865. 
Tubbs,  Samuel. 

Acting  First  Assistant  Engineer,  18  May,  1864.     Hono.'-ably  discharged  14  Octo- 
ber, 1805. 
Tuck,  Davis  R. 

Assistant  >Surgeon,  10  December,   1814.     Last  appearance   on  Records  of  Navy 
Department,  1815.     Fairfax  C.  H.,  Va. 
Tuck,  John, 

Midshipman,  16  January,  1809.     Resigned  27  September,  1810. 
Tuck,  Joseph  W. 

Acting  Master,  14  August,  1861.     Honorably  discharged  16  December,  1865. 
Tucker,  B.  W.,  Jr. 

Mate,  23  January,  1862.    Honorably  discharged  1  July,  1868. 
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Tucker,  Cbarles  E. 

Mate,  20  November,  1861.     Resigned  21  April,  1862.     Mate,  17  December,  1862. 
Resigned  10  September,  1863. 
Tuclcor,  George  C 

:ilaster,  15  July,  1812.     Resigned  17  Marcti,  1813. 
T  ticker,  Jacob. 

Acting  First  Assistant  Engineer,  16  October,  1861.     Appointment  revoked  (Sick.) 
1  September,  1864. 
Tucker,  John. 

Acting  Tliird  Assistant  Engineer,  6  August,  1864.     Discharged  21  March,  1865. 

Tucker,  Jolin  B. 

Midshipman,   1   June,  1826.     Passed  Midshipman,   10  June,   1833.     Lieutenant, 
20  December,   1837.     Commander,  14  September,   lft,T.5.     Dismissed  18  April, 
1861. 
Tucker,  John  T. 

Third  Assistant   Engineer,   19  February,   1861.     Name  stricken  from  the  Rolls 
6  May,  1861. 
Tucker,  Johnson  M. 

Mate,  13  August,  1863.     Resigned  31  May,  1864. 
Tucker,  Thomas  B.,  Jr. 

Acting  Ensign,  22  June,  1864.     Honorably  discharged  3  January,  1868. 

Tuckerman,  J.  Francis. 

Assistant  Surgeon,  25  January,  1842.     Passed  Assistant  Surgeon,  15  March,  1847. 
Resigned  3  January,  1852. 

Tudor,  Jacob  Jj. 

Acting  Third  Assistant  Engineer,  18  April,  1865.    Honorably  discharged  30  Sep- 
tember, 1865. 

Tudor,  Owen. 

Midshipman,  11  September,  1799.     Discharged  10  July,  1801,  under  Peace  Estab- 
lishment Act. 

Tnells,  Henry  M.  ,    ^   ^    ,  ^ 

Acting  Third  Assistant  [Engineer,  9  August,  1862.     Appointment  revoked  (Sick,) 
27  June,  1863. 

Midshipman,  4  April,  1800.    Discharged  6  July,  1801. 

Tullock,  Thomas  li. 

Acting  Assistant  Paymaster,  11  May,  1863.    Passed  Assistant  Paymaster,  23  July, 
1866.     Paymaster,  26  February,  1869.     Lost  in  the  "OraeMa,"  24  January,  1870. 

Tunis,  William  W.  .,^^..00. 

Acting  Second  Assistant  Engineer,  29  May,  1862.     Resigned  6  December,  1864. 

Tunstall,  J.  M.  ^  „        .      ^  t.t 

Assistant  Surgeon,  10  December    1814.     Last  appearance  on  Records  ol  Navy 
Department,  1818.     Dead. 

Tunstall,  Bichard  B.  ,  „^  ^  ,  ,       ,nr=H 

Assistant  Surgeon,  28  August,  1850.     Resigned  31  October,  1854. 

Tuohy,  James.  ,,    j.    ,         ■,  ,  t  ioka 

Acting  Ensign,  11  June,  1863.     Honorably  discharged  4  January,  1866. 

Turbitt,  Fitch. 

Midshipman,  2  December,  1799.     Resigned  23  November,  1800 

Turerall,  William. 

Gunner,  12  July,  1799.     Resigned  11  August,  1800. 

'''"  ffidshipm^n,  4  Vlarch,  1828.     Passed  Midshipman,  23  March.  1829.     Lieutenant, 

21  June,  1832.     {See  Livingston.) 

Turk,  William.  ,       ^^^^ 

Surgeon,  24  July,  1813.    Died  20  November,  1854. 
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Tnrley,  Jolin  A. 

Midshipman,  1  May,  1826.     Dismissed  29  November,  18.31. 

Turnbnll,  Frank. 

Midshipman,  20  September,  1861.  Graduated  June,  1866.  Ensign,  13  March, 
1868.  Master,  26  March,  1869.  Lieutenant,  21  March,  1870.  Retired  list, 
10  July,  1877. 

Tnrnbnil,  James  S. 

Assistant  Paymaster,  1  November,  1861.     Died  6  February,  1862. 

Turner,  Benjamin. 

Midshipman,  27  September,  1800.     Lieutenant,  9  March,  1807.     Killed  in  a  duel 
1  October,  1807. 
Turner,  B.  W. 

Midshipman,  31  October,  1824.     Died  30  September,  1828. 

Turner,  Charles  A. 

Mate,  5  June,  1863.     Appointment  revoked  (Sick,)  21  November,  1863. 

Turner,  Charles  C. 

Midshipman,  10  May,  1820.     Lieutenant,  17  May,  1828.     Commander,  20  July, 
1851.     Died  4  March,  1861. 
Turner,  Charles  P. 

Mate,  13  September,  1862.     Resigned  14  March,  1864. 

Turner,  Daniel. 

Midshipman,  1  January,  1808.    Lieutenant,  13  March,  1813.    Commander,  3  March, 
1835.    Captain,  3  March,  1835.     Died  4  February,  1850. 
Turner,  Edward  W. 

Purser,  25  April,  1813.     Died  6  March,  1819. 
Turner,  Eleazer  S. 

Acting  Master,  28  May,  1801.     Dead. 
Turner,  Elisha  Li. 

Acting  Assistant  Paymaster,  3  July,  1803.     Resigned  21  October,  1864. 
Turner,  Frank  W. 

Mate,  15  November,  1861.     Resigned   18  October,  1S64.     Mate,  3   January,  1865. 
Honorably  discharged  10  May,  1808. 
Turner,  Frederiek  O. 

Mate,  19  November,  1802.     Resigned  1  December.  1SB3. 

Turner,  Oeorge  R. 

Lieutenant,  8  January,  1799.     Discharged  18  June,  1801,  under  Peace  Establish- 
ment Act. 
Turner,  Henry  E. 

Midshipman,  30  November,  1814.     Died  October,  1820. 
Turner,  James  S. 

Acting  Second  Assistant  Engineer,  16  October,  1861.     Killed  in  action  30  January, 
1863. 
Turner,  James  IV. 

Mate,  21  September,  1801.  Acting  Ensign,  13  September,  1863.  Appointment 
revoked  36  September,  1864. 

Turner,  John. 

Acting  Ensign,  13  June,  1864.     Honorably  discharged  35  November,  1865. 
Turner,  J.  M. 

Midshipman,  18  February,  1841.     Dismissed  by  Court-Martial  5  August,  1843. 
Turner,  t.  W, 

Mate.    Resigned  38  July,  1863. 
Turner,  Obadiah  C. 

Acting  Assistant  Surgeon,  13  August,  1864.     Resigned  6  July,  1865. 
Turner,  Peter. 

Midshipman,  4  March,  1823.  Passed  Midshipman,  23  March,  1839.  Lieutenant, 
20  December,  1832.     Reserved  list,  13  September,  1855.     Commander  on  Re 
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served  list,  1  July,  1861.     Commodore  on  Retired   list,  4  April.  1867     Died 
19  February,  1871. 

Turner,  Reuben  A. 

Acting  Ensign,  24  January,  1863.     Acting  Master,  21  August,  1863.     Accident- 
ally killed  23  August,  1863. 
Turner    Robert  M. 

JIate,  28  April,  1864.     Honorably  discharged  12  October,  1865. 
Turner,  Samuel  A. 

Midshipman,  2  February,  1829.     Resigned  6  June,  1836. 
Turner,  Samuel  S. 

Midshipman,  4  March,  1800.     Died  October,  1822. 
Turner,  Samuel  T. 

Sailmaker,  29  December,  1857.     Resigned  18  April,  1861. 
Turner    Tbonias. 

Midshipman,  21   April,   1825.     Passed   Midshipman,  4  June,  1831.     Lieutenant, 
22  December,  1835.     Commander,  14  September,  1855      Captain,  16  July,  1862. 
Commodore,  13  December,  1862.     Rear-Admiral,  27  May,   1868.     Retired  list, 
21  April,  1870. 
Turner,  Tbomas  J. 

Assistant  Surgeon,  16  December,  1853.  Passed  Assistant  Surgeon,  23  May,  1859. 
Surgeon,  20  June,  1861.  Medical  Inspector,  26  April,  1872.  Medical  Director. 
3  April,  1879. 

Turner,  IVilliam. 

Assistant  Surgeon,  3  July,  1798.  Surgeon,  31  August,  1799.  Died  27  October, 
1803.  .OS 

Turner    William  C. 

Mate,  1 -October,  1862.  Acting  Ensign,  8  December,  1862.  Dismissed  10  June, 
1864. 

Turner,  William 'H. 

Midshipman,  22   July,   1865.     Graduated   June,    1869.      Ensign,   12  July,   1870. 
Master,  13  April,  1872.     Lieutenant,  13  May,  1875. 
Turpin,  Eben  A. 

Mate,  7  June,  1864.     Appointment  revoked  24  December,  1864. 
Tntbill,  Samuel  B. 

Assistant  Surgeon,  30  July,  1861.     Resigned  28  June,  1864. 
Tuttle,  A. 

Acting  Ensign,  2  November,  1868.     Honorably  discharged  15  November,  1865. 
Tutlle,  Francis. 

Mate,  22  December,  1863.     Acting  Ensign,  18  November,  1S04.     Honorably  dis- 
charged 24  January,  1869.     Mate,  27  January,  1870.     Resisrued  9   September, 
1870. 
Tuttle,  Horace  P, 

Acting  Assistant  Paymaster,  17  February,  1863.  Assistant  Paymaster,  3  July, 
18G4.     Paymaster,  4  May,  1866.     Dismissed  3  March,  18T5. 

Tuttle,  Jobn  P. 

Midshipman,  30  November,  1814.    Lieutenant,  13  Julj',  1825.    Died  10  June,  1827. 

Tutde,  liUcius  B. 

Acting  A^»istant  Paymaster,  31  August,  1864.  Honorably  discharged  21  Novem- 
ber, 1865. 

Tuttle,  Renben. 

Acting  Second  Assistant  Engineer,  14  July,  1863.     Dismissed  31  August,  1863. 

Tuttle,  Robert  C. 

Acting  Assistant  Surgeon,  25  September,  1863.  Honorably  discharged  19  January, 
1866. 

Tuttle,  Tbomas. 

Acting  Third  Assistant  Engineer,  8  July,  1863.  Acting  Second  Assistant  Engi- 
neer, 18  October,  1864.     Appointment  revoked  (Sick,)  9  November,  1865. 
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Tattle,  William  T.. 

Acting  Master,  14  September,  1861.     Resigned  'J8  May,  1863. 
Tuxbury,  James. 

Master,  34  January,  1809.     Appointment  revoked  8  ^lay,  1809. 

Twambley,  Ilenry  K. 

Acting  Ensign,  1  June,  18G4.     Honorably  discliui-gecl  :;  August,  1865. 

Twichell,  Thomas  J. 

Mate,  24  January,  lS6ci.     Resigned  8  August,  180S. 

Twiggs,  Dennis. 

Acting   Boatswain,   7   Jlarch,    1877.      Appointment   revoked    18    Auijiist,    " 
Acting  Boatswain,  15  March,  1878.     Appointment  revoked  2  September,    ]..,, 

Twining,  Theodore  W. 

Acting  Assistant  Paymaster,  31  July,  1863.     Died  17  August,  1864. 

Tyler,  Asahel  H. 

Acting  Second  Assistant  Engineer,   2;3   Januarv,    1864.     Honorably   discbarL't-d 
19  October,  1865. 
Tyler,  Benjamin  S. 

Assistant  Surgeon,  ""O  December,   1814.     Last  appearance   on   Records  of  Navy 
Department,  1815.     New  York. 
Tyler,  Frederick  H. 

Midshipman,  20  June,  1868.     Graduated  31   May,  1873.     Ensign,  16  July,  1874. 
Master,  11  July,  1880. 
Tyler,  George  S. 

Acting  Third  Assistant  Engineer,  15  December,  1802.     Acting  Second  Assistant 
Engineer,  9  April,  1863.     Honorably  discharged  22  November,  1865. 
Tyler,  George  W. 

Midshipman,  3  October,   1864.     Graduated  June,   1868.     Master,   12  July,  1870. 
Lieutenant,  18  April,  1873. 
Tyler,  Gorham  P. 

Acting  Ensign  and  Pilot,  26  November,  1864.     Honorably  discharged  28  July 
18G5. 
Tyler,  Hanson  R. 

Midshipman,  27  July,  1866.     Graduated  7  June,   1870.     Ensign,   13  July,   1871. 
Master,  19  September,  1874. 
Tyler,  Kiitns  C. 

Mate,  8  October,  1864.     Resigned  15  June,  1865. 
Tyler,  Tobias. 

Midshipman,  1  January,  1812.     Last  appearance  on  Records  of  Navy  Department, 
1815.     Boston. 

Tyler,  Thomas. 

Boatswain,  11  June,  1839.     Resigned  4  July,  1842. 
Tyler.  William. 

Assistant  Surgeon,  23  Jlay,  1829.     Died  14  January,  1832. 
Tynan,  .lohn  ^V. 

Third   Assisfanf  Engineer,   21     November,   1857.      Second     Assistant   Engineer, 
2  August,  1800.     Name  stricken  from  the  Rolls,  6  >Iay,  1861. 
Tyrrell,  .Stephen  Jl. 

Acting  Ensign,  15  December,  1862.     Died  whilst  Prisoner  of  War,  6  May,  180). 
Tyson,  Elijah  R. 

Third  Assistant  Engineer,  3  August,  1863.     Died  23  March,  18RG. 
Tyson,  Eugene  V. 

Mate,  20  March,  1863.    Honorably  discharged  2  September,  180G. 
Tyson,  Herbert  B. 

Acting  Midshipman,  23  October,  1857.     Lieutenant,  1  August,   1 862.     Ret,i<rned 
14  March.  1866.  " 
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Tiber,  Carlton  A. 

Third   Assistant   EiiLjineci-,  17  Slarrh,  1863.     Ketired  27  March,  1867.     Second 
Assistant  Engineer,  littired  list,  24  July,  1867.     First  Assistant  Engineer,  Re- 
tired list,  28  May,  1873. 
Ufford,  Henry. 

Mate,  28  September,  1864.     Honorably  discharged  30  September,  1865. 
Tiller,  William  E. 

Midshipman,  27  July,  1864.     Graduated  2  June,  1868.     Ensign,   19  April,  1869.' 
Lost  in  "  Oneida,'''  24  January,  1S70. 
Thlrich,  George. 

Master,  4  December,  1809.     Died  6  June,  1822. 
X'lnicr,  .Albert  F. 

Mate,  17  January,  1863.     Acting  Ensign,  7  August,  1866.     Honorablv  discharged 
17  December,  1868. 
Tlnaer,  Philip. 

Master,  6  February,  1800.     AS'arrant  revoked  8  Jlay,  1809. 
Tnderdown,  Thomas  O. 

Mate,  3  November,  1864.     Honorably  discharged  9  April,  1868. 
TTnderhill,  Joseph  G. 

Mate,  16  October,  1863.     Resigned  30  May,  1865. 
TJnderhill,  William  C. 

Mate,  23  December,  1861.     Acting  Ensign,  26  September,  1863.     Appointment  re- 
voked 21   January,  1863.      Re-appointed  7  February,   1^63.      Honorably  dis- 
charged 27  October,  I860. 
TJnderwood,  Clark  M.. 

Acting  Carpenter,  1  October,  1862.     Resigned  39  July,  18'jll. 
TJndervrood,  Edmund  B. 

Midshipman,  26  June,  1869.     Graduated  31   May,  1873.     Ensign,  16  July,  1874. 
Master,  10  March,  1880. 
TJnderwood,  James  P. 

Midshipman,  29  June,  1869.     Graduated  31   May,  1873.     Ensign,  16  July,  1874. 
Died  9  July,  1879. 
TJnderwood,  John  A. 

Midshipman,  7  January,  1832.     Resigned  2  July,  1833. 
TJnderwood,  Jos.  A. 

Midshipman,  2  February,  1839.     Passed  Midshipman,  3  July,  1835.     Killed  by 
Fejee  Islanders  24  July,  1840. 
TJnger,  Edward. 

Mate,  15  September,  1863.     Dismissed  24  May,  1866. 

TJnsworth,  John. 

Boatswain,  2  July,  1803.     Warrant  revoked  28  February,  1805. 

TJpham,  Charles  C. 

Purser,  30  July,  1852.     Died  10  June,  IS'eS. 

TJphan.,  Geor'ge  B. 

Acting  Master,  8  September,  1861.  Acting  Volunteer  Lieutenant,  13  April,  1864. 
Resigned  13  May,  1865. 

TJpham,  llenry  M. 

Mate,  31  October.  1864.     Honorably  discharged  4  August,  1866. 

TTptaam,  Joseph  Badger. 

Third  Assistant  Engineer,  18  November,  1862.  Second  Assistant  Engineer 
23  March,  1864.  First  Assistant  Engineer,  1  January,  1868.  Retired  list,' 
37  December,  1875. 

TJpshnr,  A.  W. 

Purser,  36  March,  1843.     Died  in  September,  1844. 

Upshnr,  George  I*. 

Midshipman,  23  April,  1818.  Lieutenant,  3  March,  1827.  Commander,  27  Feb- 
ruary, 1847.     Died  3  November,  1852. 
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Upstanr,  John  H.  ^„^„     _,    . 

Midshipman,  4  November,  1841.  Passed  Midshipman,  10  August,  1847.  Master,. 
18  April  1855.  Lieutenant,  14  September,  1855.  Lieutenant-Commander,. 
16  July,  1863.  Commander,  25  July,  1866.  Captain,  31  January,  1872.  Com- 
modore, 11  July,  1880. 

Upstone,  George  1. 

Mate,  10  September,  1864.    Honorably  discharged  27  August,  1865. 

Upton,  Daniel  P. 

Acting  Volunteer  Lieutenant,  21  October,  1861.     Dismissed  15  August,  1863. 

Upton,  Francis.  C. 

Assistant  Paymaster,  14  September,  1861.     Resigned  14  February,  1863. 

Upton,  Frederick  E. 

Midshipman,  1    November,  1864.     Graduated  2  June,  1868.     Master,  3  December, 
1873.    Retired  list,  21  November,  1877 

Upton,  George. 

Mate,  24  September,  1868.     Dismissed  19  June,  186'o. 

Upton,  TVilliani  G. 

Acting  Ensign,  22  December,  1863.     Honorably  discharged  31  July,  1865. 

Urann,  William  D. 

Acting  Master,  39  October,  1861.  Acting  Volunteer  Lieutenant,  18  June,  1864.. 
Honorably  discharged  30  October,  1868. 

Urner,  Edward  C. 

ilate,  5  June,  1863.  Acting  Ensign,  14  December,  1864.  Honorably  discharged 
31  November,  1865. 

Urquliart,  Richard  A. 

Assistant  Surgeon,  7  January,  1875.    Passed  Assistant  Surgeon,  29  May,  1878. 

Usher,  James  D. 

Midshipman,  24  March,  1837.     Resigned  15  June,  1839. 

Usher,  IVathaniel  B. 

Cadet  Midshipman,  22   September.   1871.     Graduated   1    June.   1875.     Ensign 
18  July,  1876. 
Usher,  Richard  R. 

Midshipman,  4  March,  1823.     Dismissed  33  August,  1836. 
Utley,  Joseph  II. 

Midshipman,  33  September,  1865.     Graduated  7  June,  1870.     Resigned  30  Sep- 
tember, 1874.. 
Utter,  John. 

Mate,  6  December,  1861.  Acting  Ensign,  12  February,  1864.  Acting  Master 
1  November,  1864.     Honorably  discharged  14  February,  1860. 

Tail,  Abraham  H. 

Midshipman,  28  September,  1861.     Graduated  September,   1865.     Ensign,  1   De- 
cember, 186G.     Master,  13  March,  1868.     Lieutenant,  26  March,  1869. 
Vail.  Ahram  Ju. 

Acting  Assistant  Surgeon,  17  January,  1863.     Resigned  15  September,  1864. 
Tail,  Edward  II. 

jMate,  23  January,  1863.     Resigned  34  June,  1863. 
Tail,  Edward  M. 

Jlirlshipman,  1  December,  1831.  Lieutenant,  37  May,  1830.  Dismissed  3  July, 
1848. 

Tail,  George  A, 

Midshipman,  37  September,  1867  Graduated  6  June,  1871.  Retired  list,  14  July. 
1874. 

Tail,  Samnel. 

Midshipman,  1  January,  1809.     Died  14  April,  1812. 
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Taile,  John  H. 

Acting  Third  Assistant  Engineer,  9  September,  1862.     Acting  Second  Assistant 
Engineer,  13  August,  1864.     Honorably  discharged  21  September,  1865. 
Taldes,  Pedro  C. 

Midshipman,  17  June,  1833.     Passed  Midshipman,  23  March,  1829.     Lieutenant, 
3  March,  1831.     Resigned  6  February,  1834. 
Taleiitine,  Edward  li.. 

Mate,  5   November,   1863.     Acting   Ensign,   3   October,   1863.     Acting  Master^ 
27  September,  1864.     Dismissed  25  August,  1868. 
Talk,  Jacob  R. 

Midshipman,  24  July,  1798.    Resigned  12  August,  1803. 
Talk,  William  W. 

Assistant  Surgeon,  23  February,  1835.     Resigned  10  October,  1838. 
Talle,  Bartlioloniew. 

Midshipman,  26  January,  1841.     Resigned  30  November,  1841. 
Vallett,  J.  K. 

Midshipman,  1  January,  1815.    Died  in  1825. 
Vallette,  E.  A.  F. 

Master,  35   June,  1813.     Lieutenant,  9  December,  1814.     Commander,  3  March^ 
1831.     {See  Lamllette.) 
Tallette,  Eli. 

Chaplain,  36  February,  1800.  Discharged  8  June,  1801,  under  Peace  Establish- 
ment Act. 

Tallette,  S.  I>. 

Midshipman,  8  December,  1835.     {See  Lavallette.) 
Talloslier,  Martin. 

Acting  Ensign,  7  December,  1864.    Honorably  discharged  27  September,  1865. 

Tanalstine,  Cornelius  J. 

Midshipman,  37  Februarv,  1833.     Passed  Midshipman,  8  July,  1839.     Lieutenant^ 
11  April,  1845.     Resigned   18  May,  1859.     Acting  Master,  31  October.  1861. 
Acting  Volunteer  Lieutenant,  12  October,  1863.     Acting  Volunteer  Lieutenant- . 
Commander,  14  August,  1865.     Honorably  discharged  30  April,  1866.     Died 

13  August,  1866. 
Tananda,  O.  J. 

Mate,  31  May,  1864.     Honorably  discharged  8  November,  1865. 
Tanartsdalt,  J. 

Midsaipman,  34  September,  1799.     Last  appearance  on  Records  of  Navy  Depart^ 
ment. 
Tan  Benren,  Egbert. 

Master,  23  January,  1815.     Resigned  33  February,  1815. 
Tan  Bibber,  Frederick. 

Assistant  Surgeon,  23  May,  1857.     Dismissed  6  May,  1861. 

Tan  Boskirk,  James. 

Mate,  18  December,  1831.     Acting  Master,  14  April,  1862.     Honorably  discharged 

14  January,  1868. 
Tan  Brunt,  C.  H. 

Assistant  Surgeon,  26  May,  1820.     Died  28  July,  1835. 

Tan  Brunt,  Frank. 

Acting  Third  Assistant  Engineer,  18  February,  1865.  Honorably  discharged 
17  April,  1866.  Acting  Third  Assistant  Engineer,  9  August,  1866.  Mustered 
out  34  September,  18C8. 

Tan  Brunt,  Gershom  J. 

Midshipman,  1  January,  1818.  Lieutenant,  3  March,  1837.  Commander,  29  May, 
1846.  Captain,  14  September,  1855.  Commodore,  16  July,  1863.  Retired  list, 
38  April,  1863.     Died  17  December,  1863. 
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Tan  Bnren,  Jobn  D. 

Third  Assistant  Engineer,  1 3  May,  ISCl.     Second  Assistant  Engineer,  21  April, 
1863.     First  Assistant  Engineer,  1   .Tannarv,   1Si>^>.     Resigned  23  September, 
1868. 
Van  Bnren,  Martin. 

Acting  Third  Assistant  Engineer,  5  July,  1862.     Dismissed  11  December,  1862. 
Van  Bnskirk,  J.  W. 

Acting  Ensijjn,  13  December,  1863.     Honorably  dischaigcd   19  September,  1865. 
Van  Buskirk.  P.  C. 

Mate,  28  Febrnary,  1870. 
'j  jinoe,  George. 

.Alate,  30  July,  1863.     Acting  Ensign,  27  May,  1864.     Died  on  "Peosta,"  4  July, 
1864. 

Vance,  iLewis  R. 

Acting  Ensign,  2  March,  1864.     Honorably  discharged  21  December,  1865. 

Vanclain,  Jainet^  Li. 

Third  Assistant  Engineer,  11  August,  1860.     Second  Assistant  Engineer,  30  July, 
1862.     First  Assistant  Engineer,  20  July,  1864.     Died  27  September,  1874. 
Vancleave,  O.  W. 

Midshipman,   16    January,  1809.      Lieutenant,   9   December,   1814      Cashiered, 
9  February,  1820. 
Van  Cleef,  Charles  H. 

Acting  Midshipman,  2  October,  1850.     Dropped  24  January,  1851. 
Van  Cleef,  Saninel  M. 

Acting  Third  Assistant  Engini-er,  27  February,  1863.     Resigned  13  June,  1865. 
Van  Cleft,  George  H. 

Civil  Engineer,  27  January,  1870.     Dropped  2  March,  1871. 
Van  Cleve,  Aaron. 

Acting  Third  Assistant  Engineer  19  April,  1864.     Honorably  discharged  4  Octo- 
ber, 1865. 
Van  Cleve,  John  W.,  Jr. 

Acting  Assistant  Paymaster,  28  October,  1863.     Mustered  out  7  November,  1865. 
Tan  de  Carr,  William  II. 

Midshipman,   26  July,  1865.    Graduated  7  June,  1870.     Resigned  21   November 
1873. 
Vandegrift,  Nicholas  G. 

Acting  Third  Assistant  Engineer,  3  August,  1864.     Honorably  discharired  7  Au- 
gust, 1866. 
Vandenbergh,  William. 

Acting  Third  Assistant  Engineer,   17  October,  1861.     Resigned    17   Februarv 
1862.  •" 

Vandenbos,  Jacob. 

Sailmaker,  3  April,  1807.     Last  appearance  on  Records  of  Navy  Department,  1815. 
Frigate  "  Chesapeakey 
Vanderbilt,  Aaron. 

Mate,  20  July,  1863.     Acting  Ensign,  1  February,  1865.     Honorably  discharged 
12  October,  1865.  ^ 

Vanderbilt,  William  W. 

Third  Assistant  Engineer,   18   November,   1862.       Second   Assistant   Ensineer. 
23  March,  1864.     Resigned  30  October,  1865. 
Tanderford,  H. 

Boatswain,  15  October,  1830.     Dismissed  10  February,  1831. 
Tander  Ilorst,  £lias. 

Midshipman,  10  September,  1841.     Passed  Midshipman,  10  August,  1847.     Died 
17  March,  1850. 
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Tanderslice,  Tbaddeiis  li. 

Third  Assistant  Engineer,  8  September.  18G3.     Soi'o:;'!  Assistant  Engineer  15  Oc- 
tober, 1865.     Resigned  31  December,  1871.  " 
Van  Densen,  George  H. 

Acting  Assistant  Surgeon,  14  February,  1862.     Resigned  19  Marrli,  1864. 
Van  de  Vanter,  J.  C. 

JIatf.  24  October,  1861.     Acting  Ensign,  28  January.  ISiU.     Appointment  revoked 
12  May,  1865. 

Vandeveer,  Hankerson. 

Acting  Master  and  Pilot,  1  October,  1864.     Honorably  discliarged  15  Auo-ust,  1865. 
Van  Sazer,  Oeorge. 

Mate,  21  June,  1862.     Dismissed   6   September,  1862.   -Mate,  28  May,  1863.     Re- 
signed 9  February,  1865. 
Van  Dyke,  Alexander. 

Midshipman,  10  May,  1820.     Resigned  17  August,  1820. 
Vandyke,  Alexander. 

Midshipman,  6  May,  1822.     Resigned  10  March,  1S2G. 
Van  Dyke,  Benjamin  O. 

Mate,  11  June,  1863.      Acting  Ensign,  27   June,  1864.      Honorably  discharo-ed 
31  October,  1865. 

Vandyke,  Henry. 

Midshipman,  16  March,  1798.     Lieutenant,   1    May,   1800.     Last  appearance  on 
Records  of  Navy  Department,  8  September,  ]S02.     Killed  in  a  duel. 
Vandyke,  J.  C 

Midshipman,  4  March,  1823.     Resigned  5  June,  1823. 
Van  Forsen,  Morris. 

Acting  Third  Assistant  Engineer,  30  November,  1862.     Resigned  31  May,  1864. 
Van  Crieson,  Ransford  ID. 

Assistant  Surgeon,  24  January,  1862.     Resigned  26  May,  1863. 
Van  Gieson,  Henry  C 

Acting  Assistant  Surgeon,  10  February,  1864.     Resigned  17  May,  1865. 

Van  Hook,  B.  F. 

Midshipman,  2  January,  1840.     Resigned  15  June,  1843. 

Van  Horn,  William  Ij. 

Assistant  Surgeon,  4  April,  1831.     Surgeon,  8  September,  1841.     Died  3  April, 
1854. 
Van  Honten,  D.  W. 

Acting  Assistant  Paymaster,  7  September,  1864.      Mustered  out  13  December, 
1865. 
Van  Hovenberg,  John. 

Third  Assistant  Engineer,  12  August,  1861.     Second  Assistant  Engineer,  21  April, 
1863.     First  Assistant  Engineer,  11  October,  1866. 

Van  Iderstlne,  Jared. 

Acting  Third  Assistant  Engineer,  15   November,  1861.     Resigned   21  August, 
1862. 
Van  Mater,  Garrett. 

Sailmaker,  35  January,  1873. 

Van  Meter,  John  B. 

Chaplain,  19  December,  1871. 

Van  3fess,  Ralph  G. 

Mate,  15  December,  1863.     Honorably  discharged  9  March,  1866. 

Van  Nest,  John  F. 

Mate,  4  January,  1864.     Drowned  18  August,  1864. 

Van  Pelt,  Elbert  C. 

Acting  Ensign,  28  November,  1862.     Resigned  3  Marcli,  1865. 
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Tan  Renselaer,  H.  H. 

Midshipman,  10  May,  1820.     Dismissed  0  April,  18C9. 

Van  Renselaer,  K.  H. 

Lieutenant,  7  January,  1799.     Last  appearance   on  Records  of  Navy  Department 
16  April,  1800. 
Van  Ranselaer,  W. 

Midshipman,  1  November,  1830.     Resigned  14  September,  1839. 
Tan  Reypen,  William  K. 

Assistant  Surgeon,  24  January,  1862.     Passed  Assistant  Surgeon,  20  May,  180.5. 
Surgeon,  12  May,  1868. 
Tansant,  Ira. 

Jlidshipman,  16  January,  1809.     Last  appearance  on   Records   of  Navy   Depart- 
ment, 1815.     Philadelphia. 
Tansant,  John. 

Assistant  Surgeon,  1  May,  1855.     Passed  Assistant  Surgeon,   4   May,   1860,     Ite- 
signed  22  June,  1860. 
Tan  Scliaick,  S. 

Midshipman,  30  December,  1798.     Lieutenant,  18  May,  1804.     Resigned  9  July 
1807. 

Tan  Sice,  Edward. 

Acting  Master,  26  August,  1861.     Resigned  7  October,  1864 
Tan  Slycli,  Edgar. 

Acting  Master,  19  July,  1861.     Honorably  discharged  28  October,  1865. 

Tantin,  Clandius. 

Acting  Third  Assistant  Engineer,   17   December,  1863.     Honorable  discharged 
1  October,  1865. 

Tan  Tine,  Cliarles  SK. 

Third  Assistant  Engineer,  16  .January,  1863.     Second  Assistant  Engineer,  28  May, 
1864.     Resigned  4  January,  1866. 
Tan  Telson,  Henry. 

Mate,  26  October,  1863.     Honorably  discharged  4  November,  1805. 
Tan  TIeek,  IVilliam  A. 

Acting   Midshipman,   25    November,    1849.      Acting   Ensign,    1    October,    1868. 
Master,  10  May,  1866.     Lieutenant,  21  February,  1807.     Lieutenant-Commander 
13  March,  1868.    Died  29  June,  1869. 
Van  Toorhis,  Barker. 

Acting  Ensign,  9  September,  1863.     Acting  Master,  22  September,  180-3.     Honora- 
bly discharged  30  August,  1865. 
Tan  Toorkis,  Henry. 

Sailmaker,  11  August,  1819.     Died  30  August,  1836. 
Tan  Toorkis,  Riokard. 

Sailmaker,  8  February,  1834.     Retired  list,  21  September,   1861.     Died  12  April, 
1880. 

Tan  Toorkis,  R.  B. 

Master,  28  February,  1809.     Last  appearance  on   Records  of  Navy   Department 
1815.     New  York  Navy  Yard.  ' 

Tan  Warner,  Jokn. 

Acting  Third  Assistant  Engineer,  4  November,  1861.     Resigned  17  November, 

1863. 

Tan  Wert,  William  H. 

Acting  Third  Assistant  Engineer,  25  March,  1864.     Honorably  discharged  14  No- 
vember, 1865.  " 

Van  Wyck,  Edward  H. 

Assistant  Surgeon,  20  June,  1838.     Retired  list,  8  May,  1861 
Tan  Wyck,  P.  C. 

Midshipman,  4  December,  1834.     Died  31  December,  1841. 
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Tan  Wyok,  P.  C. 

Assistant  Surgeon,  3  Marcli,  1809.     Last  appearance  on  Records  of  Navy  Depart- 
ment, 1815.     Frigate  "  Constitution." 
Tan  Wycli,  Washington. 

Mate,  24  May,  1862.     Honorably  discharged  22  June,  1860. 
Tan  Wj-ck,  William. 

Midshipman,  19  October,  1841.     Passed  Midshipman,  10  August,  1847.     Lo.st  in 
'■'■Porpoise,^''  21  September,  1855. 
Tan  Zandt,  James. 

Acting  Third  Assistant  Engineer,  1  October,  1862.     Acting  Second  Assistant  En- 
gineer, 26  December,  1863.     Honorably  discharged  4  November,  I860. 
Tan  Zandt,  James  D. 

Acting  Third  Assistant  Engineer,  8  .January,  1864.     Appointment  revoked  (Sicli,) 
19  July,  1864. 
Tan  Zandt,  Joseph  A. 

Third  Assistant  Engineer,  20  February,  1847.     Died  7  April,  1849. 
Tan  Zandt,  9ficholas  H. 

Midshipman,  19  October,  1841.     Passed  Midshipman,  10  August,  1847.     Master, 
14  September,  1855.     Lieutenant,  15  September,  1855.     Dismissed  24  December, 
1861. 
Tan  Zandt,  William  T.  R. 

Mate,  6  September,  1863.     Resigned  18  June,  1863. 
Tarney,  William  II. 

Assistant  Naval  Constructor,  29  July,  1869. 
Tarnnm,  Fredericls, 

Midshipman,  18  June,  1812.     Lieutenant,  28  March,  1820.     Commander,  8  March, 
1841.     Dropped  13  September,  1855. 

Tarnnm,  William  Tt. 

Midshipman,  5  June,  1871.     Graduated  20   June,  1876.     Ensign.  20  November, 
1878. 
Tassallo,  I^.  Onstav. 

Acting  Master,  11  January,  1862.     Acting   Volunteer   Lieutenant,   7   November, 
1864.    Resigned  1  November,  1868. 

y  j»Cgj*         T  SITU  OS 

Midshipman,  18  June,  1812.     Resigned  13  July,  1813. 
Tanghan,  Charles  E. 

Acting  Assistant  Surgeon,  15  May,  1863.     Honorably  discharged  31   October, 
1865. 
Tanghan,  Edwin. 

Acting  Third  Assistant  Engineer,  11   October,  1862.     Acting  Second  Assistant 
Engineer,  14  May,  1864.     Honorably  discharged  19  September,  1865. 

Tanghan,  Hiram  C. 

Acting  Assistant  Surgeon,  10  March,  1864.    Honorably  discharged  31  October, 
1865. 

Tanghan,  William.  .   ,    „  .^ 

Master,  13  August,  1833.     Reserved  list,  14  September,  1855.     Died  10  December, 
1856. 
Tanghn,  Henry. 

Acting  Master,  23  September,  1861.     Honorably  discharged  10  February,  1869. 

Tanghn,  Henry  A. 

Mate,  23  June,  1863.     Resigned  31   July,  1864.     Acting  Ensign,  34  April,  1865. 
Honorably  discharged  26  January,  1866. 

Tanghn,  John  A.  t^    •        <  tv 

Midshipman,  24  September,  1861.     Graduated  September,   1865.     Ensign,  1  De- 
cember, 1866.    Master,  12  March,  1868.    Resigned  6  December,  1870. 
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Tanghii,  Xatlian  F. 

Mate,  13  August,  18C3.     Acting  Ensign,  17  February,  18G4.     Honorably  discharged 
1  December,  1863. 
Teacock,  Gilbert  W. 

Mate.     Dismissed  IG  Jlarch,  1803. 

Veatch,  Jaittes  C. 

Acting  Third  Assistant  Engineer,  10  May,  1864.     Honorably  discharged  12  Octo- 
ber, 1867. 
Vedder,  Alexander  M. 

Assistant  Surgeon,  13  September,   1850.     Passed  Assistant   Surgeon,  25   March, 
1861.     Surgeon,  14  November,  1861.     Resigned  29  December,  1804. 

Veeder,  Ten  Eyck  de  fV. 

Midshipman,  25  September,  1868.     Graduated  31   May,  1873.     Ensign,   10  July, 
1874. 
Veitcli,  William. 

Acting  Third  Assistant  Engineer,  18  November,  1861.     Acting  Second  Assistant 
Engineer,  6  November,  1863.     Honorably  discharged  16  October,  1805. 

Veitinger,  Jacob. 

Acting  Third  Assistant  Engineer,  30  March,  1863.     Honorably  discharged  10  May, 
1868. 
Teltnian,  William  F. 

Mate,  7  August,  1863.     Resigned  6  June,  1864. 
Tenable,  Cbarles  H. 

Mate,  3  April,  1866      Resigned   17   August,   1867.      Mate,   4   September,  1869. 
Gunner,  5  September,  1871. 
Venable,  Josepb  O. 

Acting  Gunner,  6  May,  1864.     Honorably  discharged  9  January,  1866. 
Tenable,  Thomas  P. 

Gunner,  19  March,  1847.     Resigned  15  May,  1854.     (Gunner,  33  October,  1855. 
Tennard,  John  Li. 

Mate,  9  May,  1863.     Acting  Ensign,  9  May,  1864.     Honorably  discharged  5  Janu- 
ary, 1868.    Mate,  36  April,  1870. 
Ter  Meulen,  Fdmund  C 

Assistant  Surgeon,  24  January,  1862.     Passed  Assistant  Surgeon,  36  May,  1805. 
Surgeon,  36  April,  1873. 
Tcrmillion,  D. 

Carpenter,   8   June,   1832.     Last  appearance   on   Records   of  Navy   Department. 
Ordered  to  Sloop  "Peacock." 

Terner,  Henry. 

Master,  5  December,  1813.     Last  appearance  on  Records  of  Navy  Department, 
1815.    Charlestovyn,  Mass. 

Ternon,  Samuel. 

Assistant  Surgeon,  11  January,  1813.     Discharged  5  February,  1814. 
Ternon,  William  G. 

Acting  Third  Assistant  Engineer,   0   September,    1864.     Honorably   discharged 
16  July,  1865. 
Ternon,  William  R. 

Acting   Second  Assistant  Engineer,   28   October,    1864.     Honorably    discharged 
23  September,  1865. 

Tery,  Abraham  A. 

Acting  Ensign,  5  January,  1864.     Honorably  discharged  33  June,  1867. 
Tery,  Edward  W. 

Midshipman,  30  February,  1863.     Graduated  June,  1867.     Ensign,  18  December, 
1868.    Master,  31  March,  1870.     Lieutenant,  29  September,  1871. 
Tery,  Samuel,  Jr. 

Acting  Master,  3  August,  1861.     Honorably  discharged  6  October,  1867. 
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Very,  Sainnel  W. 

Midshipman,  23  February,  1863.      Graduated  .Iiuie,  ISiiO.      Ensign,    12  March, 
1868.     Master,  26  March,  iy()9.     Lieuteiuiiit,  21  March,  1870. 
Vestlery,  David. 

Boatswain,  8  June,  1822.     Died  6  Xovember,  1828. 
Vevers,  Richard. 

Acting  Master,  26  August,  ISCl.     Resigned  25  March,  1863. 
Tiall,  Tboinas  B. 

Mate,  8  February,  1865.     Appointment  revoked  18  November,  1865. 
Vickerey,  Jacob. 

Midshipman,  25  June,  1800.     Resigned  6  February,  1803. 
Victor,  Henry  C. 

Third  Assistant  Engineer,   2   August,  1855.     Resigned  28  August,   1858.    Re- 
instated in  original  position,   11   April,   1859.      Second  Assistant  Engineer, 
20  December,  1860.     First  Assistant  Engineer,  1  July,  1861.     Resigned  16  De- 
cember, 1863. 
Viene,  liOnis. 

Midshipman,  1  December,  1809.    Last  appearance  on  Records  of  Navy  Depart- 
ment, 17  August,  1810. 

Vinall,  Joseph  T. 

Acting  Third  Assistant  Engineer,  1  December,   1864.      Mustered  out  3  June 
1868. 

Vilas,  R.  A. 

Acting  Assistant  Paymaster,  10  January,  1865.     Mustered  out  7  October,  lsii.5. 
Villazon,  Marcelino. 

Acting  Third  Assistant  Engineer,  1  March,  1864.     Acting  Second  Assistant  En- 
gineer, 15  December,  1864.     Honorably  dischai-ged  10  May,  1866. 

Vincent,  David. 

Mate,  28  July,  1862.     Killed  on  "  WtTioTia,"  14  December,  1862. 
Vincent,  Freeman. 

Mate,   1   October,   1862.      Acting   Ensign,   1    September,    1863.     Acting  Master, 
20  May,  1865.     Honorably  discharged  23  November,  1865. 
Vincent,  William  J. 

Mate,  5  March,  1863.     Appointment  revoked  11  November,  1865. 

Vining,  Seton. 

Midshipman,  16  January,  1809.     Resigned  27  July,  1810. 
Vinton,  Benjamin. 

Surgeon,  2  May,  1799.    Resigned  31  July,  1800. 
Vinton,  Frederick  B. 

Cadet  Midshipman,  21  September,  1871.     Graduated  17  September,  1875.    Ensign, 
9  October,  1876. 

Vinton,  George  A. 

Acting  Gunner,  23  January,  1865.     Honorably  discharged  1  August,  1865. 
Voelkers,  Frederick  T. 

Mate,  28  September,  1866.     Resigned  11  April,  1867. 

Voice,  George  W. 

Acting  Third  Assistant  Engineer,  39  December,  1862.     Dismissed  24  December, 
1863. 
Vollnm,  Samuel. 

Acting  Third  Assistant  Engineer,  13  January,  1862.     Dropped  3  May,  1868. 

Toorliees,  A.  H. 

Midshipman,  12  July,  1800.     Lost  in  the  "  Insurgent." 

Voorhees,  James. 

Midshipman,  18  May,  1809.     Killed  in  a  duel  19  December,  1809. 
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Voorliees,  t.  D.  D. 

Acting  Master,  8  June,  1861.     Acting  Volunteer  Lieutenant,  30  August,  1861. 
Appointment  revoked,  and  appointed  Acting  Master,  23  September,  1861.     Act- 
ing Volunteer  Lieutenant,  5  November,  1864.     Honorably  discharged  11   No- 
vember, 1865. 
Voorliees,  Philip  F. 

Midshipman,  15  November,  1809.     Lieutenant,  9  December,  1814.     Commander 
24  April,  1828.     Captain,  28  February,  1838.     Reserved  list,  13  September,  1855.' 
Died  26  February,  1863. 
ToorlieeH,  Philip  R. 

Third  Assistant  Engineer,  19  February,  1861.     Second  Assistant  Engineer,  16  Jan- 
uary, 1863.     First  Assistant  Engineer,  1  December,  1864.     Resigned  18  Febru- 
ary, 1868. 
Voorhees,  Ralph. 

Midshipman,   1   September,   1811.       Lieutenant,   5   March,    1817.       Commander 
9  February,  1837.     Died  27  July,  1842.  ' 

Yose,  £dwin  H. 

Acting  Assistant  Surgeon,  2  December,  1863.     Resigned  22  March,  18G4. 
Toshel,  James. 

Midshipman,  1  January,  1813.     Last  appearance  on  Records  of  Navy  Department 
1815.    Furloughed. 
Vreeland,  Benjamin. 

Assistant  Surgeon,   9   May,   1850.     Passed   Assistant   Surgeon,  30  March    1857 
Surgeon,  26  April,  1861.     Died  20  March,  1866.  ' 

Vreeland,  Charles  E. 

Midshipman,  31  July,  1866.     Graduated  7  June,  1870.     Ensign    13  Julv    1871 
Master,  3  April,  1874.  ^   '  ^' 

Vultee,  Francis  P. 

Mate,  23  November,  1864.     Discharged  May,  1866. 

Waddeil,  Charles. 

Midshipman.   14   March,   1840.     Passed  Midshipman,   11    Julv    1846     Died  "(1 
August,  1847.  •'' 

WadOell,  Henry. 

Midshipman,   29  September,  1833.     Passed  Midshipman,  23  June    1838     Died 
27  September,  1839.  '  ■^"^" 

Waddeil,  Henry  C. 

^ii^'-J^*'^;^,?!''''^^'^  ^^  February,  1862.    Mate,  15  October,  1863.     Dismissed 
11  j\lu,y^  lou-l. 

Waddeil,  James  J. 

Midshipman  10  September,  1841.     Passed  Midshipman,  10  August  1847     M<mtpr 
U^September,  1855.     Lieutenant,  15  September:i855.     Dismissed  18  jfnuar  ' 

Waddeil,  John. 

Lieutenant,  15  October,  1798.     Resigned  16  January,  1799. 
Wade,  Charles. 

Gunner,  27  September,  1834.     Died  37  February,  1841. 
Wade,  Fdwin  li. 

Sailmaker,  16  May,  1871.     Resigned  14  June,  1875. 
Wade,  Fna:ene  J. 

Acting  Third  Assistant  Engineer,  27  May,  1861.     Resigned  23  Au-rust  ISC' 
Wade,  (jieorge  H.  '^      ' 

^vembfr!'"l86t''''''°*  Engineer,  28  May,  1861.     Honorably  discharged   24  N> 
Wade,  George  S. 

Master,  29  January,  1809.     Dismissed  21  July,  1810. 
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Wade,  Henry  C. 

Acting  Master,  29  October,  1861.     Died  12  September,  1867. 
Wade,  John  T. 

Master,  6  February,  1809.     Lieutenant,  9  December,  1814.    Died  25  Novemoer, 
1816. 

Wade,  Joseph  M. 

Acting  Assistant  Paymaster,  3  June,  18G1.     Mustered  out  1  March,  1860. 

Wade,  Rnssell  A. 

Acting    Third   Assistant    Engineer,    24    August,    1864.    Honorably  discharecd 
10  June,  1867.  J  s 

Wade,  Thomas  F. 

Acting  Lieutenant,  8  May,  1861.     Acting  Volunteer  Lieutenant,  28  October,  1861, 
Master,  13  JIarch,  1868.      Lieutenant,   18  December,  1868.      Lieutenant-Com- 
mander, 1  July,  1870.     Retired  list,  3  November,  1877. 
Wade,  William. 

Mate,  20  August,  1864.     Resigned  7  June,  1865. 
Wade,  William. 

Acting  Gunner,  10  August,  1861.     Dismissed  4  January,  1862. 
Wadell,  George. 

Acting  Thiid  Assistant  Engineer,  19  January,  1863.    Acting  Second  Assistant 
Engineer,  18  August,  1863.    Honorably  discharged  5  September,  1865 
Wadhams,  Albion  V. 

Midshipman,  26  September,  1864.      Graduated   June,  1868.     Ensign,  19  April, 
1869.     Master,  12  July.  1870.     Lieutenant,  25  March,  1873. 
Wadleigh,  George  II. 

Acting  Midshipman.  27  September,  1860.     Ensign,  S8  May,  1863.     Master,  10  No- 
vember,  1865.       Lieutenant,    10    November,    1866.       Lieutenant-Commander, 
12  March,  1868.     Commander,  13  March,  1880. 
Wadsworth,  Alexander  S. 

Midshipman,  2  April,  1804.     Lieutenant,  21   April,  1810.    Commander.  27  April. 
1816.    Captain  8  March,  1835.     Died  5  April,  1851. 
Wadsworth,  Charles. 

Purser,  28  May,  1798.    Died  July,  1809. 
Wadsworth,  C.  E. 

Midshipman,  1  December,  1834.     Died  8  May,  1837. 
Wadsworth,  Henry. 

Midshipman,  28  August,  1799.     Died  1805. 
Wadsworth,  Henry  M. 

Mate,  8  December,  1864.     Deserted  5  July,  1865. 
Wadsworth,  P. 

Acting  Assistant  Surgeon,  10  March,  1865.     Resigned  3  July,  1865. 
Wager,  Charles. 

Midshipman,  3  April,  1S3D.     Resigned  19  February,  1842. 
Wager,  Peter,  Jr. 

Midshipman,  13  February,  1840.     Passed  Midshipman,  11  July,  1846.    Master, 
1  March,  1855.     Dropped  13  September,  1S55. 

Wagg,  manrice. 

Mate,  21  April,  1864.     Honorably  discharged  6  January,  1866. 

Waggener,  James  R. 

Assistant  Surgeon,  29  July,  1873.     Passed  Assistant  Surgeon.  21  December  ''875. 
Wagner,  David. 

Mate,  13  August,  1863.     Acting  Ensign,  21  July,  1864. 
Wagner,  Frederic. 

Acting  Third  Assistant  Engineer,  3  October,  1863.     Hojiorably  discharged  21  No 
vember,  1865. 

47 
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Wagner,  Frederic  M. 

Acting  Third  Assistant  Engineer,  4  June,  1864.     Honorably  discharged  13  June, 
1865. 
Wagner,  James. 

Acthii,'  First  Assistant  Engineer,  15  October,  1863.  .Appointment  revoked  1  Jum;, 
ISiii. 

Wagner,  James  J. 

Acting  First  Assistant  Engineer,  1  October,  1862.  Apponitment  revoked  (Sick,). 
1  January,  1864. 

Wagner,  Peter. 

Acting  First  Assistant  Engineer,  23  April,  1863.     Honorably  discharged  20  Feb- 
ruary, 1866. 
Wagner,  William. 

Acting  Ensign,  1  October,  1862.     Honorably  discharged  6  December,  1865. 

Wagstalf,  Robert  M. 

Mate,  11   December,  1861.     Acting   Ensign,  19  January,   1863.     Honorably  dis- 
charged 25  September,  1867. 
Wabl,  Jacob. 

Acting  Third  Assistant  Engineer,  23  July,  1864.     Honorably  discharged   30  De- 
cember, 1865. 
Wailes,  Jobii  P. 

Midshipman,  1  January,  1812.     Resigned  3  May,  1813. 
Waine,  Tbomas. 

Purser,  24  July,  1813.     Last  appearance  on  Records  of  Navy  Department,  1820. 
Frigate  "Java." 
Wainwright,  Qardluer  S. 

Acting  Midshipman,  1  November,  1849.     Dropped  3  September,  1850. 
WainTcright,  Jonathan  M. 

Midshipman,  13  Jiuie,  is:j7.     Passed  Midshipman,  29  June,  1843.    Acting  Master,. 
10  November,  1849.     Lieutenant,  17  September,  1850.     Commander,  16  July^ 
1863.     Killed  in  action  1  January,  1863. 
WainMrigbt,  Jonathan  M. 

Midshipman,  30  .J ulv,  1803.     Graduated  June,  1867.     Ensisjn,  18  December,  1^68. 
Died  19  June,  1870. 
Wainwrigtat,  Joseph  II. 

Mate,  4    April,   1862.     Acting   Ensign,   20   May,   1864.     Honorably   discharged 
9  April,  1866. 
Wainwright,  Richard. 

Midshipman,  11  May,  1831.  Passed  Midshipman,  15  June,  1837.  Lieutenant,, 
8  September,  1841.  Commander,  24  April,  1861.  Killed  in  battle  10  August, 
1802.  ''      '■ 

Wainwright,  Richard. 

Midshipman,  28  September,  1804.     Graduated  June,  1868.     Master,  12  July,  1870. 
Lieutenant,  25  September,  1873. 
Wainwrigiit,  Thomas  B. 

Midshipman,  21  September,  1841.     Passed  Midshipman,  10  August,  1847     Died 
4  August,  1850. 
Wait,  George  M. 

Acting  First,  .Assistant  Engineer,  3  October,  1861.     Resigned  7  February,  1803. 
Wait,  a.  W. 

Acting  Second  Assistant  Engineer,  17  May,  1861.     Resigned  7  February,  1803. 
Wait,  Horatio  I<. 

Assistant  Paymaster,  14  July,  1862.  Paymaster,  1  April,  1860.  Resi"ncd  22  Julv 
1870.  "  •'■■ 

Wait,  Israel  C. 

Midshipman,  28  December,  1830.  Passed  Midshipman,  1  July,  1842.  Acting  Mas- 
ter, 21  January,  1848.     Lieutenant,  29  May,  1850.     Dropped  13  September,  1855. 
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Wait,  ]\athnn  W. 

:\Iate,  4  April,  1803.     Acting  Ensign,  11  September,  18U3.     Honorablv  dischar^cl 
19  November,  1S65. 
Waile,  Cephas  K. 

Acting  Ensign,  13  January,  18G4.     Honorably  discharged  1.5  May,  1857. 
Waite,  Frederick  H. 

Acting  Ensign,  10  July,  1863.     Honorably  discharged  23  November,  1868. 
Waite,  Henry. 

Acting   First  Assistant  Engineer,  7  December,   1861.     Acting   Chief  Engineer, 
19  January,  1863.    Honorably  discharged  29  February,  1866. 
Waite,  William  H. 

Acting  Third  Assistant  Engineer,  14   January,   1865.      Honorably  discharn-ed 
11  November,  1865. 
Wakefield,  Charles  H. 

Acting  Third  Assistant  Engineer,  10  March,  1863.     Honorably  discharged  29  July, 
1865. 
Wakefield,  George  W. 

Acting  Third  Assistant  Engineer,  22  August,  1864.     Honorably  discharged  11  Sep- 
tember, 1865. 
Wakefield,  Henry. 

Acting  Ensign,  7  November,  1863.     Honorably  discharged  22  November,  1865. 
Wakeinan,  Liewis  B, 

Sailmaker,  31  October,  1855.     Resigned  12  June,  1865. 
Wakenshaw,  H.  C. 

Cadet  Midshipman,  10  June,  1873.     Graduated  18  June,  1879. 
Walbach,  John  J.  B. 

Midshipman,  1  December,  1827.    Passed  Midshipman,  14  June,  1834.     Lieutenant, 
25  February,  1841.     Dropped  28  September,  1855.     Lieutenant,  Active  listj 
25  February,  1841.    Resigned  18  February,  1861. 
Walcott,  Henry  O. 

Acting  Second  Assistant  Engineer,  9  February,  1864.  Appointment  revoked 
19  December,  1864. 

Walcott,  W.  F. 

Mate,  18  January,  1865.     Honorably  discharged  30  October,  1865. 

Walcntt,  John. 

Midshipman,  2  March,  1840.    Passed  Midshipman,  11  July,  1846.     Master,  30  Jan- 
uary, 1855.     Dropped  28  September,  1855. 
Waldemar,  Charles  F. 

Acting  Ensign,  7  June,  1864.    Died  October,  1864. 
W^aldo    Charles. 

Master,  10  March,  1813.     KiUed  30  August,  1838. 

Waldron,  R.  R. 

Midshipman,  15  June,  1837.     Died  30  October,  1846. 

Wales,  Philip  S. 

Assistant  Surgeon,  7  August,  1856.  Passed  Assistant  Surgeon,  25  March,  1861. 
Surgeon,  12  October,  1861.     Medical  Inspector,  30  June,  1873. 

Walke,  Frank  A. 

Assistant  Surgeon,  31  May,  1854.    Resigned  6  August,  1856. 

Walke,  Henry. 

Midshipman,  1  February,  1827.  Passed  Midshipman,  10  June,  1833.  Lieutenant, 
9  December,  1839.  Reserved  list,  13  September,  1855.  Commander  on  Active 
list,  14  September,  1855.  Captain  on  Active  list,  16  July,  1862.  Commodore, 
25  July,  1866.    Rear-Admiral,  13  July,  1870.    Retired  list,  26  April,  1871. 

Walkenshaw,  Samuel  t. 

Acting  First  Assistant  Engineer,  23  October,  1868.    Honorably  discharged  10  Oc 
tober,  1865. 
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Walker,  Asa. 

Midshipman.  21   November,  1862.     Graduated   June,  1866.     Ensign,   13   March, 
1868.    Master,  26  March,  1869.     Lietenant,  21  March,  1870. 
Walker,  Benjamin. 

Mate,  13  September,  1861.     Acting  Ensign,  3  March,  1863.     Honorably  discharged 
13  October,  1865. 
Walker,  Charles. 

Boatswain,  6  June,  1803.     Last  appearance  on  Records  of  Navy  Department. 
Walker,  Charles  H. 

Mate,  26  August,  1863.     Resigned  26  May,  1863.     Acting  Ensign,  4  June,  1863. 
Dismissed  7  October,  1864. 
Walker,  Daniel  R. 

Midshipman,  9  June,  1811.     Resigned  21  November,  1820. 
Walker,  Dudley. 

Purser,  21  August,  1826.     Dismissed  24  February,  1853. 
Walker,  Edward  A. 

Acting  Midshipman,  36  September,  1855.     Midshipman,  15  June,  1860.     Master, 
19    September,    IfOl.     Lieutenant,    16    July,    1863.     Lieutenant-Commander, 
25  July,  1866.     Commander,  5  June,  1874.     Died  8  March,  1876. 
Walker,  Edward  H. 

Mate,  1  October,  1863.     Dismissed  13  December,  1863. 
Walker,  George  W. 

Acting  Chief  Engineer,  1   October,   1863.     Honorably   discharged   13  February, 
1866. 

Walker,  Henry. 

Acting  Third  Assistant  Engineer,  1  August,  1864.     Honorably  discharged  8  July, 
1865. 
Walker,  H.  H. 

Acting  Ensign,  1  October,  1863.     Resigned  34  November,  1862. 
Walker,  James. 

Boatswain,  11  February,  1851.     Retired  list,  13  November,  1871. 
Walker,  James  C 

Midshipman,  ]3  February,  1849.     Resigned  8  October,  1855. 
Walker,  James  G. 

Acting  Third  Assistant  Engineer,  7  October,  1864.  Honorably  discharged  20 
July,  1865.  ■'  ^ 

Walker,  James  91. 

Acting  Ensign,  1  October,  1862.     Resigned  17  June,  1863. 
Walker,  John. 

Mate,  11   December,  18C3.     Acting  Ensign,  37  February,  1865.     Honorably  dis- 
charged 36  August,  1867. 
Walker,  John. 

Boatswain,  6  February,  1862.     Retired  list,  15  August,  1877. 
Walker,  John. 

Acting  Second  Assistant  Engineer,  16  September,  1861.     Resigned  30  July   1862 
Walker,  John  G. 

Acting  Midshipman,  5  October,  1850.  Midshipman,  11  December,  1853  Passed 
Midshipman,  30  June,  1856.  Master,  23  January,  1858.  Lieutenant,  33  January, 
1858.  Lieutenant-Commander,  16  July,  1862.  Commander,  35  July,  1866.  Cap- 
tain, 35  June,  1877. 

Walker,  John  T. 

Midshipman,  18  February,  1841.  Passed  Midshipman,  10  August,  1847  Master 
14  September,  1855.  Lieutenant,  15  September,  1855.  Died  35  November! 
1856. 
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Walker,  Nathaniel  B. 

Mate,  15  October,  1861.     Dismissed  27  August,  1863.     Mate,  22  June,  1861.     Act- 
ing Ensign,  13  March,  1865.    Honorably  discharged  29  October,  1805.     Mate, 
22  June,  1866.     Resigned  13  August,  1867. 
Walker,  Tlieodoric  li. 

Midshipman,  10  September,  1841.     Passed  Midshipman,  10  August,  1847.     Mas- 
ter, 26  July,  1855.     Lieutenant,  14  September,  1855.    Died  17  March,  1858. 
Walker,  Thontas. 

Acting  Third  Assistant  Engineer,  30  February    1864.     Honorably  discharsod 
10  July,  1865. 

Walker,  Thomas  J. 

Mate,  15  June,  1863.     Resigned  11  May,  1865. 
Walker,  Thomas  W. 

Acting  Ensign,  81  March,  1863.     Dismissed  23  July,  1863. 
Walker,  W.  D. 

Acting  Assistant  Paymaster,  16  November,  1864.     Mustered  out  5  November,  1865. 
Walker,  William. 

Acting  Ensign,  81  October,   1862.     Dismissed   19  June,   1863.     .Voting  Ensign, 
4  October,  1864.     Deserted  13  January,  1805. 
Walker,  William 

Midshipman,  2  April,  1804.     Appointment  revoked  4  August,  1800. 
Walker,  William  M. 

Midshipman,  1  November,  1827.     Passed  Midshipman,  10  June,  1833.     Lieutenant, 
8  December,  1838.     Commander,  14  September-,  1855.     Captain,  10  July,  1862. 
Died  19  November,  1866. 
Walker,  William  S. 

Midshipman,  30  November,  1814.     Lieutenant,  13  January,  iyi5.     Captain,  8  Sep- 
tember, 1841.    Captain  14  September,  1855.    Commodore  on  Retired  list,  16  July, 
1862.     Died  24  November,  1863. 
Wall,  A.  O. 

Midshipman,   1    January,  1813.      Lieutenant,  1    April,   1818.     Died   31    August, 
1825. 
Wall,  Augustns. 

Midshipman,  1  September,  1811.     Last  appearance  on  Records  of  Navy  Depart- 
ment. 
Wall,  Ellicott  C. 

Midshipman,  12  February,  1843.     Dismissed  2  October,  1845. 
Wall,  John  W. 

Acting  Third  Assistant  Engineer,  28  December,   1861.     Resigned  30  December, 
1802. 

Wall,  John  W. 

Acting  Third  Assistant  Engineer,  26  October,  1801.     Resigned  13  Februai-y,  1864. 
Acting  Second  Assistant  Engineer,  2  November,  1804.     Honorably  discharged 
7  October,  1865. 
Wall,  Richard. 

Acting  Ensign,  18  May,  1863.     Dismissed  8  August,  1863. 
WaJl,  Robert  E. 

Assistant  Surgeon,  37  November,  1844.     Died  15  December,  1853. 

Wallace,  Alexander. 

Acting  Master,  5  July,  1862.     Acting  Volunteer  Lieutenant,  1  May,  1865.     Honor- 
ably discharged  28  November,  1805. 

Wallace,  Francis. 

Mate,  16  June,  1802.     Acting  Ensign,  11  December,  1803.     Honorably  discharged 
25  August,  1805. 
V^allace    4xeor"''e  Ca 

Midshipman,  2o'july,  1864.     Graduated  June,  1868.     Resigned  36  May,  1870. 
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Wallace,  James. 

Third  Assistant  Engineer,  11  November,  1858.     Resigned  8  August,  1859. 
Wallace,  James. 

Actinrf  Midshipman,  1   November,  1859.      Ensign,   IG   September,    1863.     Died 
25  Feb/uary,  1864. 
Wallace,  Joliii. 

Acting  Master,  31  January,  1863.     Honorably  discharged  11  August,  1865. 
Wallace,  John  8. 

Chaplain,  10  March,  1863. 
Wallace,  John  T. 

Midshipman,  1  March,  1835.     Resigned  37  July,  1837. 
W^allaee,  Joseph  W. 

Mate,  9  Becember,  1863.     Resigned  13  ITovember,  1863.     Mate,  33  August,  1864. 
Acting  Ensign,  31  April,  1865. 

Wallace,  Matthew  J. 

Acting  Third  Assistant  Engineer,  29  November,  1864.  Honorably  discharged 
31  August,  1865. 

Wallace,  Richard  W. 

Mate,  33  September,  1864.  Resigned  20  December,  1866.  Mate,  15  March,  1867. 
Mustered  out  39  July,  1867. 

Wallace,  Kobert. 

Acting  Third  Assistant  Engineer,  20  September,  1863.     Acting  Second  Assistant 
Engineer,  12  March,  1864.     Honorably  discharged  15  May,  1865. 
Wallace,  Rush  R. 

Acting  Midshipman,  25  May,  1853.    Midshipman,  20  June,  1856.     Passed  Mid- 
shipman, 29  April,  1859.    Master,  5  September,  1859.     Lieutenant,  17  January, 
1861.      Lieutenant-Commander,   1   Octooer,   1863.      Commander,   33   October' 
1870. 
Wallace,  Samuel. 

Acting  Third  Assistant  Engineer,  28  September,  1864.  Honorably  disoharsed 
14  August,  1865.  ^ 

Wallace,  W.  H. 

Midshipman,  7  July,  1833.     Dropped  6  December,  1836. 
Wallace,  William  M. 

Midshipman,  3  June,  1883.     Resigned  1  November,  1833. 
Wallach,  Cnthhert  P. 

Paymaster,  1  June,  1861.     Pay  Inspector,  3  March,  1871.     Pay  Director,  9  March, 
1880. 
Waller,  liittleton  T. 

Purser,  13  September,  1841.     Resigned  13  January,  1853. 
Walling,  Burns  T. 

Midshipman,  5  June,  1872.  Graduated  20  June,  1876.  Ensign  36  November 
1877.  " 

Wallis,  John  E. 

Acting  Ensign,  20  July,  1863.     Honorably  discharged  10  September  1805 
Wallis,  John  P. 

Midshipman,  36  July,  1864.  Graduated  30  June,  1869.  Ensign  13  July  1870 
Master,  19  August,  1873.  Lieutenant,  14  August,  1875.  Died  23  Peb'ruarv" 
ISSO.  •'' 

Walpole,  Horace. 

Midshipman,  4  July,  1805.     Lieutenant,  13  June,   1810.     Resigned  8  December 

1814. 

Walsh,  diaries. 

Midshipman,  3  April,  1804.     Resigned  6  June,  1809. 

Walsh,  John. 

Professor  of  Mathematics,  5  December,  1837.  Last  appearance  on  Records  of 
Navy  Department,  1839. 
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Walsh,  Joliii  J. 

Gunner,  18  April,  1871. 
Walsh,  John  K. 

Acting  Assistant  Surgeon,  5  September,  1863.     Honorably  discharsed  6  Septem- 
ber, 1865. 
Walsh,  Joseph  C. 

Midshipman,  1  November,  1828.     Passed  Midshipman,  14  June,  1834.     Lieuten- 
ant, 9  December,  1839.      Resigned  18  September,  1854.      Acting  Lieutenant, 
11  February,  1863.    Resigned  1  May,  1862. 
Walsh,  Hegi-an. 

Midshipman,  25  November,  1799.     Discharged  13  May,  1801,  under  Peace  Estab- 
lishment Act. 
Walsh,  S.  W. 

Midshipman,  13  February,  1831.     Resigned  3  December.  1835. 
Walstrom,  Charles  G. 

Acting  Ensign,  16  December,  1862.     Resigned  27  March,  1865. 
Walter,  Horace. 

Acting  Ensign,  14  May,  1863.     Resigned  (Sick,)  18  August,  ISO-I. 
Walter,  Joseph. 

Acting  Third  Assistant  Engineer,  4  June,  1864.     Resigned  6  June,  1865. 
Walter.  Robert. 

Acting  Master,.20  August,  1861.     Dismissed  22  October,  1864. 
Walter,  R.  Price. 

Acting  Master,  4  November,  1861.     Honorably  discharged  14  December,  1865. 

Walters,  C.  P. 

Mate,  3  October,  1861.     Acting  Ensign,  4  October,  1862.     Resigned  30  March, 
1864. 
Walters,  Henry. 

Acting  Ensign,  19  January,  1863.     Dismissed  31  November,  1863. 

Walters,  Henry. 

Mate,  30  January,  1864,     Honorably  discharged  1  November,  1865. 

Walters,  William  li. 

Third  Assistant  Engineer,  31  May,  1857.     Died  37  May,  1858. 

Waltnieyer,  John  S. 

Carpenter,  30  December,  1874. 
Walton,  £dmnntl  W. 

Mate,  7  April,  1864.     Appointment  revoked  14  December,  1864. 

Walton,  James  C. 

Boatswain,  9  May,  1859. 

Walton,  Benjamin  O. 

Acting  Assistant  Surgeon,  15  November,  1863.     Appointment  revoked  10  April, 
1865. 
Walton,  .Jesse  Fletcher. 

Third  Assistant  Engineer,  25  August,  1863.     Resigned  31  March,  1865. 

Walton,  Thomas  C. 

Assistant  Surgeon,  24  January,  1863.     Passed  Assistant  Surgeon,  5  March,  1866. 
Surgeon,  23  October,  1868. 

Walton,  Thomas  O. 

Acting   Assistant   Surgeon,  23   April,   1873.      Honorably   discharged    30    June, 
1879. 

Walton,  Walter. 

Mate,  28  January,  1862.     Acting  Ensign ,  33  July,  1864.     Honorably  discharged 

20  October,  1865. 

Walton,  William. 

Boatswain,  17  September,  1813.     Died  March,  1823. 
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Wainaling,  C.  Tlronias. 

Acting  Third  Assistant  Engineer,  30   December,   18G3.     Honorably   discharged 
80  August,  1865. 
TVamaling,  Robert  Liewis. 

Third  Assistant  Engineer,  8  July,  1862.     Resigned  17  November,  1865. 
Wandell,  Augustus. 

Acting  Third  Assistant  Engineer,  14  September,  1861.  Acting  Second  Assistant 
Engineer,  26  July,  1864.    Honorably  discharged  13  December,  1865. 

Wandell,  Martin  E. 

Mate,  19  August,  1862.  Acting  Ensign,  31  August,  1863.  Honorably  discharged 
3  August,  1865.    Mate,  30  January,  1870.     Resigned  9  August,  1871. 

Wanklin,  Henry. 

Acting  Second  Assistant  Engineer,  8  April,  1863.     Honorably  discharged  21  Sep- 
tember, 1865. 
Wappenlians,  C  F.  R. 

Mate,  33  December,   1863.     Acting  Ensign,  8  January,   1863.     Acting   Master,. 
3  May,  1865.     Honorably  discharged  39  September,  1868. 
Warbnrton,  £dgar  T. 

Cadet  Engineer,  Naval  Academy,  1  October,  1872.     Graduated  31  June,  1875. 
Assistant  Engineer,  1  July,  1878. 
Warbnrton^  William  F. 

Acting  Third  Assistant  Engineer,  5  July,  1861.     Acting  Second  Assistant  En- 
gineer, 17  June,  1863.    Honorably  discharged  31  January,  1868. 
Ward,  Aaron. 

Midshipman,  28  September,  1867.     Graduated  6  June,  1871.     Ensign,  14  July, 
1873.    Master,  8  February,  1875. 
Ward,  Andrew  A. 

Acting  Master,  3  November,  1861.     Resigned  13  October,  1863. 
Ward,  Charles. 

Acting  Third  Assistant  Engineer,  11  June,  1864.    Deserted  March,  1865. 
Ward,  Charles  C 

Acting  Assistant  Paymaster,  1  December,  1864.     Mustered  out  13  August,  1865, 
Ward,  Daniel. 

Acting  Third  Assistant  Engineer,  18  February,  1864.  Honorably  discharged  8  Oc- 
tober, 1865. 

Ward,  Daniel. 

Mate,  17  January,  1862.     Boatswain,  11  December,  1872. 
Ward,  E.  C. 

Professor,  4  March,  1835.     Resigned  38  April,  1848. 
Ward,  Edward  C. 

Midshipman,  2  February,  1839.     Passed  Midshipman,  3  July,  1835.     Lieutenant, 
8  September,  1841.     Dismissed  35  March,  1851. 
Ward,  Elijah. 

Acting  Assistant  Paymaster,  13  May,  1863.     Mustered  out  13  December,  1865. 
Ward,  George  W. 

Acting  Master,  31  October,  1861.     Dismissed  11  October,  1863. 
Ward,  Henry. 

Midshipman,  9  November,  1813.     Lieutenant,  5  March,  1817.     Died  0  .luiy,  1835. 
Ward,  James. 

Acting  Third  Assistant  Engineer,  4  January,  1863.     Honorably  discharged  8  De- 
cember, 1865. 
Ward,  James  H. 

Midshipman,  4  March,  1823.  Passed  Midshipman,  33  March,  182!).  Lientenant, 
3  March,  1831.  Commander,  9  September,  1853.  Killed  in  action  27  June' 
1861. 


GENERAL  NAVY  KEGIETER.  745, 

Ward,  John. 

Assistant  Surgeon,  28  April,  1848.     Passed  Assistant  SHrgeon,  32  April,  1854 
Resigned  3  April,  1861. 
Ward,  John  H. 

Acting  Third  Assistant  Engineer,  9  January,  1865.  Honorably  discharged  21  Oc 
tober,  1865. 

Ward,  Jos. 

Gunner,  27  December,  1834.     Dismissed  8  March,  1836. 
Ward,  Peter  T. 

Carpenter,  8  June,  1870. 
Ward,  Rohert. 

Midshipman,  18  May,  1809.     Dismissed  10  October,  1811. 
Ward,  Stillman  W. 

Mate,        November,  1862.     Acting  Ensign,  8  August,  1864.     Resigned  30  May,, 
1865. 
Ward,  Thomas. 

Sailmaker,  25  September,  1879. 
Ward,  William. 

Sailmaker,  14  August,  18S4.     Died  24  Jlay,  1844. 
Ward,  William. 

Midshipman,  1  February,  1826.    Passed  Midshipman,  28  April,  1833.     Lieutenant, 
8  March,  1837.     Died  10  June,  1838. 
Ward,  William  O. 

Mate,  13  March,  1865.     Honorably  discharged  4  September,  1865. 
Ward,  William  H. 

Midshipman,  7  April,  1847.     Resigned  10  December,  1852. 
Ward,  William  S. 

Midshipman,  17  Pebruary,  1849.    Passed  Midshipman.  13  June,  1855.     Master, 
16  September,  1855.     Lieutenant,  9  September,  1856.     Dismissed  16  .July,  1861 
Ward,  William  S. 

Mate,  1  October,  1862.     Resigned  18  January,  1864. 
Warden,  Z.  P, 

Midshipman,  1  March,  1836.     Cashiered  10  December,  1830. 
Warden,  Halsten. 

Acting  Third  Assistant  Engineer,  30  December,  1861.  Appointment  revoked 
(Sick,)  31  May,  1863. 

Wardle,  R.  C. 

Assistant  Surgeon,  10  December,  1814.     Drowned  in  August,  1819. 

Wardrop,  William. 

Acting  Ensign,  29  October,  1863.     Appointment  revoked  (Sick,)  26  January,  1864. 
Ware,  Charles  V. 

Acting  Ensign,  16  September,  1864.     Resigned  3  May,  1865. 

Ware,  Edward  H, 

Acting  Assistant  Surgeon,  27  April,  1866.  Assistant  Surgeon,  18  June,  1866. 
Passed  Assistant  Surgeon,  10  June,  1870.  Surgeon,  25  November,  1877.  Died 
13  August,  1878. 

Ware,  Joseph. 

Acting  Ensign,  19  May,  1864.     Honorably  discharged  30  September,  I860. 

Ware,  Paul,  Jr. 

Acting  Ensign,  18  December,  1863.     Honorably  discharged  30  September,  1865. 

Ware,  Thomas  R. 

Purser,  28  June,  1843.     Dismissed  13  June,  1801. 

Warfield,  Anderson. 

Surgeon,  1  July,  1799.  Discharged  31  August,  1801,  under  Peace  Establishment 
Act 
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Tl'ai-ficid,  Lot. 

Midshipman,  10  July,  1799.     Discliarged  :!  .Uily,  1801. 

Warelsani,  Ricliarcl. 

Acting  Third  Assistant  Engineer,  35  September,  186S.     Acting  Second  Assistant 
Engineer,  2  June,  1865.     Honorably  discharged  15  November,  1865. 

Waring,  Archibald  H. 

Midshipman,  19  October,  1841.     Resigned  11  July,  1848. 

Waring.  Ileisry. 

Acting  Ktisign,  8  August,  1863.     Honorably  discharged  8  November,  1865. 

Waring,  Horatio  S. 

Assistant  Surgeon,  13  March,  1813.     Resigned  38  June,  1813. 

Waring,  Howard  S. 

Midshipman,  36  June,   1867.     Graduated   1   June,,  1873.     Ensign,  15   July,  1878. 
Master,  13  July,  1878. 
Wark,  David. 

.Midshipman,  20  June,  1806.     Last  appearance  on  Records  of  Navy  Department, 
5  December,  1806. 
Warley,  Alexander  F. 

Midshipman,  17  February,  1840.    Passed  Midshipman,   11  July,  1846.     Master, 
1   March,   1855.      Lieutenant,   14   September,    1855.      Resigned  34  December, 
1860. 
Warner,  Cbarles  H. 

Acting  Third  Assistant  Engineer,  11  December,  1863.     Third  Assistant  Engineer, 
1  February,  1865.     Resigned  11  October,  1866. 
Warner,  Francis  W.  I 

Acting  Second  Assistant  Engineer,  3  June,  1861.    Acting  First  Assistant  Engineer, 
30  July,  1863.     Honorably  discharged  34  December,  1865. 
Warner,  Franklin  C 

Acting  Ensign,  7  July,  1864.     Resigned  36  February,  1867. 

Warner,  George  H. 

Acting  First  Assistant  Engineer,  16  July,  1863.     Appointment  revoked   (Sick,) 
23  December,  1863. 
Warner,  Henry ,B. 

Midshipman,  38  June,  1813.     Lieutenant,  5  March,  1817.    Cashiered  11  December, 
1834. 
Warner,   Hiram. 

Acting  Third  Assistant  Engineer,  37  September,  1863.     Acting  Second  Assistant 
Engineer,  6  October,  1863.     Acting  First  Assistant  Engineer,  31  August,  1864. 
Resigned  7  January,  1865. 
Warner,  James  H. 

Third  Assistant  Engineer,  6  February,  1851.     Second  Assistant  Engineer,  26  Feb- 
ruary, 1851.    First  Assistant  Engineer,  36  June,  1856.     Chief  Engineer,  6  De- 
cember, 1859.     Name  stricken  from  the  Rolls,  8  July,  1861. 
Warner,  John. 

Lieutenant,  2  October,  1798.     Last  appearance  on  Records  of  Navy  Department, 
29  November,  1798. 
Warner,  John. 

Mastur,  15 'September,  1813.     Died  24  August,  1814. 
Warner,  John  F. 

Acting  Assistant  Surgeon,  28  July,  1863.     Resigned  13  November,  1864. 
Warner,  Oswald. 

Acting  Assistant  Surgeon,  18  December,  1861.     Resigncrl  9  June,  1864. 
Warner,  Rnssell. 

Acting  Third  Assistant  Engineer,  11  November,  1864.     Resigned  17  May,  1866. 
Warner,  8aniuel  P.  IV. 

Acting  Assistant  Paymaster,  30  June,  1863.     Dismissed  19  February,  1863. 
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Warnick,  William  F. 

Mate,  9  June,  1864.     Honorably  dischargeci  G  December,  1866. 
Warrel,  Thomas  W. 

Midshipman,  4  July,  1805.     Dismissed  7  January,  1807. 
Warren,  Angnstus  A. 

Sailmaker,  13  September,  1853. 
Warren,  Benjamin  H. 

Cadet  Engineer,  Naval  Academy,   1   October,   1871.      Graduated  30  May,  1874. 
Assistant  Engineer,  26  February,  1875.     Retired  list,  11  June,  1878. 
Warren,  Chadbnrn  H. 

Acting  Third  Assistant  Engineer,  20  April,  1864.     Resigned   (Sick')  lo  October 
1864. 

Warren,  Cbarles  S. 

Acting  Assistant  Paymaster,  17  December,  isoi.     Resigned  14  November,  1862. 
Warren,  Ephraim  K. 

Acting  Ensign,  5  January,  1863.      Honorably   discharged   18  September,   1865. 
Acting  Ensign,  1  May,  1866.     Mustered  out  15  October,  1867. 
Warren,  George  A. 

Acting  Assistant  Surgeon,  8  July,  1864.     Honorably  discharged  14  September, 
1865. 
Warren,  H.  O. 

Mate,  14  December,  1863.     Resigned  35  July,  1863. 
Warren,  Isaac. 

Acting  Master,  1861.     Resigned  33  July,  1862. 
Warren,  Josbna  D. 

Acting  IMaster,  2  October,  1861.     Acting  Volunteer  Lieutenant,   13  May,  1863. 
Resigned  21  October,  1864. 
Warren,  Xahnni. 

Master's  Mate,  6  February,  1815.     Died  10  June,  1843. 
Warren,  O.  B. 

Acting  Master,  22  March,   1863.      Appointment  revoked  fSick,)  33  November, 
1864. 
Warren.  Robert. 

Lieutenant,  13  July,  1799.     Discharged  10  May,  1801. 

Warren,  Sylvanns. 

Acting  Second  Assistant  Engineer,  21  May,  1863.     Honorably  discharged  29    De 
ccmber,  1865. 
Warrington,  Franlilin  C 

Acting  Third  Assistant  Engineer,  10  December,  1863.  Honorably  discharged 
14  November,  1865. 

Warrington,  Josepli  H. 

Third  Assistant  Engineer,  21  May,  1857.     Resigned  1  February,  1860. 

Warrington,  IiCwis,  Jr. 

Purser,  13  September,  1841.     Dismissed  11  June,  1863. 

Warrington,  I,ewis. 

Midshipman,  6  January,  1800.  Lieutenant,  7  February,  1807.  Commander, 
24  July,  1813.     Captain,  22  November,  1814.     Died  12  October,  1851. 

Warrington,  Miles  K. 

Midshipman,  30  January,  1838.  Passed  Midshipman,  20  May,  1844.  Master, 
2  December,  1851.  Lieutenant,  IR  Decmber.  ls,-)2.  Dismissed  IS  July,  1859. 
Lieutenant,  21  December,  1859.     Died  20  September,  18(i0. 

Waslibnrn,  Alfred. 

Acting  Master,  28  December,  1861.     Died  14  May,  1865. 

Wasbbnrn,  Henry  W.  . 

Actino-  blaster,  36  February,  1863.     Honorably  discharged  3  April,  1866. 
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Washburn,  Saiimel  B. 

Acting  Master,  1 1  November,  1861.  Dismissed  30  December,  1861.  Re-appointert 
11  January,  1862.  Acting  Volunteer  Lieutenant,  21  .January,  1864.  Honorably 
discharged  34  October,  1865. 

Waslibnrne,  Charles  P. 

Acting  Master,  31  January,  1863.     Appointment  revoked  (Sick,)  30  July,  1864. 

Washbnrne,  Cornelius. 

Mate,  7   January,   1863.    Acting  Ensign,   11  December.  1863.     Honorably   dis- 
charged 16  December,  1865. 
Washington,  Bailey. 

Surgeon,  34  July,  1813.    Died  4  August,  1854. 

Washington,  H.  W.  M. 

Assistant  Surgeon,  17  April,  1856.     Passed  Assistant  Surgeon,  35  March,  1861. 
Dismissed  10  May,  1861. 
Washington,  Richard. 

Acting  Assistant  Paymaster,  18  July,  1861.  Assistant  Paymaster,  34  August, 
1861.    Paymaster,  14  April,  1862.     Pay  Inspector,  28  August,  1876. 

Washington,  S.  A. 

Midshipman,  1  November,  1836.     Resigned  17  April,  1834. 

Washington,  S.  S. 

Midshipman,  1  December,  1838.     Lost  in  the  "  Hornet,'"  10  September,  1839. 

Washington,  S.  W. 

Midshipman,  15  November,  1809.  Last  appearance  on  Records  of  Navy  Depart- 
ment, 1815.     Alexandria. 

Washington,  T.  M. 

Midshipman,  31   October,  1834.     Passed  Midshipman,  4  June,  1831.     Lieutenant, 
13  January,  1886.    Resigned  17  August,  1838. 
Washington,  W.  S.  J. 

Midshipman,  5  February,  1812.     Dismissed  1  May,  1838. 

Wasson,  Alonzo  M.  li. 

Acting  Third  Assistant  Engineer,  18  April,  1863.     Honorably  discharged  7  No- 
vemijer,  1865. 
Wasson,  William. 

Acting  First  Assistant  Engineer,  17  November,  1862.     Died  7  July,  1863. 
Waterbury,  Sainnel  A. 

Acting  Master,  8  May,  1863.     Resigned  35  April,  1865. 
Waterman,  L<nciHS  A. 

Acting  Ensign,  39  June,  1863.  Honorably  discharged  13  August,  1865.  Acting 
Ensign,  11  December,  1866.     Mustered  out  36  March,  18C0. 

Waterman,  Rutns,  Jr. 

Midshipman,  25  September,  1861.     Graduated  June,  1866.     Ensign,  12  March, 
1868.    Master,  21  March,  1869.     Lieutenant,  21  March,   1870,     Resigned   8  De- 
cember, 1871. 
Waterman,  William  li. 

Acting  Third  Assistant  Engineer,  19  September,   1863.     .Appointment  revoked 
15  February,  1805. 
Waters,  John  O. 

Mate,  16  September,  1863.  Acting  Ensign,  28  November,  1802.  Resigned 
13  April,  1864. 

Waters,  Kirven. 

Midshipman,  1   September,  1811.     Lieutenant,  30  June,  1814.     Died,  of  vf  ounds 
received  in  action,  36  September,  1815. 
Waters,  TVicholas  B. 

Midshipman,  1  November,  1837.     Resigned  6  October,  1833. 
Waters,  Willjasn. 

Lioutswain,  8  necember,  1835.     Died  7  September,  1851. 
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Watkeys,  Edward  H. 

Acting  Ensign,  13  January,  1863.     Died  30  July,  1864. 
Watkins,  Clarence. 

Midshipman,  1  December,  1828.     Died  19  July,  1834. 
Watkins,  Erasmus. 

Midshipman,  1  January,  1812.     Resigned  1  December,  1817. 
Watkins,  Ueorge  R. 

Acting  Assistant  Paymaster,  31  December,  1863.    Honorably  discharged  5  Decem- 
ber, 1865.    Passed  Assistant  Paymaster,  23  July,  1866.    Paymaster,  10  February, 
1870. 
TVatkins,  Henry  J. 

Acting  Third  Assistant  Engineer,  24  September,  1862.    Acting  Second  Assistant 
Engineer,  17  August,  1864.    Honorably  discharged  25  September,  1865. 
Watklns,  Mayo  Carrington. 

Midshipman,  8  May,  1834.    Passed  Midshipman,  16  July,  1840.    Master,  22  March, 
1847.    Lieutenant,  15  July,  1847.    Died  19  September,  1860. 
Watkins,  Milton  TV. 

Sailmaker,  18  April,  1879. 
fFatkins,  Tobias. 

Assistant  Surgeon,  20  July,  1799.     Resigned  1  January,  1801. 
Watkins,  T.  ISascoin. 
Gunner,  5  October,  1861. 
IVatuiongh,  James  H. 

Acting  Midshipman,  24  November,  1843.    Purser,  12  December,  1844.    Pay  Di- 
rector, 3  March,  1871.    Acting  Paymaster  General,  1  March,  1873,  to  23  Febru- 
ary, 1877.    Paymaster  General,  23  February,  1877,  to  17  November,  1877. 
Watmougta,  Pendleton  O. 

Midshipman,  20  September,  1841.    Passed  Midshipman,  10  August,  1847.    Master, 
14  Septemlser,  1855.    Lieutenant,  15  September,  1855.    Resigned  26  April,  1859. 
Acting  Lieutenant,  13  May,  1861.     Lieutenant-Commander,  16  July,  1862.    Re- 
signed 28  July,  1865. 
WatmoDgh,  William  1V. 

Acting  Assistant  Paymaster,  7  November,  1862.     Assistant  Paymaster,  30  June, 
1864.    Paymaster,  4  May,  1866. 

IVatson,  Andrew  J. 

Purser,  1  May,  1831.    Lost  in  "■Levant,''  18  September,  1860. 

Watson,  A.  Eugene. 

Purser,  31   August,  1836.     Retired  list,  15  November,  1862.      Pay  Director  on 
Retired  list,  3  March,  1871.    Died  10  July,  1876. 

Watson,  Charles  F. 

Mate,  25  August,  1863.     Acting  Ensign,  19  January,  1863.    Honorably  discharged 
9  November,  1868. 
Watson,  DaTid. 

Acting  Assistant  Surgeon,  14  September,  1863.     Resigned  3  July,  1865. 

Watson,  Eugene  W. 

Acting  Ensign,  18  September,  1863.     Ensign,  13  March,  1868.     Master,  18  De- 
cember, ]8liS.     Lieutenant,  21  March,  1870. 

Watson,  E.  W. 

Acting  Master,  25  June,  1863.     Resigned  30  August,  1862. 

Watson,  Frank.  ,    , 

Mate,  12  May,  1863.     Acting  Ensign,  29  March,  1354.     Appomtment  revoked 
(Sick,)  25  .lanuary,  1865. 
Watson,  Frank. 

Sailmaker,  3  March,  1877. 

Watson,  George  W. 

Acting  Master,  27  May,  1861.     Resigned  4  November,  1861. 
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Watson,  Henry. 

Mate,  9  December,  186;5.     Honorably  discharged  I  November,  1868. 

Watson,  James.    , 

Boatswain,  9  March,  1S02.     Resigned  9  April,  1807. 

Watson,  James. 

Midshipman,  18  June,  1812.     Discharged  from  the  Service  0  July,  1813. 

Watson,  James. 

Boatswain,  date  not  known.     Died  31  December,  1819. 

Watson,  James  M. 

Midshipman,  1  February,  1823.     Passed   Midshipman,  23  March,  1829,     Lieuten- 
ant, 30  December,  1831.     Reserved  list,  13  September,  1855.     Commander  on 
Reserved  list,  1  February,  1861.     Commodore,  Retired  list,  4  April,  1867.    Died 
17  April,  1873. 
Watson,  James  P. 

Lieutenant,  13   February,  1799.     Last   appearance   on  Records  of  Navy  Depart- 
ment, 27  November,  1800. 
Watson,  J.  Crittenden. 

Acting  Midshipman,  29  September,  1856.     Midshipman,  15  June,  1860.     Master, 
19    September,    1861.     Lieutenant,    16    July,    1863.      Lieutenant-Commander, 
25  July,  1866.    Commander,  23  January,  1874. 
Watson,  John. 

Carpenter,  29  July,  1799.     Warrant  given  up. 
Watson,  John  Ii. 

Chaplain,  8  August,  1855.     Retired  list,  21  December,  1861. 
Watson,  John  S.,  1st. 

Acting  Master,  9  September,  1861.    Acting  Volunteer  Lieutenant,  7  August,  1865. 
Honorably  discharged  21  October,  1866. 
Watson,  John  S.,  3nd. 

Acting  Master,  17  November,  1863.    Acting  Volunteer  Lieutenant,  3  June,  1864. 
Honorably  discharged  30  October,  1865. 
Watson,  Joseph. 

Purser,  36  May,  1834.     Died  16  February,  1831. 
Watson,  Joseph. 

ActiEjj  Assistant  Paymaster,  18  August,  1862.     Honorably  discharged   7  Novem- 
bei-,  1865. 
Watson,  Joshna. 

Midshipman,  4  July,  1805.     Died  1  June,  1811. 
Watson,  M.  D.  E.  W. 

Midshipman,  21  October,  1831.     Dismissed  20  May,  1836. 
Watson,  Benben  O. 

Acting    Third    Assistant    Engineer,   4   October,    1864.      Honorably   disohartrf^d 
29  August,  1865.  ^ 

Watson,  Thomas  O. 

Acting  Ensign,  10  June,  1864.     Honorably  discharged  23  February,  1867. 
Watson,  W.  Argyle. 

Acting  Assistant  Surgeon,  21  May,  18G1.     Resigned  3  February,  1864. 
Watson,  l^nsiniii. 

Acting  Ma^lur,  M  August,  1861.     Resigned  29  July,  1862.     Re-appointed  4  AiK'Ust, 
1862.     Honorably  discharged  29  October,  1865.  ° 

Watson,  William  H. 

Midshipman,  1   January,  1808.     Lieutenant,  7  March,  1813.     Died  13  Seutembor 
1823.  ' 

Watters,  II.  H. 

Midshipman,  1  June,  1826.     Resigned  16  March,  1830. 
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Waiters,  John. 

Midshipman,  13  February,  1846.     Passed  Midshipman,  8  June,   1853.    Master, 

15  September,  1855.     Lieutenant,  l(i  September,  1855.     Lieutenant-Commander, 

16  July,  1863.     Commander,  35  July,  1866.     Died  33  January,  1874. 
Waiters,  Joseph. 

Third  Assistant  Engineer,  23  October,  18G0.     Second  Assistant  Engineer,  8  De- 
cember, 1863.     First  Assistant  Engineer,  1  December,  1864,     Died  13  September, 
1866. 
Watters,  William  H. 

Acting  Third  Assistant  Engineer,   17  November,   1864.     Honorably  discharged 
27  October,  1865. 
Wattles,  Charles  T. 

Midshipman,  1  May,  1833.     Died  10  November,  1823. 
Watts,  Andreir  C. 

Mate,  29  November,  1864.     Resigned  9  May,  1865. 
Watts,  Edward. 

Midshipman,  18  June,  1813.     Last  api^earance  on  Records  of  Navy  Department, 
25  September,  1815.     Killed  by  a  fall  from  masthead.  ' 

Watts,  George. 

Master,  20  April,  1813.     Killed  in  action  38  November,  1812. 

Watts,  H.  K. 

Acting   Assistant    Surgeon,   39    April,    1864.      Honorably   discharged   2   April, 
1866. 
Watts,  James  XI. 

Third  Assistant  Engineer,  17  March,  1863.     Second  Assistant  Engineer,  38   Sep- 
tember, 1864.     Drowned  9  July,  1871 . 
Watts,  Joseph. 

Acting  Third  Assistant  Engineer,  9  July,  1863.     Acting   Second  Assistant  Engi- 
neer, 31  October,  1864.     Resigned  13  May,  1865. 
Watts,  Thomas. 

Master,  9  February,  1809.    Last  appearance  on  Records  of  Navy  Department,  181o. 
Charleston,  8.  0. 
Watts,  William. 

Midshipman,  10  April,  1863.     Graduated  June,  1866.     Ensign,  13  March,   1868. 
Master,  26  March,  1869.     Lieutenant,  21  March,  1870. 
Wangh,  Alexander. 

Acting  Master,  6  December,  1861.     Appointment  revoked  13  January,  1864. 
Wangh,  £dward  J. 

Gunner,  1  July,  1861.     Dismissed  4  April,  1879. 

Wangh,  Jos. 

Midshipman,  30  November,  1814.     Resigned  31  February,  1815. 

Wangh,  William  F. 

Assistant  Surgeon,  3  April,  1873.     Resigned  1  April,  1876. 
Wanklin,  Henry. 

Acting  Third  Assistant  Engineer,  36   September,   1863.     Honorably  discharged 
21  September,  1865. 

Wanklin,  John  I>. 

.    Acting  Third  Assistant  Engineer,  6  May,  1864.     Honorably  discharged  9  Decem- 
ber, 1865. 
Way,  Francis  S. 

Mate,  11  September,  1863.     Dismissed  18  January,  1864. 

Wayne,  Charles. 

Assistant  Surgeon,  29  August,  1825.     Died  19  August,  1838. 

Wayne,  T.  S. 

Uidshipman,  1  January,  1825.     Resigned  18  December,  1827. 
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Wayne,  William  A. 

Midsliipman,  27  October,  1833.    Passed  Midshipman,  8  July,  1839.     Lieutenant, 

4  June,  1844.     Resigned  1  May,  1861 

Wayne.  William  C. 

Midshipman,  17  Deceml)er,  1810.  Last  appearance  on  Records  of  Na^/y  Bepart- 
ment,  1815.     Sloop  "  Wasp'^ 

WeaTer,  Aaron  W. 

Midshipman,  10  May,  1848.  Passed  Midshipman,  15  June,  1854.  Master,  15  Sep- 
tember, 1855.  Lieutenant,  11  September,  1855.  Lieutenant-Commander.  16 
July,  1863.    Commander,  25  July,  1866.     Captain  8  August,  1876. 

WeaTer,  diaries  H. 

Mate,  7  January,  1863.     Resigned  23  June,  1863. 

Weaver,  Calvin  R. 

Acting  Second  Assistant  Engineer,  10  October,  1863.     Honorably  discharged, 

19  September,  1865. 
Weaver,  D.  Edward. 

Acting  First  Assistant  Engineer,  1  October,  1862.     Acting  Chief  Engineer,  9  June, 
1863.     Resigned  26  July,  1864. 
Weaver,  George  F. 

Midshipman,  3  August,  1816.    Died  5  October,  1825. 
Weaver,  James  R. 

Midshipman,  30  November,  1861.  Graduated  November,  1864.  Ensign,  1  No- 
vember, 1866.     Master,  1  December,  1866.     Resigned  4  December,  1867. 

Weaver,  'Samnel. 

Acting  Second  Assistant  Engineer,  9  December,  1863.     Honorably   discharged 

20  October,  1865. 
Weaver,  William  A. 

Midshipman,  4  February,  1811.     Lieutenant,  27  April,  1816.     Cashiered  37  No- 
vember, 1824. 
Weaver,  William  Dixon. 

Cadet  Engineer,  Naval  Academy,   14  September,   1876.      Graduated   10  June, 
1880. 
Weaver,  William  H. 

Midshipman,  19  October,  1841.     Passed  Midshipman,  10  August,  1847.    Died 
34  September,  1851. 
Weaver,  William  L. 

Mate,  7  January,  1862.     Resigned  22  June,  1863. 
Webb,  Charles. 

Assistant  Surgeon,  30  March,  1800.     Surgeon,   19   November,   1800.     Cashiered 
10  July,  1801. 
Webb,  Cbarles  li. 

Acting  Assistant  Paymaster,  17  December,  18C1.     Appointment  revoked  (Sick,) 
13  December,  1863. 
Webb,  Francis  K. 

Acting  Ensign,  14  October,  1862.  Acting  Master,  22  January,  1864.  Honorably 
discharged  4  October,  1865. 

Webb,  Gilbert. 

Acting  Third  Assistant  Engineer,  8  August,  1863.     Resigned  15  August,  1865. 
Webb,  Henry. 

Mute,  7  March,  1864.     Dismissed  11  April,  1865. 
Webb,  James. 

Saihnakti-,  11  November,  1798.    Last  appearance  on  Records  of  Navy  Department, 

5  December,  1798.    Discharged. 
Webb,  James  P. 

Midshipman,  2  April,  1804.     Resigned  15  May,  1806. 
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Webb,  James  R. 

Acting  Second  Assistant  Engineer,  27  January,  1863.  Honorably  discharged 
28  October,  1865. 

Webb,  John. 

Boatswain,  13  November,  1799.  Discharged  14  September,  1801,  under  Peace 
Establishment  Act. 

Webb,  John  B. 

Acting  Assistant  Paymaster,  9  March,  1863.     Dismissed  10  November,  1863. 
Webb,  Jolin  M. 

Carpenter,  21  January,  1840.     Died  16  June,  1847. 
Webb,  John  S. 

Midshipman,  4  June,  1799.  Discharged  5  June,  1801,  under  Peace  Establishment 
Act.  • 

Webb,  Robert  JLeslie. 

Third  Assistant  Engineer,  11  February,  1862.     Second  Assistant  Engineer,  15  Oc- 
tober, 1863.     Dropped  9  March,  1868.     Restored  to  original  place.  6  April, 
1868.    Died  13  June,  1870. 
Webb,  Thomas  E. 

Assistant  Naval  Constructor,  27  February,  1865.     Naval  Constructor,  17  July,  1868. 
Webb,  I'homas  T. 

Midshipman,   1  January,  1808.      Lieutenant,   19  December,  1814.      Commander, 

8  March,  1831.     Captain,  8  March,  1841.     Died  11  April,  1853. 
Webb,  Thomas  M. 

Mate,  5  September,  1863.    Appointment  revoked  (Sick,)  34  October,  1864. 
Webb,  William  A. 

Midshipman,   36   January,   1838.     Passed   Midshipman,   2   July,  1845.     Master, 

9  October,  1853.     Lieutenant,  13  June,  1854.     Resigned  17  May,  1861. 

Webb,  William   H. 

Mate,  19  June,  1862.     Acting  Ensign,  27  January,  1864.     Ensign,  13  March,  1868. 
Master,  18  December,  1868.     Lieutenant,  31  March,  1870. 
Webber,  George  C. 

Acting  Assistant  Surgeon,   14  November,  1863.     Honorably  discharged  13  July, 
1865. 
Webber,  John. 

Gunner,  36  May,  1852.     Died  38  November,  1869. 
Webber,  John  J.  W. 

Acting  Master,  28  December,  1861.     Dismissed  24  June,  1863. 

Webber,  Sainnel  G. 

Assistant  Surgeon,  23  May,  1862.     Resigned  10  April,  1860. 

Webber,  William  E. 

Acting  Gunner,  9  September,  1862.  Honorably  discharged  28  February,  1866. 
Gunner,  37  August,  1873. 

Weber,  Tjawrence. 

Acting  Ensign,  13  January,  1864.     Resigned  23  October,  1864. 

Weber,  Robert  I<. 

Assistant  Surgeon,  20  May,  1859.  Passed  Assistant  Surgeon,  17  December,  1868. 
Surgeon,  25  January,  1863.    Retired  list,  33  November,  1863. 

Webster,  £dnin. 

Acting  Assistant  Paymaster,  19  April,  1864.  Honorably  discharged  36  September, 
1865. 

W^ebster,  Sarrie. 

Acting  Third  Assistant  Engineer,  8  February,  1863.  Third  Assistant  Engineer, 
20  May,  1864.  Retired  list,  29  December,  1865.  Restored  to  Active  list  as  Third 
Assistant  Engineer,  with  original  date  and  position,  26  January,  1866.  Second 
Assistant  Engineer,  1  Januany,  1868.  Passed  Assistant  Engineer,  29  October, 
1874. 

if' 
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Webster,  H.  C. 

Mate,  19  September,  1861.     Died  19  September,  1862. 

Webster,  John. 

Acting  Third  Assistant  Engineer.  3  July,  1863.     Honorably  discharged  24  Decem- 
ber, 1865. 
Webster,  John  A. 

Master,  1  March,  1814.     Discharged  l'>  April,  1815. 

Webster,  John  T,. 

Acting  Assistant  Paymaster,  9  October,  1862.     Resigned. 

Webster,  I^ewis  D. 

Midshipman,  26  September,  1863.     Graduated  June,  1867.     Ensign,  18  December, 
1868.     Master,  21  March,  1870.     Lieutenant,  21  March,  ]  871.    Resigned  28  Feb- 
ruary, 1873. 
Webster,  Milton. 

Acting  Ensign,  24  June,  1863.     Honorably  discharged  19  Seplciubor,  loOT. 

Webster,  Nelson. 

Midshipman,  16  January,  1809.     Lieutenant,  9  December,  1814.     Died  24  Aiisjust, 
1825. 
Webster,  Thaddens  I>. 

Acting  Third  Assistant  Engineer,  4  January,  1862.     Resigned  19  October,  1864. 
Webster,  Walter  A. 

Acting  Third  Assistant  Engineer,  27  December,  1864.     Honorablv  discharged 
14  September,  1865. 
Webster,  William  E. 

Acting  Third  Assistant  Engineer,  23  March,  1863.     Honorably  discharged  12  No- 
vember, 1868. 
Wedderburm,  A.  J. 

Assistant  Surgeon,  22  December,  1835.     Passed  Assistant  Surgeon,  1   January, 
1842.     Resigned  14  June,  1844. 
Wederstraudt,  P.  C. 

Midshipman.  16  Jlarch,  1798.    Lieutenant,  25  June,  1800.    Commander,  27  August, 
1807.     Resigned  2  May,  1810. 
Weed,  John  B. 

Midshipman,  13  December,  1837.     Dismissed  13  July,  1838. 
Weed.  Joseph  D. 

Mate,  33  January,  1862.     Resigned  (Sick,)  26  March,  1863. 
Weeden,  George  W. 

Acting  Master,  4  December,  1861.     Resigned  5  August,  1862. 
Weeden,  Charles  I<. 

Mate,  26  March,  1863.     Acting  Ensign,  18  June,  1864.     Resigned  3  December. 
1864. 
Weeks,  Benjamin  8. 

Acting  Master,  20  December,  1861.     Resigned  18  April,  1865. 
Weeks,  Edmund  C. 

Acting  Master,  4  September,  1861.     Resigned  6  July,  1864. 
W^eeks,  George  M. 

Acting  Assistant  Surgeon,  1  July,  1862.     Resigned  18  November,  1863. 
Weeks,  James  C. 

Acting  Ensign,  22  June,  1863.     Honorably  discharged  5  November,  1865. 
Weems,  Edward  D. 

Third  Assistant  Engineer,  25  March,  1862.     Second  Assistant  Engineer,  1  Novem- 
ber, 1863.     Resigned  6  September,  1867. 
Weems,  John. 

Midsliipniiin,  1  March,  1825.  Resigned  20  June,  1827.  Midshipman,  4  August, 
1S37.  Passed  Midshipman,  10  Jane,  1833.  Lieutenant,  22  December  ]S'iS 
Died  29  M;iy,  1840. 
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Weeins,  X.  T. 

^'rum'!\so7'°"'  ^^  ^^P"^'"'''^'''  ^^02-     ^"2'^°^^'  1  --"ly-  I'^OS.    Resigned  20  Feb- 
WeeiHS,  Rt»lla. 

Midshipman,  1  January,  1818.     Died  October,  i82;j. 
M'egnianu.  Albert. 

Mi^dshipman,  23  September,  1870.     Graduated  1  JuDe.  1S74.     Resigned  16  JLurli. 

Weidenberu,  Cbarles. 

^^le'septembef^  ms  ^'''^^  ^°''^'''  ^  ^^P*^™''^'"'  ^^^^-    Honorably  discharged 
IFelduian,  John. 

Acting  Midshipman,  32  September,  1857.    Midshipman,  1  Jun«,  1861.    Lieuten- 
30  June  1875'  Lieutenant-Commander,   25    July,   1866.      Retired    list, 

Weil,  Samnel  H. 

Actiiij,  Assistant  Surgeon,  13  January,  1863.     Resigned  22  February,  isc.l 
Weir,  Andrew. 

Midshipman,  6  July,  1836.     Passed  Midshipman,]   July,  1842.     Master    '  Juw- 
1849.     Lieutenant,  33  January,  1850.     Resigned  8  June,  1853 
Weir,  Robert. 

Third  Assistant  Engineer,  25  August,  1862.     Second  Assistant  Engineer,  20  Feb- 
ruary, 1864.     Resigned  19  June,  1865. 
Weir,  Robert  McQ. 

Acting  Second  Assistant  Engineer,  3  September,  1864.     Honorably  dischareed 
20  May,  1868.  ^ 

Weisenthall,  T.  V. 

Assistant  Surgeon,  10  December,  1814.     Dismissed  7  April,  1839. 
Welch,  Aristides. 

Purser,  37  June,  1846.     Resigned  9  February,  1856. 
Welch,  Charles  P. 

Midshipman,  39  September,  1864.     Graduated  June,  1868.     Ensign,  19  April  1869 
Retired  list,  8  November,  1873. 
Welch,  Daniel. 

Mate,  1  October,  1862.     Died  18  March,  1863. 
Welch,  Daniel. 

Acting  Third  Assistant  Engineer,  39  April,  1864.     Honorably  discharged  38  Au- 
gust, 1865. 
Welch,  George  E. 

Acting  Volunteer  Lieutenant,  31  October,  1861.  Resigned  13  April,  1862.  Acting 
Volunteer  Lieutenant,  1  July,  1862.  Honorably  discharged  13  September 
1865. 

Welch,  John  Jf. 

Acting  Ensign,  16  April,  1863.     Acting  Master,  1  August,  1864.     Honorably  dis- 
charged 10  December,  1865. 
Welch,  William. 

Mate,  13  June,   1864.     Honorably  discharged  15  May,  1866.     Mate,  30  August, 
1866.      Ensign,    13   March,    1868.      Master,   18   December,   1868.     Lieutenant' 
21  March,  1870. 
Welch,  William  E. 

Acting  Master,  4  November,  1861.     Dismissed  6  August,  1862. 
Welcker,  William. 

Acting  Third  Assistant  Engineer,  4  November,  1863.     Acting  Second  Assistant 
Engineer,  9  December,  1864.     Honorably  discharged  25  August,  1867. 
Weld,  A.  ». 

Acting  Assistant  Paymaster,  6  February.  1863.     Dead. 
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Weld,  Francis  M. 

Assistant  Surgeon,  23  May,  1862.     Resigned  31  December,  18G3. 

Weld,  William  W.  „         „     ,. 

Mate,  19  September,  1801.  Acting  Ensign,  26  September,  1863  Honorably  dis- 
cbarged  26  December,  lS6d. 

Welden,  James. 

Master's  Mate,  23  April,  1805.     Appointment  revoked  23  May,  1805. 

Weldoii,  William  H. 

Assistant  Paymaster,  25  September,  1861.     Resigned  31  December,  1863. 

Welles,  Charles 

Mate,  28  July,  1862.  Acting  Ensign,  19  January,  1864.  Honorably  discharged 
24  August,  1865. 

Welles,  Joseph  D. 

Mate,  12  September,  1862.  Acting  Ensign,  9  May,  1863.  Acting  Master,  7  No- 
vember, 1864.    Honorably  discharged  22  April,  1866. 

Wells,  Alexander  H. 

Midshipman,  14  December,  1881.     Drowned  30  November,  1836. 

Wells,  Benjamin  A. 

Assistant  Surgeon,  10  December,  1814.     Died  26  November,  1835. 

Wells,  Benjamin  F. 

Midshipman,  23  September,  1841.     Dismissed  28  August,  1849. 

Wells,  Bezaleel. 

Midshipman,   1  July,  1825.     Last  appearance  on  Records  of  Navy  Department, 
1826.    Dead. 
Wells,  Charles. 

Midshipman,  22  December,  1847.     Dropped  28  February,  1849. 

Wells,  Charles  C. 

Acting  Master,  5  October,  1861.  Honorably  discharged  21  December.  1865. 
Acting  Master,  11  December,  1866.     Mustered  out  16  May,  1867. 

Wells,  Charles  J.  S. 

Assistant  Surgeon,  24  January,  1862.     Passed  Assistant  Surgeon,  30  October,  1865. 
Surgeon,  6  July,  1872.     Died  1  January,  1881. 
Wells,  Charles  S. 

Mate,  18  December,  1863.    Died  28  April,  1864. 

Wells,  Clark  H. 

Midshipman,  25  September,  1840.     Passed  Midshipman,  11  July,  1846.     Master, 
1   March,   1855.     Lieutenant,   14   September,    1855.      Lieutenant-Cojnmander, 
16  July,  1862.     Commander,  35  July,  1866.     Captain,  19  June,  1871.     Com- 
modore, 23  January,  1880. 
Wells,  Edwin. 

Third  Assistant  Engineer,  1  July,  1861.  Second  Assistant  Engineer,  18  December, 
1862.  First  Assistant  Engineer,  30  January,  1865.  Chief  Engineer,  31  May, 
1880. 

Wells,  F.  O. 

Mate.    Dismissed  16  March,  1863. 

Wells,  Francis  S. 

Acting  Master,  8  June,  1861.     Acting  Volunteer  Lieutenant,  7  May.  1863.     Acting 
Volunteer    Lieutenant-Commander,    27    May,    1865.      Honorably    discharged 
31  March,  1866. 
Wells,  Frederick. 

Acting  Assistant  Paymaster,  5  April,  1865.    Honorably  discharged  30  October, 
1865. 
fVells,  George. 

Midshipman,  18  December,  1833.  Passed  Midshipman,  8  July,  1839.  Lieutenant, 
20  September  1845.    Retired  4  February,  1862.     Died  37  October,  1864. 
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WeUs,  Henry. 

Assistant  Surgeon,  25  July,  1798.     Surgeon,  2  August,  1799.     Last  appearance  on 
Records  of  Navy  Department. 
Wells,  Henry. 

Midshipman,  30  June.  1806.     Lieutenant.  6  January,  1813.     Resigned  8  February, 
1820. 

Wells,  Henry  M. 

Assistant  Surgeon,  30  July,  1861.     Passed  Assistant  Surgeon,  22  June,    1864. 
Surgeon,  9  October,  1866. 
Wells,  Henry  ST. 

Mate,  22  April,  1863.     Acting  Ensign,  17  February,  1864.     Honorably  discharged 
6  June,  1866. 

Wells,  Howard. 

Assistant  Surgeon,  10  December,  1878.     Passed  Assistant  Surgeon,  23  December, 
1876. 
Wells,  James. 

Surgeon,  24  April,   1799.     Last   appearance  on   Records  of  Navy  Department, 
11  January,  1806.    Dead. 
Wells,  Jobn  C. 

Acting  Master,  26  February,  1862.     Acting  Volunteer  Lieutenant,  10  July,  1865. 
Honorably  discharged  21  November,  1865. 
Wells,  Jobn  C. 

Acting  Third  Assistant  Engineer,  17  October,  1863.     Honorably  discharged  2  No- 
vember, 1865. 
Wells,  John  T. 

Acting  Assistant  Surgeon,  1  June,  1871.     Resigned  1  September,  1874. 
Wells,  Joseph  £. 

Acting    Second    Assistant    Engineer,    20    June,    1864.      Honorably   discharged 
21  August,  1865. 
Wells,  liynian. 

Acting  Master,  22  November,  1861.     Honorably  discharged  10  February,  1869. 

Wells,   Robert. 

Master,  8  September,  1798.     Last  appearance  on  Records  of  Navy  Department. 

Wells,  William. 

Lieutenant,  17  February,  1800.     Discharged  13  May,  1801   under  Peace  Establish- 
ment Act. 

Wells,  William  H. 

Acting  First  Assistant  Engineer,  24  August,  1863.     Resigned  1  .\-Ugast,  1864. 

Wells,  William  JV. 

Acting  Master,  19  September,  1861.     Honorably  discharged  26  October,  1865. 

Wells,  William  K. 

Acting  Master,  28  October,  1862.     Acting   Volunteer   Lieutenant,  7   December, 
1863.     Honorably  discharged  5  September,  1865. 

Wells,  William  S. 

Third   Assistant  Engineer,   18   November,   1862.      Second   Assistant    Engmeer, 
23  March,  1864.     Resigned  12  October,  1870. 

Welsh,  Edwin. 

Midshipman,  1  May,  1822.     Resigned  11  August,  1835. 

Welsh,  George  P. 

Midshipman,  4  September,  1840.     Passed  Midshipman,  11  July,  1846.     Master. 
13  August,  1854.     Lieutenant,  18  April,  1855.     Died  26  April,  1860. 

Welsh,  John. 

Boatswain,  4  January,  1823.     Died  in  1825. 

Welsh,  Joseph. 

Acting  Assistant  Surgeon,  10  September,  1864.     Dismissed  18  February,  1865. 
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Welsh,  Robert  P. 

Midshipman,  1  April,  1828.     Resigned  6  July,  1835. 

Welsh,  Thomas. 

Mate,  6  July,  1863.  Acting  Ensign,  30  November,  1864.  Honorably  discharged 
12  March,  1866. 

^t'elsh,  Thomas. 

Acting  Assistant  Surgeon,  1  September,  1861.     Resigned  30  April,  1864. 

Welton,  Henry, 

Gunner,  17  October,  1840.  Resigned  23  February,  1843.  Gunner,  27  March, 
1847.     Appointment  revoked  6  March,  1848. 

Welton,  Henry. 

Acting  Ensign,  9  January,  1861.  Acting  Master,  4  January,  1865.  Honorably 
discharged  3  October,  1865. 

Welton,  Henry. 

Boatswain,  8  August,  1837.     Appointment  revoked  13  May,  1888. 

Wemple,  David  I>. 

Acting  Midshipman,  24  September,  1858.  Ensign,  35  November,  1863.  Lieuten- 
ant, 33  February,  1864.     Killed  34  December,  1864. 

Wendell,  J.  W. 

Midshipman,  18  June,  1813.     Resigned  16  December,  1814. 

Wendell,  Tunis  I>. 

Mate.     Resigned  13  December,  1863.     Mate,  23  July,  1864.     Died  32  June,  1871. 

Wentworth,  Jere.  C 

Mate,  3  March,  1863.    Acting  Ensign,  1  December,  1863.     Acting  Master,  39  June, 
1864.    Honorably  discharged  30  May,  1865. 
Wentrworth,  Lieonard. 

Carpenter,  5  June,  1861.     Dismissed  30  September,  1864. 

Wentworth,  Walter  W. 

Acting  Assistant  Surgeon,  38  April,  1863.    Honorably  discharged  38  November, 
1865. 
Werden,  Reed. 

Midshipman,  9  January,  1834.  Passed  Midshipman,  16  July,  1840.  Lieutenant, 
37  February,  1847.  Commander,  16  July,  1863.  Captain,  25  July,  1866.  Com- 
modore, 27  April,  1871.  Rear-Admiral,  4  February,  1875.  R"etired  list,  27 
March,  1877. 

Werlhoff,  Theodore. 

Acting  Master,  15  May,  1863.     Honorably  discharged  10  August,  1865. 

Werlich,  Perciral  J. 

Cadet  Midshipman,  6  June,  1873.     Graduated  18  June,  1879. 
W^erner,  Theodore  J. 

JIate,    1   February,  1863.     Acting  Ensign,  8  May,  1865.     Honorably  discharged 
30  November,  1868. 
Werner,  Joseph. 

Acting  Third  Assistant  Engineer,  3  January,  1863.     Honorably  discliarged  4  Oc- 
tober, 1805. 
W^esoott,  William. 

Master,  4  December,  1800.     Last  appearance  on  Records  of  Navy  Department. 
Wescott,  William  H. 

Acting  Assistant  Surgeon,  4  August,  1863.     Assistant  Surgeon,  21  June,  1864. 
Resigned  27  April,  1865. 
Weskett,  Samuel. 

Acting  Ensign  and  Pilot,  1  January,  1865.    Honorably  discharged  14  August, 
1865. 
Wessels,  Frederick. 

Assistant  Burgeon,  11  March,  1829.     Died  15  November,  1834. 
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Wesson,  George  M. 

Acting  Assistant  Payraaster,  '21  July.  ]8fi2.     Resigned  4  December,  1863. 
West,  Abner. 

Acting  Master,  IS  December,  1861.     Resigned  20  Jmie,  1863. 
West,  Alexander  F.   II. 

Acting  Ensign,  20   April,  1863.      Resigned  25  Marcb,   1864.      Acting  Ensign, 
31    April,  1864.      Honorably  discharged   14   October,   1865.      Acting  Ensign, 
21  November,  lS6(i.     Mustered  out  14  May.  1868. 
West,  Charles  H. 

Acting  Assistant  i-aymaster,  9  December,  1861.     Resigned  28  December,  1864. 
West,  Cliflbrd  H. 

Midshipman,  22  September,  186;).  Graduated  June.  1867.  Ensign,  18  December, 
1868.     Master,  21  March,  187(1.     Lieutenant,  21  March,  1871. 

West,  George, 

Acting  Third  Assistant  Engineer,  16  June,  1863.  Resigned  6  June,  1868.  Acting 
Third  Assistant  Engineei,  8  November.  1864.  Honorably  discharged  24  Sep- 
tember, 1865. 

West,  George  E. 

Midshipman,  27  MTch,  1839.     Resigned  24  June,  1844, 

West,  George  S. 

Acting  Ensign,  6  December,  1862.     Died  9  August,  1863. 
West,  H. 

JIate,  29  July,  1862.     Appointment  revoked  (Sick.)  13  July,  1863. 

West,  James. 

Mate,  4  November,  1862.  .acting  Ensign.  29  March,  1865.  Honorably  discharged 
13  May,  1865. 

West,  James  E. 

Midshipman,  12  June,  1799.  Discharged  13  October,  1801,  under  Peace  Estab 
lishment  Act. 

West,  Job. 

Master,  13  May,  1813.     Resigned  4  October,  1813. 

West,  Jolui.  ^     ^     ,„„_ 

Acting  Master,  24  July,  1863.     Honorably  discharged  36  October,  1865. 

West,  John. 

Lieutenant,  4  July,  1798.     Resigned  23  January,  1799. 

^Midshipman,  3* November,  181S.     Lieutenant,  3  March,  1837.     Dismissecl  23  No- 
vember, 1844.     Master.  19  March,  1847.     Died  24  November,  1853. 

*Midsh?pi^n,  8*  November,  1818.     Lieutenant.  3  March,  1827.     Dismissed  32  No- 
vember, 1844. 

West,  liCwis.  ,^     ,    _^^ 

Acting  Master,  23  August,  1861.     Resigned  35  March,  1865. 

^*ActiS**?hSntZtant  Engineer,  9  September,  1868.  Honorably  discharged 
37  October,  1865. 

^*SidSfpmaTi?FTbruary,  1844.  /assed  Midshipman  ^O  August  184^.  Re- 
served list,  13  September,  1855.  Ensign  (retired,)  10  March,  1863.  Commander, 
Reserved  list,  4  April,  1867. 

'^I'o'ttagX'Sg.'V  J».ary.  >8M-     H-.r.W,  <li«to,E.<l  !8  Ortob.r,  1805. 

l^July    1862.    Ketired  List,  36  April,  1866.     Commander  on   Retired  list, 
4  April, 'l867.    Died  32  June,  1879. 
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West,  William  H.  ,„,,„„ 

Acting  Master,  16  May,  1861.  Acting  Volunteer  Lieutenant,  34  February,  1862. 
Acting  Volunteer  Lieutenant-Commander,  30  November,  1864.  Honorably  dis- 
charged 24  October,  1865. 

West,  William  H.  G. 

Third  Assistant  Engineer,  13  May,  1861.  Second  Assistant  Engineer,  19  Feb- 
ruary, 1863.  First  Assistant  Engineer,  1  January,  1865.  Drowned  at  Cape 
May",  19  July,  1873. 

Westcott,  Bayse  N. 

Midshipman,  5  December,  1837.  Passed  Midshipman,  29  June,  1843.  Master,, 
18  October,  1850.  Lieutenant,  11  June,  1851.  Retired  list,  14  May,  1863. 
Commander,  Retired  list,  4  April,  1867. 

Westcott,  Enlward  B. 

Acting  Ensign,  26  October,  1864.     Died  9  March,  1865. 

Westcott,  Hampton. 

Midshipman,  10  May,  1830.     Lieutenant,  17  May,  1836. 

Westcott,  JTolin  J. 

Acting  Ensign,  34  February,  1865.     Appointment  revoked  38  January,  1865 

Westcott,  E,  T. 

Acting  Ensign,  16  October,  1863.     Resigned  33  October,  1863. 

Western,  Henry,  Jr. 

Mate,  13  September,  1863.     Acting  Ensign,  7  June,  1865.     Honorably  discharged'. 
8  December,  1865. 
Westervelt,  Jacob. 

Acting  Master,  8  February,  1863.     Killed  in  action  35  February,  1864. 

Westfall,  liCwis. 

Acting  Assistant  Surgeon,  19  March,  1863.    Honorably  discharged  6  November, 
1865. 
Westinglionse,  George,  Jr. 

Acting  Third   Assistant   Engineer,   1   December,   1864.     Honorably   discharged 
1  August,  1865. 
Westinglionse,  Jolin. 

Acting  Third  Assistant  Kngineer,  24  August,  1863.     Acting  Second  Assistant 
Engineer,  11  July,  1864.     Honorably  discharged  31  October,  1865. 
Weston,  Abijali. 

Midshipman,  3  July,  1801.     Resigned  4  November,  1805. 
Weston,  Alfred. 

Acting  Master,  4  November,  1861.     Acting  Volunteer  Lieutenant,  17  December, 
1804.    Honorably  discharged  37  February,  1867.     Acting  Master,  5  April,  1867. 
Mustered  out  2  October,  1808. 
Weston,  Charles. 

Midshipman,  11  March,  1837.     Cashiered  37  October,  1843.     Acting  Lieutenant, 
13  May,  1801.     Resigned  10  August,  1861. 

Weston,  Daniel. 

Acting  Third  Assistant  Engineer,  7  July,  1864.     Honorably  discharged  28  Octo- 
ber, 1805. 
Weston,  George. 

Gunner,  1  August,  1800.     Dismissed  7  May,  1804. 
Weston.  Gerald. 

IMate,  37  January,  18o4.     Honorably  discharged  1  August,  1866. 
Wetlierell,  lliraiu  B.,  Jr. 

Acting  Assistant  Paymaster,  13  July,  1863.     Mustered  out  25  March,  1866. 
Wetlierell,  Slilford  H. 

Acting  Assistant  Surgeon,   37  April,   1865.     Honorably   discharged   15   March 
1866. 
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TVetmore,  Henry  S. 

Mate,  1861.    Resigned  2  May,  1863.    Mate,  1  October,  1863.    Acting  Ensign,  5 
December,  1863.    Acting  Master,  14  Ddcember,  1863.    Acting  Volunteer  Lieu- 
tenant, 9  July,  1864.     Honorably  discharged  14  November,  1865. 
Wetiuore,  William  C. 

Midshipman,  18  June,  1813.     Lieutenant,  13  January,  1835.     Commander,  8  Sep- 
tember, 1841.     Died  7  August,  1846. 
Wey,  Rntns  S. 

Midshipman,  5  April,  1834.     Resigned  15  July,  1837. 
Weyman,  E.  A. 

Midshipman,  30  March,  1838.     Resigned  31  September,  1839. 
Whalen,  Daniel. 

Acting  Assistant  Paymaster,  5  March,  1863.     Resigned  13  February,  1866. 
Whall,  Charles  F. 

Mate.    Killed  5  November,  1863. 
Whann,  DaTld. 

Purser,  9.April,  1804.     Resigned  17  April,  1809. 
Wbarton,  Artlinr  D. 

Acting  Midshipman,  33  September,  1856.     Midshipman,  15  June,  1860.    Dismissed 
26  August,  1861. 
Wharton,  Benjamin  B.  H. 

Third  Assistant  Engineer,  21   November,    1857.      Second  Assistant    Engineer, 

3  August,  1859.    First  Assistant  Engineer,  16  October,  1861.    Chief  Engineer^ 
10  November,  1863. 

Wharton,  J.  P. 

Midshipman,  19  October,  1799.     Discharged  30  May,  1801,  under  Peace  Establish- 
ment Act. 
Wheaton,  Seth. 

Midshipman,  4  March,  1814.     Last  appearance  on  Records  of  Navy  Department,. 
1816. 
Whedon,  Robert  IT. 

Acting  Assistant  Surgeon,  10  October,  1863.     Honorably  discharged  1  November, 

1865.  Acting  Assistant  Surgeon,  37  April,  1866.     Assistant  Surgeon,  18  June, 

1866.  Resigned  19  October,  1869. 
Wheeden,  Madison. 

Sailmaker,  19  August,  1834.     Retired  37  February,  1863.     Died  38  March,  1875. 

Wheelen,  E.  S. 

Acting  Assistant  Paymaster,  1861.     Appointment  revoked  20  December,  1861. 

Wbeeler,  Byron  C. 

Mate,  18  October,  1863.     Acting  Ensign,  33  July,  1864.     Honorably  discharged 

4  November,  1865. 

Wheeler,  Edmund  S. 

Acting  Assistant  Paymaster,  24  September,  1863.     Mustered  out  31  October,  1865. 

Wheeler,  Frederlclt  ]L. 

Acting  Assistant  Paymaster,  34  August,  1864.     Mustered  out  39  August,  1865. 

Wheeler,  Frederick  A. 

Mate,  5  March,  1864.     Resigned  30  March,  1865. 

Wheeler,  Henry. 

Mate,  8  November,  1863.     Acting  Ensign  and  Pilot,  36  July,  1864.     Honorably 
discharged  8  November,  1805. 

Wheeler,  Horace  K. 

Acting  Assistant  Surgeon,  34  May,  1863.     Honorably  discharged  13  August,  1866. 

Wheeler,  James  B. 

Acting  Master,  39  October,  1861.      Acting  Volunteer   Lieutenant,  7  February,. 
1865.     Honorably  discharged  11  February,  1867. 
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Wheeler,  Joel  M.  .       .  t^     . 

Acting  Third  Assistant  Eirgiiieer,  33  July,  1863.  Acting  Second  Assistant  Engi- 
neer, 3  September,  1864.     Honorably  discharged  3  May,  1868. 

Wheeler,  Mortimer  M. 

Acting  Ensign,  23  January,  1864.     Honorably  discharged  2  February,  1867. 

Wheeler,  Russell  M.  ,    .     . 

Acting  Third  Assistant  Engineer,  36  October,  1863.  Actuig  Second  Assistant 
Engineer,  13  February,  1865.     Honorably  discharged  9  December,  1865. 

"Wheeler,  Thomas  H.  ,     ,         , 

Mate,  38  January,  1864.    Acting  Ensign,  3  December,  1864.    Honorably  discharged 
28  October,  1865. 
^Vheeler,  William  C, 

Third  Assistant  Engineer,  14  April,  1847.  Second  Assistant  Engineer,  36  Febru- 
ary, 1851.  First  Assistant  Engineer,  26  June,  1856.  Chiet  Engineer,  10  April, 
1861.     Dismissed  17  January,  1863. 

Wheeler,  William  K. 

Acting  Midshipman,  7  DecemDcr,  1859.  Acting  Ensign,  1  October,  1863.  Mas- 
ter, 10  Mav.  1866.  Lieutenant,  21  February,  1867.  Lieutenant-Commander, 
12  March,  1868.     Died  14  March,  3  876. 

Wheeler,  William  JL. 

Assistant  Surgeon,  30  July,  1861.  Resigned  9  May,  1864.  Acting  Assistant  Sur- 
geon, 11  July,  1864.  Acting  Passed  Assistant  Surgeon,  20  September,  1866. 
Honorably  dischargea  15  November,  1868. 

Wheelock,  C  M. 

Acting  Ensign,  1  October,  1863.     Appointment  revoked  27  April,  1863. 

Wheelock,  Frederick  P. 

Midshipman,  10  March,  1840.    Passed  Midshipman,  11  July,  1846.    Died  11  April, 
1848. 
Wheelwright,  Charles  W. 

Assistant  Surgeon,  17  October,  1839.    Surgeon,  5  April,  1854.    Died  30  July,  1862. 

Whelen,  Henry. 

Midshipman,  38  September,  1863.     Graduated   June,  1866.     Ensign,  13  March, 
1868.     Master,  26  March,  1869.     Lieutenant,  21  March,  1870.     Beaigned  3  June, 
1873. 
Whelen,  William. 

Assistant  Surgeon,  3  January,  1838.     Surgeon,  9  February,  1837.     Died  11  June, 
1865. 
Whetcroft,  W.  W. 

Midsiipman,  1823.     Resigned  36  November,  1827. 
W^herry,  William. 

Mate,  1  October,  1863.     Resigned  20  July,  1863. 
Wlii«Ihee,  J,  W. 

Midshipman,  16  January,  1800.    Last  appearance  on  Records  ofNavy  Department, 
17  March,  1800. 
Widdeii,  Philon  C. 

Acting  Assistant  Surgeon,  16  December,  1863.    Honorably  discharged  19  October, 
1865. 
Whifilin,  Jnlins  W. 

Acting  Assistant  Paymaster,  17  December,  1861.     Resigned  33  September,  1864. 
Whipple,  Aruold. 

Midshipman,  0  October,  1798.     Discharged  30  April,  1801,  under  Peace  Establish- 
ment Act. 
Whipple,  Edward  A. 

Third  Assistant  Engineer  10  July,  1847.  Second  Assistant  Engineer,  31  October, 
1848.  First  Assistant  Engineer,  26  February,  1851.  Resigned  30  February, 
1854. 
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Whipple,  Edward  A. 

Acting  First  Assistant   i:nccineci',  13  November,  ISfid.     Acting  Chief  Engineer, 
27  January,  1863.     Honorably  discharged  3  Seijtember,  18G6. 
Whipple,  George. 

Acting  First  Assistant  Engineer,  28  July,  1862.     Resigned  25  February,  1863. 
Whipple,  George  W. 

Acting  First  Assistant  Engineer,  15  February,  1863.  Resigned  35  February 
1863. 

Whipple,  Johu  P. 

Third  Assistaut  Engineer,  13  March,  1847.     Second  Assistant  Engineer,  13  Sep- 
tember, 1849.     First  Assistant  Engineer,  26  February,  1S51.     Chief  Engineer, 
27  June,  1855.     Died  26  September,  1864. 
Whipple,  P.  M. 

Midshipman,  18  June,  1812.     Lieutenant,  28  March,  1820.     Died  11  May,  1837. 
WTiistler,  W. 

Midshipman,  30  April,  1800.     Last  appearance  on  Records  of  Navy  Department, 
9  June,  1800. 
Whitaker,  Carroll. 

Mate,  23  February,  1865.     Honorably  discharged  15  August,  1865. 
Whitaker,  John  G. 

Midshipman,  10  September,  1841.     Resigned  23  May,  1849. 
White,  C.  ». 

Acting  Assistant  Surgeon,  5  December,  1873.     Honorably  discharged  30  June, 
1879. 
TITiite,  Charles. 

Mate,  18  January,  1864.     Honorably  discharged  26  October,  1865. 

White,  Charles  H. 

Assistant  Surgeon,  34  .January,  1863.     Passed  Assistant  Surgeon,  30  October,  1865. 
Surgeon,  18  November,  1869. 
White,  Charles  W. 

Acting  Third  Assistant  Engineer,  9  December,    1863.      Resigned  8  September, 
1864. 
White,  Collins  D. 

Acting  Assistant  Surgeon,  19  December,  1862.     Honorably  discharged  30  Septem- 
ber, 1865. 
White,  Edward  W. 

Acting  Master,  21  January,  1862.  Honorably  discharged  15  July,  1867.  Acting 
Master,  37  July,  1867.     Mustered  out  9  July,  1868. 

White,  Edwin. 

Midshipman,  25  November,  1861.  Graduated  November,  1864.  Ensign,  1  No- 
vember, 1866.  Master,  t  December,  1866.  Lieutenant,  13  March,  1868.  Lieu- 
tenant-Commander, 15  September,  1869. 

White,  George. 

Acting  Third  Assistant  Engineer,  1  February,  1868.     Dismissed  13  July,  1863. 

White,  George  B. 

Acting  Midshipman,  28  September,  1854.    Midshipman,  11  June,  1858.    Passed 
Midshipman,   28   January,   1861.       Master,  28  February,   1861.       Lieutenant, 
19  April,  1861.    Lieutenant- Commander,  3  March,  1865.    Commander,  13  August, 
1872. 
White,  George  H. 

Midshipman,  1  June,  1828.     Resigned  17  July,  1829. 

White,  George  H- 

Third  Assistant  Engineer,  21  July,  1858.  Resigned  14  October,  1859  Third 
Assistant  Engineer,  23  May,  1861."  Second  Assistant  Engineer,  28  October,  1863. 
First  Assistant  Engineer,  1  January,  1865.    Chief  Engineer,  23  November,  187a. 
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White,  George  H. 

Purser,  13  September,  1841.     Retired  18  April,  1863.     Died  18  November,  1867. 

White,  George  H. 

Mate,  24  September,  1861.     Resigned  31  June,  1864. 

White,  George  M. 

Midshipman,  1  November,  1838.    Passed  jMidshipman,  14  June,  1834.    Lieutenant, 

25  February,  1841.     Reserved  list,  13  September,  1855.     Captain,  Reserved  list, 
4  April,  1867. 

White,  George  W. 

Acting  Assistant  Paymaster,  10  February,  1865.     Mustered  out  37  October,  1865. 

White,  Gideon,  Jr. 

Surgeon's  Mate,  10  December,  1814.     Assistant  Surgeon,  3  May,  1835.     Dismissed 
13  January,  1832. 
White,  Henry. 

Mate,  1  November,  1864.     Honorably  discharged  13  June,  1867. 
White,  Henry  C. 

Midshipman,  16  October,  1861.     Graduated  November,  1864.     Ensign,  1  Novem- 
ber, 1866.    Master,  1  December,  1866.     Lieutenant,  12  March,  1868.     Lieutenant- 
Commander,  26  March,  1869. 
White,  Henry  C. 

Acting  Second  Assistant  Engineer,  37   February,   1865.     Honorably  discharged 
6  September,  1865. 

White,  Isaac. 

Carpenter,  29  November,  1835.     Discharged  15  December,  1838. 
White,  James. 

Midshipman,  20  August,  1814.     Resigned  23  August,  1815. 
White,  James  H. 

Acting  Third    Assistant    Engineer,   3    January,    1865.      Honorably   discharged 
10  August,  1865. 
White,  J.  Henry. 

Mate,  27  October,  1863.     Resigned  11  October,  1864. 
White,  Jolin. 

Mate,  8  October,  1863.     Acting  Ensign,  36  August,  1863.     Acting  Master,  15  De- 
cember, 1864.     Lost  on  '■'Patapscu,"  15  Jan.uary,  ISO."). 
White,  John. 

Master,  24  April,  1814.     Lieutenant,  -27  April,  1816.     Commander,  9  February 
1837.     Died  14  April,  1840. 
White,  John. 

Acting  Master,  7  October,  1861.     Died  30  October,  1861. 
White,  John. 

Master,  2  December,  1813.     Resigned  30  April,  1814. 
White,  John. 

Mate,  8  April,  1864.     Resigned  (Sick,)  6  October,  1864. 
White,  John. 

Acting  Third  Assistant  Engineer,  16  November,  1863.     Died  15  April,  1864 
White,  John  B. 

Acting  Assistant  Surgeon,  13  :\Iay,  1865.     Honorably  discharged  27  Autjiisf,  IS(36. 
White,  John  J. 

Midshipman,    1    July,    1836.     Passed    Jlidshipman,    10    June     is;;;!      Kesioned 

26  February,  1839.  ° 

White,  Joseph. 

Carpenter,  29  August,  1825.     Last  appearance  on   Records  of  Navv   Department 
1837.     Frigate  "  Constellation."  '  ' 

White,  Joslina. 

Midshipman,  1  June,  1812.     Resigned  :30  January,  1817. 
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Whlte,  liCTerett  H. 

''v^kedltjruU!^^^.:''^""^"  ^"^'»"'  ''  ^°^^-^-'  ''''■    Appointment.. 
White,  £,nther. 

Gunner,  23  August,  1800.     Last  appeara-uce  on  Records  of  Navy  Department 
White,  Michael. 

Boatswain,  date  not  kno^vn.     Last  appearance  on  Records  of  Navy  Department. 
White,  Oscar. 

^K '^?o?.*°'  1}  September,  1861.     Grad-aated  October,  1865.     Ensign,  1  Decem- 
ber, 1866.     Master,  13  March,  1868.     Resigned  28  November  1868 
White,  Philip  H.  ' 

Third   Assistant  Engineer,    16   October,    1861.      Second   Assistant  Engineer,   3 
August,  1863.     Resigned  37  April,  1865.  ^ 

White,  Philip,  Jr. 

^24Tanuar'^'^18^8'''*'''°*    Engineer,    20    April,    1865.      Honorably    discharged 
White,  Philo. 

Purser,  11  May,  1830.     Resigned  31  October,  1884.     Purser,  13   April,  1837     Re- 
signed 15  September,  1845. 

White,  Robert  H. 

Acting  Third  Assistant  Engineer,  29  September,  1862.     Resigned  11  October, 

1863. 

White,  Samuel. 

Carpenter,  4  May,  1841.     Died  20  August,  1843. 
White,  Sainnel  O. 

Assistant  Surgeon,  26  April,  1847.     Resigned  16  May,  1849. 
White,  Samnel  J. 

Acting  Master  and  Pilot,  1  October,  1864.     Resigned  37  March,  1865. 
White,  Trnman  B. 

Sailmaker,  35  July,  1870. 
White,  U.  S.  G. 

Civil  Engineer,  32  January,  1877. 
White,  William. 

Mate,  23  May,  1863.     Honorably  discharged  2  November,  1867. 
White,  William. 

Mate,  10  February,  1864.    Acting  Ensign,  35  November,  1864.    Honorably  dis- 
charged 1  August,  1865. 
White,  William  A. 

Master,  15  July,  1812.    Killed  in  action,  1  June,  1813. 
VFIiite,  William  E. 

Mate,  35  January,  1863.    Dismissed  30  September,  1863. 
White,  William  H. 

Acting  Third  Assistant  Engineer,  12  January,  1865.  Honorably  discharged  14  No- 
vember, 1865.  Acting  Third  Assistant  Engineer,  4  December,  1866.  Died 
9  February,  1868. 

White,  William  H. 

Acting  Third  Assistant  Engineer,  5  July,  1863.  Resigned  (Sick,)  3  November, 
1864. 

White,  William  P. 

Cadet  Midshipman,  30  June,  1874.     Graduated  4  June,  1880. 
Whitehead,  Frederick. 

Mate,  24  August,  1864.     Resigned  29  March,  1865. 
Whitehead,  Ira  C. 

Acting  Assistant  Surgeon,  13  August,  1861.  Resigned  16  March,  1865.  Acting 
Assistant  Surgeon,  35  February,  1871.     Honorably  discharged  30  June,  1879. 
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TVIiltcliead,  j^avill. 

Acting  Thii'd  Assistant  Engineer,  11  May,  1864.    Honorably  discTiaiged  3  Novem- 
ber, 1865. 
Wbltebead,  Thomas. 

Boats\v:iin,  37  JEav,  1800.      Last  appearance  on  Records  of  Navy  Department, 
8  October,  1808." 
Wliiteliead,  William. 

Boatswain,  5  May,  1838.     Died  9  April,  1854. 
Whitehead,  William. 

Acting  Midshipman,  23  September,  1856.     Midshipman,  15  June,  1860.     Master, 
19    September,   1861.      Lieutenant,    Ki    July,    1862.      Lieutenant-Commander, 
25  July,  1866.     Commander,  4  June,  1874. 
Whitehill,  J.  F. 

Assistant  Surgeon,  16  May,  1829.     Lost  in  the  "Hornet,  10  September,  1839. 
Wliitehill,  Robert,  Jr. 

Acting  Third  Assistant  Engineer,  3  December,  1863.     Acting  Second  Assistant 
Engineer,  16  February,  1865.     Acting  First  Assistant  Engineer,  7  March,  1865. 
Honorably  discharged  8  August,  1865. 
Whitelionse,  Edward  IV. 

Acting  Assistant  Paymaster,  34  December,  1863.     Assistant  Paymaster,  33  July, 
1866.     Passed  Assistant  Paymaster,  6  September,  1867.     Paymaster,  13  April, 
1877. 
Whilehonse,  Samuel  N. 

Carpenter,  17  July,    861. 
Whiteside,  Franklin  W. 

Mate,  17  March,  1864.     Honorably  discharged  1  September,  1865. 
Whiteside,  James  E. 

Mate.    Appointment  revoked  30  July,  1863. 
Wliitesides,  John  A. 

Mate,  36  December,  1863.     Honorably  discharged  3  November,  1865. 
Whitesides,  William. 

Midshipman,  34  June,  1799.     Lost  in  the  "Insurr/ent." 
Whitfield,  Frederick  A. 

Acting  Third  Assistant  Engineer,  17  February,  1863.     Died  14  October,  1865. 
Whitfield,  George. 

Mate,  19  January,  1862.     Dismissed  18  January,  1862. 
Whitfield,  W.  A. 

Midshipman,  16  December,  1836.     Resigned  6  December,  1838. 
Whitfield,  William  E. 

Midshipman,  3  June,  1870.     Graduated  1  June,  1874.     Ensign,  17  July,  1875. 
Whitin,  Lionis  F. 

Acting  Assistant   Paymaster,  20   .lanuary,   1805.      Mustered   out   10   November, 
1865. 

Whiting,  Adoniram. 

Mate,  8  January,  1862.     Honorably  discharged  4  October,  1866. 
Whiting,  Charles  G. 

Acting  Ensign,  5  August,  1864.     Honorably  discharged  32  January,  1866 
Whiting,  F.  B. 

Midshipman,  6  July,  1803.     Resigned  6  December,  1805. 
Whiting,  George  B. 

Acting  Chief  Engineer,  38  February,  1805.     Honorably   discharged   31   October, 
1868. 

Whiting,  Henry  W. 

Acting  Third  Assistant  Engineer,  19  April,  1864.     Honorably  discharged  3  No- 
vember, 1865.  " 
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Whiting,  James  B. 

Assistant  Surgeon,  1  May,  1851.     Died  1  June,  1855. 
Wliiting,  James  IV. 

Acting  Gunner,  4   October,  1864.      Honorably  discharged  30   September,   1805. 
Wliitiug,  Robert. 

Assistant  Surgeon,  31  June,  1875. 
Wliiting,  Samuel. 

Boatswain,  for  duty  in  tlie  Arctic  Expedition,  9  May,  1855.     Appointment  endec-l 
with  return  of  Expedition,  1857. 
Wliiting,  TVilliam. 

Boatswain,  19  February,  1848.    Accidentally  killed  1  April,  1855. 
IFhiting,  William  B. 

Midshipman,  10  February,  1869.    Passed  Midshipman,  4  June,  1836.     Lieutenant, 
8  September,  1841.     Reserved  list,  28  September,  1855.     Commander  on  Retired 
list,  21  July,  1861.     Captain  on  Retired  list,  4  April,  1867.     Commodore,  r>c- 
tired  list,  15  February,  1872. 
Whiting,  William  D. 

Midshipman,   1  March,   1841.     Passed  Midshipman,  10  August,  1S4T.      JIaster, 
1  May,  1855.    Lieutenant,  14  September,  1855.    Lieutenant-Commander,  16  July, 
1862.     Commander,  25  July,  1866.     Captain,  19  August,  1872.     Chief,  Burea'ii 
Navigation,  11  June,  1878. 
Whiting,  William  II. 

Acting  Midshipman,  31  September,  1860.     Acting  Ensign,  1  October,  1860.     ^Mus- 
ter,  10  May,  1866.      Lieutenant,  21   February,  1867.     Lieutenant-Commander, 
13  March,  1868. 
Whiting,  William  W. 

Acting  Second  Assistant  Engineer,  28  October,  1861.     Acting  First  Assistant  En- 
gineer, 17  March,  1864.     Honorably  discharged  11  January,  1866. 

Whitlock,  E.  D. 

Midshipman,  1  January,  1813.     Lieutenant,  1  April,  1818.     Dismissed  23  May, 
1832. 

Whitlock,  Isaac. 

Midshipman,  4  April,  1800.    Lost  in  the  "IrmirgenV 

Whitman,  C.  S. 

Mate.    Resigned  24  July,  1862. 
Whitman,  John  F. 

Acting  Ensign,  1  July,  1864.     Honorably  discharged  4   October,  1866.     Acting 
Ensign,  11  December,  1866.     Mustered  out  27  March,  1869. 
Whitman,  Joseph  A. 

Mate,  17  April,  1866.    Appointment  revoked  27  July,  1866. 
Whitmarsh,  Zaehariah,  Jr. 

Boatswain,  3  February,  1849.     Died  20  November,  1869. 

Whitmore,  A.  M. 

Acting   Second  Assistant  Engineer    24   October,   1863.     Appointment  revoked 
(Sick,)  19  December,  1863. 
Whitmore,  Benjamin. 

Midshipman,  31  January,  1800.     Resigned  10  February,  1801. 

Whitmore,  Benjamin. 

Acting  Master,  34  March,  1863.     Honorably  discharged  10  November,  1865. 

Whitmore,  Henry  C. 

Mate,  23  December,  1861.     Acting  Ensign,  18  March,  1864.    Honorably  discharged 
18  August,  1868. 
Whitmore,  Joseph. 

Master,  31  August,  1799.     Discharged  SO  April,  1801,  under  Peace  Establishment 
Act. 
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Whitmore,  Walter  P. 

Acting  Third    Assistant    Engineer,   17    August,   1864.     Honorably    discharged 
23  November,  1865. 
Whitmore,  William  B. 

Acting  Third  Assistant  Engineer,  11  December,  1861.      Honoi-ably  discharged 
1  Becember,  1865. 
Wliitmore,  W'illiam  T. 

Acting  Assistant  Paymaster,  18  August,  1863.    Honorably  discharged  3  October, 
1865. 
Whitney,  Alfred  C. 

Acting  Second  Assistant  Engineer,  3  November,  1863.     Acting  First  Assistant 
Engineer,  13  September,  1864. 
Whitney,  David  V. 

Acting  Assistant  Surgeon,  26  May,  1863.    Assistant  Surgeon,  22  September,  1863. 
Dismissed  8  May,  1866. 
Whitney,  George  E. 

Acting  Third  Assistant  Engineer,  2  June,  1863.     Acting  Second  Assistant  En- 
gineer, 7  March,  1865.     Honorably  discharged  6  May,  1866. 
Whitney,  Isaac. 

Sailmaker,  10  January,  1837.     Appointment  revoked  3  November,  1847. 
Whitney,  John  91. 

Acting  Assistant  Surgeon,  37  June,  1861.     Drowned  16  August,  1864. 
Whitney,  Thomas  H. 

Assistant  Surgeon,  30  July,  1861.    Resigned  9  May,  1864. 
Whitney,  W.  H. 

Mate,  6  January,  1863.    Dismissed  4  June,  1863. 
Vhitney,  William. 

Sailmaker,  16  May,  1871.    Died  3  January,  1874. 
Whittaker,  Ezra  J. 

Third  Assistant  Engineer,  19  February,  1861.  Second  Assistant  Engineer,  17  De- 
cember, 1863.  First  Assistant  Engineer,  1  December,  1864.  Chief  Engineer 
6  June,  1873.  ' 

Whittaker,  Frederick  W.  H. 

Acting  Third  Assistant  Engineer,  36  February,  1862.     Resigned  16  August,  1862. 
Acting  Third  Assistant  Engineer,  1 3  September,  1862.    Acting  Second  Assistant 
Engineer,  30  July,  1863.    Resigned  15  February,  1865. 
Whittaker,  James. 

Acting  First  Assistant  Engineer,  21   November,  1862.      Appointment  revoked 
(Sick,)  12  May,  1863. 
Whittaker,  James  Washington. 

Third  Assistant  Engineer,  31  November,  1857.  Second  Assistant  Engineer, 
3  August,  1859.  First  Assistant  Engineer,  16  October,  1861.  Chief  Eneineer 
10  November,  1863.  ^         ' 

Whittaker,  John. 

Acting  Third  Assistant  Engineer,  31   August,  1861.     Acting  Second  Assistant 
Engineer,  12  November,  1863.     Resigned  5  June,  1865. 
Whittaker,  John  A. 

Acting  Third  Assistant  Engineer,  17  February,  1862.  Honorably  discharged 
15  August,  1865.  " 

Whittaker,  Rohert. 

Boatswain,  16  February,  1842.     Died  27  September,  1858. 
Whittemore,  George  H. 

Acting  Third  Assistaat  Engineer,  30  December,  1863.     Acting  Second  Assistant 
Engineer,  18  April,  1865.     Honorably  discharged  22  December,  1868. 
Whittemore,  Harry  D. 

Acting  Ensign,  1  June,  1864.     Appointment  revoked  6  November,  1866. 
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TVhittemore,  Henry  M. 

Acting  Assistant  Paymaster,  11  July,  1863.     Mustered  out  13  December,  1865. 
Whittemore,  John  m. 

Third  Assistant  Engineer,  24  August,  1861      Killed  in  action  7  November,  1861. 
Whittemore,  Menaugh. 

Acting  Assistant  Paymaster,  19  October,  1861.     Died  26  April,  1863. 
Whittemore,  Theo.  W, 

Acting  Assistant  Paymaster,  12  March,  1863.     Honorably  discharged  3  February, 
1866. 

Whittemore,  W.  M. 

Acting  Assistant  Paymaster,  18  August,  1863.     Resigned  17  February,  1864. 
Whitten,  Elijah. 

Gunner,  1  January,  1818.     Resigned  in  1825. 
Whitthorue,  De  Witt  C. 

Midshipman,  10  September,  1847.     Resigned  12  July,  1849. 
Whittier,  A.  S. 

Midshipman,  8  July,  1833.     Passed  Midshipman,  8  July,  1839.     Died  34  January, 
1841. 

Whittier,  Butus  A. 

Acting  Midshipman,  4  March,  1850.     Dropped  24  January,  1851. 
Whittington,  C.  S. 

Midshipman,  18  June,  1812.     Resigned  17  February,  1826. 
Wliittingtou,  George  H. 

Acting  Third    Assistant    Engineer,   26   August,   1863.       Honorably   discharged 
26  August,  1865. 
Wliittington,  Henry. 

Carpenter,  11  December,  1827.     Died  38  January,  1828. 
Whittington,  S.  B. 

Assistant  Surgeon,  7  July,  1813.     Last  appearance  on  Records  of  Navy  Depart- 
ment, 1815.     Sloop  "  Ontario.'''' 
Whittle,  John  S. 

.■\ssistant  Surgeon,  30  June,  1838.     Died  5  April,  1850. 

Whittle,  William  C. 

Midshipman,  10  May,  1830.     Lieutenant,  17  May,  1838.     Commander,  4  August, 
1850.     Resigned  20  April,  1861. 

Whittle,  William  C,  Jr. 

Acting  Midshipman,  28  September,  1854.     Midshipman,  11  June,  1858.    Passed 
'Midshipman,  28  January,  1861     Master,  38  February,  1861.    Resigned  15  May, 
1861. 
Whittlesey,  John  C. 

Acting  Master,  26  August,  1861.     Resigned  31  November,  1861. 

Whittlesey,  W.  C. 

Surgeon,  37  April,  1816.    Last  appearance  on  Records  of  Navy  Department,  1819. 
Furloughed. 
Whit  ton,  Elisha. 

Guuner,  13  April,  1838.     Died  17  June,  1849. 
Whitton,  William  H. 

Mate,  2  June,  1864.    Appointment  revoked  16  August,  1864. 

Whltworth,  Horace. 

Acting  Third   Assistant    Engineer,  8    December,   1863.     Honorably  discharged 
16  November,  1865.     Acting  Third  Assistant  Engineer,  36  April,  1866.     Mus- 
tered out  7  December,  1868. 
Whyborn,  DaTld  T. 

Acting  Assistant  Surgeon,  10  March,  1864.     Resigned  9  September,  1865. 

49 
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Whyte,  Harry  M. 

Acting  Third  Assistant  Engineer,  23  August,  1864.     Honorably  discharged  4  De- 
cember, 1865. 

Wiekes,  Roscoe  V. 

Mate,  13  October,  1868.     Resigned  19  August,  1871. 

Wickes,  Silas  D. 

Assistant  Surgeon,  24  July,  1813.    Surgeon,  27  March,  1818.     Died  21  August,  181!). 
Wickliani,  George. 

Jlidshipman,  5  Jauuary,  1832.     Passed  Midshipman,  23  June,  1838.     Resigned 
26  July,  1839. 
Wickwlse,  Jonathan  W. 

Mate,  31  December,  1863.     Appointment  revoked  8  November,  1864. 
Widgeon,  William. 

Sailmaker,  30  June,  1812.     Resigned  12  June,  1815. 
Widnp,  Allen  \V. 

Mate,  21  November,  1868.     Resigned  24  April,  1865 
Wigand,  Raymond. 

Mate,  24  January,  1863.     Dismissed  30  June,  1863. 
Wiggin,  Alexander  S. 

Acting  Master,  37   February,  1862.     Died  from  wounds  received  in  action  at 
Bayou  Teche,  La.,  9  February,  1868. 
Wiggin,  George. 

Acting  Master,  3  July,  1861.    Acting  Volunteer  Lieutenant,   3  November,  1862. 
Honorably  discharged  25  February,  1865. 
Wight,  Charles  li. 

Cadet  Engineer,  Naval  Academy,   1   October,   1874.     Graduated  30  June,  1878. 
Wight,  Dan  forth  P. 

Acting    Assistant    Paymaster,  20    January,    1864.     Passed   Assistant   Paymaster 
33  July,  1806.    Paymaster,  12  February,  1870. 
Wight,  James  M. 

Midshipman,   1  July,   1867.     Graduated   G  June,  1871.     Ensign,   14  July    1872. 
Master,  30  June,  1873.     Lost  on  "  fiijroa,"  24  November,  1877.  ' 

Wight,  Ijothrop. 

Mate,  19  August,  1862.     Acting  Ensign,  21  May,  1863.     Acting  Master,   3  July 
1864.     Honorably  discharged  19  August,  1865. 
Wightman.  George  A. 

Acting  Sailmaker,  5  June,  1861.     Resigned  3  October,  1861. 
Wickoff,  Holmes. 

Acting  Assistant  Surgeon,  29  June,  1871.     Assistant  Sucgeon,  26  February  1875 
Died  17  July,  1878. 
Wilbnr,  Charles  C. 

Mate,  4  January,  1864.    Acting  Ensign,  27  September,  1864.      Honorablv  dis- 
charged 38  October,  1866.  ■'^ 
Wilbnr,  James  R. 

Acting  Third  Assistant  Engineer,  24  June,  1868.     Resigned  23  June,  1865. 
Wilcox,  Abraham  H. 

Acting  First  Assistant  Engineer,  21  March,  1865.     Honorably  discharged  6  Sen- 
tember,  1866.  ^  '■ 

Wilcox,  Amos  C. 

Acting  Third  Assistant  Engineer,  19  April,  1864.     Honorably  discharsed  26  Oc- 
tober, 1865.  ^ 

Wiloox,  B.  C. 

Midshipman,  1  April,  1827.    Resigned  15  December,  1838 

Wilcox,  CalTin  S. 

Mate,  15  September,  1863.    Acting  Ensign,  13  December,  1864.    Honorablv  dis- 
charged 10  August,  1865.  ,  ■' 
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Wilcox,  David  1. 

Acting  Master,  14  August,  1861.     Resigned  17  January,  1862. 
Wilcox,  Henry  F. 

Acting   Second   Assistant   Engineer,  25   January,.  1864.     Honorably  dischar^ad 
10  August,  1865. 
Wilcox,  John. 

Mate.    Dismissed  26  May,  1863. 
Wilcox,  Ricbard 

Mate,  15  April,  1863.     Resigned  3  December,  1864. 
Wilcox,  Saninel. 

Midshipman,  11  June,  1840.     Resigned  17  August,  1847. 
Wilcoxson,  James. 

Midshipman,  18  November,  1839.     Passed  ^Midshipman,  2  July,  1845.     Drowned 
21  December,  1850. 
Wild,  Edward  S. 

Mate,  4  April,  1864.     Honorably  discharged  3  November,  1865. 
Wilde,  George  F.  T. 

Midshipman,  30  November,  1861.     Graduated  November,  1864.     Ensign,  1  No- 
vember, 1866.     Master,!   December,  1S66.     Lieutenant,  12  March,  1868.     Lieu- 
tenant-Commander, 26  June,  1S09. 
Wilde,  Ricbard, 

Midshipman,  1  December,  1809.     Resigned  1  November,  1810. 
Wilder,  Cbarles  B. 

Acting  Master,  17  October,  1861.     Acting  Volunteer  Lieutenant,  12  April,  1864. 
Killed  in  action  at  SmitMeld,  Virginia,  14  April,  1864. 
Wilder,  Henry  M. 

Acting  Gunner,  25  May,  1865.     Honorably  discharged  13  October,  1865. 
Wildes,  Frank. 

Acting  Midshipman,  21  September,  1860.     Ensign,  28  May,  1863.     Master,  10  No- 
vember,   1865.       Lieutenant,    10    November,    1866.       Lieutenant-Commander, 
12  March,  1868.     Commander,  1  April,  1880. 
Wildes,  William. 

Lieutenant,  23  April,  1799.     Resigned  4  August,  1800. 
Wildman,  James  T. 

Acting  Assistant  Paymaster,  11  January,  1864.    Honorably  discharged  5  June, 
1865. 

Wiley,  Charles. 

Acting  Ensign,  4  May,  1863.     Resigned  30  March,  1865. 

Wiley,  Fdwin  H. 

Midshipman,  37  July,   1865.     Graduated  June,   1869.     Ensign,   13  July,   1870. 
Master,  12  July,  1871.    Resigned  1  July,  1875. 

Wiley,  George. 

Purser,  4  August,  1800.    Dismissed  8  October,  1800. 

'Y^ile'v    Georffe  F. 

Mate,  24  June,  1867.     Resigned  6  May,  1868. 

Wiley,  Jame«. 

Midshipman,  9  March,  1840.     Resigned  8  June,  1847. 

Wiley,  J.  H. 

Mate,   19   September,   1861.      Acting  Ensign,   18   September,   1863.    Dismissed 
7  June,  1863. 

Wiley,  John  S. 

Assistant  Surgeon,  9  May,  1825.     Died  20  June,  1852. 

Wiley,  Robert. 

Acting  Ensign,  14  August,  1862.    Killed  on  the  " Montgomery,^'  15  January,  1865. 

Wilhelm,  William. 

Mate,  14  April,  1862.     Resigned  30  April,  1864. 
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*  Midshipman,*"i*  anuary,  1818.     Lieutenant,  28  April,  1826.     Commander,  13  July, 

1843  Captain  14  September,  1855.  Retired  list,  31  December,  1861.  Com- 
modore on  Retired  list  from  16  July,  1862.  Rear-Admiral,  Retired  list,  6  Au- 
gust, 1866.    Died  8  February,  1877. 

*  Midshipman,  9  September,  1841.    Passed  Midshipman,  10  August,  1847.    Resigned 

3  November,  1854. 

Wilkins,  Charles  R.  ,.„^        ,       ^o^r 

Acting  Master,  27  March,  1862.     Honorably  discharged  12  December,  1865. 

Wilkins,  George  F. 

Acting  Ensign,  23  May,  1863.  Acting  Master,  5  September,  1864.  Master, 
12  March,  1868.  Lieutenant,  18  December,  1868.  Retired  list,  31  October, 
1879. 

TTilklns,  Heber  C  ^,     -,.    -^        ■,  -,„  t  , 

Acting  Third  Assistant  Engineer,  22  June,  1864.     Honorably  discharged  17  July, 

1835. 
Wilkins,  Henry. 

Mate.    Resigned  18  March,  1863. 

Wilkins,  Henry  H. 

Acting  Assistant  Surgeon,  3  October,  1864.     Resigned  12  May,  1865. 

Wilkins,  James. 

Acting  Second  Assistant  Engineer,  1  October,  1863.     Honorably  discharged  6  De- 
cember, 1865. 
Wilkins    Jobn. 

Gunner,  13  January,  1853.     Dismissed  33  February,  1853. 

Wilkins,  £<.  M. 

Midshipman,  13  June,  1831.     Resigned  5  December,  1837. 

Wilkins,  William  W. 

Acting  Assistant  Surgeon,  31  October,  1861.     Resigned  23  December,  1863. 

Wilkinson,  Alfred. 

Acting   Third    Assistant    Engineer,   11   January,   1864.     Honorably   discharged 
9  December,  1865. 
Wilkinson,  O    B. 

Midshipman.  1  February,  1823.     Died  in  1835. 
Wilkinson,  George  W. 

Third  Assistant  Engineer,  21  September,  1861.     Resigned  33  September,  1863. 
Wilkinson,  H. 

Master,  1  January,  1813.     Last  appearance  on  Records  of  Navy  Department,  1815. 
Lake  Ontario. 
Wilkinson,  James. 

Acting  First  Assistant  Engineer,  14  November,  1861.     Resigned  7  January,  1863. 
Wilkinson,  J.  B. 

Purser,  26  March,  1814.     Resigned  2  June,  1829. 
Wilkinson,  J.  B. 

Midshipman,  15  November,  1799.     Last  appearance  on  Records  of  Navy  Depart- 
ment. 
Wilkinson,  Jesse. 

Midshipman,  4  July,  1805.  Lieutenant,  10  April,  1810.  Commander,  18  April, 
1818.  Captain,  11  March,  1829.  Reserved  list,  13  September,  1855.  Died 
23  March,  1861. 

Wilkinson,  Jobn. 

Midshipman,  18  December,  1837.     Passed  Midshipman,  29  June,  1843.     Master, 
25  June,  1850.     Lieutenant,  5  November,  1850.     Dismissed  20  April,  1861. 
Wilkinson,  Jobn  II. 

Mate,  30  October,  18(12.     Dismissed  11  July,  1863. 
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Wilkinson,  J.  M. 

Midshipman,  30  November,  1814.     Resigned  6  March,  1815. 
Wilkinson,  Richard. 

Acting  Ensign,  28  October,  1863.     Honorably  discharged  22  June,  1865. 
Wilkinson,  Robert. 

Acting  Ensign,  1  October,  1862.     Honorably  discharged  9  Apiil    ISCC 
Wilkinson,  S.  W. 

Midshipman,  1  April,  1828.     Passed  Midshipman,  U  June,  1834.     Died  14  No- 
vember, 1839. 

WiIkin<«on,  T.  H. 

ilidshipman,  1  January,  1812.     Dismissed  6  May,  1813. 

Wilkinson,  William  W. 

Midshipman,  4  November,  1841.     Passed  Midshipman,  10  August,  1847.     Resio-ned 
7  March,  1851.  ° 

Wllks,  Frank  H. 

Mate,  23  October,  1861.     Acting  Ensign,  13  January,  1863.     Acting  Master,  recom- 
mendation of  Admiral  Lee,  0  September,  1864.     Resigned  15  March,  I860. 
Wilk.r,  Thomas. 

Lieutenant,  25  May,  1798.     Last  appearance  on  Records  of  Naw  Department 
15  April,  1801.    Declined. 
Willard,  Andrew. 

Acting  Ensign,  20  July,  1864.     Honorably  discharged  6  August,  1865. 
Willard,  Charles  F. 

Mate,  19  July,  1862.     Resigned  25  March,  1863. 
Willard,  Oeorge  J. 

Midshipman,  1  May,  1822.     Struck  off  23  August,  1828. 
Willard,  J.  M. 

Acting  Ensign,  8  October,  1862.     Honorably  discharged  22  November,  1865. 
Willard,  rewis  H. 

Acting  Assistant  Surgeon,  29  September,  1863.  Appointment  revoked  9  March, 
1864. 

Willard    Robert. 

Acting  Assistant  Surgeon,  6  May,  1863.     Assistant  Sargeon,  1   June,  1863.     Re- 
signed 31  May,  1865. 
Willcomb,  Charles  li. 

Acting  Master,  14  August,  1861.  Appointment  revoked  17  March,  1864.  Acting 
Ensign,  2  June,  1864.  Acting  Master,  7  March,  1865.  Honorably  discharged 
20  October,  1865. 

Willcox,  William  H. 

Midshipman,  30  January,  1841.     Passed  Midshipman,  10  August,  1847.     Master, 
2  March,  1855.     Lieutenant,  14  September,  1835.     Resigned  20  June,  1857. 
Willcox,  William  H. 

Professor,  3  June,  1858.     Died  20  August,  1870. 
Willcoxen,  John  S. 

Acting  Third  Assistant  Engineer,  1  October,  1862.      Acting  Second  Assistant 
Engineer,  6  October,  1863.     Honorably  discharged  12  November,  ISBo. 
Willed,  William  S. 

Assistaut  Surgeon,  28  March,  1868.     Died  39  January,  1870. 
Willett,  Samnel  £. 

Assistant  Surgeon,  24  September,  1800.  Last  appearance  on  Records  of  Navy 
Department,  81  December,  1803. 

Willett,  Silas  S. 

Mate,  26  December,  1862.  Acting  Ensign,  11  May,  1865.  Honorably  discharged 
27  February,  1866.  Acting  Ensign,  27  April,  1866.  Mustered  out  8  February, 
1868.    Mate,  6  August,  1869.    Resigned  15  March,  1873. 
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Willett,  Stephen  E. 

JIute,  31  December,  1861.     Acting  Ensign,  23  November,  1864.     Appointment 
revoked  34  July,  1866. 
Willott,  William  M.,  Jr. 

Third  Assistant  Engineer,  34  December,  1853.     Resigned  li  ;\Iarch,  1857. 
Willetts,  Albert  B. 

Cadet  Engineer,  Naval  Academy,  1   October,   1872.     Graduated   ",0  ftltty,   lST-1. 
Assistant  Engineer,  26  February,  1875.     Resigned  81  December,  187U. 
Willetts,  IVicholas  B. 

Gunner,  36  July,  1858.     Acting  Master,  10  July,  1863.     Honoralilv  discharged 
24  October,  1865.    Ensign,  13  March,  1868.     Died  23  March,  1868." 
Willey,  GraiiTille  C. 

Acting  Third  Assistant  Engineer,  13  January,  1864.     Resigned  16  July,  1864. 
Willey,  I-eTi  C. 

Mate,  35  May,  1863.     Died  13  September,  1863. 

Willey,  O.  S. 

Mate.    Dismissed  37  March,  1863. 
Willey,  William  A. 

Acting  First  Assistant  Engineer,  1  October,  1863.     Honorably  discharged  11   No- 
vember, 1865. 
Williams,  Alexander. 

Assistant  Surgeon,  38  March,  1830.     Resigned  14  June,  1820. 
Williams,  Anthony. 

Acting  Third  Assistant  Engineer,  31  October,  1863.     Acting  Second  Assistant 
Engineer,  10  September,  1864.     Honorably  discharged  3  October,  1866. 
Williams,  Augustus  P. 

Acting  Assistant  Surgeon,  30  May,  1861.     Resigned  7  June,  1861. 
Williams,   B.  T. 

Midshipman,  9  November,  1813.     Resigned  19  April,  1815. 
Williams,  B.  T. 

Assistant  Surgeon,  27  April,  1818.     Last  appearance  on  Records  of  Navy  Depart- 
ment, 1831.     Schooner  "Lynx.'" 
Williams,  Charles  I.. 

Acting  Third  Assistant  Engineer,  33  December,  1864.     Htmorably  discharged 
7  July,  1865. 
Williams,  Charles  S. 

Assistant  Paymaster,  16  June,  1880. 
Williams,  Charles  W. 

Acting  Third    Assistant  Engineer,  19    October,  1863.      Honorably   discharced 
23  August,  1860.  ^ 

Williams,  C.  Henry. 

Mate.     Deserted  1  May,  1863. 
Williams,  Courtland  P. 

Acting  Ensign,  30  January.  1863.    Acting  Master,  11  November,  1863.    Honorably 
discharged  13  August,  1866. 

Williams,  Edward,  Jr. 

Carpenter,  4  November,  1852.     Dismissed  13  July,  1861. 

Williams,  E.  Court. 

Mate,  1  October,  1863.    Acting  Ensign,  15  February,  1864.    Honorably  discharjred 
15  September,  1865.  ^ 

Williams,  Edward  P. 

Midshipman,  9  September,  1847.    Passed  Midshipman,  10  June,  1853.     Master 

15  September,  1855.     Lieutenant,  16  September,  1855.     Lieutenant-Commander' 

16  July,  1863,     Commander,  25  July,  1866.     Lost  on  ''Oneida"  34  Januarv' 
1870.  •" 


GENERAL  NAVY   REGISTER.  775 

TFilliams,  Flavins  J. 

Acting  Assistant  Surgeon,  18  March,  1864.     Resigned  24  February,  1865. 
Williams,  George. 

Boatswain,  13  July,  1799.     Dismissed  15  September,  1800. 
Williniiis,  George. 

Acting  Master,  13  August,  1861.     Resigned  17  December,  1864. 
Williams,  George. 

Boatswain,  11  July,  1842.     Dismissed  11  November,  1851. 

Williams^  George  C'. 

Mute,  10  June,  18B2.     Acting  Ensign,  2  December,  1863.     Honorably  discharged 
10  November,  1805. 

Williams,  George  M. 

Jlidshipman,  26  September.  1863.     Graduated  June,  18G7.     Ensign,  18  December 
1868.     Resigned  26  October,  1869. 
Williams,  George  K. 

Mute,  5  April,  1864.     xVppointment  revoked  (Sick,)  lU  June,  1804. 
Williams,  George  W. 

Acting  Ensign,  30  January,  1863.     Honorably  discharged  30  September,  1865. 
Williams,  Henry. 

Carpenter,  1  June,  1880. 
Williams,  Henry  E. 

Acting  Master,  32  November,  1861.     Dismissed  7  October,  1862, 
Wllliants,  James. 

Midshipman,  1  September,  1811.  Lieutenant,  28  March,  1820.  Died  14  May, 
1837. 

Williams,  James. 

Mate,  6  December,  1862.     Honorably  discharged  28  October,  1865. 

Williams,  James. 

Boatswain,  14  October,  1854.     Dismissed  2  April,  1855. 

TVilliams,  James. 

Mate,  2  March,  1866.     Resigned  24  June,  1867. 

Williams,  James. 

Acting  Second  Assistant  Engineer,  12  April,  1864.     Honorably  discharged  28  Au- 
gust, 1865. 
Williams,  James, 

Mate,  3  November,  1864.     Appointment  revoked  25  November,  1865. 

Williams,  James  B. 

Acting  Ensign,  11  March,  1863.  Acting  Master,  1  September,  1864.  Honoiiibly 
discharged  20  December,  1865. 

Williams,  James  M. 

Actino-  Master,  30  May,  1861  Acting  Volunteer  Lieutenant,  12  April,  1864. 
Honorably  discharged  3  March,  1866.  Acting  Master,  6  December,  1866. 
Mustered  out  31  March,  1867.  Acting  Master,  6  April,  1867.  Mustered  out 
8  September,  1868. 

Williams,  James  S. 

Mate,  4  December,  1861.  Acting  Ensign,  34  November,  1863.  Acting  Master, 
36  December,  1863.    Honorably  discharged  7  December,  1865. 

Williams,  John. 

Master,  7  August,  1813.     Dismissed  9  March,  1813. 

Williams,  John. 

Mate,  26  June,  1863.     Discharged  4  February,  1868. 

Williams,  John. 

Mate,  14  April,  1863.     Deserted  29  September,  1863. 

Williams,  John 

Mate,  38  June,  1863.     Resigned  (Sick,)  19  December,  1864. 
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Williams,  Jobn. 

Acting  Ensign,  20  August,  1863.     Honorably  disoliarged  12  October,  1865. 

Williams,  John. 

Acting  Master,  4  March,  1862.     Dismissed  7  May,  1862. 
Williams,  John  A. 

Acting  Ensign,  24  June,  1864.     Honorably  discharged  14  September,  1865. 

Williams,  John  I>. 

Acting  Third  Assistant  Engineer,  26  May,  1864.     Resigned  16  March,  1865. 

Williauis,  John  H. 

Mate,  15  January,  1864.     Deserted  13  May,  1864. 
Williams,  John  R. 

Acting  Thii-d  Assistant  Engineer,  1  October,  1863.     Resigned  15  May,  1863. 
Williams,  J.  T. 

Midshipman,  1   April,  1828.      Passed   Midshipman,  14   June,   1834.      ResigneiJ' 
13  September,  1838. 
Williams,  liCwis  E. 

Acting  Third  Assistant  Engineer,  17  August,  1864.     Resigned  10  January,  1865. 
Williants,  I^ewis  J. 

Assistant  Surgeort,  25  January,  1842.     Surgeon,  30  August,  1856.     Medical  Inspec- 
tor, 3  March,  1871.     Medical  Director,  [28  May,  1871. 
Williams,  L,Ioyd  A. 

Third  Assistant  Engineer,  16  February,  1852.     Second  Assistant  Engineer,  9  May,; 
1857.     First  Assistant  Engineer,  3  August,  1859.    Retired  20  December,  1866. 
Chief  Engineer,  Retired  list,  34  July,  1867.    Died  28  December.  1873. 
Williams,  Peter. 

Mate,  25  March,  1863.     Acting  Ensign,  10  January,  1863.     Honorably  discharged 
9  November,  1867. 
Williams,  Richard. 

Acting  Third  Assistant  Engineer,  23  June,  1863.     Resigned  27  August,  1863. 
Williams,  R.  M. 

Acting  Ensign,  4  June,  1863.     Resigned  23  December,  1863. 
Williams,  Robert  A. 

Carpenter,  26  July,  18.j9. 
Williams,  Stephen. 

32  April,  1813.     Dismissed  3  April,  1814. 
Williams,  Theodore  8. 

Midshipman,  27  Scjitemlier.  3862..  Graduated  June,  1866.     Ensign,  13  March, 
1808.     Master,  36  March,  1869.     Died  13  June,  1871. 
Williams,  Thomas. 

Captain,  17  July,  1798.     Resigned  28  May,  1799. 
Williams,  Thomas. 

Acting  Ensign,  16  May,  1864.     Resigned  20  June,  1865. 
Williams,  Thomas  W. 

Acting  Master,  3  April,  1863.     Dismissed  17  April,  1863. 
Williams,  Wesley. 

Acting  Midshipman,  4  October,  1850.     Dismissed  12  June,  1851. 
Williams,  William. 

Acting  Master,  28  March,  1862.     Honorably  discharged  4  December  1868 
Williams,  William  C. 

Mate,  24  January,  1863.     Acting  Ensign,  20  March,  1865.     Appointment  revoked 
20  April,  1865. 

Williams,  William  C 

Acting  Ensign  and  Pilot,  30  October,  1864.     Dismissed  18  November,  1864 
Williams,  Williant  H. 

Midshipman,  8  August,  1799.     Resigned  20  August,  1799. 
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Williams,  William  II. 

Acting  Ensign,  15  July,  lS6-t.     Honorably  discharged  11  May,  18G5. 

Williams,  William  H.  11. 

Assistant  Paymaster,  6  September,  1801.  Paymaster,  14  April,  1862.  Resisned 
31  March,  1866.  ^ 

Williams,  William  W. 

Acting  Assistant  Paymaster,  11  July,  1861.    Assistant  Paymaster,  29  August,  1861 
Paymaster,  6  February,  1862.     Pay  Inspector,  24  October,  1871. 
Williams,  Zalmon  T. 

Acting  Third  Assistant  Engineer,  26  August,  1863.    Resigned  12  November,  1864. 
Williamson,  Andrew  F. 

Mate,  23  May,  1863.     Resigned  7  February,  1865. 
Williamson,  Charles  H. 

Assistant  Surgeon,  24  September,  1850.     Passed  Assistant  Surgeon,  24  September^ 
1855.    Dismissed  10  May,  1861. 
Williamson,  C>  Li. 

Midshijjman,  1  September,  1811.    Lieutenant,  5  March,  1817.    Commander,  9  Feb- 
ruary, 1837.    Cashiered  27  October,  18i42. 
Williamson,  DaTid. 

Midshipman,  11  April,  1837.     Resigned  10  May,  1843. 
Williamson,  Gabriel  G. 

Midshipman,  3  June,  1824.     Passed  Midshipman,  20  February,  1830.     Lieutenant, 
29  March,  1834.     Reserved  list,  13  September,  1855.    Commander  on  Active 
list,  14  September,  1855.    Died  17  October,  1859. 
Williamson,  George. 

Midshipman,  8  May  1799.     Discharged  5  June,  1801,  under  Peace  Establishment 
Act. 
Williamson,  George  H. 

Mate,  12  November,  1863.     Resigned  31  May,  1864. 
Williamson,  James  C. 

Midshipman,  7  January,  1832.     Passed  Midshipman,  8  July,  1839.     Lieutenant, 
35  November,  1844.     Commander,  16  July,  1862.     Captain,  10  October,  1866. 
Died  34  July,  1871. 
Williamson,  J.  IS. 

Mate,  8  JVily,  1863.     Dismissed  25  February,  1863. 

Williamson,  J.  D. 

Midshipman,  1  September,  1811.  Lieutenant,  37  April,  1816.  Commander,  9  Feb- 
ruary, 1837.     Died  10  April,  1844. 

Williamson,  J.  G. 

Gunner,  20  June,  1839.     Appointment  revoked  36  November,  1847. 

Williamson,  John  I>. 

Acting  Second  Assistant  Engineer,  2  December,  1861.  Acting  First  Assistant 
Engineer,  27  July,  1863.  Acting  Chief  Engineer,  30  July,  1864.  Honorably 
discharged  3  October,  1865. 

Williamson,  J.  S. 

Master,  4  August,  1807.  Last  appearance  on  Records  of  Navy  Department,  1815. 
New  Orleans. 

Williamson,  Thomas. 

Third  Assistant  Engineer,  21  May,  1853.     Second  Assistant  Engineer,  25  Jane, 
1855.     First  Assistant  Engineer,  33  April,  1859.    Chief  Engineer,  5  August, 
1861. 
Williamson,  Thomas- 
Assistant  Surgeon,  27  May,  1818.     Died  12  January,  1859. 

Williamson,  T.  T,. 

Midshipmaa,  12  March,  1833.     Died  6  September,  1834. 
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Williamson,  Williant. 

Assistant  Surgeon,  28  March,  1820.     Resigned  2  November,  1827. 

IVillianisoii.^  William  C. 

Third  Assistant  Engineer,  19  February,  1861.  Second  Assistant  Engineer,  16  Jan- 
uary, 1863.  First  Assistant  Engineer,  1  December,  1864.  Resigned  10  January, 
1866. 

Williamson,  William  P. 

Chief  Engineer,  20  October,  1842.     Name  stricken  from  the  Rolls,  6  May,  1861. 

Williamson,  W.  S. 

Midshipman,  2  February,  1829.     Resigned  29  June,  1836. 

Willis,  Elias. 

Midshipman,  4  June,  1799.  Last  appearance  on  Records  of  Navy  Department, 
24  J  une,  1799.    Lost  at  Sea. 

Willis,  Foster. 

Acting  MastiT,  22  January,  1862.     Resigned  24  April,  1865. 

Willis,  Caooi'ge  R. 

Boatswain,  22  October,  1878. 
Willis,  Henry. 

Midshipman,  10  September,  1841.     Dismissed  28  August,  1849. 
Willis,  Robert. 

Lieutenant,  14  February,  1799.     Last  appearance  on  Records  of  Navy  Department, 
3  May,  1800. 
Willis,  Thomas  JS. 

Midshipman,  13  August,  1799.     Last  appearance  on  Records  of  Navy  Department, 
3  December,  1800.     Furloughed. 
Willison,  Charles. 

Midshipman,  2  January,  1800.     Resigned  5  July,  1803. 
Williss,  John  W. 

Midshipman,  1  May,  1825.     Resigned  7  October,  1831. 
W^illiston,  John. 

Carpenter,  17  November,  1831.     Resigned  14  October,  1886. 
Williston,  Joseph. 

Muster,  26  November,  1814.     Died  14  April,  1833. 
Willits,  George  S 

Cadet  Engineer,  Naval  Academy,  1   October,  1873.      Graduated  21  June,  1875. 
Assistant  Engineer,  1  July,  1877. 
Willitson,  Joseph. 

Midshipman,  5  June,  1799.     Resigned  15  August,  1801. 
Willitson,  Joseph. 

Midshipman,  11  June,  1799.     Last  appearance  on  Records  of  Navy  Department 
28  November,  1800     Furloughed.  ' 

Willmnth,  Oeorge. 

Boatswain,  16  September,  1841.     Retired  list,  21  December,  1861.     Died  5  August 
1ST3.  ^      ' 

Willmuth,  John  A.  H. 

Mate,  25  August,  1862.     Acting  Ensign,  19  September,  1865.     Honorably  dis- 
charged 9  January,  1869.     Mate,  20  April,  1870. 
Willson,  John. 

Assistant  Surgeon,  30  July,  1861.     Resigned  14  July,  1862. 
Willson,  William  G.  G. 

Assistant  Burgeon,  9  December,  1839.     Resigned  8  September,  1843. 
Willson,  William  G.  G. 

Assistant  Surgeon,   1   December,   1876.      Passed   Assistant   Surgeon,   7   August, 
1880 
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Willson,  William  H. 

Actiug  Assistant  Surgeon,  1  October,  186J.     Resigned  9  September,  1864. 
Wilmar,  James. 

Boatswain,  9  June,  1803.     Dismissed  18  June,  1807. 
Wilmer,  Abraham. 

Midshipman,  4  April,  1799.     Resigned  10  February,  1800. 
WUiner,  Emmanuel. 

Midshipman,  1  June,  1808.     Resigned  18  September,  1812. 
Wilmer.  James  P. 

Midsliipmau,  27  December,  1802.  Lie;itc:iant,  16  February,  1809.  Killed  in 
action  28  March,  1814. 

Wilmer,  J.  B.  B. 

Chaplain,  7  March,  1839.     Resigned  33  July,  1844. 
Wilmer,  Joseph  R. 

Cadet  Engineer,  Naval  Academy,  1  October,  1874.     Graduated  20  June,  1878. 
Wilner,  Frank  A. 

Midshipman,  30  June,  1869.  Graduated  31  May,  1873.  Ensign,  16  July,  1874. 
JIaster,  25  March,  1880. 

Wilson,  Albert. 

Acting  Master,  39  October,  1861.    Appointment  revoked  (Sick,)   18  February, 
1863. 
Wilson,  Alexander  W. 

Midshipman,  27  November,  1835.     Resigned  13  June,  1839. 
Wilson,  Andrew. 

Gunner,  24  September,  1859.    Dismissed  8  January,  1866. 
Wilson,  Andrew. 

Acting  Second  Assistant  Engineer,  4  September,  1863.     Resigned  15  June,  1865. 
Wilson,  Benjamin  F. 

Acting  Assistant  Surgeon,  15  August,  1861.     Resigned  18  February,  1864. 
Wilson,  Benjamin  T. 

Midshipman,  15  October,  1834.     Dismissed  10  January,  1838. 
Wilson,  Bryee. 

Acting  Third  Assistant  Engineer,  22  November,  1802.     Acting   Second  Assistant 
Engineer,  28  December,  1863.     Honorably  discharged  30  December,  1868. 
Wilson,  Byron. 

Acting  Midshipman,  31  January,  1853.  Midshipman,  10  June,  1857.  Passed 
Midshipman,  35  June,  1860.  Master,  24  October,  1860.  Lieutenant,  16  April, 
1861.  Lieutenant-Commander,  5  November,  1863.  Commander,  20  Januai-y, 
1873. 

Wilson,  Csesar  B. 

Midshipman,  30  November,  1814.  Resigned  31  December,  1816.  Master,  1  Janu- 
ary, 1837.     Died  November,  1820. 

Wilson,  Charles. 

Acting  Ensign,  21  June,  1864.     Honorably  discharged  19  October,   1868.     Mate, 
25  January,  1870. 
Wilson,  Charles  Howard. 

Acting  Third  Assistant  Engineer,  14  July,  1864.     Died  24  April,  1865. 

Wilson,  Charles  H. 

Acting  Third  Assistant  Engineer,  3  January,  180."i.  Honorably  discharged  2  Octo- 
ber, 1865. 

Wilson,  Oharles  W. 

Acting  Master,  23  April,  1862.  Acting  Volunteer  Lieutenant,  3  February,  1864. 
Honorably  discharged  13  November,  1866. 

Wilson,  David. 

Mate,  29  April,  1864.    Appointment  revoked  9  August,  1865. 
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Wilson,  Downs  Jj.  „    .        h^    t  i      ioi>n 

Midshipman,  23  June,  1867.     Graduated  6  June,  1871.     Ensign,  14  Julj    1872. 

Master,  21  September,  1876. 

WUson,  Fletcher  A.  .     .  .    .  ^     .  „,  ,^  . 

Third  Assistant  Engineer,  36  August,  1859.  Second  Assistant  Engineer,  21  Octo- 
ber, 1861.  First  Assistant  Engineer,  1  October,  1863.  Chief  Engineer,  5  March, 
1871. 

Wilson,  George.  ^    .       ,  ,„„  ^  ,       .„^. 

Acting  Assistant  Paymaster,  3  August,  1861.     Resigned  19  October,  18bl. 

TVilson,  George  M. 

Master,  24  July,  1812.     Resigned  30  May,  1818. 

Wilson,  George  T.  ,,       .    , 

Acting  First  Assistant  Engineer,  38  November,  1863.  Honorably  aischarged 
4  November,  1865. 

Wilson,  George  W. 

Mate,  9  July,  1863.  Honorably  discharged  18  May,  1865.  Mate,  25  July,  1866. 
Discharged  23  April,  1867. 

Wilson,  George  W. 

Acting  Assistant  Surgeon,  25  September,  1863.     Died  34  September,  1864. 

Wilson,  G.  P. 

Gunner,  24  July,  1837.     Dropped. 

Wilson,  Henry. 

Acting  Master  18  November,  1862.    Resigned  3  March,  1868. 

Wilson,  Henry. 

Midshipman,  2     October,  1847.    Passed  Midshipman,  10  June,  1853.      Master, 

15  September,  1855.    Lieutenant,  16  September,  1855.     Lieutenant-Oommamler, 

16  July,  1863.     Commander,  30  April,  1867.     Captain,  9  May,  1878. 

Wilson,  Henry. 

Acting  Third  Assistant  Engineer,   13   February,   1865.     Honorably   discharged 
9  August,  1866. 
Wilson,  Henry. 

Purser,  17  June,  1846.     Resigned  11  February,  1851. 
Wilson,  Horatio  R. 

Midshipman,  17  April,  1863.     Graduated  June,  1860.     Ensign,  12  March,  1868. 
Master,  26    March,   1869.      Lieutenant,   21    March,    1870.      Died   33   January, 
1875. 
Wilson,  Jacob. 

Acting  Second  Assistant  Engineer,  5  June,  1863.     Appointment  revoked   (Sick,) 
36  June,  1863.     Acting  First  Assistant  Engineer,  19  February,  1864.     Appoint- 
ment revoked  (Sick,)  18  July,  1804. 
Wilson,  James. 

Midshipman,  3   April,   1804.     Lieutenant,    19   May,    1813.     Last  appearance  on 
Records  oi  Navy  Department,  1814. 
Wilson,  James. 

Midshipman,  18  May,  1809.     Appointment  revoked  34  July,  1809. 
Wilson,  James. 

Acting  Third  Assistant  Engineer,  19  September,   1804.     Honorably   discharged 
35  July,  1865. 
Wilson,  James. 

Acting  Assistant  Surgeon,  1  September,  1863.     Assistant  Surgeon,  21  June,  1864. 
Wholly  retired  34  April,  1800. 
Wilson,  James. 

Acting  Ensign,  13  November,  1863.     Dismissed  18  July,  1864. 
Wilson,  James. 

Boatswain,  8  August,  1866.     Dismissed  8  April,  1871. 
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'Wilson,  James. 

Mate,  21  Maj',  1863.     Acting  Ensign,  30  August,  1865.     Honorably  discharged 
9  November,  1868. 

Wilson,  James. 

Mate,  1  October,  1864.     Appointment  revoked  28  September,  1866. 
Wilson,  James. 

Mute,  3  November,  1865.     Appointment  revoked  2  August,  1866. 
W^ilson,  Jsiines  H. 

Acting  Third   Assistant   Engineer,   28   February,    1865.     Honorably   discharged 

13  February,  1809. 
Wilson,  James  Li. 

Acting  Ensign,  10  December,  1864.     Honorably  discharged  15  September,  1865. 
Wilson,  James  P. 

Midshipman,  1  Januaix  1817.     Lieutenant,   38  April,  1826.     Commander,  3   No- 
vember, 1843.     Died  13  March,  1848. 
Wilson,  James  R. 

Purser,  2?  April,  1812.     Last  appearance  on  Records  of  Navy  Department,  1815. 
Furloughed. 
Wilson,  James  W. 

Acting  Assistant  Surgeon,  3  February,  1865.     Honorably  discharged   9  October, 
1865. 
Wilson,  JarTis. 

Acting  Ensign  and  Pilot,  26  November,  1864.     Honorably  discharged  4  October, 
1865. 
Wilson,  Jobn. 

Acting  First  Assistant  Engineer,  3  May,  1864.     Honorably  discharged  13  October. 
1865. 
Wilson,  John. 

Third  Assistant  Engineer,  19  February,  1861.     Second  Assistant  Engineer,  17  De- 
cember, 1862.     Resigned  19  May,  1866. 
Wilson,  John  A. 

Acting  Second  Assistant  Engineer,  19  July,  1864.     Honorably  discharged  19  Sep- 
tember, 1865. 

Wilson,  John  A. 

Acting  Master  and  Pilot,  1  January,  1865.    Honorably  discharged  1  August,  1865. 

Wilson,  John  C. 

Midshipman,  30  July,  1865,     Graduated  June,  1869.    Ensign,  12  July,  1870.    Mas- 
ter, 9  December,  1871.     Lieutenant,  3  February,  1875. 

Wilson,  John  H. 

Mate,  7  November,  1863.     Resigned  17  October,  1864. 

Wilson,  John  H. 

Acting  Third  Assistant  Engineer,  23  November,   1864.     Honorably   discharged 
37  October,  1865. 

Wilson,  John  H. 

Mate,  18  June,  1865.     Honorably  discharged  7  September,  1865. 

Wilson,  John  J.  ,       ,.    ,         ^ 

Acting  Becond  Assistant  Engineer,  27  December,   1864.     Honorably  discharged 

1  December,  1865. 

Wilson,  John  K.  „        „    , 

Midshipman,  3  March,  1841.      Passed  Midshipman,  10  August,  184/.     Master, 

14  September,  1855.     Lieutenant,  15  September,  1855.     Resigned  9  May,  1856. 

Wilson,  John  Ij. 

Acting  Second  Assistant  Engineer,  4  March,  1863.     Dismissed  17  October,  1863. 

Wilson,  John  O. 

Midshipman,  3  February,  1839.     Resigned  1  July,  18S6. 
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Wilson,  John  S.  „        ^     ^^.t       t^       *       ^  ^o.,. 

Gunner,  date  not  known.     Last  appearance  on  Records  of  Navy  Department,  1815. 

Brig  "  Firefly.'''' 

Wilson,  Joseph.  ^     ^.     ^  „  ,.    , 

Purser,  24  July,  1813.  Retired  list,  31  December,  1861.  Pay  Director  on  Retired 
list,  3  March,  1871.     Died  19  June,  1875. 

Wilson,  Joseph. 

Sailmaker,  12  April,  1870. 

Wilson,  Joseph.  ,,   ^.    ,  ^ 

Assistant  Surgeon,  13  May,  1843.  Surgeon,  23  May,  1S57.  Medical  Inspector^ 
3  March,  1871.     Medical  Director,  26  April,  1872.     Retired  list,  6  January,  1878. 

Wilson,  Josiah  M. 

Midshipman,  21  September,  1861.     Graduated  October,  1865.     Ensign,  1  Decem- 
ber, 1866.     Master,  12  March,  1868.     Retired  list,  7  March,  1870.     Died  29  Oc- 
tober, 1871. 
Wilson,  Mason. 

Midshipman,  1  January,  1818.     Died  31  October,  1823. 

Wilson,  Matt.  H. 

Mate,  7  December,  1861.     Resigned  8  March,  1865. 

Wilson,  Miles. 

Cai-penter,  31  March,  1838.     Resigned  6  September,  1838. 

Wilson,  Nathaniel. 

Purser,  6  October,  1829.     Died  36  October,  1S49. 
Wilson,  Richard  A. 

Midshipman,  3  January,  1804.     Resigned  G  December,  1805. 

Wilson  Robert  H. 

Acting  Midshipman,  18  June,  1850.     Resigned  14  December,  1850. 

Wilson,  Samuel  Ij. 

Midshipman,  30  September,  1861.  Graduated  November,  1864.  Ensign,  1  No- 
vember, 1866.  Master,  1  December,  1866.  Lieutenant,  12  March,  1868.  Lieu- 
tenant-Commander, 31  December,  1869.     Died  1  August,  1879. 

Wilson,  Stephen. 

Midshipman,  15  November,  1809.     Dismissed  3  May,  1813. 

Wilson,  Stephen  R. 

Midshipman,  1  January,  1813.  Lieutenant,  13  January,  1825.  Commander, 
8  September,  1841.     Captain,  14  September,  1855.     Died  15  March,  1863. 

Wilson,  Theodore  D. 

Carpenter,  3  August,  1861.  Resigned  34  May,  1866.  Assistant  Naval  Constructor, 
17  May,  1866.     Naval  Constructor,  1  July,  1873. 

Wilson,  Thomas. 

Boatswain,  27  July,  1799.  Last  appearance  on  Records  of  Navy  Department, 
39  July,  1799. 

Wilson,  Thomas. 

Mate,  15  October,  1863.     Appointment  revoked  5  January,  1867. 

Wilson,  Thomas  E. 

Acting  Third  Assistant   Engineer,  4   November,   1863.     Honorably   discharged 
13  August,  1865. 
Wilson,  Thomas  P. 

Midshipman,  30  September,  1861.     Graduated  October,  1865.     Ensign  1  Decem- 
ber, 1866.    Master,  13  March,  1868.     Lieutenant,  36  March,  1869.     Retired  list, 
3  August,  1873.     Died  10  March,  1877. 
Wilson,  Thomas  R. 

Midshipman,  33  January,  1816.    Killed  in  1831. 
Wilson,  Thomas  R. 
Gunner,  31  January,  1853. 
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Wilson,  Thomas  S. 

Midshipman,  7  April,  1862.     Graduated  November,  1864.     Resigned  28  August, 
1865. 
Wilson,  W.  G.  G. 

Assistant  Surgeon,  9  December,  1839.     Resigned  8  September.  1S43. 
Wilson,  William. 

Gunner,  10  June,  1861. 
Wilson,  William. 

Midshipman,  1  January,  1808.     (See  Marine  Crops., 
Wilson,  William  A. 

Acting  Assistant  Surgeon,  1  October,  18G3.     Resigned  9  September,  1864 
Wilson,  William  E. 

Mate,  2  September,  1864.     Resigned  ",  May.  1865. 
Wiltbank,  James. 

Chaplain,  30  September,  1833.     Resigned  12  October,  1833.     Chaplain,  25  Febru- 
ary, 1837.     Died  19  March,  1842. 
Wilton,  Ricliard  W. 

Acting  Third   Assistant   Engineer,  2  September,   1864.     Honorabl-   discharged 
19  July,  1865. 

Wiltse,  Gilbert  C. 

Acting  Midshipman,  30  September,  1855.     Midshipman,  9  June,  1859.     Lieutenant, 
31    August,    1861.      Lieutenant-Commander,   6   January,   1866.      Commander, 
8  November,  1873. 
Wiltsee,  Isaac  P. 

Mate,  6  June,  1863.     Acting  Ensign,  4  November,  1864.     Honorably  dischartied 

30  November,  1865. 
Wiltz,  Alexander. 

Mate,  30  August,  1864.     Drowned  27  August,  1864. 
Wiltze,  Robert. 

Mate,  18  January,  1868.     Mustered  out  13  March,  1869. 

Wlnans,  George  W. 

Acting  Assistant  Paymaster,  30  October,  1863.    Drowned  1864. 
Winans,  Herman  W. 

Acting  Third  Assistant  Engineer,  8  Mav,  1863.    Appointment  revoked  (Sick,) 
18  June,  1864. 

Winans,  John. 

Midshipman,  1  July,  1825.     Died  31  January,  1831. 

Winans,  Nelson. 

Acting  Chief  Engineer,  9  March,  1863.    Honorably  discharged  28  September,  1865. 

Winch,  Thomas  G. 

Midshipman,  20  September,  1872.     Graduated  20  June,  1876.     Died  8  Janu;ii' , 
1879. 
Winchester,  Felix. 

Acting  Midshipman,  25  October,  1849.     Dropped  3  September,  1850. 

Winchester,  John  F. 

Acting  Master,  9  August,  1861.     Honorably  discharged  30  September,  1865. 

Winchester,  J.  O. 

Acting  Ensign,  27  July,  1863.     Honorably  discharged  9  August,  1865.     Acting 
Ensign,  11  December,  1866.     Mustered  out  27  March,  1869. 

Winchester,  William. 

Boatswain,  28  October,  1858.     Dismissed  17  October,  1863.     Acting  Boatswain, 

31  July,  1869.    Appointment  revoked  20  December,  1869.     Acting  Boatswaini 
21  November,  1873.    Appointment  revoked  11  July,  1874. 

Winder,  Edward  I/. 

Midshipman,  29  April,  1836.     Passed  Midshipman,  1  July,  1842.     Master,  25  Oc- 
tober, 1849.     Lieutenant,  20  April,  1850.     Dismissed  23  April,  1861. 
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Winder,  L,evlii  W. 

Midshipman,  3  June,  1799.     Resigned  25  March,  1801. 

Winder,  Thomas  Jones. 

Surgeon,  24  September,  1799.     Resigned,  date  not  known. 

Winder,  William. 

Midshipman,  21  September,  18G9.     Graduated  31  May,  1873.     Ensign,  16  July, 
1874. 
Windsor,  Williani  Augnslns. 

Third  Assistant  Engineer,  10  September,  1862.  Second  Assistant  Engineer, 
1  March,  18C4.     First  Assistant  Engineer,  1  January,  1868 

Wines,  Cliarles. 

Acting  Third  Assistant  Engineer,  24  February,  1863.  Acting  Second  Assistant 
Engineer,  1  March,  1864.     Appointment  revolted  (Sick,)  23  September,  1864. 

Wing,  Frank  H. 

Mate,  21  February,  1865.  Honoral)ly  discharged  10  September,  1868.  Mate,  18 
January,  1870.     Appointment  revoked  8  April,  1873. 

Wing,  George  E. 

Acting  Ensign,  21  August,  1863.     Honorably  discharged  15  November,  1865 

Wing,  James. 

Acting  Assistant  Paymaster,  8  February,  1862.     Resigned  13  August,  1862. 

Wing,  William. 

Acting  Ensign,  28  April,  1864.     Honorably  discharged  27  October,  1865. 
Wingate,  George  E. 

Acting  Ensign,  31  October,  1863.     Master,  13  March,  1868.     Lieutenant,  18  De- 
cember, 1868.     Lieutenant-Commander,  13  July,  1870. 
Wingate,  James  W. 

Sailmaker,  17  January,  1876. 
Wingate,  Henry  T. 

Midshipman,  13  December,  1831.  Passed  Midshijiman,  15  June,  1837.  Lieuten- 
ant, 8  September,  1841.     Died  4  May,  1854. 

Wingate,  James  W. 

Sailmaker,  17  January,  1876. 
Wingate,  John  D. 

JIate,  9  December,  1862.     Honorably  discharged  25  November,  1865. 
Wingate,  William  H. 

Acting  Third  Assistant  Engineer,  14  October,  1864.     Honorably  discharged  30  Oc- 
1867. 
Wingerd,  George  B. 

Midshiijman,  1  March,  1825.     Dismissed  by  Court-Martial  6  November,  1828. 
Winget,  Daniel. 

Mate,  31  March,  1868.    Resigned  22  March,  1864. 
Wingood,  William,  Jr. 

Mate,  28  August,  1862.     Acting  Ensign,  31    September,  1864.     Honorably  dis- 
charged 1  November,  1865. 
Winloek,  James  H. 

Midshipman,  35  September,  1868.     Graduated  1  June,  1872.     Died  3  March,  1873. 
Winloek,  Joseph. 

Professor,  26  June,  1856.     Resigned  1  May,  1866. 
Winn,  Charles  F. 

Midshipman,  1  January,  1818.     Died  3  May,  1820. 
Winn,  Edn-ard  A. 

JIate,  17  August,  1866.     Mustered  out  4  September,  1868. 
Winn,  John  It. 

Mate,  8  September,  1862.  Acting  Ensign,  3  June,  1863.  Acting  Master,  6  August, 
1864.  Acting  Volunteer  Lieutenant,  37  July,  1865.  Master,  13  March,  i868. 
Lieutenant,  18  December,  1868.     Lieutenant-Commander,  11  December  i877. 
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Winn,  Minor. 

Midshipman,  16  January,  1806.     Resigned  8  May,  1809. 
Winn,   Timothy. 

i'urser,  17  May,  1815.     Died  18  Februaiy,  1836. 
Winn,  Joseph. 

Acting  Volunteer  Lieutenant,  28  September,  1861.     Resigned  24  July,  1863. 
Winnemore,  Edward. 

Acting  Ensign,  6  June,  1864.     Died  of  wounds  at  Fort  Fisher,  24  December, 
1864. 

Winrani,  John. 

Mate,  9  June,  1863.     Honorably  discharged  3  October,  1865. 
Winraiii,  Saninel  R. 

Mate,  24  January,  1863.     Resigned  31  May,  1864. 
Winship,  Alvin  A. 

Acting   Second  Assistant  Engineer,   25   August,   1864.      Honorably  discharged 
21  July,  1865. 

Winship,  Amos. 

Surgeon,  12  September,  1799.     Last  appearance  on  Records  of  Navy  Department, 
11  August,  1800. 
Winship,  E.  K. 

Acting  Assistant  Paymaster,  18  December,  1863.     Resigned  11  November,  1864. 
Winship,  Thomas. 

Acting  Third  Assistant  Engineer,  28  ^lav,  1S63.     Acting  Second  Assistant  En 
gineer,  37  November,  1803.     Resigned  16  March,  1865. 
Winslow,  Cameron  M. 

Midshipman,  29  Sejjtember,  1870.     Graduated  21  June,  1875.  .  Ensign,  18  July, 
1876. 
Winslow,  Edward  J>. 

Acting  Assistant  Surgeon,  1  October,  1863.     Appointment  revoked  18  November, 
1868. 
Winslow,  Ezra  D. 

Chaplain  10  March,  1863.     Wholly  Retired  from  service  11  January,  1809 

Winslow,  Franois. 

Midshipman,  8  July,  1833.  Passed  Jlidshipman,  8  June,  1839.  Lieutenant,  24  No- 
vember, 1844.     Commander,  6  May,  1803.     Died  26  August,  1863. 

Winslow,  Francis. 

Midshipman,  26  July,  1865.  Graduated  7  June,  1870.  Ensign,  13  July,  1871. 
Master,  7  October,  1874. 

Winslow,  George  F. 

Mate,  25  January,  18/53.  Acting  Ensign,  23  May,  1863.  Acting  Master,  14  .lanu- 
ary,  1864,     Honorably  discharged  5  January,  1808. 

Winslow,  George  F. 

Acting  Assistant  Surcenn,  26  July,  1802.  Assistant  Surgeon,  28  May,  1864. 
Passed  Assistaut  Surgeon,  14  June,  18G7.     Surgeon,  2  April,  1875. 

Winslow,  Henry  A. 

Mate,  25  August.  1863.     Acting  Ensign,  31  October,  1864.     Honorably  discharged 
28  August,  1865. 
Winslow^  Herbert. 

Midshipman,  20  July,  I860.  Graduated  June,  1869.  Ensign,  12  July,  1870.  Mas- 
ter, 1  April,  1872.     Lieutenant,  3  May,  1875. 

Winslow,  John  A. 

Midshipman,  1  February,  1827.  Passed  Midshipman,  10  June,  1833.  Lieutenant, 
9  December,  1839.  Commander,  14  Se])teml)er,  1855.  Captain,  16  July.  1862. 
Commodore,  19  June,  1864.  Rear-Admiral,  3  March,  1870.  Died  29  September^ 
1873. 
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Winslow,  William  H. 

Mate,  28  June,  1862.     Acting  Ensign,  3  October,  1862.    Acting  Master,  13  Sep- 
tember, 1863.    Honorably  discharged  26  October,  1865. 
Winslow,  William  B. 

Acting  Assistant  Paymaster,  24  December,  1862.     Assistant  Paymaster,  2  July,_ 
1864.     Paymaster,  4  May,  1866.    Died  25  February,  1869. 
Winsor,  GiistaTus  A. 

Acting  Ensign,  8  June,  1864.     Appointment  revoked  (Sick,)  8  June,  1864. 
Winsor,  Horace  E. 

Third  Assistant  Engineer,  21  May,  1853.     Second  Assistant  Engineer,  27  July, 
1855.     Resigned  20  August,  1856. 
Winston,  John  I,. 

Acting  First  Assistant  Engineer,  13  August,  1863.     Honorably  discharged  30  No- 
vember, 1865. 
Winter,  Asa  C. 

Acting  Assistant  Paymaster,  1  August,  1861.     Died  28  June,  1864. 
Winter,  James. 

Acting    Assistant    Paymaster,   10    October,   1863.     Mustered    out    13    October, 
1865. 
Winter,  Ricliard. 

Midshipman,  15  November,  1809.     Lieutenant,  9  December,  1814.     Died  January, 
1819. 
Winter,  Waiter. 

Midshipman,  22  March,  1799.     Lieutenant,  26  April,  1809.     Last  appearance  on 
Records  of  Navy  Department,  1  June,  1813.    Drowned. 
Winters,  James  F. 

Acting  Third  Assistant  Engineer,  22  October,  1863.     Honorably  discharged  23  Oc- 
tober, 1865. 

Wintou,  David  li. 

Acting  Third  Assistant  Engineer,  21  July,  1863.     Resigned  30  January,  1864. 
Winton,  J.  Li. 

Mate,  24  September,  1861.     Dismissed  21  April,  1862.     Acting  Ensign,  29  June, 
1863.    Dismissed  17  October,  1873. 
Wise,  Edwar*!  E. 

Midshipman,  5  June,  1871.     Graduated  20  June,  1876.     Resigned  1   September 

1880.  '■ 

Wise,  Frani'is. 

Midshipman,  25  August,  1802.     Dismissed  22  December,  1803. 
Wise,  Fredericlt  M. 

Midshipman,  23  September,  1862.     Graduated  June,  1867.     Ensign,  18  December 
1868.     Master,  21  March,  1870.     Lieutenant,  21  March,  1871. 
Wise,  George  E. 

Acting  Ensign,  28  November,  1864.     Resigned  22  May,  1865. 
Wise,  George  S. 

Purser,  25  April,  1813.     Died  20  November,  1824. 
Wise,  Henry  A. 

Midshipman,  8  February,  1834.     Passed   Midshipman,  16  July,  1840.     Master 
31  October,  1846.     Lieutenant,  25  February,  1847.     Commander,  16  Julv.  I862I 
Captain,  29  December,  1806.     Died  2  April,  1869. 
Wise,  John. 

Assistant  Purgeon,  10  December,  1814.     Resigned  24  August,  1818. 
Wise,  John. 

Acting  Assistant  Surgeon,  1  October,  1862.     Resigned  4  June,  1864. 
Wise,  John  C. 

Assistant  Surgeon,  28  April,  1870.    Passed  Assistant  Surgeon,  10  June  1874. 
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Wise,  William  C. 

Actlncj  Midshipman,  29  September,  1860.     Ensign,  1   October,  1863.     Master, 
10  May,  1866.   Lieutenant,  21  February,  1867.   Lieutenant-Commander,  12  March, 
1868. 
Wish,  Jolm  A. 

Midshipman,  7  December,  1810.     Lieutenant,  27  April,  181C.     Died  25  October, 
1833. 
Wisbart,  Alexander. 

Acting  Midsl'ipman,  2  October,  1850.     Resigned  23  March,  1851. 
Wisner,  George. 

Carpenter,  30  December,  1841.     Died  24  March,  1866. 

Wisnei,  Henry  C. 

Midshipman,  17  April,   1863.     Graduated  .Tune,   1866.     Ensign,  13  March, 1868. 
Master,  26  March,  i869.     Lieutenant,  31  March,  1870.    Resigned  17  April,  1873. 
Wisner,  Robert. 

Mate.  23  May,  1862.     Died  28  June,  1864. 
Wissing,  Herman - 

Mate,  20  February,  1864.     Resigned  8  May,  1865. 

Wister,  Owen  J. 

Assistant  Surgeon,  6  March,  1848.     Resigned  34  July,  1853. 

Wiswall,  William  J. 

Midshipman,  1  January,  1825.     Resigned  7  February,  1827. 

Witliam,  Thomas  A. 

Acting  Ensign,  29  December,  ISfiS.     nonorably  discharged  3  October,  1865 

Wilherbee,  John  J. 

Acting  Assistant  Surgeon,  7  January,  1863.     Died  30  August,  1863. 

Witberell,  A.  D. 

Acting  Third  Assistant  Engineer,  27  July,  1863.     Acting  Second  Assistant  En- 
gineer, 2  May,  1864.     Appointment  revoked  (Sick,)  20  April,  1865. 

Witberell,  J.  B. 

Midshipman,  10  March,  1820.     Died  30  October,  1822. 

Withers,  J.  Trancis.  . 

Acting  Third  Assistant  Engineer,   3   November,   1864.     Honorably  discharged 
4  December,  1865. 
Witherspoon,  David. 

Midshipman,  11  December,  1799.     Resigned  1  January,  1801. 

Witherspoon,  John.  „  ^  , 

Midshipman,  5  February,  1800.    Discharged  12  October,  1801,  tmder  Peace  Estab- 
ment  Act. 
Withington,  Samuel  li. 

Mate,  19  November,  1861.     Resigned  13  February,  1865. 

Withington.  Sumner. 

Acting  Master,  29  October,  1861.     Resigned  31  December,  1863. 

Witzel,  Horace  M.  „  ^         .„„„     t.    •       laiir     -i. 

Cadet  Midshipman,  5  June,  1873.     Graduated  18  June,  1879.     Ensign,  18  March, 

1880. 

"""*  M*ate',  n^-De<^emhlT,  1863.     Acting  Ensign,  31  December,  1863.    Resigned  10  May, 

1865. 

Woart,  William.  ,    ^         ^„„„     _  i   io  t 

Midshipman,  39   September,  1863.     Graduated  June,  1808.     Drowned   18  June, 

1869. 

Wolbert,  Fredericlt  G.  ,.„„..     ^    ,•      i  ..^  a    j. 

Midshipman,  18  June,  1812.     Lieutenant,  38  March,  1830.     Cashiered  17  Septem- 
ber, 1835. 
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Wolcott,  OliTer  S. 

Midshipman,  1  January,  1818.     Resigned  la  March,  ]819. 

Wold,  Liaiirltz. 

Acting  Ensign,  3  August,  1863.     Honorable  discharged  16  September,  1865. 

Wolfe,  Henry. 

Mate,  16  February,  1864.     Honorably  discharged  13  August,  1865. 

Wolfenden,  John. 

Master,  27  June,  1818,    Discharged  10  June,  1815. 

Wolff,  Charles. 

Acting  Third  Assistant    Engineer,   30  October,   1863.      Honorably   discharged 
29  August,  1865. 

Wolfley,  licwls. 

Assistant  Surgeon,  31  June,  1833.     Passed  Assistant  Surgeon,  8  November,  1836. 
Surgeon,  39  July,  1841.    Died  31  July,  1844. 
Wolstenholme,  John. 

Mate,  31  January,  1804.     Resigned  10  May,  1865. 

Woobridge,  D.  U. 

1  January,  1825.    Died  31  January,  1833. 
Wood,  Albert  ]V. 

Cadet  Midshipman,  24  September,  1873.     Graduated  4  June,  1880. 

Wood,  Alonzo  J>. 

Acting  Third  Assistant  Engineer,  10  November,  1863.     Acting  Second  Assistant 
Engineer,  24  January,  1865.     Honorably  discharged  10  August,  1806. 
Wood,  JBcnjaiuin  F. 

Third  Assistant  Engineer,  1  July,  1861.     Second  Assistant  Engineer,  21  April, 
1863.    First  Assistant  Engineer,  11  October,  1866. 
Wood,  Chester  O. 

Acting  Third  Assistant  Engineer,  9  August,  1864.     Honorably  discharged  15  Sep- 
tember, 1865. 
Wood,  ]>.  R. 

Midshipman,  3  March,  1841.     Besigned  26  October,  1841. 
Wood,  Edward  P. 

Midshipman,  1  October,  1863.     Graduated  June,  1867.     Ensign,  18  December, 
1868.     Master,  31  March,  1S70.     Lieutenant,  21  March,  1871. 
Wood,  Edwin  M. 

Mate,  1  October,  1863.     Acting  Ensign,  38  November,  1863.     Honorably  dis- 
charged 18  September,  1865. 
Wood,  Frederick. 

Acting  Ensign,  33  October,  1864.    Honorably  discharged  1  July,  1865. 
Wood,  George  H. 

Mate,24  April,  1863.    Acting  Ensign,  16  September,  1863.     Honorably  discharged 
28  October,  1865. 
Wood,  CJeorge  W. 

Acting  Midshipman,  23  Septeml)er,  1859.  Ensign,  24  February,  1863.  Lieutenant, 
23  February,  1864.  Lieutenant-Commander,  25  July,  1866.  Commander 
36  February,  1878. 

Wood,  George  W. 

Mate,  26  February,  1868.     Mustered  out  80  November,  1868. 
Wood,  Godfrey. 

Lieutenant,  16  February,  1800.     Resigned  11  August,  1803. 
Wood,  Henry. 

Chaplain,  11  September,  1856.  Retired  list,  21  December,  1861.  Died  8  October. 
1873.  ' 

Wood,  Henry. 

Acting  Third  Assistant  Engineer.     Dismissed  11  August,  1864. 


GENERAL   NAVY  REGISTER.  788 

Wood,  H.  P.  T. 

Midshipman,  1  March,  1835.    Passed  Midshipman,  38  April,  1832.     Died  9  Octo- 
ber, 1836. 
Wood,  James  B. 

Acting  Master,  25  January,  1863.     Honorably  discharged  9  January,  186C.     Act- 
ing Master,  26  June,  1866.     Mustered  out  9  November,  1866. 
Wood,  James  I>. 

Acting  Master,  38  September,  1861.     Resigned  25  March,  1863. 
Wood,  James  P. 

Sailmaker,  2-t  November,  1841.    Resigned  38  April,  1843. 
Wood,  John. 

Midshipman,  18  July,  1800.     Resigned  4  March,  1804. 
Wood,  John. 

Midshipman,  7  December,  1799.     Last  appearance  on  Records  of  Navy  Depart- 
ment.   Dead. 
Wood,  John  F. 

Acting  Assistant  Paymaster,  27  September,  1862.     Mustered  out  17  October,  1865. 
Wood,  John  Taylor. 

Midshipman,  7  April,  1847.     Passed  Midshipman,  10  June,  1853.    Master,  15  Sep- 
tember, 1855.     Lieutenant,  16  September,  1855.     Dismissed  2  April,  1861. 
Wood,  Joseph  S. 

Acting  Assistant  Paymaster,  38  September,  1863.    Mustered  out  13  June,  1866. 
Wood,  Joseph  liCarned. 

Cadet  Engineer,  Naval  Academy,  142September,  1876.     Graduated  10  June,  1880. 
Wood,  liemuel  C. 

Acting  Master,  23  May,  1861.    Resigned  23  June,  1862. 
Wood,  li.  C,  Jr. 

Acting  Assistant  Paymaster,  6  April,  1865.    Mustered  out  3  September,  1865. 

Wood,  Mlnard. 

Mate,  36  June,  1863.     Appointment  revoked  28  November,  1863. 

Wood,  Closes  li. 

Cadet  Midshipman,  21    September,   1871.     Graduated  21   June,   1875.     Ensign, 
18  July,  1876. 
Wood,  Oliver  W. 

Midshipman,  30  November,  1814.     Died  in  1823. 

Wood,  Saninel  S. 

Acting  Assistant  Paymaster,  27  September,  1863.    Passed  Assistant  Paymaster, 
23  July,  1866.    Resigned  19  March,  1868. 
Wood,  Theodore  T. 

Midshipman,  39  September,  1864.  Graduated  June,  1868.  Master,  12  July,  1870. 
Lieutenant,  3  April,  1873. 

Wood,  Thomas  C. 

Midshipman,  80  July,  1866.     Graduated  6  June,  1871.    Ensign,  14  July,  1872. 

Wood,  William  H. 

Acting  Master,  25  July,  1861.  Acting  Volunteer  Lieutenant,  24  December,  1864. 
Honorably  discharged  23  February,  1866.  Acting  Master,  25  July,  1866.  Mus- 
tered out  13  April,  1868. 

Wood,  ^1  illiam  H. 

Mate,  23  September,  1863.    Honorably  discharged  5  December,  1865. 

Wood,  William  M.  ,.    ,  ^. 

Assistant  Surgeon,  16  May,  1829.  Surgeon,  20  February,  1888.  Medical  Director, 
3  March,  1871.     Retired  list,  27  May,  1871.     Died  1  March,  1880. 

Wood,  William  Maxwell. 

Midshipman.  20  July,  1865.  Graduated  7  June,  1870.  Ensign,  13  July,  1871. 
Master,  3  August,  1873.     Lieutenant,  11  December,  1377. 
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Wood,  William  W.  W. 

Chief  Engineer,  15  March,  1845.  Cliief  of  Bureau  Steam  Engineering,  20  March, 
1873.     Successor  appointed  3  March,  1877.     Retired  list,  31  May,  1880. 

Wootlbridge,  Henry  K. 

Purser,  27  March,  1861.     Died  25  October,  1861. 
Woodhury,  George  A. 

Mate,  9  November,  1864.     Honorably  discharged  30  June,  1865. 
Woodbury,  Jesse  P. 

Acting  Assistant  Paymaster,  14  August,  1861.     Assistant  Paymaster,  24  Septem- 
ber, 1863.     Resigned  18  April,  1866. 
IVoodbury,  Josiata  dr. 

Acting  Assistant  Paymaster,  10  November,  1862.     Killed  in  action  17  August, 
1863. 
Woodbury,  Iieander  S. 

Acting  Assistant  Paymaster,  20  January,  1865.  Honorably  discharged  25  Sep- 
tember, 1865. 

Woodend,  George  R. 

Third  Assistant  Engineer,  31  May,  1853.     Resigned  20  April,  1857. 

Woodlionse,  Samuel. 

Midshipman,  2  May,  1801.     Lieutenant,   4   May,  1808.     Commander,   27   April, 
1816.     Captain,  3  March,  1827.     Died  16  July,  1843. 
Woodtaull,  Maxwell. 

Midshipman,  4  June,  1832.     Passed   Midshipman,  36   June,    1838.     Lieutenant, 
17  July,  1843.     Commander,  1  July,  1861.     Died  19  February,  1863. 
Woodhnll,  William  W. 

Acting  Assistant  Paymaster,  13  May,  1863.     Passed  Assistant  Paymaster,  23  July, 
1866.     Paymaster,  10  February,  1870. 
Woodland,  Cliarles. 

Boatswain,  27  June,  1848.     Retired  list,  13  August,  1864.     Died  11  May,  1873. 
Woodland,  Wesley. 

Acting  Third  Assistant  Engineer,  14   January,    1862.     Dismissed   2    September, 
1863. 
Woodman,  !Edward. 

Midshipman,  30  September,  1863.  Graduated  June,  1866.  Ensign,  12  March, 
1868.  Master,  36  March,  1869.  Lieutenant,  21  March,  1870.  Died  2  August, 
1877. 

Woodman,  John. 

Mate,  28  October,  1863.     Drowned  37  October,  1864. 
Woodrow,  David  C 

Midshipman,  21   September,  1861.     Graduated  November,   1864.     Ensign,  1  No- 
vember, 1866,    Master,  1  December,  1866.     Lieutenant,  13  March,  1868.     Liou- 
tenant.Commander,  26  March,  1809. 
WoodrjiflT,  Abner. 

Midshipman,  1   September,  1798.     Lieutenant,  4  March,  1803.     Resigned   30  No- 
vember, 1803. 
Woodruff,   Harry. 

Mate,  24  November,  1863.     Acting  Ensign,  19  May,  1804.     Resigned  5  May,  1805. 
Woodruff,  Joseph,  Jr. 

Midshipman,  1  February,  1837.     Dropped. 
Woodruff,  Timothy. 

Acting  Third  Assistant  Engineer,  9  May,  1864.  Honorably  discharo-ed  4  Auril 
1868.  "  '■      ' 

Woodruffe,  Joseph. 

Midshipman,  1  January,  1808.     Resigned  16  January,  1809. 
Woods,  Arthur  Tannatt. 

Cadet  Engineer,  Naval  Academy,  14  September,  1876.     Graduated  10  Juno,  1880. 
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Woods,  Benjamin. 

Mate,  21  March,  1862.     Actiug  Ensign,  1  October,  1863.     Resigned  15  Maj',  1865. 
Woods,  diaries  H. 

Acting  Third  Assistant  Engineer,  28  February,   1865.      Honorably  discharged 
24  May,  1866. 

Woods,  David  C. 

Acting  Master,  13  May,  1861.     Acting  Volunteer  Lieutenant,  6  January,  1864. 
Honorably  discharged  10  September,  1865. 
Woods,  Oeorge  H. 

Mate,  13  December,  1861.     Acting  Ensign,  6  May,  1863.     Acting  jr.aster,  6  Janu- 
ary, 1865.     Honorably  discharged  10  September.  1865. 
Woods,  George  W. 

Assistant  Surgeon,  24  .January,  1862.     Passed  Assistant  Surgeon,   8  May,  1865. 
Surgeon,  10  December,  1869. 
Woods,  Henry  Ti.  R. 

Mate,   3   April,    1863.     Acting   Ensign,   7   April,   1864.      Honorably   discharged 
13  May,  1865. 
Woods,  John  C 

Boatswain,  8  July,  1815.     Died  31  January,  1836. 

Woods,  William  C. 

Acting  Th.ird  Assistant  Engineer,  24  September,   1864.     Honorably  discharged 
30  September,  1867. 
Woodward,  Edwin  T. 

Acting  Midshipman,  23  November,  1859.      Lieutenant,  23  February,  1864.     Lieu- 
tenant-Commander, 25  July,  1866.     Commander,  2  February,  1878. 
Woodward,  Edward. 

Assistant  Surgeon,  10  December,  1814.     Died  26  January,  1818. 

Woodward,  James  M. 

Gunner,  8  March,  1851.     Died  21  December,  1857. 
Wood^rard,  J.  W. 

Midshipman,  28  August,  1789.     Resigned  21  April,  1800. 

Woodward,  Roland  E. 

Acting  Assistant  Surgeon,  15  July,  1864.     Appointment  revoked  6  March,  1865. 

Woodward,  Tboinas  J. 

Acting  Master,  23  September,  1801.     Acting  Volunteer  Lieutenant,  1  August,  1863. 
Honorably  discharged  12  September,  1865. 
Woodward,  William  H. 

Acting    Third    Assistant    Engineer,   29    March,   1864.       Honorably    discharged 
19  March,  18C8. 
Woodward,  William  K. 

Acting  Assistant  Paymaster,  11  May,  1863.     Mustered  out  4  September,  1865. 

Woodwell,  Benjamin. 

Carpenter,  31  January,  1800.     Last  appearance  on  Records  of  Navy  Department. 

Woodwortb,  Henry  W. 

Acting  Second  Assistant  Engineer,  17  May,  1861.     Resigned  23  August,  1861. 

Woodwortli,  Robert. 

Assistant  Surgeon,  23  February,  1835.  Surgeon,  1  December,  1846.  Retired  hst, 
13  May,  1867.     Died  17  March,  1870. 

Woodwortb,  Selim  E.  ,..„,„., 

Midshipman,  16  June,  1838.  Passed  Midshipman,  20  May,  1844.  Resigned 
11  February,  1850.  Acting  Lieutenant,  10  September,  1861.  Commander, 
16  July,  1862.     Resigned  2  March,  1866. 

Woodwortb,  Selim  E.  ,    „  t        .,or,o 

Cadet  Midshipman,  30  September,  ]8'f2.     Graduated  18  June,  1879. 

Woodyear,  W.  R.  . 

Midshipman,  2  April,  1804.     Resigned  10  April,  1810. 
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Wooland,  Charles. 

Boatswain,  13  November,  1833.     Dismissed  8  March,  1836. 

Wooley,  diaries  W. 

Midshipman,  30  November,  i841.     Passea  Midshipman,  10  August,  1847.      Re- 
signed 31  December,  1854. 
Woolsey,  Mclanctlion  B. 

Midshipman,  24  September,  1833.  Passed  Midshipman,  16  July,  1840.  Master, 
23  March,  1847.  Lieutenant,  16  July,  1847.  Reserved  list,  13  September,  1855. 
Commander  on  Active  list,  16  July,  1863.  Captain,  25  July,  1866.  Commodore,, 
25  May,  1871.     Died  2  October,  1874. 

Woolsey,  M.  T. 

Midshipman,  9  April,  1800.  Lieutenant,  14  February,  1807.  Commander,  24  July, 
1813.     Captain  37  April,  1816.     Died  18  May,  1838. 

Woolsey,  W.  G. 

Midshipman,  1  January,  1817.  Lieutenant,  28  April,  1830.  Died  25  October,. 
1840. 

Woolson,  Jolin  S. 

Assistant  Paymaster,  19  March,  1863.     Resigned  13  December,  1865. 

WoolTerton,  Tlieoron. 

Assistant  Surgeon,  17  July,  1863.    Passed  Assistant  Surgeon,  35  September,  1865. 
Surgeon,  33  November,  1868. 
Wooster,  I>ncliis  W. 

Cadet  Engineer,  Naval  Academy,  1    October,  1871.     Graduated  31  May,  1873. 
Second  Assistant  Engineer,  33  January,  1874.     Passed  Assistant  Engineer,  1 
November,  1879. 
Worcester,  George  H. 

Midshipman,  37  September,  1871.  Graduated  21  June,  1865.  Ensign,  18  July,, 
1876. 

Worden,  Isaac  G. 

Acting  Assistant  Paymaster,  1  April,  1803.     Resigned  9  November,  1864. 

Worden,  Jolin  Li. 

Midshipman,  10  January,  1834.     Passed  Midshipman,  16  July,  1840.     Master,  15 
August,  1846.     Lieutenant,  30  November,  1846.     Commander,  16  July,  1863. 
Captain,  3  February,  1803.     Commodore,  27  May,  1868.     Rear-Admiral,  20  No- 
vember, 1873. 
Wording,  W.  UI. 

Mate,  8  September,  1864.     Dismissed  23  March,  1865. 
Work,  George. 

Acting  Assisttiut  Paymaster,  3  February,  1864.    Lost  on  ''  Tecumseh,"  5  August,  1864.. 
Worniley,  Wallace. 

Midshipman,  24   November,   1800.     Discharged   31   August,  1801,  under  Peace 
Establishment  Act. 
Wormley,  W.  W. 

Midshipman,  25  March,  1802.     (See  Marine  Corps.) 

Worstell,  Frank  W. 

Mate,  8  December,  1863.    Acting  Ensign,  11  January,  1865.     Resigned  11  April, 
1866. 
Worth,  Algernon  S. 

Midshipman,  1  February,  1837.    Passed  Midshipman,  10  June,  1833.     Lieutenant, 
28  February,  1838.     Died  3  February,  1841. 
Worth,  George  IS. 

Mate.     Dismissed  31  July,  1862. 
W  rth,  George  II. 

ate.     Resigned  24  November,  1863.     Mate,  13  June,  1866.     Appointment  re- 
voked 27  July,  1866. 
Worth,  Jelhro. 

Acting  Ensign,  28  October,  1863.     Honorably  discharged  14  August,  1865. 


GENERAL  NAVY  REGISTER.  79S 

Wortherspoon,  William  W. 

Mate,  9  March,  1870.     Resigned  9  October,  1873. 
Worlhing^toii,  C.  T.  <i. 

Midshipman,  1  September,  1811.     Resigned  3  July,  1813. 
Worthington,  Edward. 

Midshipman,  1  March,  lS2.j.     Died  18  July,  1837. 
Wortliington,  Henry. 

Master,  15  September,  1813.     Discharcced  15  April,  1815.    Master,  2  May,  1815. 
Died  18  November,  1848. 
Worthington,  John  I>eeds. 

Cadet  Engiueer,  14  September,  1876.     Graduated  10  June,  1880.     Died  14  July, 
1881. 
Worthington,  T.  R. 

Midshipman,  1  January,  1817.     Killed  in  a  duel,  4  February,  1833. 
Worthington,  Walter  F. 

Cadet  Engineer,  1  October,  1873.  Graduated  31  June,  1875.  Assistant  Engineer, 
1  July,  1877. 

Wragg,  Jos. 

Midshipman,  16  January,  1809.     Lieutenant,  24  July,  1813.     Died  18  April,  1825. 

Wran,  John. 

Acting  Gunner,  17  June,  1863.     Honorably  discharged  23  November,  1866. 

Wright,  Albert  J.,  Jr. 

Acting  Assistant  Paymaster,  23  May,  1863.     IMustered  out  3  December,  1865. 

Wright,  Ai-thnr  H. 

Acting  Midshipman,  28  September,  1860.     Ensign,  1   October,  1803.      Master, 
10    May,   1866.       Lieutenant,  31    February,   1867.       Lieutenant-Commander, 
12  March,  1868. 
Wright,  B.  B. 

Midshipman,  10  September,  1841.     Resigned  24  October,  1842. 

Wright,  Charles  A. 

Acting  Ensign,  1  October,  1SG3.  Acting  Master,  7  February,  1863.  Acting 
Volunteer  Lieutenant,  22  August,  1863.  Honorably  discharged  9  September, 
1805. 

Wright,  Charles  B. 

Acting  Third  Assistant  Engineer,  18  May,  1863.  Acting  Second  Assistant  Engi- 
nee?,  13  November,  1864.     Resigned  7  April,  1865. 

Wright,  Clinton. 

Midshipman,  18  May,  1809.     Resigned  5  August,  1809. 

Wright,  D.  V.  N. 

Acting  Master  and  Pilot,  1   September,  1864.     Appointment  revoked   14  April, 

1865. 
Wright,  Edward. 

Midshipman,  30  November,  1814.     Resigned  10  April,  1817. 

Wright,  Edward  E. 

Cadet  Midshipman,  30  September,  1873.     Graduated  18  June,  1879. 

Wright,  Emory. 

Acting  Assistant  Paymaster,  30  June,  1863.     Mustered  out  4  November,  18^5. 

Wright,  F.  B. 

Midshipman,  1  April,  1838.     Resigned  34  August,  1833. 

Wright,  G*orge.  ^     ^         ^-  .  , ,.  , 

Surgeon,  37  June,  1798.     Discharged  16  June,  1801,  under  Peace  Lstablislmicnl 

A^ct. 
Wright,  George. 

Master,  19  January,  1809.     Last  appearance  on  Records  of  Navy  Department. 

Wright,  George  F. 

Midshipman,  30  July,  1865.     Graduated  June,  1869.     Resigned  25  April,  1871. 
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Wright,  George  P. 

Acting  Assistant  Surgeon,  30  September,  1803.     Honorably  discharged  9  October, 
1865. 
Wright,  Henry  C. 

Acting  Second  Assistant  Engineer,  18  November,  1863.  Appointment  revoked 
3  August,  1865. 

Wright,  Henry  T. 

Acting   Assistant  Paymaster,   19  February,  1864.     Passed   Assistant  Paymaster, 
23  July,  1866.     Paymaster,  10  March,  1870. 
Wright,  53enry  X. 

Third  Assistant  Engineer,  8  May,  1859.     Name  stricken  from  the  Rolls,  6  May, 
1861. 
Wright,  James. 

Master,  16  February,  1814.     Discharged  1  February,  181.J. 

Wriglit,  Jantes  B. 

Master,  19  November,  1813.     Cashiered  15  November,  1820. 

Wright,  James  B. 

Midshipman,  4  March,  1819.     Last  appearance  oa  Records  of  Navy  Department, 
1822.     Dead. 
Wriglit,  James  D. 

Third  Assistant  Engineer,  21  July,  1858.     Second  Assistant  Engineer,  17  January, 
1881.     Resigned  16  October,  1861. 
Wright,  James  H. 

Acting  Third  Assistant  Engineer,  22  July,  186i.     Honorably  discharged  9  March, 
1866. 
Wright,  James  K. 

Acting  Third  Assistant  Engineer,  11   November,  1863.     Honorably  discharged 
12  August,  1865. 
Wright,  Jesse. 

Acting  Third    Assistant   Engineer,   27   October,   1863.      Honorably   discharged 
28  October,  1865. 
Wright,  J.  H. 

Acting  Assistant  Surgeon,  19  December,  1864.     Honorably  discharged  11  Febru- 
ary, 1866. 
Wrigh<,  John. 

Midshipman,  20  December,  1804.     Resigned  14  February,  1807. 
Wriglit,  John. 

Mate,  6  December,  1862.     Dead. 
Wright,  John  IE. 

Mate,  13  August,  1863.  Acting  Ensign,  18  July,  1864.  Honorably  discharged 
6  October,  1865. 

Wright,  John  H. 

Assistant  Surgeon.  9  December,  1839.  Surgeon,  18  April,  1855.  Retired  list, 
25  April,  1861.  Medical  Director  on  Retired  list,  3  March,  1871.  Died  26  De- 
cember, 1879. 

Wright,  Joseph  li. 

Acting  Third  Assistant  Engineer,  16  August,  1864.  Honorably  discharged 
20  June,  186.x  ^ 

Wright,  Miers  F. 

Midshipman,  1  October,  1866.     Graduated  7  June,  1870.     Ensign,  }3  July,  1871. 
Master,  5  April,  1874.     Lieutenant,  1  April,  1880. 
Wright,  Perry  C. 

Acting  Ensign,  5  June,  1863.     Honorably  discharged  12  November,  1865. 
Wright,  Robert  Armstrong. 

Third  .Assistant  Engineer,  10  June,  1862.  Second  Assistant  Engineer,  21  Novem- 
ber, 1863.    Resigned  16  October,  1865. 
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Wrigbt,  Robert  C. 

Mate.     Actiu^  Ensign,  1  October,  1862.     Resigned   10  December,  1863.     Acting 
Ensign,  7  January,  1863.     Appointment  revoked  (Sick.)  10  July,  1863.     Acting 
Ensign,  9  October,  1863.     Resigned  17  February,  1864. 
Wrigbt,  Robert  D. 

Acting  Third  Assistant  Engineer,  16  March,  1864.     Honorably  discharged  20  Jan- 
uary, 1866. 

Wright,  Robert  K. 

Cadet  Midshipman,  11  June,  1873.     Graduated  4  June,  1880. 
Wrigbt,  Thomas. 

Acting  Ensign,  1  October,  1862.     Resigned  20  M;iy,  1863.     Actiiv,'  .Master,  17  No- 
vember, 1863.     Dismissed  8  June,  1 864. 
Wright,  Thomas. 

Acting  Master,  7  December,  1861.     Resigned  7  April,  1863. 
Wright,  William. 

Acting  Master,  28  October,  1861.     Honorably  discharged  17  September,  1865 
Wright,  William. 

Midshipman,  4  July,  1805.     Resigned  20  February,  1806. 
Wright,  William. 

Acting  Third  Assistant  Engineer,  9  March,  1864.     Honorably  discharged  22  Sep- 
tember, 1865. 
Wright,  William. 

Acting  Third  Assistant  Engineer.    Appointment  revoked  (Sick,)  12  December, 
1863. 
Wright,  William  F. 

Acting  First  Assistant  Engineer,  17  October,   1861.      Acting   Chief   Engineer, 
19  January,  1363.     Resigned  15  May,  1865. 
Wright,  William  G. 

Acting  Master,  1  October,  1861.     Honorably  discharged  5  3Iay,  1866. 

Wright,  William  G. 

Acting  Third  Assistant  Engineer,  15  June,  1864.     Honorably  discharged  30  Octo- 
ber, 1865. 
Wrightington,  Charles  J>. 

Acting  Third   Assistant  Engineer,  30  December,    1864.     Honorably   discharged 
27  October,  1865. 

Wroten,  W.  H. 

Acting  Master  and  Pilot,  1   October,  1864.     Honorably  discharged  17  January, 
1866. 
Wnnderlicb,  Frederick  W^ 

Acting  Assistant   Surgeon,   18   May,   1864.        ssistant   Surgeon,    10   May,    1865. 
Passed  Assistant  Surgeon,  23  January,  1869.     Resigned  31  JIarch,  1870. 

Wnrts,  Daniel. 

Midshipman,  31  December,  1798.     Resigned  28  January,  1802. 

Wnrts,  William  A... 

Midshipman,  1  April,  1836.     Passed  Midshipman,  28  April,  1832.     Lieutenant, 
9  Februai-y,  1837.     Died  6  February,  1847. 

Wyatt,  licmnel  C. 

Acting  Third  Assistant  Engineer,  11  December,  1861.     Dismissed  28  May,  1862. 

Wyatt,  Robert  T. 

Acting  Master,  14  August,  1861.    Honorably  discharged  28  August,  1865. 

Wyatt,  S.  C. 

Acting  First  Assistant  Engineer,  1861.     Resigned  19  October,  1861. 

Wyatt,  Thomas  A. 

Acting  Master  and  Pilot,  1  October,  1864.     Appointment  revoked  9  March,  1865. 

Wyatt,  Thomas  H. 

Acting  Master  and  Pilot,  15  September,  1863.     Appointment  revoked  9  February, 
1865. 
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Wy brant,  John. 

Acting  First  Assistant  Engineer,  23  June,  1863.     Resigned  3  .June,  1864. 

Wyckoff,  Ambrose  B. 

Midshipman,  29    September,  1864.     Graduated  June,  1868.     Ensign,  19  April, 
1869.     Master,  13  July,  1870.     Lieutenant,  25  October,  1873. 

Wyckoflf,  John. 

Mate,  25  January,  1870.     Resigned  15  March,  1873. 
Wyer,  Edward. 

Midshipman,   26  April,   1798.     Lieutenant,   18   March,   1800.     Left    the  service 
15  January,  1805. 
Wylie,  ©avid  R. 

Acting  Third  Assistant  Engineer,  25  October,  1863.     Acting  Second  Assistant 
Engineer,  6  July,  1863.     Honorably  discharged  23  September,  1865. 
Wylie,  James. 

Third    Assistant    Engineer,    19   February,    1863.      Second   Assistant   Engineer, 
20  June,  1864.    Died  26  April,  1869. 
Wyman,  Francis.  8. 

Acting  Second    Assistant    Engineer,   8  August,   1864.      Honorably   discharged 
11  December,  1865. 
Wyman,  Henry. 

Mate,  24  September,  1861.     Resigned  5  April,  1865. 
Wyman,  John. 

Midshipman,  1  April,  1828.     Resigned  17  March,  1839. 
Wyman,  Kobert  H. 

Midshipman,  11  March,  1837.     Passed  Midshipman,  29  June,  1843.     Acting  Mas- 
ter, 13  June,  1848.     Lieutenant,  16  July,  1850.     Commander,  16  July,  1862. 
Captain,  25  July,  1866.     Commodore,  19  July,  1873.     Rear-Admiral,  26  April, 
1878. 
Wyman,  Thomas  W. 

Midshipman,  17   December,   1810.      Lieutenant,   27  April,  1816.      Commander, 
9  February,  1837.     Captain,  2  November,  1842.     Died  24  February,  1854. 
Wynch,  George  J. 

Midshipman,  2  February,  1839.     Passed  Midshipman,  3  July,  1835.     Lieutenant, 
8  September,  1841.    Died  24  October,  1843. 
Wyndc,  Henry  J. 

Mate,  21  January,  1864.     Honorably  discharged  13  August,  1807. 
Wynn,  William  P. 

Acting  Third  Assistant  Engineer,  3  July,  1863.     Resigned  1864. 
Wysham,  William  E. 

Assistant  Surgeon,  24  September,  1834.  Passed  Assistant  Surgeon,  16  May,  1860. 
Dismissed  10  May,  1861. 

Yancey,  A.  K. 

Midshipman,  1  April,  1835.     Resigned  25  June,  1833. 
Yancey,  Benjamin. 

Midshipman,  14  March,  1799.     Discharged  10  ]\Iay,  1801. 
Yancey,  C.  C. 

Midshipman,  1  January,  1808.     Resigned  24  October,  1808. 
Yancey,  €.  C. 

Midshipman,  18  June,  1813.     Resigned  25  September,  1813. 
Yancey,  Charles  K. 

Assistant  Surgeon,  1  March,   1871.      Passed   Assistant  Surgeon,   12  June    1876. 
Retired  list,  31  May,  1880. 
Yard,  Edward  M. 

Midshipni.ui,  1  November,  1827.  Pas.,ed  Midshipman,  10  June,  18:33.  Lieutenant, 
38  February,  1838.  Commander,  14  September,  1855.  Retired  list,  18  January. 
1862.    Resigned  3  May,  1866. 
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Tard,  Thomas  S. 

Acting  Assistnnt  Surgeon,  25  January,  1863.     Honorably  discliarged  24  October, 
18(15. 
Yai-iisill,  Joliu. 

Midshipman,  16  January,  1809.     Lieutenant,  24  July,  1813.     Lostinthe".&^en!ier." 
Tarnall,  Mordecai. 

Professor.   ^   '^'^'-ruary,  1839.     Retired  list,  16  April,   1878.    Died  27  February, 
1879. 
Tates,  Arthur  1£. 

Acting  Midshipman,  24  September,  1856.     Midshipman,  10  June,  1857.     Passed 
Midshipman,  25  June,  1860.     Master,  24  October,  1860.     Lieutenant,  18  April, 
1861.     T.ieutenant-Commander,  16  November,  1864.     Commander,  6  February, 
1872. 
Tates,  Charles. 

Midshipman,  1  January,  1813.     Last  appearance  on  Records  of  Navy  Department, 
1815.     Norfolk. 
Tates,  Isaac  I. 

Midshipman,  21  September,  1861.     Graduated  June,  1866.    Ensign,  13  March, 
1868.     Master,  26  March,  1869.     Lieutenant,  21  March,  ISTO. 

Tates,  James  B. 

Midshipman,  29  December,  1841.     Resigned  11  May,  1848. 

Tates,  John. 

Acting  First  Assistant  Engineer,  20   September,  1863.     Acting  Chief  Engineer, 
19  January,  1863.    Honorably  discharged  23  November,  1865. 
Tates,  John  A. 

Acting  Ensign,  1  October,  1863.     Promoted  to  Acting  Master,  19  February,  1863. 
Resigned  3  June,  1863. 
Tates,  William. 

Acting  Gunner,  5  December,  1861.    Dismissed  30  September,  1863. 

Teager,  Charles  F. 

Acting  Second  Assistant  Engineer,  5  December,  1862.     Acting  First   Assistant 
Engineer,  1  November,  1864,     Honorably  discharged  28  November,  1865. 

Teateman,  T.  H. 

Midshipman,  1  Mciy,  1833.    Resigned  13  June,  1837. 
Teates,  Donaldson. 

Assistant  Surgeon,  14  May,  1813.     Died  28  October,  1815. 

Teaton,  John  H. 

Acting  Ensign,  14  March,  1864.     Dismissed  39  December,  1864. 

Teaton,  Joseph  X. 

Mate,  18  February,  1863.     Dismissed  4  December,  1863. 

Teaton,  Samnel. 

Acting  Master,  36  August,  1861.     Resigned  11  February,  1863. 

Teaton,  Samnel  K. 

Acting  Third  Assistant  Engineer,  33  February,  1864.      Appointment  revoked 
21  June,  1864. 
Teaton,  William  Harper. 

Mate,  30  January,  1863.     Resigned  28  February,  1867. 

Teiser.  John  H. 

Midshipman,  1  May,  1823.     Died  in  September,  1823. 

Teo,  William  F. 

Mate,  18  April,  1863.     Resigned  25  July,  1863. 

Teomans,  James. 

Carpenter,  3  November,  1798.     Resigned  27  July,  1799. 

Tocam,  Ren  ben. 

Acting  Third  Assistant  Engineer,  3  July,  1863.     Honorably  discharged  3  Novem- 
ber, 1865. 
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Yoe,  George  W.  ^       ^  , 

Acting  Third  Assistant  Engineer,  8  August,  1863.    Honorably  discharged  26  July, 

1865. 

York,  liCwis  S. 

Acting  Assistant  Paymaster,  24  February,  1862.    Mustered  out  38  September,  1865. 

Yorlie,  L.ewis  A. 

Assistant  Paymaster,  36  October,  1869.    Passed  Assistant  Paymaster,  13  May,  1875. 

Y'orston,  Matthew  M. 

Mate,  39  September,  1864.     Honorably  discharged  4  October,  1865. 

Tou,  Isaac  S.  K. 

Midshipman,  3  July,  1885.  Passed  Midshipman,  23  June,  1841.  Lost  in  the 
"Orampus,"  March,  1843. 

Yoiins:,  Adam. 

Master's  Mate,  39  September,  1840.     Resigned  22  March,  1858. 

Yonng,  Albert  Osborn. 

Cadet  Engineer  Naval  Academy,  14  September,  1876.     Graduated  10  June,  1880. 

Yonng,  Carrington  A. 

Mate,  14  September,  1866.     Gunner,  9  April,  1875. 

Yonng,  Edward  li. 

Master,  9  JI;iy,  1813.  Last  appearance  on  Records  of  Navy  Department,  1816. 
Purloughed. 

Young,  franklin. 

Acting  Ensign,  30  January,  1865.     Honorably  discharged  30  August,  1865. 

Yonng,  George  M. 

Mate,  13  December,  1861.     Deserted  26  December,  1861. 

Yonng,  George  W. 

Acting  Third  Assistant  Engineer,  14  April,  1864.     Resigned  37  June,  1865. 
Yonng,  George  W. 

Midshipman,  19  October,  1841.  Passed  Midshipman,  10  August^  1847.  Master, 
14  September,  1855.  Lieutenant,  15  September,  1855.  Lieutenant-Commander, 
16  July,  1863.    'Commander,  35  July,  1866.     Died  30  August,  1867. 

Yonng,  H.  A.  F. 

Master,  16  May,  1839.     Reserved  list,  14  September,   1855.     Resigned  15   May, 
1861. 
Yonng,  H^nry  C. 

Acting  Assistant  Surgeon,  8  March,  1865.     Honorably  discharged  9  January,  1866. 
Yonng,  Horace  S. 

Acting  Master,  18  July,  1861.     Honorably  discharged  19  September,  1865. 
Young,  James  G. 

Acting  First  Assistant  Engineer,  38  July,  1863.     Acting  Chief  Engineer,  6  July, 
1863.     Honorably  discharged  6  May,  1866. 
Young,  James  G. 

Third  Assistant  Engineer,  37  January,  1848.     Second  Assistant  Engineer,  6  No- 
vember, 1849.    First  Assistant  Engineer,  36  February,  1851.     Resigned  14  No- 
vember, 1855. 
Yonng,  James  IV. 

Acting  Assistant  Surgeon    8  March,  1865.     Honorably  discharged  23  January, 
1866. 
Yonng,  Jefferson. 

First  Assistant  Engineer,  31  September,  1861.     Retired  list,  7  March,  1871. 
Yonng,  John. 

Midshipman,  4  March,  1823.     Resigned  19  October,  1827. 
\"onng,  John. 

Acting  Second  Assistant  Engineer,  2  November,  1861.     Discharged  19  July,  1863. 


GENERAL   NAVY   REGISTER.  799 

Tonng,  John. 

Boatswain,  6  April,  1838.    Resigned  3  July,  1841. 
Young,  John,  Jr. 

Assistant  Surgeon,  9  July,  1813.     Last  appearance  on  Records  of  Navy  Depart- 
ment, 1815. 
Young,  John  J. 

Boatswain,  5  April,  1847.     Resigned  13  July,  1858. 
Young,  John  J. 

Midshipman,  1  January,  1813.     Resigned  35  May,  1814.     Midshipman,  17   June, 
1814.     Lieutenant,  38  March,   ly20.      Commander,  15  April,  1840.     Reserved 
list,  13  September,  1855.     Commodore,  Retired  list.     Died  4  November,  1875. 
Yonng,  John  Li. 

Acting  Third  Assistant  Engineer,  26  October,   1863.     Honorably  discharged  13 
June,  1866.     Acting  Third  Assistant  Engineer,  30  January,  1867.     Mustered  out 
6  August,  1869. 
Yonng,  John  91. 

Acting  Third  Assistant  Engineer,  37   December,   1864.     Resigned   34   Januarv 
1867. 
Tonng,  Jonathan. 

Midshipman,  19  October,  1841.     Passed  Midshipman,  10  August,  1 847.     Master, 

14  September,  1855.     Lieutenant,  15  September,  1855.     Lieutenant-Commander, 
16  July,  1862.     Commander,  25  July,  1866.     Captain,  8  November,  1873. 

Tonng,  Joseph  S. 

Mate,  21  November,  1863.     Acting  Ensign,  33  September,  1864.     Honorably  dis- 
charged 14  May,  1867. 
Tonng,  liucien. 

Midshipman,  21  June,  1869.     Graduated  81  May,  1873.    Ensign,  16  July,  1874. 
Master,  24  November,  1877. 
Tonng,  Xathan  Li. 

Mate,  23  June,  1863.    Resigned  7  Augus;-,  1863. 

Tonng,  ST.  C 

Mate,  9  March,  1866.     Deserted  17  August,  1866. 

Tonng,  Perrlt  D. 

Acting  Second  Assistant  Engineer,  23  February,  1864.    Died  on  " GeneralLyon," 

15  August,  1864. 
Tonng,  Philander  S. 

Acting  Fii'st  Assistant  Engineer,  2  December,  1864.     Resigned  20  June,  1865. 
Tonng,  Samuel. 

Purser,  24  July,  1800.     Last  appearance  on  Records  of  Navy  Department. 
Tonng,  Stephen. 

Gunner,  1  October,  1861. 
Tonng,  Thomas. 

Midshipman,  19  October,  1841.     Passed  Midshipman,  10  August,  1847.    Master, 
14  September,  1855.    Lieutenant,  15  September,  1855.     Resigned  8  September, 
1856. 
Tonng,  T.  J. 

Acting  Ensign,  21  May,  1864.     Appointment  revoked  (Sick,)  13  December,  1864. 

Tonng,  William. 

Acting  Second  Assistant  Engineer,  28  May,  1861.     Resigned  28  October,  1861 

Toung,  William. 

Mate,  17  June,  1863.     Dismissed  1  August,  1863. 

Tonng,  William. 

Acting  Ensign,  28  February,  1863.     Honorably  discharged  10  September,  1865. 

Tonng,  William  S. 

Midshipman,  1  March,  1837.     Passed  Midshipman,  10  June,  1833.     Lieutenant, 
28  February,  1838.     Commander,  14  September,  1855.     Died  17  October,  1861. 
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Zane,  Abrabain  T. 

Cadet  Engineer,  Naval  Aoarlemy,    1   October,   1871.     Graduated   3  May,    1874. 
Assistant  Engineer,  26  February,  1875. 

Zantziager,  II.  I>. 

Midshipman,  1  January,  1817.     Died  in  1833. 
Zantzinger,  .loliii  P. 

Midshipman.  15  November,  1809.     Lieutenant,  9  December,  1814.     Commander, 

3  March,  1881.     Captain,  23  December,  1838.     Dropped  13  September,, 1855. 

Zantzinger,  W.  P. 

Purser,  35  June,  1832.     Dismissed  17  January,  1844. 
Zantzinger,  W.  P. 

Purser,  24  July,  1813.     Cashiered  31  May,  1830. 
Zeigler,  Asa  II. 

Acting  Assistant  Surgeon,  8  March,  18')5.     Honorably  discharged  9  October,  18G5. 
Zeller,  Tbeodore. 

Third  Assistant  Engineer,  15  June,  1843.     Second  Assistant  Engineer,  10  .July, 
1847.     First  Assistant  Engineer,  26  February,  1851.     Chief  Engineer,   27  June, 
1855. 
Zenzen,  liOuis. 

Assistant  Surgeon,  24  January,  1862.    Passed  Assistant  Surgeon,  35  September, 
1865.     Surgeon,  10  May,  1867.     Died  33  November,  1868. 
Zerega,  Alfred  Li.  B. 

Acting  Master,  24  July,  1861.     Resigned  1  September,  1864. 
Zettick,  Jobn  P. 

Acting  Ensign,  24  February,  1864.     Honorably  discharged  25  September,  1866. 
Ziegler,  David  H. 

Mate,  26  Ncjvember,  1863.     Resigned  6  June,  1864. 
Ziegler,  John  (Ininey  Adams. 

Acting  First  Assistant  Engineer,  34  Februar.y,  1863.     Acting  Chief  Engineer, 

4  February,  18i,3.     Chief  Engineer,  18  J  une,  1868. 
Ziniinernian,  Charles. 

Acting  Ensign,  3  June,  1864.     Honorably  discharged  31  February,  1866. 
Ziniinernian,  Charles  W. 

Acting  Midshipman,  20  September,  1858.      Acting  Master,   13  February,  1862. 
Lieutenant,  1  August,  1863.     Killed  in  Battle,  1  January,  1863. 
Sininieruian,  Engene. 

Acting  Ensign,   13  May,  1863.     Acting  Master,  12  June,  1864.     Honorably  dis- 
charged 25  October,  1865. 
Ziinniernian,  "William. 

Mate,  18  April,  1863.     Acting  Ensign,  3  November,  1863.     Honorably  discharfjed 
24  October,  1865. 


THE 


UNITED  STATES  MVAL  ACADEMY. 


The  United  States  Naval  Academy  was  founded  in  1845,  by  Hon.  George  Bancroft, 
Secretary  of  the  Navy,  in  the  administration  of  President  James  K.  Polk.  It  was  for- 
mally opened  October  10,  of  that  year,  under  the  name  of  the  Naval  School,  with  Com- 
mander Franklin  Buchanan  as  Superintendent.  It  was  placed  at  Annapolis,  Md.,  on 
the  land  occupied  by  Fort  Severn,  which  was  given  up  by  the  War  Department  for 
the  pwpose.  The  course  was  fixed  at  five  years,  of  which  the  first  and  last  only  were 
spent  at  School,  the  intervenms?  three  being  passed  at  sea.  This  arrangement  was 
not  strictly  adhered  to,  the  exigencies  of  the  service  making  it  necessary,  in  many 
-cases,  to  shorten  the  period  of  study.  In  January,  1846,  four  months  after  the  opening 
of  the  School,  the  students  cimsisted  of  36  Midshipmtn,  of  the  date  of  1840,  who  were 
preparing  for  the  examination  for  i^romotion  ;  1 3  of  the  date  of  1841,  who  were  to  re- 
main until  drafted  for  service  at  sea;  and  7  Acting  Midshipmen,  appointed  since  Sep- 
tember of  the  previous  year.  The  Jlidshipnien  of  the  date  of  1840  were  the  first  to  be 
eraduated,  finishing  their  limited  course  in  July,  1846,  and  they  were  followed  in  order 
by  the  subsequent  dates  until  the  reorganization  of  the  School,  in  1851. 

In  September,  1849,  a  Board  was  appointed  to  revise  the  ])lan  and  regulations  of  the 
Naval  School.    The  Board  was  composed  of  the  following  ofiicers : 

Commodore  William  B.  Shubrick. 
Commander  FRANKLir^  Buchanan, 
Commander  Samuel  F.  Dupont, 
Commander  Geokge  P.  Upshur, 
Surgeon  W.  S.  W.  Ruscheneergeb, 
Professor  William  Chauvenet, 
Captain  Henrt  Bkeweeton,  U.  S.  A. 

The  plan  reported  by  the  Board  was  approved,  and  went  into  operation  July  1, 1850. 

The  new  organization  provided  for  a  course  of  seven  years,  the  first  two  and  last  two 
at  the  School  and  the  three  intermediate  years  at  sea.  The  School  was  placed  under 
the  supervision  of  the  Bureau  of  Ordnance  and  Hydrograjjhy,  and  its  name  was 
changed  to  the  United  States  Naval  Academy.  The  corps  of  professors  was  enlarged, 
the  course  was  extended,  and  the  system  of  separate  departments,  with  executive 
heads,  was  fully  adopted.  It  was  provided  that  a  Board  of  Visitors  should  make  an 
annual  inspection  of  the  Academy,  and  report  upon  its  condition  to  the  Secretary  of 
the  Navy.  A  suital)le  vessel  was  attached  to  the  Academy  as  a  practice-ship,  and  the 
■annual  practice-cruises  were  begun. 

After  the  svstem  had  been  in  operation  a  year  new  changes  were  proposed,  and  the 
recommendations  ol  the  Academic  Board  on  the  subject  were  referred  to  the  Board  of 
Examiners  of  the  year  1851,  composed  of  the  following  oiBcers  : 

Commodore  David  Conner, 
Captain  Samuel  L.  Beeese, 
Commander  C.  K.  Stribling, 
Commanfler   A.  Bigelow, 
Commander  Franklin  Buchanan, 
Lieutenant  Thomas  T.  Craven. 
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The  change  recommended  by  the  Board  of  Examiners,  and  adopted  by  the  Depart- 
ment, consisted  mainly  in  leaving  out  the  requirement  of  three  years  of  sea-service  in 
the  middle  of  the  course,  thus  making  the  four  years  of  study  consecutive.  The  prac- 
tice-cruise supplied  the  pluce  of  the  omitted  sea-service,  and  gave  better  opportuni- 
ties of  training.  The  change -went  into  operation  in  November,  1851,  together  vv^ith 
other  improvements  recommended  by  the  Board.  The  system  has  continued,  with 
slight  modifications,  to  the  present  time.  The  first  class  to  receive  the  benefit  of  it 
was  that  which  entered  in  1851.  Six  members  of  this  class  completed  the  course  in 
three  years,  and  were  graduated  in  June,  1854  :  the  rest  of  the  class  followed  in  1855. 

In  May,  18G1,  on  the  outbreak  of  the  war,  the  Academy  was  removed  to  Newport, 
R.I.  The  three  upper  classes  were  detached  and  ordered  to  sea,  and  the  remaining 
Acting  Midshipmen  were  quartered  in  the  Atlantic  House  and  on  board  the  frigates 
Constitution  and  Santee.  In  September,  1865,  the  Academy  was  moved  back  to  An- 
uajjolis,  where  it  has  since  remained. 

When  the  Bureau  of  Navigation  was  established,  July  5,  1863,  the  Academy  was 
placed  under  its  supervision ;  March  1 ,  1867,  it  was  placed  under  the  direct  care  and 
supervision  of  the  Navy  Department,  the  administrative  routine  and  financial  man- 
agement being  still  conducted  through  the  Bureau.  On  the  11th  of  March,  1869,  all 
official  connection  with  the  Bureau  came  to  an  end. 

The  term  of  the  academic  course  was  changed  by  law,  March  3,  1873,  from  four  to 
six  years.  The  change  took  effect  with  the  class  which  entered  in  the  following  sum- 
mer. 

In  1866,  a  class  of  Acting  Third  Assistant  Engineers  was  ordered  to  the  Academy 
for  instruction.  The  course  embraced  the  subjects  of  steam-engineering,  iron-manu- 
facture, chemisti-y,  and  mechanics,  and  practical  exercises  with  the  steam-engine  and 
in  the  machine-shop.  This  class  was  graduated  in  June,  1868,  together  with  two  Ca- 
det-Engineers who  had  entered  the  Academy  in  1867.  After  an  interval  of  four  years, 
in  October,  1871,  a  new  class  of  Cadet-Engineers  was  admitted.  This  class  followed 
a  two  years'  course,  somewhat  more  extended  than  that  of  the  class  of  1868,  and  was 
graduated  in  1873.  In  J873  and  1S78,  new  classes  were  admitted,  the  first  of  which 
left  the  Academy  in  1874  and  the  second  in  1875.  By  an  act  of  Congress  approved 
February  24,  1874,  the  course  of  instruction  for  Cadet-Engineers  was  made  four  years 
instead  of  two ;  and  the  new  provision  was  first  applied  to  the  class  entering  the 
Academy  in  the  year  1874.     This  class  was  graduated  in  June,  1878. 


SUPERINTENDENTS  OF  THE  NAVAL  ACADEMY 
SINCE  ITS   FOUNDATION. 

Assumed  Command — 

Sept.    3,  1845. — Commander  Franklin  Buchanan. 
Mar.  15,  1847. — Commander  George  P.  Upshuk. 
July     1,  1850. — Commander  Cornelius  K.  Stribling. 
Nov.    1,  1853. — Commander  Louis  M.  Goldsborough. 
Sept.  15,  1857. — Captain  George  S.  Blake. 
Sept.   9,  1865. — Rear- Admiral  David  D.  Porter. 
Dec.     1,  1869. — Commodore  John  L.  "Worden. 
Sept.  23,  1874.— Rear- Admiral  C.  R.  P.  Rodgers. 
July    1,  1ST8. — Commodore  Foxiiall  A.  Parker. 
Aug.   2,  1879.— Rear- Admiral  George  B.  Balch. 
June  13,  1881.— Rear-Admiral  C.  R.  P.  Rodgers. 


Midshipmen  and  Acting  Midshipmen 

AT    'J'HE 

Navaju  Academy,   1840-1880,  lnct^usive. 


ABRAJsGED    IX    CI.ASSliS. 


1840. — Midsliipmaii. 


Aby,  Charles  W. 

8  February,  1840.    Graduated. 
Alston,  Thomas  P. 

15  February,  1840.     Resigned. 
Aniick,  Kichmond. 

19  October,  1840.     Graduated. 
Austin,  William  I>. 

3  November,  1840.     Graduated. 
Barrett,  Edward. 

3  November,  1840.     Graduated. 
Beard,  Lionis. 

10  January,  1840.     Resigned. 
Beokwith,  James  I>.  S. 

16  January,  1840.    Dismissed. 
Bennett,  John  W. 

10  February,  1840.     Graduated. 

Blake,  Homer  €. 

2  March,  1840.    Graduated. 

Bradford,  James  M. 

10  January,  1840.    Graduated. 
Brand,  JFrederick  B. 

17  July,  1840.    Graduated. 
Branie,  Charles  E. 

25  January,  1840.    Dropped. 
Brinley,  EtSward,  Jr. 

14  September,  1840.     Graduated. 

Campbell,  James  C 

29  December,  1840.     Resigned. 

Carr,  Nathaniel  'F. 

3  February,  1840.    Dropped. 
Carter,  Jonathan  II. 

13  March,  1840.    Graduated. 
Carter,  Samuel  P. 

14  February,  1840.     Graduated. 


Colborn,  Henderson  A. 

18  January,  1840.     Dropped. 
Conover,  Francis  S. 

11  May,  1840.     Graduated. 
Cowden,  Saninel  I>. 

19  February,  1840.     Dismissea. 
Crawford,  J.  Q.  A. 

17  February,  1840.     Dismissed. 
Cunninghaui,  Oeorge  F. 

14  February,  1840.     Dropped. 
©avidson,  Washington  F. 

20  February,  1840.     Graduated. 
Denniston,  ©arret  V. 

10  March,'l840.     Graduated. 
Dyer,  Charles,  Jr. 

25  January,  1840.    Drowned. 
English,  Earl. 

25  February,  1840.     Graduated. 
Enos.  Albert  G. 

7  November,  1840.     Dismissed. 
Gregory,  Francis. 

23  May,  1840.     Graduated. 
Hainiiiond,  Washington. 

29  December,  1840.     Resigned. 

Mall,  John  P. 

29  December,  1840.     Graduated. 
Harris,  X&enben. 

25  January,  1840.     Graduated. 
Henderson,  Benjamin  Li. 

3  January,  1840.     Resigned. 
Hewitt,  William. 

31  March,  1840.     Resigned. 
Hopkins,  Edward  A. 

22  January,  1840.    Resigned, 
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Hopson,  John  E. 

35  September,  1840.     Dismissed. 
Hunt,  Wilson. 

20  February,  1840.     Resigned. 
Jeffers,  William  X.,  Jr. 

25  September,  1840.     Graduated. 
Kemble,  Peter. 

19  December,  1840.     Eesigned. 

liowry,  Reigert  B. 

31  January,  1840.     Graduated. 
Marr,  Robert  A. 

29  April,  1840.     Graduated. 
Madigan,  John. 

19  February,  1840.     Graduated. 
McArann,  Robert  M. 

13  May,  1840.     Graduated. 
McCanly,  James  B. 

8  February,  1840.     Graduated. 
Mclianghlin,  Angnstns. 

11  January,  1840.     Graduated. 
Miller,  .Samuel  A. 

3  January,  1840.     Dismissed. 
Nelson,  William. 

38  January,  1840.     Graduated. 

IVones,  Jefferson  H. 

19  December,  1840.    Dismissed. 
Paulding,  !Leonard. 

19  December  1840.     Graduated. 
Phelps,  Thomas  S. 

17  January,  1840.     Graduated. 
PolU,  William  W. 

(Changed  to    Pollock.)      30    June, 
1837.    Graduated. 
Porter,  Henry  O. 

3  November,  1840.    Resigned. 
Pringle,  John  J. 

23  September,  1840.    Graduated. 
Quackenbusli,  Steplien  P. 
15  February,  1840.     Graduated. 


Robinson,  Liawrence  B. 

4  March,  1840.     Resigned. 
Savage,  Robert. 

27  March,  1840.    Graduated. 
Simpson,  Edward. 

11  February,  1840.     Graduated. 
Smith,  Crawford  E. 

2  January,  1840.    Dropped. 
Smith,  William  Henry. 

31  July,  1840.     Graduated. 

Stevens,  George  A. 

13  May,  1840.     Graduated. 
Stout,  Edward  €. 

18  February,  1840.     Graduated. 
Temple,  William  G. 

18  April,  1840.     Graduated. 

Terrett,  Colvillc. 

3  January,  1840.     Graduated. 
Van  Hook,  Benjamin  I^.  T. 

3  January,  1S4().     Resigned. 
Waddell,  Charles. 

14  March,  1840.     Graduated. 
Wager,  Peter,  Jr. 

13  February,  1840.     Graduated. 
"^Valcutt,  John. 

2  March,  1840.     Graduated. 
Warley,  Alexander  F. 

10  February,  1840.     Graduated. 
Wells,  Clark  H. 

3.5  September,  1840.     Graduated. 
Welsh,  George  P. 

14  September,  1840.     Graduated. 
Wheelock,  Frederick  P. 

10  March,  1840.     Graduated. 
Wilcox,  Samuel. 

11  January,  1840.     Resigned. 
Wiley,  James. 

9  March,  1840.    Resigned. 


1841.— Midshipmen. 


Abererombie,  Alexander  R. 

19  October,  1841.     Dismissed. 
Allmand,  Albert. 

10  September,  1841.     Graduated. 
Andrews,  Elijah  T. 

10  October.  1841.    Died  1848. 
Armstrong,  James. 

9  September,  1841.    Graduated. 
Ashmead,  liChman  P. 

19  October,  1841.    Resigned. 
Badger,  Oscar  C. 

9  September,  1841.     Graduated. 


Baily,  Alfred. 

28  January,  1841.     Resigned. 
Baldwin,  Frederick  P. 

10  September,  1841.     Dismissed. 
Barker,  John  R. 

It  February,  1841.     Dropped. 
Barrand,  John  T. 

20  September,  1841.    Graduated. 
Bartlett,  Joseph  T. 

9  September,    1841.      Drowned     ;;0 
March,  1846. 

Bassett,  Simeon  S. 

10  September,  1841.     Graduated 
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Sayard,  Cbarles  C. 

9  December,  1841.     Graduated. 
Beadel,  Edmund  N. 

19  October,  1841.    Lost  in  Grampus, 
March,  1843. 
Bell,  Charles  S. 

9  September,  1841.     Dismissed. 
Beverly,  9IcKenzie. 

19  October,  1841.     Dropped. 

Bier,  George  H. 

19  October,  1841.     Graduated. 
Bliss,  Sylranns  J. 

19  October,  1841.     Graduated. 
Bridge,  William  King. 

14  January,  1841.     Graduated. 
Brodliead,  Thomas  W. 

3  Marcb,  1811.    Graduated. 
Brooke,  John  M. 

3  March,  1841.    Graduated. 
Brown,  Hezekiah  O.  J). 

19  February,  1841.    Resigned. 
Browne,  William  B. 

19  October,  1841.    Died  1 1  Aug.,  1843, 
Bnckner,  Washington  P. 

9  September,  1841.    Graduated. 
Bnrwell,  William  T. 

37  September,  1841.     Resigned. 
Byers,  Josiah  S. 

19  October,  1841.    Resigned. 
Byrens,  Allen  T. 

26  February,  1841.    Graduated. 
Carmichael,  Edward  T. 

17  Sept.,  1841.    Died  7  August,  1847.  | 
Chenoweth,  Oideon  B. 

19  October,  1841.     Died  April,  1847. 
Chever,  David  A. 

19  October,  1841.     Resigned. 
Cilley,  Greenleaf. 

26  February,  1841.    Graduated. 
Clarke,  Francis  G.,  Jr. 

19  October,  1841.     Graduated. 
Coleman,  Bavid. 

19  October,  1841.    Graduated. 
Collins,  Charles  F. 

19  February,  1841.    Resigned. 
Comegys,  Cornelius. 

9  September,  1841.    Dismissed. 
Cook,  Albert  G. 

27  October,  1841.     Dismissed. 
Cook,  Joseph  J. 

19  October,  1841.     Graduated. 
Crabb,  Horace  jV. 

19  October,  1841.     Graduated. 


Crain,  Walter  O. 

37  October,  1841.     Graduated. 
Craney,  William. 

September,  1841.     Resigned. 
Cnshman,  William  S. 

18  February,  1841.  Resigned. 
Dallas,  Francis  G. 

8  November,  1841.     Graduated. 
Danels,  Joseph  D. 

19  October,  1841.  Graduated. 
Davidson,  Hunter. 

29  October,  1841.  Graduated. 
Davis,  John  1. 

9  January,  1S41.  Graduated. 
DeBree,  Alexander  M. 

19  October,  1841.  Graduated. 
De  Haven,  Joseph  E. 

19  October,  1841.  Graduated. 
Dekoven,  William. 

9  September,  1841.     Graduated. 
De  Krafft,  J    C.  P. 

19  October,  1841.  Graduated. 
Denny,  Ebeneaer  D. 

17  September,  1841.     Graduated. 
Dibble,  George  M. 

1  March,  1841.     Graduated. 
Desloude,  Adrian. 

27  October  1841.     Resigned. 
Donglas,  George  B. 

10  September,  1S41.  Drojiped. 
Dnvall,  Robert  C 

19  October,  1841.  Graduated. 
Eaton,  Thomas  C 

9  September,  1841.  Graduated. 
Fanntleroy,  William  H. 

3  March,  1841.     Graduated. 
Ferguson,  James  I.. 

9  September,  1841.  Resigned. 
Fillebrown,  Thomas  S. 

19  October,  1841.  Graduated. 
Flournoy,  Thomas. 

10  September,  ]  841 .     Dropped. 

Ford,  Joseph  M. 

18  January,  1841.     Resigned. 
Forrest,  Joseph  A. 

(Changed  to  Ddlany    Aeell    For. 
REST.)     3  March,  1841.     Graduated. 
Franklin,  Samuel  R. 

18  February,  1841.  Graduated. 
Friend,  Joseph  Ji. 

37  October,  1841.     Graduated. 

Fry,  Joseph. 

15  September,  1841.     Graduated. 
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Oale,  John. 

19  October,  1841.     Graduated. 
(iiaiiible,  TVllliani  M. 

I  March,  1841.     Graduated. 
Gansevoort,  Stanwlx. 

3  November,  1841.     Resigned. 
Genet,  Kdninnd  C. 

22  February,   1841.     Resigned, 
appointed.    Dismissed. 

Gibson,  William. 

II  February,  1841.     Graduated. 
Gillis,  Walter  V. 

37  October,  1841.     Graduated. 
Godnian,  Stewart  A. 

4  November,  1841.     Resigned. 
Gordan,  Edward. 

31  September,  1841.     Dismissed. 
Grafton,  Edward  C. 

5  October,  1841.    Graduated. 
Graham,  Charles  ML. 

19  October,  1841.    Resigned. 
Gray,  Charles. 

19  October,  1841.     Graduated. 
Griffln,  Samuel  P. 

9  September,  1841.    Graduated. 
Habersham,  Alexander  W. 

3  March,  1841.     Graduated. 
Hallett,  Frederick  A. 

I'd  September,  1841.     Resigned. 
Hanson,  John  J. 

21  September,  1841.     Graduated. 
Hare,  George  H. 

I'J  October,  1841.     Graduated. 
Harris,  Thomas  C. 

9  September,  18-11.     Graduated. 
Harrison,  Gustavus. 

27  October,  1841-.     Graduated. 
Harrison,  Walter  P. 

19  October,  1841.     Resigned. 
Hart,  John  E. 

23  February,  1841.     Graduated. 
Ilaxtun,  Milton. 

19  October,  1841.     Graduated. 
Haywood,  Philemon  H. 

19  October,  1841.     Dismissed. 
Heron,  James. 

19  October,  1841.     Dismissed. 
Hoffman,  William  G. 

19  October,  1841.    Graduated. 
Holmes,  William  W. 

21  September,  1841.     Graduated. 
Hopkins,  Charles  T. 

19  October,  1841.     Graduated. 


Re- 


Horton,  William  S. 

19  October,  1841.     Dropped. 
Hngnnin,  Daniel  C. 

8  March,  1841.     Lost  in  the  Warrens, 
13  November,  1846. 

Hunter,  Henry  C. 

10  September,  1841.     Graduated. 
Hunter.  Henry  St.  George. 

19  November,  1841.     Graduated. 
Irvine,  Thomas. 

10  September,  1841.     Dropped. 
Jackson,  Alonzo  C 

23  February,  1841.     Graduated. 
Johnson,  Andrew  W. 

19  October,  1841.     Graduated. 
Johnson,  .lolin  H. 

19  October,  1841.     Resigned. 
Johnston,  Elliot!. 

17  September,  1^'4].     Kesigucd. 
Johnston,  James  Ij, 

27  September,  1841.     Dismissed. 
Jones,  Copeland  P. 

21  September,  1841.     Resigned. 
Jones,  John  P. 

19  October,  1841.     Graduated. 
Jones,  M.  Patterson. 

9  September,  1841.     Graduated. 
Jones,  Walter  F. 

20  September,  1S41.     Graduated. 
Jouctt,  .Fames  E. 

10  September,  1841.     Graduated. 
Kell,  .Folin. 

9  September,  1841.     Graduated. 
Kellog,  Frederick. 

23  February,  1841.     Resigned. 
Key,  Henry  H. 

10  September,  1841.     Resigned. 
Kinkead,  Joseph  B. 

19  October,  1S41.     Resigned. 
liatimer,  Charles. 

9  September,  1841.     Graduated. 
Liaurens,  John. 

13  November,  1841.     Resigned. 
liaw,  Richard  t. 

17  February,  1841.     Graduated. 
L,ee,  Theodoric. 

9  September,  1841.     Graduated. 
Liewis,  Andrew  J. 

26  September.  1841.     Graduated. 
L,ewis,  Robert  F.  R. 

19  October,  1841.     Graduated. 
L.aw,  William  W. 

3  March,  1841.    Graduated. 
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liuce,  Stephen  B. 

19  October,  1841.    Graduated. 
I^yiie,  lieonard  H. 

10  September,  1841.     Graduated. 
Magaw,  Samuel. 

23  November,  1841.     Graduated. 
.Hahoii,  Thomas  I). 

10  September,  1841.     Dismissed. 
March,  John  H. 

19  October,  1841.     Graduated. 
Mason,  liUclns  M. 

19  October,  1841.      Died  7  Jan.,  1845. 
Maury,  Jefferson. 

9  September,  1841.     Graduated. 
Mayo,  William  K. 

18  October,  1841.     Graduated. 

McCarthy,  James  B. 

9  January,  1841.     Died  11  Aug.,  1843. 

McCauley,  Edward  Y. 

9  September,  1841.     Graduated. 
McCoIlnm,  Jolin  Van. 

36  February,  1841.     Graduated. 

MeCoolt,  John  J. 

37  Jan.,  1841.     Died  30  March,  1842. 
McCorlile,  David  P. 

31  September,  1841.     Graduated. 
McDermut.  Daniel  A. 

8  November,  1841.     Graduated. 
McGary,  Charles  P. 

19  October,  1841.     Graduated. 
McKeithen,  William  J. 

3  March,  1841.     Dropped. 
McRoberts,  Jefferson. 

3  March,  1841.     Dismissed. 
Mercer,  William  R. 

8  December,  1841.     Graduated. 
Miller,  Thomas  J. 

9  September,  1841.     Resigned. 

Mills,  John  K. 

15  January,  1841.     Resigned. 

Minor,  Robert  D. 

26  February,  1841.     Graduated. 
Mitchell,  Alexander  J. 

9  September,  1841.     Resigned. 
Mitchell,  Charles  M. 

19  October,  1841.     Resigned. 
Mitchell,  William. 

24  September,  1841.     Graduated. 

Monroe,  Andrew  F. 

3  March,  1841.    Graduated. 
Morgan,  George  E. 

18  February,  1 841 .     Graduated. 
Mnrdaugh,  William  H. 

9  September,  1841.     Graduated. 


Murphy,  John  Mcli. 

18  February,  1841.     Graduated. 
Neilson,  Edward  R. 

27  October,  1841.     Resigned. 
Olirer,  Edwin  W. 

9  November,  1841.     Resigned. 

Otis,  Arthur  II. 

9  September,  1^41.  Resigned. 
Patton,  Robert. 

9  September,  1841.  Resigned. 
Parker,  William  M. 

19  October,  1841.  Graduated. 
Parrisli,  JoMopli. 

19  October,  1841.  Dismissed. 
Pasteur,  Edward  C. 

23  Januaiy,  1841.     Resigned. 

Phelps,  Seth  I.. 

19  Octolier,  1841.  Graduated. 
Phenix,  Dawson. 

30  September,  1841.     Graduated. 
Philip,  John  V.  X. 

35  February,  1841.     Graduated. 
Pillsbury,  Wiiigate. 

9  Sep.,  1841.     Drowned  2.1  July,  1847. 
Prentiss,  John  E. 

19  October,    1841.     Died   31    Decem- 
ber, 1843. 

Price,  Richard  J.  D. 

9  September,  1841.     Graduated. 

Powell,  William  Ij. 

20  September,  1841.     Graduated. 

Queen,  WaKer. 

7  October,  1S41.     Graduated. 

Uathbone.  Samuel  B. 

3  March,  1841.     Ke'signed. 

Reil}',  William. 

9  February,  1841.  Graduated. 
Renshaw.  Edward. 

4  November,  1841.     Graduated. 

Rochelle,  James  IJ. 

9  September.  16,41.     Graduated. 

Roe,  Francis  A. 

19  October,  1841.     Graduated. 

Roney,  Thomas. 

3  March,  1841.     Graduated. 
Bnssell,  John  H. 

10  September,  1841.     Graduated. 
Scott,  Robert  W. 

9  September,  1841.     Graduated. 
Scovell,  Edward  II. 

19  October,  1841.  Dismissed. 
Selden,  Edward  A. 

19  October,  1841.     Graduated. 
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Seidell,  Robert. 

9  September,  1841.     Graduated. 
Seuinies,  Alexander  A. 

37  October,  1841.     Graduated. 

Sharp,  William. 

9  September,  1841.     Graduated. 
Shepherd,  Edmund. 

19  October,  1841.  Graduated. 
Shnbriok,  Thomas  B. 

3  March,   1841.      Killed    35    March, 
1847. 

Simes,  George  T. 

19  October,  1841.  Graduated. 
Simmons,  Alexander  R. 

19  October,  1841.  Dismissed. 
Smith,  Jesse  M. 

9  February,  1841.     Died. 

Smith,  Joseph  B. 

19  October,  1841.  Graduated. 
Smith,  Marshall  J. 

19  October,  1841.     Graduated. 

Smith,  Watson. 

19  October,  1841.     Graduated. 

Somerville,  James  IX. 

10  September,  1841.     Graduated. 
Spenoe,  Stephen  D. 

9  September,  1841.     Resigned. 

Spencer,  Philip. 

30  Noveuiber,  1841.     Died  1  Decem- 
ber, 1843. 
Stephenson,  Byrd  W. 

9  September,  1S41.  Dropped. 
Stewart,  John  B. 

0  September,  1841.  Graduated. 
Stone,  Edward  E. 

19  October,  lb41.  Graduated. 
Storer,  Robert  B. 

4  November,  1841.    Died  4  .luly,  1847. 
Stuart,  Robert. 

19  October,  1841.  Graduated. 
Thomas,  William  R. 

15  January,  1841.  Graduated. 
Thornton,  James  S. 

15  January,  1841.  Graduated. 
Thrnston.  John. 

27  October,  1841.     Resigned. 
Tillotson,  James  E. 

19  October,  1841.     Resigned. 
Toler,  William  P. 

19  October,  1841.    Resigned. 
Truxtnn,  William. 

9  February,  1841.  Graduated. 
Turner,  James  M. 

18  February,  1841.     Dismissed. 


Epslinr,  John  H. 

■4  November,  1841.     Graduated. 
"Wander  Horst,  Elias. 

10  Sei^tember,  1841.    Graduated. 
Talle,  Bartholomew'. 

38  January,  1841.     Resigned. 
Van  Wyclc,  William. 

19  October,  1841.     Graduated. 
Van  Zandt,  Nicholas  H. 

19  October,  1841.     Graduated. 
Waddell,  J  ames  J. 

10  September,  1841.     Graduated. 
Wager,  Charles. 

3  April,  1835.    Resigned.     Reinstated 
16  March,  1841.     Resigned. 
Wainwright,  Thomas  B. 

31  September,  1841.     Graduated. 
Walker,  John  T. 

18  February,  1841.     Graduated. 
Walker,  Theodoric  E. 

10  September,  1841.     Graduated. 
Waring,  Archibald  H. 

19  October,  1841.     Resigned. 
Watmough,  Pendleton  G. 

30  September,  1841.     Graduated. 
Weaver,  William  H. 

19  October,  1841.     Graduated. 
Wells,  Benjamin  E. 

33  September,  1841.     Dismissed. 
West,  JVathaniel  T. 

18  February,  1841.     Graduated. 
West,  William  C. 

30  January,  1841.    Graduated. 
Whitaker,  John  G. 

10  September,  1841.     Resigned. 
Whiting,  William  3>. 

1  March,  1841.     Graduated. 
Wilcox,  William  Henry. 

30  January,  1841.     Graduated. 
Wilkes,  John,  Jr. 

9  September,  1841.     Graduated.. 
Wilkinson,  William  W. 

4  November,  1841.     Graduated. 
Willis,  Henry. 

10  September,  1841.     Dismissed.. 
Wilson,  John  K. 

3  March,  1841.    Graduated. 
Wood,  Dallas  R. 

3  March,  1841.    Resigned. 
Woolley,  Charles. 

30  November,  1841.     Graduated. 
Wright,  Benjamin  B. 

10  September,  1841.     Resigned. 
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Tates,  James  B. 

29  December,  1841.     Resigned. 
Yonng,  Jonathan. 

19  October,  1841.     Graduated. 


Young,  Thomas. 

27  October,  1841.     Graduated. 


1843. — Midshipmen. 


Carter,  Robert  R. 

30  March,  1S43.     Graduated. 
Debnys,  Gaspard. 

4  January,  1«42.     Resigned. 
Henry,  Edmund  W. 

7  April,  1842.     Graduated. 
Hunter,  Charles  C. 

3  July,  1843.     Graduated. 
King,  George  S. 

25  March,  1843.     Graduated. 
Iianghorne,  John  I>. 

6  July,  1843.     Graduated. 
McFane,  Allan. 

34  May,  1843.     Graduated. 


Minehall,  George  A. 

30  July,  1843.     Lost  in   the  "Gram- 
pus," March,  1S43. 
Oaliley,  Cyrua  H. 

30  March,  1843.     Dismissed. 
Seawell,  Joseph  A. 

2  July,  1843.     Graduated. 
Shaw,  Henry  G.  €. 

30  July,  1843.     Resigned. 
Tillotson,  John  H. 

80  July,  1842.     Resigned. 
Wall,  Elliott  D. 

19  July,  1842.     Dismissed. 


1845. — midshipmen. 


Adams,  John. 

5  September,  1845.     Dropped. 
Chandler,  Ralph. 

37  September,  1845.     Graduated. 
Goodloe,  John  J. 

14  October,  1845.     Resigned. 
Grnndy,  Felix. 

31  October,  1845.     Dismissed. 
Hamilton,  John  R. 

8  September,  1845.     Graduated. 
Hays,  William  B. 

7  November,  1845.     Graduated. 


Hodge,  George  R. 

IG  December,  1845.     Graduated. 
Houston,  Thomas  T. 

26  August,  1845.     Graduated. 
McGunnegle,  Wilson. 

16  December,  1845.     Graduated. 
!7IcKean,  Franklin  B. 

80  September,  1845.     Resigned. 
Smith,  William  H. 

16  October,  1845.     Resigned. 


S846 — Midshipmen. 


Allen,  Olirer  P. 

28  September,  1846.     Dismissed. 
Barclay,  Alexander  J. 

14  May,  1846.     Resigned. 

Braine,  Baniel  E. 

80  May,  1846.     Graduated. 

Bredin,  James. 

27  July,  1846.     Resigned. 
Breese,  Kidder  R. 

6  November,  1846.     Graduated. 

Breese,  Samuel  E. 

14  May,  1846.    Graduated. 

Brodhead,  Edgar. 

9  July,  1846.    Graduated. 

Carnes,  Edwin  O. 

24  June,  1846.     Graduated. 


Childress,  Thomas  B. 

6  February,  1846.     Resigned. 
Dallas,  Alexander  J. 

34  March,  1846.     Dismissed. 
Foster,  James  P. 

14  May,  1846.     Graduated. 
Gherardi,  Bancroft. 

39  June,  1846.     Graduated. 
Gray,  Edwin  F. 

8  April,  1846.     Graduated. 
Johnson,  Philip  C  Jr. 

31  August,  1846.     Graduated. 
Johnson,  Oscar  F. 

14  August,  1846.     Graduated. 
Kennon,  Beverly.  Jr. 

33  August,  1846.     Graduated. 
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Kiuiberly,  liCwis  A. 

8  December,  1S4(1.     Graduated. 
Lodge,  Augustus. 

22  August,  1846.    Resigned. 
Liookcr,  Thomas  H. 

6  November,  184(j.     Resigned. 
liynch,  Doiuiniok  H. 

C  November,  is4(i.     Dismissed. 
Slaflitt,  Wiiliam  H. 

30  May,  1840.     Dismissed. 
9IlIIigan,  James  F. 

28  .luly,  184(1.     Resigned. 
Morris,  George  U. 

14  August,  1846.     Graduated. 
Parker,  James,  Jr. 

14  November,  1846.     Graduated. 


Kainey,  John  ]>. 

19  March,  1846.     Graduated. 
Robinson,  Frederick  IV. 

14  August,  1846.     Dismissed. 
Sawyer,  Lewis  C. 

14  August,  1846.     Resigned 
Shnnk,  William  F. 

1  June,  1846.     Kt'signed. 
Smith,  Charles  J{. 

30  Novembi-i-,  1816.     Graduated. 
Smitli,  Cliarles  L. 

27   July,   1846.     Died    16  Nov.,  1848. 
Sproston,  John  O. 

15  July,  1846.     Graduated. 

Walters,  John, 

13  February,  1846.     Graduated. 


1847 Midshipmen. 


Baker,  John  P. 

11  February,  1847.     Resigned. 
Belknap,  George  E. 

7  October,  1847.    Graduated. 
Benham,  Andrew  F.  K. 

24  November,  1847.     Graduated. 
Blake,  Joseph  It. 

9  September,  1847.     Graduated. 
Bowen,  Richard  T. 

24  December,  1847.     Graduated. 
Brose,  Frederick  F. 

9  September,  1847.     Graduated. 
Bryant,  Robert. 

11  December,  1847.     Resigned. 
Buell,  Salmon  A. 

1  February,  1847.     Resigned. 
Burke,  Edmund  V. 

20  Uctober,  1847.     Resigned. 
Caldwell,  Robt.  M. 

9  September,  1847.     Dismissed. 
Campbell,  William  P.  A. 

14  December,  1847.     Graduated. 
Cannon,  Chastain  C. 

7  April,  1847.     Dropped. 

Chapman,  George  H. 

9  September,  1847.     Resigned. 
Chapman,  Robert  T. 

7  April,  1847.    Graduated. 
Cornwell,  John  J. 

1  February,  1847.     Graduated. 
Cnmmings,  Andrew  B. 

7  April,  1847.     Graduated. 
Eggleston,  John  R. 

2  August,  1847.     Graduated. 


Fitzhngh,  William  E. 

3    February,    1847.     Out  of   service 
from  7  July,  1847. 
Flusser,  Charles  W. 

19  July,  1847.     Graduated. 
FyfTe,  Joseph  P. 

9  September,  1847.    Graduated. 
Gift,  George  W. 

30  November,  1847.     Resigned. 
Gwin,  William. 

7  April,  1847.     Graduated. 
Hamer,  Thomas  M. 

36  Juno,  1847.     Resigned. 
Hammond,  Charles  L.  O. 

8  November,  1847.     Resigned. 
Hand,  Bayard  E. 

7  April,  1847.     Graduated. 
Hand,  George  D. 

9  September,  1847.     Resigned. 
Haralson,  Charles  L. 

10  September,  1847.     Resigned. 
Harmony,  David  B. 

7  April,  1847.     Graduated. 
Hutchinson,  William  T. 

24  Sept.,  1847.     Died  7  Feb.,  1848. 
Irwin,   John. 

9  September,  1847.     Graduated. 
Ives,  Raiford  W. 

7  April,  1847.     Died  2.5  March,  1850. 
Lauglilin,  John  .1. 

1  May,  1847.     Resigned. 
Lovell,  William  S. 

8  November,  1847.     Graduated. 
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Maxwell,  James  O. 

15  December,  1847.     Graduated. 
Miller,  Joseph  B. 

7  April,  1847.     Died  19  March,  1850. 
Mygatt,  Jared  P.  K. 

24  September,  1847.     Qradiaated. 
Xcwmau,  £i.  JI. 

24  September,  1847.     Graduated. 
Oakley,  £ugene  H. 

2  August,  1847.     Graduated. 
itiiackeubush,  John  X. 

24  September,  1847.     Dismissed. 
Kovrau,  James  H.,  Jr. 

8  November,  1847.     Resigned. 
Stillwell,  James. 

9  September,  1847.     Graduated. 


Thoburn;  Charles  E. 

9  September,  1847.     Graduated. 
Totteu,  Washington. 

8  November,  1847.     Graduated 
Ward,  William  H. 

7  April,  1847.     Resigned. 
Wells,  diaries. 

22  December,  1847.     Dropped. 
WJiilthorne,  I>e  Witt  €. 

10  September,  1847.     Resigned. 
Williams,  Edward  P. 

9  September,  1847.     Graduated. 
Wilson,  Henry. 

22  October,  1847.     Graduated. 
Wood,  John  S. 

7  April,  1847.     Graduated. 


1848.— Midshipmen. 


Abbot,  Trevett. 

13  October,  1848.     Graduated. 
Abbott,  William  A. 

13  October,  1848.     Resigned. 
Armstrong,  William  McTf. 

20  November,  1848.     Resigned. 
Baker,  Francis  H. 

12  October,  1848.     Graduatea. 
Beatty,  John  T. 

21  October,  1848.     Resigned. 
Bratt,  Carlos. 

12  October,  1848.    Resigned. 
Brintnall,  John  P. 

31  December,  1848.     Resigned. 

Brnce,  James. 

12  October,  1848.     Graduated. 

Butler,  James  I/. 

1 1  April,  1848.     Resigned. 

Carter,  Carey. 

13  October,  1848.     Resigned. 

Coddington,  Ethelbert  F. 

12  October,  1848.     Died  8  Nov.,  1853. 

Buret,  John  B. 

6  December,  1848.    Dropped. 

Erben,  Henry,  Jr. 

17  June,  1848.    Graduated. 
FitKhugh,  William  E. 

20  November,  1848.     Graduated. 
Garland  Hudson  M. 

20  November,  1848.     Graduated. 
Oayle,  Richard  H. 

IBOctober,  1848.     Resigned. 

Gillis,  James  H. 

12  October,  1848.     Gradu;ited. 


Glassell,  William  T. 

15  March,  1848.     Graduated. 
Greene,  Charles  H. 

13  May,  1848.     Graduated. 
Greer,  James  A. 

10  January,  1848.     Graduated. 
Grout,  John  K. 

21  November,  1848.     Dropped. 
Helleman,  Julius  G. 

10  March,  1848.     Graduated. 
Hester,  Isaac  W. 

12  October,  1848.     Graduated. 
Hodges,  James  B. 

13  October,  1848.     Resigned. 
Johnston,  John   E. 

9  August,  1848.     Graduated. 
I<agow,  John   Xi. 

31  March,  1848.     Resigned 
LiCgare,  James  D. 

36  DecemVjer,  1848.     Resigned. 
liivingston,  Be  Grassc. 

7  March,  1848.     Graduated. 
Liyne,  William  H. 

5  June,  1848.     Resigned. 
McCann,  William  P. 

1  November,  1848.     Graduated. 
Mcintosh,  John  B. 

27  April,  1848.     Resigned. 
McThorne,  Henry. 

18  April,  1848.    Dismissed. 
Means,  Edward  J. 

13  October,  1848.     Resigned. 
Owen,  Elias  K. 

7  December,  1848.     Graduated. 


812 


GENERAL    NAV\    ItEGlSTER. 


Palmer,  Marshall  E. 

32  March,  1848.     Resigned. 
Porter,  Pinckney  J. 

6  March,  1848.     Resigned. 
Prickett,  Nathaniel  P. 

10  June,  1848.     Died  23  March,  1850. 

Riddell,  John  W. 

13  October,  1848.     Resigned. 
Pendergrast,  Austin. 

14  October,  1848.     Graduated. 
Scantland,  Robert  A. 

30  December,  1848.     Dropped. 

Skerrett,  Joseph  S. 

13  October,  1848.     Graduated. 


Spalding^,  Rnfiis  C. 

12  October,  1848.     Resigned. 
Spedden,  Edward  T. 

20  November,  1848.     Graduated. 
Sullivan,  Jeremiah  C. 

13  October,  1848.     Resigned. 
Toon,  William  H. 

21  April,  1848.     Resigned. 
Trotter,  George  A. 

20  Nov.,  1848.     Died  29  Dec,  1849. 
Weaver,  Aaron  W. 

10  May,  1848.     Graduated. 


1849.— Midshipmen. 


Adams,  Henry  A.,  Jr. 

16  October,  1849.     Graduated. 
Adams,  IVapoleon  B. 

25  January,  1849.     Dropped. 
Boardnian,  Frederick  A. 

20  October,  1849.     Resigned. 
Briscoe,  Warner  Li. 

20  November,  1849.     Dropped. 
Brown,  George. 

5  February,  1849.     Graduated. 
Chapman,  George  T. 

16  October,  1849.     Appt.  revoked. 
Chever,  William  H. 

19  October,  1849.     Graduated. 

Cushiiian,  Charles   XI. 

24  March,  1849.     Graduated. 

I>avls,  Andrew  McF. 

16  March,  1849.     Resigned. 
Drake,  Benjamin. 

22  October,  1849.     Dropped. 
Dunnington,  John  W. 

10  April,  1H49.     Graduated. 
Hawley,  Charles  E. 

3  December,  1849.     Graduated. 
Holland,  Dick.  V.   B. 

23  February,  1S49.     Dropped. 
lioyall,  Benjamin  P. 

5  March,  1849.     Graduated. 
May,  Robert  Li. 

7  November,  1849.     Graduated. 
McCrea,  Edward  P. 

10  October,  1849.     Graduated. 
Mish,  Simon  C 

8  January,  1849.    Resigned. 


Morrison,  George  F. 

5  November,  1849.     Graduated. 
Pelot,  Thomas  P. 

3  June,  1849.     Graduated. 
Shepperd,  Francis  E. 

10  October,  1849.     Graduated. 

Shirk,  James  W. 

26  March,  1849.     Graduated. 
Shubrick,  Edward  R. 

9  February,  1849.     Resigned. 
Stanton,  Oscar  F. 

29  December,  1849.     Graduated. 
Stockton,  Edward  C. 

16  October,  1849.     Gi-aduated. 
Tabb,  ISlncher  H. 

17  Jan.,  1849.     Killed  5  March,  1850i. 
Taylor,  Bushrod  B. 

3  April,  1849.     Graduated. 
Taylor,  Jesse,  Jr. 

6  December,  1849.     Graduated. 
Thomas,  Calvin  F, 

10  October,  1849.     Graduated. 
Tipton,  John. 

24  November,  1849.     Appt.  revoked. 
W^ainwright,  Gardner  S. 

1  November,  1849.     Dropped. 
Walker,  James  C. 

12  February,  1849.     Resigned. 
Ward,  William  H. 

17  February,  1849.    Graduated. 
Winchester,  Felix. 

25  October,  1849.     Dropped 
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1850. — Midshipmen. 


Armstrong,  ^neas. 

2  October,  1850.     Graduated. 
Arnold,  Thomas. 

11  November,  1850.     Resigned. 
Babeock,  Charles  A. 

8  April,  1850.     Graduated. 
Baber,  George  F.  B. 

24  April,   ly.50.      Lost  in  the  "Por- 
poise,'''' 21  SejDteniber,  1854. 

Bacon,  George. 

1  October,  1850.    Graduated. 
Beardslee,  lester  A. 

5  March,  1850.     Graduated. 
Blocker,  Smith  B. 

3  October,  1850.    Dropped. 
Bowen,  Bobert  J. 

20  November,  1850.     Resigned. 
Boyd,  Robert,  Jr. 

14  January,  1850.     Graduated. 
Bradford,  William  I^. 

1  Octoljer,  1850.     Graduated. 
Campbell,  Marshall  C. 

5  February,  18*0.    Graduated. 
Carpenter,  Charles  C. 

1  October,  1850.     Graduated. 
Carroll,  Ferdinand. 

4  October,  1S50.    Dismissed. 
Chaplin,  James  C. 

4  October,  1850.    Graduated. 
Cooper,  Edward  B. 

6  November,  1850.    Dismissed. 

Cooper,  Richard  F. 

25  October,  1850.    Dismissed. 

Dana,  William  H. 

1  May,  1850.    Graduated. 
DaiFSon,  liOcien  W. 

37  April,  1850.    Resigned. 
Dodge,  George  P. 

1  October,  1850.    Dismissed. 
Dozier,  William  G. 

1  April,  1S50.     Graduated. 

Ellege,  John  W. 

29  May,  1850.    Dismissed. 
Foot,  Samnel  C. 

4  April,  1850.     Resigned. 
Foster,  Bobert  C,  Jr. 

1  October,  1850.    Resigned. 
Harrison,  George  B. 

3  October,  1850.    Dismissed. 

Izard,  Allen  C. 

3  October,  1850.    Graduated. 


Kirkland,  William  A. 

3  July,  1850.     Graduated. 
liieber,  Alfred  H. 

2  October,  1850.     Dismissed. 
liittle,  William  A. 

8  April,  1850.     Died  24  August,  1853. 
Matliis,  George  M. 

7  October,  1850.    Dropped. 
McCartney,  Andrew  J. 

3  October,  1850.     Graduated. 
McEntee,  Man  rice  W\ 

4  October,  1850.     Resigned. 

Mclianahan,  James  W. 

3  October,  1850.     Resigned. 
Meade,  Richard  W.,  Jr. 

2  October,  1850.     Graduated. 
Mitchell,  John  G. 

2  October,  1850.     Graduated. 
Offley,  Bobert  R. 

19  October,  1850.    Dismissed. 
Pearce,  William. 

1  October,  1850.     Dismissed. 
Peck,  Charles  F. 

3  October,  1850.     Graduated. 
Potter,  Edward  E. 

5  February,  1850.     Graduated 
Ramsay,  Francis  M. 

5  October,  1850.     Graduated. 
Roche,  James  R. 

30  May,  1850.    Resigned. 
Shields,  William  B. 

2  October,  1850.     Dismissed. 
Smith,  W'illiam  H. 

3  October,  1850.    Resigned. 
Sparks,  Charles  D. 

18  April,  1850.    Died  13  April,  185a 
Stevens,  Donglas  H. 

1  October,  1850.    Dismissed. 
Simmer,  Edward  E. 

3  October,  1850.    Resigned. 
Van  Cleef,  Charles  M. 

3  October,  1850.     Dropped. 
Walker,  John  G. 

5  October,  1850.     Graduated. 
Whittier,  Rufns  A. 

4  March,  1850.    Dropped. 
Williams,  Wesley. 

4  October,  1850.    Dismissed. 
Wilson,  Robert  H. 

18  June,  1850.     Resigned. 
Wishart,  Alexander. 

3  October,  1850.     Resigned. 
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1851. — Midsliipiueu. 


Allen,  Ediunnd  S. 

2  October,  1851.  Dropped. 
Armington,  Adolphns  O. 

3  October,  1851.  Dropped. 
Barnes,  Jobn  S. 

1  October,  1851.    Graduated. 
Blodgett,  George  M. 

3  October,  1851.     Gradaated. 
Buchanan,  Thomas  MoK. 

1  October,  1851.     Graduated. 
Cain,  John,  Jr. 

4  October,  1851.    Graduated. 
Campbell,  John  B. 

1  October,  1851.  Resigned. 
Carriere,  Albert. 

3  October,  1851.  Dropped. 
Cecil,  Walpole. 

2  October,  1851.  Dropped. 
Clarke,  Frederic  J. 

3  October,  1851.  Dismissed. 
Cooke,  George  H. 

1  October,  1851.  Resigned. 
Cortez,  Rene  E. 

1  October,  1851.  Dropped. 
Crawford,  John. 

2  October,  1851.  Resigned. 
Crosman,  Alexander  F. 

3  October,  1851.  Graduated. 
Dalton,  Hamilton  H. 

1  October,  1851.  Graduated. 
Dodge,  George  P. 

1  October,  1851.    Dropped. 

Dooley,  Edwin  B. 

1  October,  1851.  Resigned. 
Douglas,  James  TX. 

1  October,  1851.  Dropped. 
Dox,  Henry  B. 

3  October,  1851.  Resigned. 
Erwin,  Jason  C. 

1  October,  1851.    Resigned. 

Etting,  J.  M. 

3  October,  1851.  Resigned. 
Fitch,  leroy. 

1  October,  1851.  Graduated. 
Fortier,  Charles  E. 

1  October,  1851.  Dropped. 
Glasson,  DaTid  G.  H. 

1  October,  1851.  Resigned. 
Graham,  Richard  W.  M. 

3  October,  1851.    Graduated. 

Hopkins,  Alfred. 

1  October,  1S51.     Graduated. 


Hnbbell,  S.  De  Witt. 

3  October,  1851.     Resigned. 
Hngnnin,  Robert. 

1  October,  1851.    Resigned. 
Jay,  Joseph  McD.  C 

1  October,  1851.    Dropped. 
Kearney,  Edward. 

4  October,  1851.     Dismissed. 

Xiaw,  George  E. 

4  October,  1851.     Graduated. 

X<awson,  Hiram  A. 

14  October,  1851.     Dropped. 
liCa,  Edward. 

2  October,  1851.     Graduated. 
liUlI,  Edward  P. 

7  October,  1851.     Graduated. 

Matthews,  Edmund  O. 

3  October,  1851.     Graduated. 
McEntee,  Maurice  W. 

1  October,  1851.     Resigned. 
McKee,  Samuel. 

1  October,  ]  851.     Resigned. 
Meeds,  Benjamin  N. 

1  October,  1851.     Dismissed. 
Miller,  .Joseph  )V. 

1  October,  1851.     Graduated. 
Noble,  James. 

1  October,  1851.     Dropped. 
Norton,  Clharles  S. 

3  October,  1851.    Graduated. 
Perkins,  George  11. 

1  October,  1851.    Graduated. 
Porcher,  Philip. 

2  October,  1851.     Graduated. 
Seabrook,  E.  M. 

4  October,  1851.     Resigned. 
Seely,  Carlton,  \\.,  Jr. 

1    October,  1851.    Dropped. 
Selfridge,  Thomas  O. 

3  October,  1851.     Graduated. 
Sicard,  Montgomery. 

1  October,  1851.    Graduated. 
Sloan,  George  J. 

1  October,  1851.    Resigned. 
Smith,  Samuel  A. 

3  October,  1851.     Dismissed. 
Stribling,  John  M. 

7  October,  1851.     Graduated. 
Sumner,  Edward  E. 

1  October,  1851.    Resigned. 
Taylor,  John  R. 

1  October,  1851.     Dro2;)ped. 
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Todd,  Jauies  M. 

3  October,  1851. 


Graduate'd. 


White,  Hauiilton  C. 

1  October,  1851.     Resigned. 


1853. — Midshipmen. 


Allen.  Weld  JV. 

24  kay,  1853.     Graduated. 
Ashe,  William  W. 

31  Ma}',  1853.  Resigned. 
Barrett,  Clarence  Li. 

35  May,  1853.  Resigned. 
Bigelow,  George  A. 

26  May,  1852.     Graduated. 
Bishop,  Henry  J. 

20  May,  1853.  Dropped. 
Bradford,  Robert  F. 

21  May,  1853.     Graduated. 
Brodhcad,  Alfred  W. 

25  May,  1853.     Died  23  Jan., 
Bunce,  Francis  M. 

28  May,  1853.     Graduated. 
Bnrton,  Edward  H. 

31  May,  1853.  Dropped. 
Bntler,  Sainnel  M. 

35  May,  1853.     Dismissed. 
Cooke,  Augustus  P. 

27  May,  1853.     Graduated. 
Crenshaw,  Cyrus  W. 

20  May,  1853.  Dropped. 
Cnshman,  Charles  F. 

35  May,  1853.  Resigned. 
Dunn,  Denton. 

38  May,  1853.  Dropped. 
Fnierson,  William  B. 

24  May,  1853.  Resigned. 
ETans,  William  E. 

4  .Tune,  1853.     Graduated. 
Gilchrist,  Miller  H. 

31  May,  1853.  Dropped. 
Gorman,  Richard  li. 

34  May,  1852.     Resigned. 

GoTC,  Gilman  I>. 

22  May,  1853.     Graduated. 
Green,  Nathaniel. 

38  May,  1852.    Graduated. 
Hale,  Matthew. 

31  May,  1852.  Dropped. 
Hatfield,  Chester. 

21  May,  1853.    Graduated. 


1853. 


Holley,  Robert  Y. 

24  May,  1853.  Dropped. 
Ingraham,  Henry   E,. 

39  May,  1853.  Resigned. 
Johnson,  Robert  McA. 

38May,  iyr,i.  Resigned. 
Kendall,  George  T. 

20  May,  1852.  Dropped. 
liamar,  Southworth  H. 

26  May,  1853.  Dropped. 
McDongal,  Charles  J. 

26  May,  1852.     Graduated. 

McEnery,  Samuel  D. 

25  May,  1853.  Resigned. 
Merchant,  Clarke. 

29  May,  1852.     Graduated. 
Miller,  Henry  W. 

29  May,  1853.     Graduated. 
Mills,  Thomas  B. 

31  May,  1852.    Graduated. 
Morgan,  William  H. 

25  May,  1853.  Resigned. 
Mosely,  James  C. 

20  May,  1852.     Graduated. 
Porter,  Thomas  li. 

20  May,  1852.     Graduated. 
Potter,  James  E. 

25  May,  1852.  Resigned. 
Prichett,  James  M. 

27  May,  1853.     Graduated. 
Bagland,  Eldred  B. 

25  May,  1852.  Dropped. 
Seely,  Henry  B. 

26  May,  1853.     Graduated. 
Shyrock,  George  S. 

33  May,  1853.    Graduated. 
Stebbins,  l>e  Wayne. 

30  May,  1853.  Resigned. 
Sutherland,  Robert. 

39  May,  1853.  Resigned. 
Tichner,  George  P. 

31  May,  1852.     Dismissed. 
Wallace,  Rush  R. 

35  May,  1852.     Graduated. 


1853. — Midshipmen. 


Adams,  Eeonard  J. 

21  .January,  1853.     Resigned. 


Alexander,  Joseph  W. 

21  September,  1853.     Graduated. 


816 


GENERAL  NAVY  REGISTER. 


Ashe,  Alexander  S. 

31  Januaiy,  1853.     Resigned. 
Barrett,  Walter. 

28  September,  1853.    Dropped. 
Beckwith,  Josiah  O. 

1  February,  1853.    Resigned. 
Blake,  Francis  B. 

30  September,  1853.     Graduated. 

Bond,  Francis  W. 

30  September,  1853.     Dropped. 
Brown,  James  F. 

1  April,  1853.     Dropped. 
Cameron,  William. 

1  April,  1853.     Drojjped. 
Colt,  George  DeWolf. 

21  September,  1853.     Resigned. 
Eastman,  Thomas  H. 

31  .January,  1853.     Graduated. 
Graves,  Charles  J. 

17  December,  1853.     Graduated. 
Harris,  Joseph  W.. 

1  January,  1853.     Graduated. 
Ilosnier,  James  B. 

20  September,  1853.     Dropped. 
Hnuter,  Clarence. 

30  September,  1853.     Dropped. 
Ingraham,  Darius  H. 

24  September,  1853.    Resigned. 
Kelly,  John  W. 

31  January,  1853.    Graduated. 
liallande,  Charles  ]>. 

26  January,  1853.     Dropped. 
McCandless,  William  G. 
24  September,  1853.     Resigned. 


McCrahh,  Alfred  P. 

2  April,  1853.     Dropped. 
McJfair,  Frederick  V. 

31  September,  1853.     Graduated. 
Orton,  Jason  R. 

29  Scjjteraber,  1853.     Dropped. 
Ph.ythian,  Bohert   Li. 

28  January,  1853.     Graduated. 
Sawyer,  George  A. 

27  Septemlier,  1853.     Resigned. 
Terry,  Edward. 

21  September,  1853.     Graduated. 
Todd,  Henry  D. 

28  May,  1853.      Graduated. 
Vultee,  Francis  P. 

3  January,  1853.     Dropped. 
Wagstalf,  Charles  S. 

21  September,  1853.     Resigned. 
Ward,  liewis  P. 

29  September,  1853.     Resigned. 
Warren,  H.  li. 

20  September,  1853.     Resigned. 
Weisman,  Harry  J. 

7  October,  1853.     Died  17  Nov.,  1854. 
Welch,  William. 

23  September,  1853.     Dismissed. 
Wheeler,  Fi<yi  Henry. 

80  tSeptember,  1H53.     Dropped. 
Wilson,  ISyroii. 

31  January,  1853.     Graduated. 
Worthington,  James  G. 

1  April,  1853.     Dropped. 
Yates,  Artlinr   R. 

24  September,  1853.     Graduated. 


1854. — mCidshipinen. 


Adams,  Saninel. 

21  September,  1854.     Resigned. 
Andrnss,  Elias  V. 

27  September,  1854.     Resigned. 
Beaumont,  Myron   H. 

28  September,  1854.     Resigned. 
Belknap,  Aldeii  W^ 

27  September,  1854.     Resigned. 
Bishop,  Joshua. 

20  September,  1854.     Graduated. 
Blue,  Henry  M. 

28  September,  1854.     Graduated. 
Bradley,  John. 

25  September,  1854.     Resigned. 

Brodrick,  Henry  H. 

35  September,  1854.    Resigned. 


Brown,  Hamilton  A. 

25  September,  1854.  Resigned. 
Cams,  Andrew,  .¥ r. 

9  October,  1854.     Resigned. 
Cleveland,  Charles  B. 

28  September,  1854..  Resigned. 
Collnni,  Richard  S. 

20  September,  1854.  Resigned. 
Conflict,  Henry  F. 

29  September,  1854.  Dismissed. 
Davis,  T.  W.  W. 

25  September,  1854.  Resigned. 
De  Shields,  Alfred. 

23  September,  1854.  Resigned. 
Dewey,  George. 

23  Senteml)er,  1854.     Graduated. 
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Xlwing,  Thomas. 

2i  September,  1834.     Resigned. 
Farqnlinr,  Norman  H. 

27  September,  1854.     Graduated. 
Franklin,  Cbarles  Li. 

23  Ostober,  1854.     Graduated. 
Fnrlier,  Fdward  G. 

2  October,  1854.     Graduated. 
Gibl)s,  liHciiis  H. 

23  September,  1854.     Resigned. 
Grimball,  Jolin. 

23  September,  1854.     Graduated. 
Hlnes,  Iverson  A. 

21  September,  1854.     Resigned. 
Hinnian,  Curtis  P. 

30  September,  1854.     Resigned. 
Holliday,  Titus  T. 

17  October,  1854.     Resigned. 
Howell,  John  A. 

27  September,  1854.     Graduated. 
Howison,  Henry  Ii. 

26  September,  1854.     Graduated. 
Hulburd,  Horace  B. 

26  September,  1854.     Resigned. 
Jones,  Ricbmond  JL. 

23  September,  1854.     Resigned. 
Jndson,  Charles  O. 

30  September,  1854.     Graduated. 
Kantz,  Albert. 

28  September,  1854.     Graduated. 
Kerr,  William  A. 

20  September,  1 854.     Graduated. 
liane,  Nicholas  J. 

28  September,  1854.     Resigned. 
Ijivingston,  Charles  S. 

22  September,  1854.     Resigned. 
Mailler,  Robert  C. 

10  October,  1854.     Resigned. 
Mallett,  Richardson. 

20  September,  1854.     Resigned. 
May,  Iiuther  C. 

20  September,  1854.     Graduated. 

McCook,  Edwin  S. 

21  September,  1854.    Resigned. 

MeCook,  Roderick  S. 

21  September,  1854.     Graduated. 
McKinstry,  Arthur. 

29  September,  1854.     Resigned. 
Merrlani,  Gustavus  F. 

30  September,  1854.     Resigned. 

Milliken,  Samuel. 

20  September,  1854.     Resigned. 

Mullay,  John  C.  K. 

23  September,  1854.     Resigned. 
53 


Pardee,  Don  A- 

38  September.  1854.     Resigned. 
Phillips,  Clavius. 

3  October,  1854.     Resigned. 

Prentiss,  Roderick. 

21  September,  1854.     Graduated. 
Reddington,  Thomas. 

30  September,  1854.     Resigned. 
Reed,  Allen  V. 

26  September,  1854.     Graduated. 
Ridgley,  Franklin  Ij. 

35  September,  1854.     Resigned. 
Ross,  James,  Jr. 

25  September,  1854.     Resigned. 
Sclioon maker,  Cornelius  M. 

28  September,  1854.     Graduated. 
Smith,  Beatty  P. 

29  September,  1854.     Resigned. 
Smith,  Philip. 

20  September,  1854.     Resigned. 
Spencer,  Thomas  S. 

29  September,  1854.     Graduated. 
Stanburrougli,  James  I>. 

26  September,  1854.     Resigned. 
Storrs,  George  S. 

23  September,  1854.     Graduated. 
Swasey,  Charles  H. 

28  Sejjtember,  1854.     Graduated. 
Taylor,  Fdmund. 

29  September,  1854.     Resigned. 
Terry,  Felix  G. 

9  October,  1S54.     Resigned. 
Trlplett,*  Wellington. 

23  September,  1854.     Resigned. 
Van  Santvoord,  Westbrook. 

28  September,  1854.     Resigned. 

Vanghan,  Vernon   H. 

21  September,  1854.     Resigned. 
Wadsworth,  James  M. 

28  September,  1854.     Resigned. 

Walls,  Augustus  S. 

27  September,  1854.     Resigned. 

Wheeler,  Charles  S. 

37  September,  1854.     Resigned. 
Wheeler,  Richard  T. 

27  September,  1854.     Resigned. 

White,  George  B. 

28  September,  1854.     Graduated. 

Whittle,  William  C,  Jr. 

28  September,  1854.     Graduated. 
Wing,  Edward  D.  C. 

35  September,  1854.     Resigned. 
Wright,  John  F. 

37  September,  1854.    Resigned. 
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Tates,  Robert  H. 

23  September,  1854.     Resigned. 


I  Toung,  Henry  F. 

30  September,  1854. 


Resigned. 


1855. — Midshipmeii. 


Ashe,  Samuel  A'Court. 

28  September,  1855.     Resigned. 
Arerett,  Sajiinel  W. 

3  November,  1855.     Graduated. 

Boreliert,  George. 

20  September,  1855.     Graduated. 

Boyil,  Frank. 

"21  September,  1855.     Resigned. 
Bristown,  Benjamin  W. 

21  September,  1855.     Dismissed. 
Brown,  James  T. 

27  September,  1855.     Resigned. 

Butt,  Walter  K. 

20  September,  1855.     Graduated. 

Cenas,  Hilary. 

21  September,  1855.     Graduated. 

Claiborne,  Henry  B. 

32  September,  1855.     Graduated. 
Crump,  Edward  H. 

28  September,  1855.     Resigned. 
Dangberty,  Oliver  B. 

36  September,  1855.     Resigned. 

Fister,  Thomas  D. 

39  September,  1855.     Resigned. 

French,  Samuel  li. 

36  September,  1855.     Dismissed. 
Graham,  Archibald.     . 

29  September,  1855.     Resigned. 
Greene,  Samuel  D. 

31  September,  1855.     Graduated. 
Haclictt,  Samuel  H. 

28  September,  1855.     Graduated. 

Hall,  Wilburn   B. 

20  September,  1855.     Graduated. 


Harry,  Edwin  C. 

20  September,  1855.     Resigned. 
Hodge,  Kosciusko. 

28  September,  1855.    Resigned. 

Kane,  Theodore  F. 

27  September,  1855.     Graduated. 
McKen/jie,  Alexander  S. 

29  September,  1855.     Graduated. 

Northrop,  JTolm  B. 

24  September,  1855.     Resigned. 

Pleasants,  Charles  W. 

34  September,  1855.     Dismissed. 

Read,  Edmund  O. 

25  September,  1855.     Graduated. 
Reniey,  George  C. 

30  September,  1855.     Graduated. 

Sanlsbury,  Gove  H. 

26  September,  1855.     Resigned. 
Slamm,  .Tefl'erson  A. 

2  October,  1855.     Resigned. 
Snyder,  David  H. 

31  September,  1855.     Resigned. 
Stanton,  Clarence  £>. 

26  September,  1855.    Dismissed. 
Tayloe,  James  Ij. 

34  September,  1855.     Graduated. 
Walker,  Edward  A. 

36  September,  1855.     Graduated. 
Ward,  George  A. 

21  September,  1855.     Resigned. 
Weisman,  F.  P. 

35  September,  1855.     Resigned. 
Wiltse,  Gilbert  C. 

30  September,  1855.     Graduated. 


1856. — Midshipmen. 


Adams,  Thomas  E.  91. 

25  September,  1856.     Resigned. 
Allen,  John  W. 

27  September,  1850.     Resigned. 
Ames,  Sullivan  D. 

23  September,  1856.     Graduated. 
Barton,  William  H. 

23  September,  1850.     Graduated. 
Bradford,  James  O. 

33  September,  1856.     Resigned. 
Brown,  Francis  S. 

34  September,  1856.     Graduated. 


Burt,  liOUis   J. 

20  September,  1856.     Resigned. 
Carnes,  William  W. 

30  September,  1856.     1  October,  1857. 
Resigned. 
Casey,  Silas 

35  September,  1856.     Graduated. 
Comstock,  John  H. 

37  September,  1856.     Resigned. 
Cordell,  Ernest  D. 

20  September,  1856.     Resigned. 
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Davenport.  Francis  O. 

33  September,  1856.     Graduated. 
Devanit,  Edwin  R. 

30  September,  1856.  Resigned. 
Doolittle,  Orinus  A. 

36  September,  1856.  Dismissed. 
Darnin,  Thomas  T,. 

32  September,  1856.     Graduated. 
Dowling,  Jolin  C. 

33  September,  1856.     Resigned. 

Foot,  Henry  I>. 

30  September,  1856.  Dismissed. 
Foster,  Liyinan  IS. 

34  September,  1856.  Resigned. 
Gillet,  Simeon  P. 

30  September,  1856.  Graduated. 
Gregory,  Benjamin. 

33  September,  1856.  Resigned. 
Greiner,  Theodore  S. 

37  September,  1856.  Resigned. 
Griswold,  George  K. 

30  September,  1856.  Resigned. 
Harris,  George  P. 

33  September,  1856.  Resigned. 
Harrison,  Thomas  li. 

39  September,  1856.  Graduated. 
Hayward,  DaTid  S. 

39  September,  1856.  Resigned. 
Herman,  Henry  M. 

30  September,  1856.  Resigned. 
Hesse,  John. 

33  September,  1856.  Resigned. 
Hoge,  Francis  Jj. 

30  September,  1856.  Graduated. 
Hooe,  Roy  Mason. 

37  September,  1856.  Resigned. 
Hoole,  James  Ij. 

32  September,  1856.  G-raduated. 
Howard,  George  T. 

22  September,  1856.  Resigned. 
Hnnt,  Charles  S. 

27  September,  1856.  Resigned. 
Hant,  John  J. 

30  September,  1856.  Resigned. 
Jacohs,  William  C 

29  September,  1856.  Resigned. 
Kean,  Charles. 

20  September,  1850.  Resigned. 
King,  Charles  K. 

25  Sejptember,  1856.  Resigned. 
Kinney,  Francis  S. 

32  September,  1856.     Resigned. 

Knipe,  Samuel  W. 

23  September,  1856.     Resigned. 


liambert,  Bruce. 

20  September,  1856.     Resigned. 
liCwis,  Harold. 

36  September,  1856.  Dismissed. 
Mahan,  Alfred   T. 

30  September,  1856.  Graduated. 
Manley,  Henry  D. 

35  September,  1856.  Graduated. 
Marvin,  Joseph  D. 

35  September,  1856.  Graduated. 
McCarty,  Stephen  A. 

25  September,  1S5(>.  Graduated. 
McKinley,  John  S. 

26  Septem'oer,  185G.     Resigned. 
McSfair,  Antoine  R. 

22  September,  1856.  Graduated. 
Meade,  Robert  L,. 

30  September,  1856.     Resigned. 

O'Kane,  James. 

30  September,  1856.  Graduated. 
Paddock,  Samuel  B. 

26  September,  1856.  Graduated. 
Philip,  John  W. 

20  September,  1 856.  Graduated. 
Porter,  Robert  H. 

33  September,  1856.     Resigned. 
Raynsford,  Fdmund  J.  W. 

37  September,  1856.     Resigned. 
Read,  Charles  William. 

20  September,  1856.  Graduated. 
Reardon,  Simon  B. 

30  September,  1856.     Resigned. 
Robeson,  Henry  B. 

25  September,  1856.  Graduated. 
Sanderson,  Philip  S, 

39  September,  1856.  Dismissed. 
Schenck,  Woodhull  S. 

3i  September,  1856.     Resigned. 
Schley,  Winfleld  S. 

20  September,  1856.     Graduated. 

Shute,  Francis  A. 

34  September,  1S5G.  Resigned. 
Smith,  William  W. 

25  September,  1856.  Dismissed. 
Spencer,  Julien  M. 

33  September,  1856.  Resigned. 
Stevenson,  John  M. 

23  September,  1856.  Resigned. 
Stuyvesant,  Moses  S. 

39  September,' 1856.     Graduated. 

Swann,  Thomas  Ii. 

8  December,  1856.  Graduated. 
Sydnor,  Richard  D.  B. 

25  September,  1856.     Resigned. 
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TalbotI,  Richard  P,  S. 

39  September,  ly5(i,     Resigned. 
Wall,  William  H. 

37  September,  1856.     Resigned. 

Watsun,  John  V. 

29  September,  1856.     Graduated. 

Webster,  Isaac  P. 

30  September,  185C.     Resigned. 


Weitliiiaii,  John, 

25  September,  1856.     Resigned. 
Wharton,  Arthnr  ». 

23  September,  1856.     Graduated. 
Whitehead,  William. 

23  September,  1856.     Graduated. 
Whitman,  Charles  S. 

20  September,  1856.     Resigned. 


1857.— ftlidsbipuien. 


Armstrong,  Kichard  F. 

31  September,  1857.     Resigned. 

JBaclie,  George  M. 

19  November,  1857.     Graduated. 

Backus,  Sylianus. 

28  September,  1857.     Graduated. 
Boggs,  Robert. 

30  September,  1857.     Resigned. 

Bowen,  Thomas  C 

25  September,  1857.     Graduated. 
Churchill,  John  F. 

24  September,  1H57.     Resigiit-d. 

Clark,  Andrew  J. 

23  September,  1857.     Resigned. 

Concklin,  George  Henry. 

28  September,  1857.     Resigned. 

Connally,  John  K. 

28  September,  1857.     Resigned. 

Cooney^  Charles  D. 

23  September,  1857.     Resigned. 
Cromwell,  Bartlett  J. 

21  September,  1857.     Graduated. 
Cashing,  William  B. 

25  September,  1857.     Resigned. 
Dexter,  Adolphiis. 

24  September,  1857.     Graduated. 
l>uer,  Bufus  K. 

23  September,  1857.     Graduated. 
Farrington,  Thomas  P. 

26  Sept.  ly57.    Appointment  revolted. 
Fisk,  James  F. 

28  September,  1857.     Resigned. 
Foster,  Charles  G. 

21  September,  1857.     Resigned. 
Frlerson,  Thomas  II. 

26  September,  1857.     Resigned. 
Fuller,  James  F. 

23  September,  1857.     Resigned. 
Graham,  James  B. 

35  September,  1857.     Graduated. 
Grimes,  Howard. 

23  September,  1857.     Resigned. 


Hayward,  George  W- 

26  September,  1857.     Graduated. 
Haverstiek,  John  W. 

26  September,  1857.  Resigned. 
Hampstead,  layman  P. 

23  September,  1857.     Resigned. 

Hicks,  William  A. 

23  September,  1857.  Resigned. 
Higginson,  Francis  J. 

31  Sejitember,  lb57.     Graduated. 
Hobbs,  Odillon  B. 

26  Sept.,  1857.     Died  1  Oct.,  1860. 

Holden,  John  F. 

21  September,  1857.  Resigned. 
Hooper,  Thomas  W. 

31  September,  1857.  Resigned. 
Howard,  Ochran  II. 

21  September,  1857.  Resigned. 
Hudgins,  Albert  G. 

24  September,  1857.  Resigned. 
lugrahuni,  John  II. 

23  October,  1857.     Resigned. 
.Tackson,  Crawford  M. 

29  September,  1857.  Resigned. 
Iteeney,  Charles  T. 

28  September,  1857.  Resigned. 
5i.emp(t',  Liouis. 

35  September,  1857.     Graduated. 
I.ee,  William  P. 

21  September,  1857.  Resigned. 
Liconard,  .Toseph  A. 

18  November,  1857.  Resigned. 
Licster,  George. 

23  September,  1857.  Resigned. 
liOdge,  Douglass. 

26  September,  1857.  Resigned. 
liOrd,  George  P. 

24  September,  1857.  Resigned. 
Malin,  Emery. 

24  September,  1857.  Resigned. 
Marsh,  William. 

35  September,  1857.    Resigned. 
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?rlartin,  William. 

39  September,  1857.     Resigned. 
>IcFarlan«l,  John. 

21  September,  1857.    Graduated. 
>IcGlensej',  John  F. 

28  September,  1857.     Graduated. 
McKay,  Charles  E. 

39  September,  1857.     Graduated. 
McKinley,  Robert  1. 

24  September,  1857.     Resigned. 

McVeigh,  Hiram. 

25  September,  1857.     Resigned. 
Meade.  Robert  li. 

29  September,  1857.     Resigned. 
Merriuian,  Edgar  C 

31  September,  1857.     Resigned. 
Moore,  Thomas  Ki. 

30  September,  1857.     Resigned. 
Morey,  Koswell  E. 

26  Sept.,  1857.    Appointment  revoked. 
Mnllen,  Horace  E. 

25  September,  1857.     Graduated. 
Mnnce,  Thomas  Q. 

33  September,  1857.     Resigned. 

Mnnroe,  Frank. 

25  September,  1857.     Resigned. 

^nrre,  John. 

33  September,  1857.     Resigned. 
Ogden,  Morgan  Ii. 

29  September,  1857.     Dismissed. 
Orth,  Christopher  H.,  Jr. 

36  September,  1857!     Resigned. 
Perry,  Benjamin  F. 

5  October,  1857.     Died  3  July,  1860. 
Phoenix,  Liloyd. 

34  September,  1857.     Graduated. 
Picking,  Henry  F. 

28  September,  1857.     Graduated. 
Piatt,  Frank  A. 

26  September,  1857.     Resigned. 

Polhemns,  Charles. 

31  September,  1857.     Resigned. 

Robertson,  James  P. 

38  September,  1857.     Graduated. 

Rodgers,  Frederic. 

C.J  suptember,  1857.     Graduated. 
Rowland,  John  H. 

21  September,  1857.     Graduated. 


Graduated. 

T. 

Graduated. 

Resigned. 

Resigned. 


Ryan.  George  P. 

30  September,  1857. 
Sampson,  ll'illisiiii 

24  September,  1857. 
Sleeper,  George  A. 

26  September,  1857. 
Smith,  Francis. 

25  September,  1857. 
Smith,  Kapoleoii  J. 

25  September,  1857.     Resigned. 
Smyser,  Charles  J. 

22  September,  1857.     Resigned. 
Snell,  Alfred  T. 

26  September,  1857.     Graduated. 
Steece,  Tecnmseh. 

26  September,  1857.     Graduated. 
Stewart,  William  F. 

28  September,  1857.     Graduated. 
Stone,  Sardine  G.,  Jr. 

29  September,  1857.     Resigned. 
Stnrdirant,  Theodore. 

31  September,  1857.     Resigned. 
Sturgeon,  Engene  R. 

23  September,  1857.     Resigned. 
Swift,  Samuel. 

26  Sept.,  1857.    Died  28  Nov.,  1860. 
-Talbot,  Daniel,  Jr. 

26  September,  1857.     Resigned. 
Tallman,  Henry  C,. 

24  September,  1857.     Graduated. 
Thomas,  Nathaniel  "W. 

24  September,  1857.     Graduated. 

Tyson,  Herbert  B. 

33  October,  1857.     Graduated. 
Tan  Comstock,  William. 

25  September,  1857.     Resigned. 
Walker,  Cliiiord   B. 

23  September,  1857.     Dismissed. 
Weidman,  John, 

23  September,  i  K57. 
Wilson,  Joseph  O. 

22  September,  1857. 
Withers,  Henry. 

21  September,  1857. 
Yorke,  Patton  J. 

28  September,  1857. 


Graduated. 


Resigned. 


Dismissed. 


Resigned. 


1858.— Midshipmen. 


Ahl,  James  W. 

24  September,  1858. 
Appleton,  Giles  F. 

20  September,  1858. 


Resigned. 


Resigned. 


Rarnnm,  David. 

20  September,  1858.     Resigned. 

Renton.  Mortimer  M. 

28  September,  1S5S.     Resigned. 
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Blake,  Elliott  C.  T. 

28  Sept.,  1858.   Promoted  1  Aug.,  1863. 
Blake,  Henry  J. 

29  Sept.,  lN.-)8.  Promoted  24  Feb.,  1863. 

Bradley,  John  B. 

31  September,  1858.     Killed  in  Action 
24  April,  1862. 
Brower,  Edwin  T. 

28  Sept.,  1858.   Promoted  1  Aug.,  1862. 
Carrotliers,  John  K. 

23  Sept.,  1858.     Died  23  Dec,  1861. 
Conistock,  John  H. 

11  January,  1858.     Resigned. 
Cotton,  Charles  S. 

23  Sept.,  1858.  Promoted  11  Nov.,  1863. 
Crall,  George  A. 

20  September,  1858.     Dismissed. 
Crandall,  Frederick  II. 

24  Sept.,  1858.    Appointment  revoked. 
Daniels,  Charles  II. 

23  September,  1858.     Resigned. 
Bay,  Benjamin  F. 

20  Sept.,  1858.    Promoted  1  Aug.,  1862. 
Dougherty,  Harvey  H. 

20  September,  1858.     Resigned. 
Foreman,  Ivey. 

25  September,  1858.     Resigned. 
Forrest,  Blorean. 

22  Sept.,  1838.    Promoted  1  Aug.,  1862. 
Fonte.  Robert  €. 

20  September,  1S5S.     Resigned. 
Grafton.  Henry  T. 

23  September,  1858      Resigned. 
Harrison,  William  II. 

28  Septeniljfi-,  1858.     Resigned. 
Ilivling,  William  II.   -> 

20  September,  1858.     Resigned. 
Holt,  Henry  C. 

21  September-,  1858.     Resigned. 
Howard,  George  A. 

20  September,  1858.     Resigned. 
Humphrey  Charles  II. 

22  September,  1858.     Resigned. 
Hnntington,  Charles  1>. 

29  Sept.,  1858.    Promoted  1  Aug.,  1862. 
Hnntington,  Robert  P. 

24  Sept.,  1858.    Promoted  0  Oct.,  1862. 
Huston,  Charles  St.  C. 

22  September,  1858.     Resigned. 
Kellog,  Edward  Bf. 

24  Sl3pt.,  1858.    Promoted  8  Sept.,  1863. 
Jiamson,  Roswell  H. 

20  Sept.,  1 858.    Promoted  1  Aug.,  1862. 


liittlepage,  H.  Beverly. 

23  September,  1858.     Resigned. 
Maruiadnke,  Henry  II. 

20  September,  1858.     Resigned. 
Mason,  Alexander  M. 

11  October,  1858.     Resigned. 
McDerniott,  Edward  J. 

23  September,  1858.  Resigned. 
McWillianis,  Mori  inner. 

23  September,  1858.  Resigned. 
Merrlwetlier,  .lames  A. 

29  September,  1858.  Resigned. 
Mitchell,  Archibald  'S. 

20  Sept.,  1858.    Promoted  1  Aug.,  1863. 
Moodey,  David. 

22  September,  1858.  Resigned. 
Moon,  William  S. 

21  September,  1858.  Resigned. 
Nichols,  Smith  W. 

37  Sept.,  1858.   Promoted  1  Aug.,  1862. 
Payne,  Robert. 

20  September,  1858.  Resigned. 
Pinkney,  William. 

33  September,  1858.  Resigned. 
Preston,  Samuel  W. 

4  Oct.,  1858.     Promoted  1  Aug.,  1862. 
Read,  John  J. 

21  Sept.,  1858.  Promoted  25  Nov.,  1863. 
Bead,  William  W. 

27  September,  1858.  Resigned. 
Robinson,  William  O'H. 

22  September,  1858.  Resigned. 
Roby,  Francis  M. 

28  September,  1858.  Resigned. 
Rnggles,  Edward  S. 

31  September,  1858.  Resigned. 
Shoemaker,  Charles  F. 

31  September,  1858.  Resigned. 
Smith,  Frederick  R. 

34  Sept.,  1858.   Promoted  1  Aug,     862. 
Sturgeon,  Eugene  B. 

80  September,  1858.  Resigned. 
Sumner,  George  W. 

30  Sept.,  1858.  "Promoted  1  Aug.,  1862. 
Terry,  Silas  W. 

28  Sept.,  1858.  Promoted  16  Sept.,  1862. 
Telfair,  Daniel  A. 

23  September,  1858.  Resigned. 
Trigg,  Daniel. 

30  September,  1858.  Resigned. 
Weinple,  David  D. 

24  Sept.,  1858.  Promoted  25  Nov.,  1 862. 
Winslow,  William  H. 

23  September,  1858.     lipRign'>l•^ 
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Worth,  Algernon  S. 

21  September,  1808.     Resigned. 


I  Zimuierman,  Charles  W. 

I  20  Sept.,  18.58.  Promoted  19  Sept.,  1862. 


1859.— Midshipmen. 


Abbot,  Walter. 

3  Dec,  1859.  Promoted  25  Nov.,  18(52. 
Adams,  Lia  Rne  P. 

2(i  Oct.,  1859.  Promoted  10  Sept.,  18fl2. 
Alexander,  Adam  C,  Jr. 

23  Nov.,  1859.  Promoted  IG  Sept.,  18112. 
Anderson,  John. 

22  September,  1 859.     Killed  in  Action 
24  April,  1SC2. 
Bacot,  Richard  H. 

20  September,  1859.     Resigned. 
Baird,  Thomas  D. 

22  September,  1859.     Resigned. 
Bartlett,  John  R. 

28  Nov.,  1859.  Promoted  8  Sept.,  1863. 
Batolieller,  OliTcr  A. 

28  Nov.,  1859.  Promoted  25  Nov.,  1862. 
Beirne,  Andrew  P. 

28  September,  1859.     Resigned. 
Blake,  Charles  F. 

26  Oct.,  1859.  Promoted  26  June,  1863. 
Brady,  Alfred  T. 

2  December,  1859.     Resigned. 
Brantingham,  Charles  H. 

22  September,  1859.     Resigned. 

Brice,  John  J. 

24  September,  1859.     Resigned. 
Brldgman,  William  R. 

2  Dec,  1859.    Promoted  16  Sept.,  1862. 

Brown,  George  M. 

25  Nov.,  1859.  Promoted  16  Sept.,  1802. 

Brunk,  Frank  C. 

23  September,  1859.     Resigned. 

Bnrker,  Albert  S. 

25  Oct.  1859.    Promoted  25  Nov.,  1862. 

Canim,  Robert  A. 

80  November,  1859.     Resigned. 

Carroll,  Daniel. 

2  December,  1859.     Resigned. 

Case,  James  S. 

28  September,  1859.     Resigned. 

Chester,  Colby  M. 

81  Oct.,  1859.    Promoted  21  Oct.,  1863. 

Chew,  Francis  T. 

21  September,  1859.     Resigned. 

Chew,  Bicha'd  S. 

25  Nov.,  1859  Promoted  13  Dec,  1862. 
Clay  brook,  Joseph  P. 

27  September,  1859.    Resigned. 


Cook,  William  W. 

20  October,  1859.     Resigned. 
Cooke,  Menrj'  S. 

25  November,  1S59.  Resigned. 
Craig,  Wiliiasii  .J. 

7  December,  Is.'iO.  Resigned. 
Daltoii,  Williami  ii. 

20  Septemljcr,  18.VJ.  Rcsi,--ncc!. 
Dana.  Willsam  S. 

25  Oct.,  l;-.V.).   Promoted  10  June,  1804. 
Dayton,  diaries  M. 

25  October,  1850.     Resigned. 
Dick,  James  A. 

29  September,  1859.  Resigned. 
Epes,  Freeman. 

2  December,  1859.  Resigned. 
Flonrnoy,  Robert. 

24  September,  1859.  Resigned. 
Floyd,  Richard  S. 

30  November,  1859.  Resigned. 
Ford,  George  E. 

80  November,  1859.  Resigned. 
Fortune,  John  C. 

27  September,  1 859.  Resigned. 
French,  Hayden  T. 

2  December,  1859.  Promoted. 
Garrett,  Thomas  G. 

15  November,  1859.  Resigned. 
Gedney,  Alexander  D. 

25  November,  1859.  Dismissed. 
Gregory,  Samuel   S. 

24  September,  185!).     Resigned. 

Hammett,  William. 

27  September,  1859.  Resigned. 
Haskin,  Benjamin  F. 

2  November,  1859.  Promoted. 
Haswell,  GouTcrnenr  K. 

25  November,  1859.  Promoted. 
Hazletine,  Edward  C 

22  September,  1859.  Promoted. 
Heath,  tucins  E. 

25  November,  1859.  Resigned. 
B!iatt,  Samnel  S. 

12  October,  1859.     Resigned. 
Holcombe,  Isaac  C. 

9  November,  1859.  Resigned. 
Howard,  George  H. 

1  December,  1859.    Resigned. 
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Hunt,  Symnies  H. 

23  November,  1859.     Promoted. 

Iliitter,  William  C. 

26  October,  1859.     Resigned. 
Jackson,  William  C. 

28  November,  1859.     Resigned. 

Johnson,  Henry  Xi. 

30  September,  1859.     Promoted. 
Johnson,  Mortimer  1. 

3  December,  1859.     Pi'omoted. 
Jones,  Charles  I>. 

23  November,  1859.     Promoted. 

Jones,  John  C 

11  October,  1859.     Resigned. 
Ijong,  James  C. 

23  November,  1859.     Resigned. 
IjOwry,  Philip  W. 

23  September,  1859.     Promoted. 
L.ndlow,  Bficoll. 

28  October,  1859.     Promoted. 
Mallory,  George  T. 

l.")  November,  1859.     Resigned. 
Mason,  William  P. 

23  September,  1859.     Resigned. 
McClnre,  George  M. 

23  September,  1859.     Promoted. 

McCormicli,  Alexander  H. 

21  September,  1859.     Promoted. 
McDaniel,  Henry  C. 

30  November,  1859.     Resigned. 
McKenney,  Ulric  F. 

25  November,  1859.     Resigned. 
Miller,  Merrill. 

38  November,  1859.     Promoted. 
Moore,  John  H. 

37  September,  1859.     Resigned. 
Vaile,  Frederick  I. 

37  October,  1859.     Promoted. 
Pearson,  Frederick. 

31  September,  1859.     Promoted. 
Pipkin,  William  M. 

7  December,  1859.     Resigned. 
Poor,  Charles  H.,  Jr. 

26  September,  1859.     Dismissed. 
Porter,  Benjamin  H. 

1  December,  1859.     Promoted. 
Prehle,  Edward  E. 

2  December,  1859.     Promoted. 
Price,  John  R. 

15  November,  1859.     Resigned. 


Reed,  John  H. 

28  September,  1859.     Promoted. 

Robinson,  William  F. 

28  November,  1859.     Resigned. 

Rumsey,  Henry  B. 

25  October,  1859.     Promoted. 

Sanders,  Morton  W. 

30  September,  1859.     Promoted. 

Sands,  James  H. 

35  November,  1859.     Graduated. 

Scales,  Dabney  M. 

7  December,  1859.     Resigned. 

Sliepard,  Edward  M. 

35  November,  1859.     Promoted. 

Sigsbee,  Charles  D. 

27  September,  1859.  Promoted. 
Smith,  Richard  M. 

30  November,  1859.  Resigned. 
Stafford,  James  M. 

22  September,  1859.  Resigned. 
Thomas,  Francis  M. 

24  September,  1859.  Resigned. 
Tracy,  Charles  W. 

27  October,  1859.     Promoted. 
Turner,  Thomas  T. 

25  November,  1859.  Resigned. 
Vance,  George  P. 

35  November,  1859.  Dismissed. 
Van  Vleck,  William  A. 

25  November,  1859.  Promoted. 
Walker,  John  T. 

24  September,  1859.  Resigned. 
Wallace,  James. 

1  November,  1859.  Promoted. 
Wheeler,  William  K. 

7  December,  1859.  Promoted. 
Wilkinson,  William  W. 

7  December,  1859.  Resigned. 
Willett,  Silas  S. 

36  November,  1859.  Resigned. 
Wood,  George  W. 

23  September,  1859.  Promoted. 
Woodward,  Edwin  T. 

23  November,  1859.  Promoted. 
Wyman,  Henry  1>. 

21  September,  1859.  Dropped. 
Voung,  William. 

1  December,  1859.    Resigned. 
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I860.— Actiiis  Midshipmen. 


Ames,  IVilliaiu  li. 

83  September,  1860.  Resigned. 
Baldwin,  James  G. 

29  September,  1S60.  Resigned. 
Barelaj-,  Charles  J. 

21  September,  1860.     Graduated. 
Berrien,  Thomas  M. 

26  September,  1860.  Resigned. 
Bidlick,  James  B. 

22  September,  1860.     Dismissed. 
Bo.vle,  William  O. 

26  September,  1860.     Dismissed. 
Brantingham,  Charles  M. 

25  September,  1860.     Resigned. 

Brooks,  Thomas  R. 

20  October,  1860.     Resigned. 
Brown,  Allen  D. 

29  September,  1860.     Graduated. 
Brown,  Orris  A. 

23  September,  1860.     Resigned. 

Bryan,  George  I>. 

25  September,  1860.  Resigned. 
Bnckmaster,  Esculapins. 

20  September,  1860.  Resigned. 
Snsh,  Charles  G. 

25  September,  1860.     Resigned. 

Califl',  J'oseph  M. 

27  September,  1860.     Resigned. 

Carmody,  Kohert  E. 

29  September,  1860.     Resigned. 

Carroll,  William   J. 

21  September,  1860.     Resigned. 

Carter,  Barron. 

28  September,  1860.  Resigned. 
Cassell,  Douglas  K. 

28  September,  1860.     Graduated. 
Clark,  Charles  E. 

29  September,  1860.     Graduated. 
Clark,  David    J. 

27  September,  1860.     Resigned. 

Clark,  John  D. 

23  September,  1860.     Graduated. 
Clements,  Courtland  C. 

26  September,  1860.     Resigned. 

Coffin,  George  W. 

28  September,  1860.     Graduated. 

Coghlan,  Joseph  B. 

27  September,  1860.     Graduated. 
Cook,  Francis  Augnstns. 

20  September,  1860.     Graduated. 

Cooper,  Philip  H. 

28  September,  1860.     Graduated. 


Craven,  Charles  H. 

20  September,  1860.     Graduated. 
Crowninshield,  A.  S. 

25  September,  IsiiO.     Graduated. 
Davis,  George  Thornton. 

20  September,  1S60.     Graduated. 
Dick,  James  A. 

29  September,  1860.     Resigned. 
Dickman,  Ernest  J. 

20  September,  1865.     Graduated. 

Dner,  William  A. 

29  September,  1860.     Resigned. 
Dniin,  Williamson. 

24  September,  I860.     Graduated. 
English,  Gnstavns. 

25  September,  1860.     Resigned. 

Evans,  Robley  D. 

20  September,  1860.     Graduated. 

Fagan,  Eouis  E. 

23  September,  1860.     Resigned. 
Fuller,  Henry  D. 

24  September,  1860.     Dropped. 

Gardner,  Joseph  M. 

24  September,  1860.     Resigned. 

Garrett,  Thomas  G. 

12  October,  1860.     Resigned. 
Glass,  Henry. 

24  September,  1860.     Graduated. 
Glldden,  George  D.  B. 

23  September,  1860.     Resigned. 

Goode,  William  D. 

6  November,  1860.     Resigned. 
Goodwyn,  Matthew  P. 

21  September,  1860.     Resigned. 
Gridley,  Charles  T. 

26  September,  1860.     Resigned. 
Guthrie,  Edward  P. 

28  September,  1860.     Resigned. 

Harris,  Ira. 

22  September,  1860.     Graduated. 
Heath,  Benjamin. 

22  September,  1860.     Resigned. 
Hendrickson,  William  W^. 

26  September,  1860.     Graduated. 
Hoff,  William  B. 

24  October,  1860.     Graduated. 
Hopkins,  John  Adams. 

20  September,  1860.     Resigned. 

Hill,  Hngh  1. 

25  September,  1860.     Resigned. 
Hunter,  William  B. 

29  September,  1860.     Dismissed. 
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Irviii,  Kolaiid  C. 

39  September,  ISliO.     Graduated. 
Kellog,  Augustus  G. 

31  September,  ]S60.     Graduated. 
Langliton,  George  H. 

23  September,  18«0.    Resigned. 
liCary,  Richard  Phillips. 

20  September,  1860.     Graduated. 
Lienox,  Albert  H. 

25  September  1860.     Dismissed. 
Iiiviiigston,  John  S. 

25  September,  1860.     Resigned. 
Maclay.  Williani  W. 

4  October,  1860.    Graduated. 
Mayo,  Wyndham  R. 

21  September,  1860.    Resigned. 
McClintoc,  Horatio  Gates. 

21  September,  lt;60.     Resigned. 
McCormick,  Frederick. 

25  September,  lyi'.O.     Graduated. 
McGregor,  C'liai-Ies. 

~1  SepteuiluT,  ]N(iO.     Graduated. 
Mcllvanc,  .^oliii  (lay. 

34  SeptL'udjer,  1860.     Resigned. 
Meyer,  Cstssiiis. 

20  iSeptcniber,  1860.     Resigned. 
Morgani,  James  M. 

20  September,  1860.     Resigned. 
Morris;  Francis. 

37  September,  1860.    Graduated. 

Morris,  Isaac  Tompkins. 

~0  ^^eptL'llllJcr,  lt;60.     Graduated. 
Morris,  Thomas  Ii. 

26  beptember,  1860.     Resigned. 
Moses,  Raphael. 

27  September,  1860.     Resigned. 
Mullen,  Dennis  W. 

21  September,  1860.     Graduated. 
JVewlin,  Allred  S. 

35  September,  1860.     Resigned. 
^"^iles,  Marston. 

25  September,  1860.     Graduated. 
Osterloli,  Williani  Cooper. 

20  beptember,  1860.     Resigned. 
Pearson,  James  M. 

21  September,  1860.     Resigned. 
Pegraui,  John  Combe. 

21  September,  1860.     Graduated. 


Pendleton,  Charles  A. 

27  September,  1860.     Graduated. 
Peters,  .Tames  Arthur. 

20  September,  1860.     Resigned. 
Peyton,  Joseph  B. 

23  September,  1 860.     Resigned. 
Phelps,  .TeflTerson. 

28  September,  1800.     Resigned. 
Ragsdale,  .Tames  K.  P. 

21  September,  1800.     Graduated. 
Reber,  John  M. 

21  September,  1860.     Resigned. 
Schgtltx,  Charles  F. 

33  September,  1860.     Resigned. 
Sevier,  Charles  F. 

27  September,  I860.     Resigned. 
Sparks,  Gale  W. 

24  September,  1860.     Resigned. 
Sterling,  Tales. 

27  September,  1860.     Graduated. 
Taylor,  Henry  Clay. 

20  September,  1850.     Graduated. 
Vaughn,  Henry  T,. 

24  September,  1860.     Resigned. 
Wadleigh,  George  H. 

37  September,  I860.     Graduated. 
IVashington,  lie  Roy  H. 

36  September,  1860.     Resigned. 
Webb,  William  H. 

34  September,  1860.     Resigned. 
Whiting,  William  H. 

21  September,  1860.     Graduated. 
Wildes,  Frank. 

21  September,  1860.     Graduated. 
Williams,  Henry  S.  H. 

37  September,  1860.     Resigned. 
Williams,  Thomas. 

26  September,  1860.     Dropped. 
Wise,  William  C. 

39  September,  1860.     Graduated. 
Wright.  Arthnr  H. 

38  September,  1800.     Graduated. 
Wright,  Augustus  O. 

29  September,  1860.     Resigned. 
Yancey,  William  E. 

33  September,  1860.    Resigned. 


1861 — Acting  Midshipmen. 


Adams,  Stephen    I>.  i 

20  September,  IhC] .     Dropped.  I 


Albright,  L,ewis  M. 

15  October,  1861.     Resigned. 
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Alexander,  Robert  W. 

3  December,  1861.     Resigned. 
Audersoii,  Thomas  C. 

28  November,  1861.     Dismissed. 
Arinentrout,  George  W. 

25  November,  1861.     Graduated. 
Arnold,  Charles  F. 

14  October,  1861.     Graduated. 
Baird,  Samuel  P. 

27  September,  1861.     Graduated. 
Bakor,  Albert   L,. 

28  Sept.,  1861 .     Died  3  March,  1864. 
Baker,  James  B. 

2  December,  1801.     Resigned. 
Baker,  Samuel  H. 

24  September,  1861.     Graduated. 
Barber,  Fracis  M. 

27  December,  1861.     Graduated. 
Bay,  Joseph  I<. 

27  September,  1361.     Resigned. 
Baylies,  Alfred  W. 

13  October,  1861.     Dropped. 
Beemer,  Julius  IV. 

27  September,  1861.     Dismissed. 
Bell,  David  N. 

23  September,  1861.     Graduated. 

Belrose,  liouls. 

20  September,  1861.     Graduated. 

Bicknell,  Oeorge  A. 

3  December,  1861.     Graduated. 
Bidlack,  James  B. 

24  September,  1861.     Dismissed. 
Blgelow,  Horatio  R. 

23  September,  1861.'    Resigned. 
Black,  Charles  H. 

21  September,  1861.     Graduated. 

Blake,  Charles  O. 

80  November,  1861.     Dropped. 

Blake,  Francis  O. 

27  September,  1861.     Resigned. 
Bolenins,  Frederic  H. 

27  September,  1861.     Dropped. 

Book,  Oeorge  91. 

23  November,  1861.     Graduated. 

Bradford,  Royal  B. 

28  November,  1861.     Graduated. 

Breed,  Fdward  I>. 

21  September,  1861.     Resigned. 

Breeii,  Cyrus  W. 

26  November,  1861.     Graduated. 
Brownson,  Willard  H. 

29  November,  1861.     Graduated. 
Buckingham,  Samuel  C. 

21  September,  1861.     Resigned. 


Buford,  Marcus  B. 

9  October,  18G1.     Graduated. 
Caldwell,  Albert  G. 

28  September,  1861.  Graduated. 
Campbell,  Francis  D. 

27  September,  18G1.  Dismissed. 
Cantrell,  Franklin  S. 

25  September,  1861.  Resigned. 
Carniody,  Robert  E. 

28  November,  isci.  Graduated. 
Carpenter,  William   L,, 

2U  September,  1861.  Resigned. 
Carter,  Abiel  B. 

23  September,  1861.  Graduated. 
Chadsey,  Arthur  E. 

2  October,  1861.     Resigned. 
Chadwick,  French  E. 

28  September,  1861.  Graduated. 
Chenery,  !Leonard  E. 

13  December,  ISOl.  Graduated. 
Clark,  Liewis. 

24  September,  1861.  Graduated. 
Commager,  Franklin  T, 

21  September,  1861.  Dismissed. 
Conner,  John  Clay. 

30  September,  1861.  Dismissed. 
Converse,  George  A. 

29  November,  1861.  Graduated. 
Crabb,  Junius  D. 

25  November,  1861.  Resigned. 
Craig,  Joseph  E. 

29  November,  1861.  Graduated. 
Dana,  George  S. 

28  September,  1861.  Resigned. 
Davies,  Daniel  W. 

28  September,  1861.  Resigned. 
Davis,  Charles  H. 

29  November,  1861.  Graduated. 
Day,  Murray  S. 

24  September,  1861.  Graduated. 
De  Camp,  Edgar   A . 

26  November,  1861.     Resigned. 

De  Liong,  George  W. 

1  October,  1861.     Graduated. 

Dickins,  Francis  W. 

20  September,  1861.  Graduated. 
Dohrman,  Arnold  H. 

23  September,  1861.     Resigned. 

Dolliver,  William  A. 

3  December,  1861.     Resigned. 
Doughty,  .John  C. 

38  September,  1861.  Resigned. 
Duncan,  John  McK. 

21  September,  1861.     Dropped. 
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Dunn,  Henry  T. 

2.5  September,  1861.     Resigned. 
Dunn.  William  H. 

5  October,  18G1.     Resigned. 
Dyer,  Charles  G. 

20  September,  1861.     Resigned. 
£de8,  Benjamin  li. 

33  September,  1801.     Graduated. 
!Edg;ar,  Daniel. 

20  September,  1861.     Resigned. 
Elliott,  William  H. 

27  September,  1861.     Graduated. 
Elmer,  Horace. 

27  September,  1861.     Graduated. 
Fitzgerald,  Charles   H. 

29  November,  1861.     Resigned. 
Fisher,  John  F. 

28  September,  1861.     Dropped. 
Flagg,  George  IV. 

21  September,  1861.     Graduated. 
Fletcher,  Arthur  H. 

29  November,  1861.     Graduated. 
Folger,  William  M. 

21  September,  1861.     Graduated. 
Foote,  Francis  D. 

27  September,  1861.     Dropped. 
Ford,  liCighton  M. 

27  September,  1861.     Graduated. 
Freeman,  Frederick  H. 

20  September,  1861.     Dismissed. 
Garrison,  Oliver  F. 

24  September,  1861.     Resigned. 
Golden,  Henry  W. 

25  September,  1861.     Resigned. 
Goodhue,  James  K. 

38  November,  1861.     Dropped. 
Goodrich,  Caspar  F. 

10  December,  1861.     Graduated. 
Gove,  Francis  M. 

37  September,  1861.     Graduated. 
Graham,  Wallace. 

6  December,  1861.     Graduated. 
Griswold,  Charles  D. 

30  November,  1861.     Graduated. 
Groves,  William  D. 

5  October,  1861.     Resigned. 
Gwinner,  Henry  W. 

2  October,  1861.     Graduated. 
Hale-  James  Potter. 

29  November,  1861.    Dropped. 
Harrington,  Purnell  F. 

20  September,  1861.     Graduated. 
Haskins,  Peter  V. 

27  September,  1861.     Resigned. 


Hazlett,  Isaac. 

27  September,  1861.     Graduated. 
Hess,  William  A. 

37  September,  1861.     Resigned. 
Heyerman,  Oscar  F. 

30  November,  1861.     Graduated. 
Hicks,  Amariah  H. 

20  September,  1801.     Resigned. 
Hone,  Calbraith  P. 

38  Seijtember,  1801.     Resigned. 
Hooker,  Kichard  C. 

25  September,  1861.     Graduated. 
Hopkins,  John  A. 

4  December,  1861.     Dismissed. 
Hubbard,  Socrates. 

24  December,  1861.     Graduated. 
Hull,  James  C. 

37   September,   1861.      Dropped.     34 
July,  1868.     Graduated. 
Hunter,  Godfrey. 

25  September,  1861.     Graduated. 
Hyam,  George  F. 

30  September,  1861.     Resigned. 
Ide,  George  E. 

37  September,  1861.     Graduated. 
Impey,  Robert. 

31  September,  1861.     Graduated. 
James,  Richard  F. 

21  September,  1861.     Dismissed. 
Jameson,  William  C. 

27  September,  1861.     Resigned. 
Jewell,  Theodore  F. 

39  November,  1861.     Graduated. 
Johns,  Walter  S. 

2  November,  1861.     Resigned. 
Keith,  Fordyce  M. 

21  September,  1861.     Dropped. 
Kelso,  Josepli  K. 

24  September,  1861.     Dropped. 
Kennedy,  Charles. 

25  September,  1861.     Graduated. 
Kennett,  John  C. 

2  October,  1861.     Graduated. 
Kingsley,  Eouis  A. 

28  September,  1861.     Graduated. 
Liain,  Henry  C. 

21  September,  1861.     Resigned. 
Liamberton,  Benjamin  P. 

21  September,  1861.     Graduated. 
Eathy,  William  E. 

31  September,  1861.     Dropped. 
Eongnecker,  Edwin. 

24  September,  1801.     Graduated. 
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lowry.  Morrow  >I. 

20  November,  18G1.     Resigned. 
9Iaii8tey,  Ileiii-y  X. 

24  September,  laiil.     Graduated 
Martin,  Enos  T. 

4  December,  1861.     Resigned. 
MeCalla,  Bowman  H. 

30  November,  li<CA.     Graduated. 
McRee,  Hugh  W. 

25  September,  ISfil.     Graduated. 
MeMieliael,  William  B. 

27  September,  1861.     Dropped. 
Mead,  William  W. 

30  December,  1861.     Graduated. 
Menzies,  GnstaTus  V. 

21  September,  1861.     Dropped. 
Mitchell,  James  I,. 

20  September,  1861.     Resi£;ned. 
Mott,  William  H. 

25  September,  1861.     Resigned. 
Murray,  William  B. 

3  December,  1861.     Dropped. 
arellis,  Edward  P. 

28  November,  1861.  Resigned. 
Xewell,  John  S. 

28  September,  1861.  Graduated. 
Sfichols,  Henry  E. 

1  October,  1861.     Graduated. 
S^oell,  Jacob  E. 

3  December,  1861.  Graduated. 
Parker,  Francis  H. 

20  September,  1861.  Graduated. 
Peck,  Ransonie  B. 

21  November,  1861.  Graduated. 
Penhallow,  Thomas  W. 

28  September,  1861.  Resigned. 
Perry,  Thomas. 

25  September,  1861.  Graduated. 
Pieman,  George  W. 

28  September,  1861.  Graduated. 
Porter.  €arlile  P. 

27  Sej^tember,  1861.  Resigned. 
Potter,  Charles  H. 

31  December,  1861.  Resigned. 
Powell,  Joseph  D. 

21  September,  1861.  Resigned. 
Proctor,  Henry  O. 

28  September,  1861.  Resigned. 
Raebel,  Herman  C. 

23  September,  1861.  Graduated. 
Rathbone,  Clarence. 

28  September,  1861.  Graduated. 
Reiter,  George  C 

20  September,  1861.     Graduated. 


Reynolds,  Charles  W. 

20  September,  1861.     Resigned. 
Reynolds,  Robert  B. 

31  December,  1861.     Resigned. 
Richards,  Benjamin  S. 

22  October,  ISOl.     Graduated. 
Richardson,  George  J. 

28  November,  ISUl.     Resigned. 
Robinsion,  W^illiam. 

7  December,  IsGl.     Resigned. 
Rodman,  Edward. 

27  September,  1861.     Resigned. 
Roth,  Edward  X. 

ly  October,  1861.     Resigned. 
Rowe,  Edward  V. 

28  September,  1861.     Graduated. 
Russing,  Peter  V. 

24  September,  1861.     Resigned. 
Schmitz,  Charles  F. 

19  October,  1861.     Graduated. 
Schonler,  John. 

25  September,  1861.     Graduated. 
Schroeder,  William  J. 

26  November,  1861.     Dropped. 
Shaw,  Dickson  C. 

20  September,  1861.     Resigned. 
Sheppard,  Francis  H. 

16  October,  isoi.     Graduated. 
Sherburne,  John  H. 

24  September,  1861.     Resigned. 
Smith,  William  H. 

21  September,  1861.    Resigned. 
Snow,  Albert  S. 

30  November,  1861.     Graduated. 
Stedman,  Edward  M. 

27  September,  1861.     Graduated. 
Stockton,  Charles  H. 

14  November,  1861.     Graduated. 
Stockwell,  BTorrls  P. 

21  September,  1861.     Resigned. 
Strnse,  Henry  F. 

27  November,  1861.     Resigned. 
Sturtevant,  Frederick. 

29  November,  1861.     Graduated. 
Sullivan,  George  S.  B. 

27  September,  1861.     Resigned. 
Taleott,  George. 

23  November,  1861.    Graduated. 
Taskej-,  John  F. 

24  September,  1861.     Resigned. 
Taylor,  Edward  M. 

20  September,  1861.     Resigned. 
Thomas,  Charles  M. 

28  November,  1861.     Graduated. 
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Thomas,  Eugene  B. 

30  September,  1861.  Graduated. 
Todd,  Cliapnian  C 

9  October,  1861.     Graduated. 
Tomkins,  James  S. 

27  November,  1861.     Resigned. 
Towle,  Edwin  S. 

24  September,  1861.  Dismissed. 
Train,  Charles  J. 

28  November,  1861.  Graduated. 
Truax,  Anthony  R. 

26  October,  1861.    Died  18  Feb.,  1865. 
Turley,  Augustus  R. 

29  November,  1861.    Resigned. 
Turnbull,  Frank. 

20  September,  1861.  Graduated. 
Tail,  Abraham  H. 

28  September,  1861.  Graduated. 
Vaughn,  John  A. 

24  September,  1861.  Graduated. 
Washahstngh,  Perry   McX. 

27  September,  18G1.     Dropped. 
Waterman,  Rufus. 

2.")  September,  1861.  Graduated. 
Weaver,  James  B. 

30  November,  1861.     Graduated. 


Whitall,  Samuel  R. 

34  September,  1861.     Resigned. 
White,  Edwin. 

29  November,  1861.     Graduated. 

White,  Henry  C. 

16  October,  1861.     Graduated. 
White,  Oscar. 

21  September,  1861.  Graduated. 
Whitwell,  James  E. 

38  September,  1861.  Dismissed. 
Wilde,  George  F.  F. 

30  November,  1801.  Graduated. 
Wilson,  Josiali  M. 

21  September,  1861.  Graduated. 
Wilson,  Samuel  li. 

20  September,  1861.  Graduated. 
Wilson,  Thomas  P. 

20  September,  1861.  Graduated. 
Wood  row,  Barid  C 

31  September,  1861.  Graduated. 
Wygnm,  Ja»nes   P. 

20  Septeml)er,  1861.     Dropped. 
Yates,  Isaac  I. 

21  September,  186].  Graduated. 
Yerkes,  James  P. 

28  November,  1861.     Resigned. 


1863. — Acting  Midshipmen. 


Ackley,  Seth  M. 

6  October,  1863.     Graduated. 
.'idams,  Clifton  T. 

24  September,  1803.     Resigned. 
Adams,  James  R. 

7  October,  1863.     Dismissed. 
Amory,  Edward  t. 

4  December,  1863.     Graduated. 
Anderson,  Thaddens  P. 

1  October,  1863.     Dropped. 
Babbitt,  William  K. 

34  November,  1863.     Dropped. 
Baldy,  George  A. 

39  September,  1862.     Graduated 
Barnes,  James  A. 

30  September,  1863.    Resigned. 
Beale,  Buchanan. 

4  October,  1862.    Dropped. 
Beebe,  James  E. 

29  September,  1862.     Resigned. 
Belknap,  Frederick  A. 

8  October,  1862.    Died  20  Nov.,  1865. 
Berrian,  Hobart. 

23  September,  1863.     Dismissed. 


Berry,  Robert  M. 

81  January,  1863.     Graduated. 
Blair,  Andrew  A. 

20  November,  1862.     Graduated. 
Boyd,  Arthur  A. 

10  October,  1863.     Graduated. 
Bradford,  John  M. 

9  October,  1863.     Resigned. 
Bramhall,  George  W. 

33  September,  1862.     Resigned. 
Bridge,  Henry  S. 

25  November,  1862.     Dismissed. 
Brown,  George  J. 

3  January,  1862.     Resigned. 
Brown,  George  Ij.  • 

16  April,  1863.     Resigned. 
Browne,  Keyes  1>. 

33  September,  1862.     Resigned. 
Buchan,  Charles  J. 

18  April,  1862.     Dropped. 
Burwell,  William  T. 

30  September,  1862.     Graduated. 
Bnshnell,  Bobei-t  H. 

35  September,  1802.     Dismissed. 
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Vai'penter,  .Tauies  H. 

29  November,  1862.     Resigned. 
Cathcart,  Jolin  W. 

24  September,  1862.     Dropped. 
Chapman,  George  II. 

4  February,  1862.     Resigned. 
Claris,  Edward  H. 

i2  Januar}',  1866.     Resigned. 
Clarksoii,  Sauiiiel  F. 

20  September,  1802.  Gi'aduated. 
Clason,  Augustus. 

1  October,  1862.     Resigned. 
Clifton,  Richard  F. 

20  September,  1862.     Deserted. 
Colby,  Harrison  Cr.  O. 

25  November,  1862.  Graduated. 
Cook,  Henry  T. 

26  September,  1862.    Resigned. 
Coster,  George  W. 

20  November,  1862.  Graduated. 
Courtis,  Frank. 

35  September,  1862.  Graduated. 
Crocker,  Frederick  W. 

26  September,  1863.  Graduated. 
Cnshnian,   Herbert. 

23  September,  1863.     Resigned. 
Cutts,  Richard  M. 

23  September,  1862.  Graduated. 
Dahlgren,  Paul. 

7  October,  1863.     Rcsi-iied. 

Davis,  Daniel  W. 

22  September,  1362.  Graduated. 
Davis,  Harvey  H. 

80  September,  1862.     Resigned. 
Dayton,  James  H. 

27  September,  1862.  Graduated. 
Delehanty,  Daniel. 

2.5  September,  1863.  Graduated. 
Dor  ranee,  George  M. 

29  September,  1862.    Resigned. 
Dunlap,  Andrew. 

23  April,  1862.     Graduated. 
Dnnsconib,  John. 

20  November,  1862.    Dropped. 
Fames,  Charles  C 

29  November,  1862.    Resigned. 
Fghert,  Smith. 

29  September,  1863.  Dismissed. 
Emory,  William  H. 

23  September,  1862.     Graduated. 

Engle,  Charles  McI. 

17  April,  1862.     Dropped. 

English,  Henry  C. 

aO  September,  1882.     Graduated. 


Ernhoul,  Perry. 

17  April,  18G3.  "Dismissed. 
Etting,  Theodore  M. 

2~>  November,  l!:(i2.  Graduated. 
Fenuer,  Charles. 

30  September,  1863  Resigned. 
Flood    Thosuas  S. 

6  October,  1S63.     Dropped. 
Field,  Stephen  D. 

4  October,  1803.     Dropped. 
Field,  Wells  1,. 

■30  November,  1803.  Graduated. 
Foliot,  Iiouis  E. 

29  November,  1863.  Resigned. 
Force,  Alfred. 

17  April,  1863.     Graduated. 
Frost,  Iiouis  W. 

23  September,  1863.  Resigned. 
Gardner,  Frederic  W, 

29  November,  1S03.  Resigned. 
Gheen,  Edward  II. 

35  September,  1863.  Graduated. 
Gill,  Clilford  R. 

25  September,  1862.  Graduated. 
Gilpatrick.  William  W. 

30  Septeniljcr,  1S63.  Graduated. 
Gilpin,  Frederick  M. 

23  September,  1863.  Resigned. 
Gookin,  Charles   IS. 

25  November,  1863.  Resigned. 
Griffin,  Robert  M. 

31  .January,  1862.     Graduated. 
Hall,  Edward  R. 

25  September,  1862.  Resigned. 
Hall,  William  F. 

39  September,  1862.  Resigned. 
Hanford,  Franklin. 

29  November,  1862.  Graduated. 
Hays,  William  McC. 

14  October,  1862.     Dropped. 

Hemphill,  Joseph  IV. 

29  September,  1862.  Graduated. 
Hendrix,  Fremont  M. 

21  March,  1862.     Graduated. 
Higbee,  Daniel  H. 

10  April,  1862.    Died  12  Feb.,  1865. 
Hitchcock,  Roswell  D. 

18  January,  1862.  Graduated. 
Hollingshead,  Robert  H.. 

10  October,  1862.     Resigned. 
Hopkins,  Robert  C. 

37  September,  1863.  Resigned. 
Honsel,  Xiouis  T. 

15  February,  1863.     Graduated. 
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Houston,  Edwin  S. 

18  April,  18113.     Graduated. 
Hiiglies,  Mattliew. 

26  September,  1863.    Resigned 

Hniikcr,  Jolin  J. 

18  April,  1863.     Graduated. 
Hntcliius,  <;iiarles  T. 

3  January,  1863.     Graduated. 

Hulcliinson,  James  O. 

30  iScptember,  1863,     Resigned. 

Jacob,  Edwin  S. 

15  October,  1863.     Graduated. 

Jamar,  Mitcliell  F. 

1.5  April,  1863.    Dropped. 
Jenks,  Cliarles  H. 

37  Sept.,  1863.     Died  26  Feb.,  ^866. 

Jewett,  €liarles  T. 

24  September,  1862.     Dropped. 

Jolinston,  William. 

33  September,  1863.     Dismissed. 
Jndd,  Charles  H. 

23  September,  1862.    Graduated. 

Kane,  8ainuel  IV. 

30  September.  1863.     Graduated. 

Keith,  Asa  S. 

18  April,  1863.    Resigned. 

Kelton,  Allen  C. 

35  September,  1863.     Resigned. 

Kenney,  Albert  J. 

1  October,  1863.     Resigned. 
Kessler,  8imon  JV. 

20  September,  1863.    Dropped. 
Hneastsi,  Franklin. 

36  September,  1863.     Dismissed. 
liawrence,  Samuel. 

39  November,  1862.     Resigned. 

liillie,  Abram  B.  H. 

25  September,  1863.     Graduated. 
liincoln,  Frederick  li. 

26  November,  1862.     Dropped. 

liisle,  Richard  W. 

36  September,  1863.     Graduated. 

liUlI,  Lewis  .T. 

1  October,  1863.     Resigned. 
Lyon,  Caleb. 

10  February,  1863.     Resigned. 
Lyon,  Henry  W. 

7  October,  1862.     Graduated. 
Lyons,  Timothy  A. 

3  January,  1863.     Graduated. 

Mackenzie,  Morris  R.  S. 

29  September,  1862.     Graduated. 
Mallory,  Lawrence. 

22  September,  1862.     Dropped. 


Manslield,  H.  Livingston. 

29  September,  1863.     Resigned. 

Marsh,  William  L. 

17  April,  1863.     Resigned. 

Maus,  Irederick  K. 

30  September,  1863.     Resigned. 
Maynard,  Washburn. 

6  October,  11:'62.     Graduated. 
Mayo,  Edward  B. 

36  September,  1863.     Resigned. 

Maxwell,  George. 

26  September,  1862.     Resigned. 

McCormack,  Emmet. 

17  April,  1863.     Graduated. 
Mcllvaine,  Bloomfleld. 

9  October,  1862.     Graduated. 
McKown,  William. 

34  September,  1863.     Dropped. 
McMurdy,  John  H. 

21  April,  1862.  Resigned. 
Meigs,  John  F. 

4  October,  1862.     Graduated. 

Moore,  James. 

29  September,  1862.     Resigned. 

Moore,  William  .T. 

14  April,  1863.     Graduated. 
Mordecai,  Marion  C. 

26  November,  1 863.     Resigned. 

Morrow,  .Tames  F. 

15  April,  1862.  Resigned. 
Morse,  .Teroine  E. 

18  October,  1863.     Graduated. 
Xichols,  Frank  W. 

34  September,  1862.     Graduated. 
ITicholson,  William  D. 

4  October,  1862.     Graduated. 
^Torrls,  CJeorge  A. 

27  September,  1862.     Graduated. 
Orner,  .Tolin  C. 

18  April,  1863.  Dropped. 
Parker,  Erastus  W. 

14  April,  1862.  Dropped. 
Parker,  William  H. 

17  April,  1862.     Graduated. 

Paul,  Allen  G. 

23  September,  1862.     Graduated. 
Peck,  Harold  H. 

39  September,  1862.     Resigned. 
Peirce,  George. 

25  September,  1862.     Resigned. 

Perkins,  Francis  W. 

33  September,  1863.     Dismissed. 
Phelan,  John  B. 

19  April,  1862.     Graduated. 
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Pill^ltiirv*  John   E. 

i2  Sepfeuiiici,  18li2.     Resigned 
Pond,  Colles  T. 

is  April,  1802.     Resigned. 
Preston.  Ctaarlea. 

2a  November,  J 803.     Dismissed. 
Price.  Henry  W. 

as  SeptemOer,  18fi-2.     Resigned. 
Reeder,  Willismi  H. 

20  September,  1863-     Graduated. 
Reii^inger,  fVilliam  W. 

21  April,  18()2.     Graduated. 
Remey,  Edward  \W 

27  September,  1863.     Graduated. 
Ricb,  Jobn  C. 

23  September  1862.     Graduated. 

Ridgely.  Henry  M. 

22  JSovemLier,  1863.     Dropped. 

Roben,  Douglas. 

23  September,  1862.     Graduated. 
Robinson,  Albert  F. 

20  September,  1863.     Resigned. 
Rogers,  Charles  H. 

4  October,  1863.    Resigned. 
Ross,  Richard  l.. 

4  Ortooer,  1863.     Dropped. 
Ryors,  Robert  S. 

12  April,  1863.     Dismissed. 
'Saffbrd,  George  R. 

26  September,  1862.    Resigned. 
Schnyler,  Montgomery  R. 

30  September,  1862.     Resigned. 
Seager,  Edward  R. 

22  September,  1863.     Resigned. 
ISedgwick,  Charles  H. 

29  September,  1863.     Dismissed. 
Selby,  Arthur  P. 

15  April,  1863.     Resigned. 
Siaver,  Marcus  R. 

23  January,  1862.     Dropped. 
Smith,  Edward  C. 

15  April,  1863.     Resigned. 
Smith,  Foxhall  P. 

20  Sept.,  1862.     Died  19  Jan.,  1863. 
Soley,  .John    C 

20  September,  1862.     Graduated. 
Spalding,  Liyman  G. 

26  September,  1862.    Graduated. 
^perry,  Charles  S. 

26  September,  1862.     Graduated. 
Sperry,  Robert  J. 

26  November,  1863.     Dismissed. 
Sprague,  Albert  Li. 

11  April,  1862.     Graduated. 
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Starr,  Charles  E. 

35  September,  1862.  Resigned. 
Stembel,  James  McB. 

26  September.  1862.  Resigned. 
Stewart.  DaFid  A. 

33  October,  186«.     Graduated. 
Stickne.y,  Joseph  L,. 

26  Septcmuer,  1862      Graduated, 
Stockbridge,  Charles  H. 

35  November,  1862.  Dropped. 
Stockton,  Richard. 

36  September,  1863.  Resigned. 
SnIliTan,  John  T. 

10  October,  1863.  Graduated. 
Swinburne,  William  T. 

39  September,  1802.     Graduated. 
Symonds,  Frederick  M. 

26  September,  1863.     Graduated. 
Talbot,  John  G. 

15  April,  1862.     Graduated. 
Terrell,  Thomas  C. 

20  September,  1802.     Graduated 
Thatcher,  James  S. 

1  October,  1863.     Resigned. 
Totten,  George  M. 

29  September,  1862.     Graduated 
Townsend,  Henry  C. 

18  January,  1862.     Resigned. 
Trumbull,  Walter. 

18  April,  1863.     Resigned. 
Walker,  Asa. 

31  November,  1863.     Graduated. 
Warren,  Edward  F.  J. 

18  April,  1862.    Dismissed. 
Watts,  William. 

10  April  1863.     Graduated. 

Welles,  Thomas  G. 

20  September,  1863.  Resigned. 
Wessells,  Henry  W. 

30  September,  1862.  Resigned. 
Whelen,  Henry. 

23  September,  1863.     Graduated. 
Whelen,  William  X. 

10  October,  1863.     Resigned. 
Williams,  Theodore  S. 

37  September,  18G2.     Graduated. 

Wilson,  Downes  li. 

35  September,  1863.     Resigned. 

Wilson,  Edward  H. 

27  September,  18(13.     Resigned. 

Wilson,  Henry  H. 

34  September,  1863.     Dismissed. 
Wilson,  Horatio  R. 

17  April,  1863.    Graduated. 
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Uilson,  Thomas  S. 

7  Apnl,  18b?.     Giaduated. 

Wise.  Frecleriok  M. 

23  September,  1863.     Graduated 

%Visner,  Henry  C. 

17  April.  1803.     Graduated. 


Wo<Kliiiaii.  IBdward. 

SOSeprember    18()-'.     Graduated.. 
Young,  Kobert. 

24  September,  1862.     Resigned. 


1863 Acting  Midshipmen. 


Adams,  Charles  A. 

24  July,  1863.  Graduated. 
•ignel,  Francis  W. 

1  October,  1863.  Dropped. 
\irter,  diaries. 

36  February,  1863.     Resigned 
.lilen,  Daniel  D. 

1  October,  1803.     Resigned. 

Allibone,  Charles  O. 

24  July,  1863.     Graduated. 

.irnold,  Conway  H. 

30  September,  1863.     Graduated, 
Ash  win,  Edward  H. 

23  July,  1863.     Resigned. 

Atliins,  George  E. 

25  February,  1863.     Resigned. 
Ansten,  Oeorge. 

23  September,  1863.     Resigned. 
Ayres,  Mortimer. 

23  July,  1863.     Resigned. 
Ballance,  Cliarles  H. 

25  February,  1863.     Resigned 
Itarnes,  STatliaii  II. 

27  July,  1863.  Graduated. 
BSayer,  George  C. 

10  October,  1863.     Resigned. 

Uenjamin,  Edward  A. 

29  July,  1863.     Resigned. 
ISenjainln,  Park. 

23  September,  1863.     Graduated 
EScnnett,  Daniel  F. 

39  July,  1803.     Resigned. 
Rlalie,  Charles  H.  M. 

2.J  September,  1803.     Resigned. 
Bleecker,  John  Van  B. 

10  October,  1863.     Graduated. 
Bliss.  Fdwin   W. 

2;!  September,  1863.     Resigned. 
SSIocklinger,  Gottfried. 

22  July.  1863.  Graduated. 
ISolIes,  Matthew. 

30  July,  1863.  Graduated. 
SSridge,  Edward    W. 

31  July,  1863.    Graduated. 


Brown,  Charles  £. 

25  July,  1803.     Graduated. 
Bnrrall,  Artlinr. 

31  July,  1863.     Resigned. 
Bnder,  lyisle  C. 

29  July,  1863.     Resigned. 
Bntler,  IViliianii  K. 

2  March,  1863.     Died  6  April,  1863. 
Carr,  John  T. 

25  September,  1863.     Dropped 
Chipp,  Charles  W. 

24  July,  1863.     Graduated. 
Christopher,  Charles  W. 

24  February,  1863.     Resigned. 
Church,  George  H. 

25  February,  1863.     Graduated. 
Clay,  George  G. 

23  July,  1863.     Graduated. 
CloTer,  Richardson. 

30  July,  1863.     Graduated. 
Cogswell,  James  H.. 

25  September,  1863.     Graduated. 
Cole,  Arthur  B. 

26  September,  1863.     Resigned. 
Cole,  William  H. 

21  July,  1863.     Resigned. 
Collins,  Frederick. 

24  July,  1863.     Graduated. 
Couden,  Albert  R. 

26  September,  1863.    Graduated. 
Cowen,  Sidne.y  J. 

30  July,  1863.     Resigned. 
Cowgill,  Warner  M. 

30  September,  1863.     Graduated. 
Cowie,  James  W. 

35  February,  1863.     Graduated. 
Cowles,  William  8. 

23  July,  1863.     Graduated. 
Craven,  Alfred. 

24  July,  1863.     Graduated. 
Creecy,  Edward  II. 

33  September,  1863.     Resigned 
Crnger,  Edward  M. 
30  July,  1863.     Resigned. 
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C'rumbaugli.  Saniiiol  K. 

20  February,  1863.     Graduated. 
Cuiiniugliaui,  Patrick  T. 

26  September,  1863.     Graduated. 
Daiia,  Richard  H. 

37  Feb.,  1863.     Died  2  April,  1863 
Davol,  Oeorge  S. 

26  February,  1863.     Graduated. 

Bay,  Edward  M. 

24.Septeml3er,  1863.     Graduated. 
I>eBIois,*Thomas  A. 

21  September,  1863.     Graduated. 
Delano,  Francis  H. 

23  September,  1868.     Graduated. 
Dennison,  Erasmus. 

26  September,  1863.     Graduated. 
Doiiglity,  Frank  S. 

25  July,  1863.     Resigned. 
Drake,  Franklin  J. 

28  February,  1863.    Graduated. 
Eaton,  Joseph  O. 

24  September,  1863.     Graduated 
Everett,  William  H. 

28  July,  1863.     Graduated. 

Farrington^  Edward  4.. 

1  October,  1868.  '"dropped. 

Field,  Maunsell  B. 

25  February,  1863.     Graduated. 

Fine,  John  G. 

26  September,  1863.     Resigned 

Foote,  Augustus  B.  S. 

1  October,  1868.    Resigned. 
Forse,  Charles  T. 

24  September,  1863.     Graduated. 
Foster,  Percy  B. 

24  July,  1863.     Resigned. 
Frailey,  William  B.  H. 

23  July,  1863.    Graduated. 
Garsed,  Robert  P. 

28  September,  1868.     Resigned. 
Gaust,  Perry. 

28  July,  1863.     Graduated. 
Gilmore,  Fernando  P. 

28  February,  1863.     Graduated. 
Glen,  Justin  D. 

31  July,  1863.     Resigned. 
Goldsmith,  Benjamin  F. 

28  July,  1868.    Resigned. 
Goodwin,  Walton. 

26  February,  1863.    Graduated. 
Gonndie,  WiUiam  T. 

28  July,  1863.    Resigned. 
Greenleaf,  Frederick  W. 

39  July,  1863.     Graduated. 


Grimes,  James  M. 

38  July,  1863.     Graduated. 
Griswold,  Frederick  B. 

34  Feb.,  1863.     Died  9  April,  1863. 
Hageninan,  John  W. 

21  July,  1863.     Graduated. 
Haines,  Frederick. 

28  July,  1868.     Dismissed. 
Hamilton,  Samuel. 

80  September,  I860.     Dropped. 
Harrington,  Charles  D. 

24  July,  1863.     Dropped. 
Harrington,  Perez. 

21  February,  1863.     Resigned. 
Hawley,  John  M. 

23  July,  1863.     Graduated. 
Hayden,  Aaron. 

30  July,  1863.     Appointment  revoked. 
Heald,  Eugene  De  F. 

80  September,  1863.     Graduated. 
Henricks,  Edward  W. 

34  September,  1863.     Graduated. 
Holmes,  James. 

24  July,  1863.     Resigned. 
Howes,  Frederick  A. 

24  September,  1863.     Graduated. 

Hoyt,  Charles  C. 

29  July,  1863.     Dropped. 
Hull,  James  C. 

34  July,  1863.     Graduated. 
Hunter,  Henry  C. 

23  September,  1863.     Graduated. 
Huttleston,  George  K. 

24  February,  1863.     Resigned. 
Hyde,  Frederick  G. 

23  September,  1863.     Gradtiated. 
Jaques,  William  H. 

80  September,  1868.     Graduated. 

Johnson,  Bradisli  W. 

1  October,  1863.     Resigned. 

Jones.  Horace  E. 

30  September,  1863.     Graduated. 
Jones,  James. 

30  September,  1863.     Dropped. 
Kane,  John  S. 

39  September,  1863.     Resigned. 
Kearney,  Willian». 

29  July,  1868.    Resigned. 
Kerr,  Joseph  W. 

38  July,  1863.    Resigned. 
Kirkland,  Frank  S. 

34  Februa.ty,  1863.    Resigned. 
Klapp,  Frederick. 

23  September,  1863.     Resigned. 
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Kiiox,  Hsirry. 

2  March,  1803.     Graduated. 
liaudott,  Albert. 

29  July,  1S63.     Resigned. 
Liee,  Thomas  'X. 

13  October,  1803.     Graduated. 
Xieiitze,  Eugene  H.  C. 
4  March,  1868.     Graduated. 

liittle,  William. 

30  September,  1863.     Graduated. 
liittle,  William  McC. 

11  March,  1863.     Graduated. 
liOgaii,  lieavitt  C 

28  February,  1863.     Graduated. 
Mansfield,  Henry  B. 

27  February,  1863.     Graduated. 
Marlow,  John  A. 

25  July,  1863.     Dropped. 
McBride,  Oeorge. 

26  September,  1863.     Resigned. 
McClennan,  Edward  P. 

25  September,  1863.     Graduated. 

McElroy,  Horace. 

25  September,  1863.     Graduated. 
McGnnnegle,  William  S. 

26  September,  1863.     Graduated. 
McMechan,  Andrew  C 

24  February,  1863.     Graduated. 
Meeker,  Cornelius  R. 

30  September,  1863.     Graduated. 
Merrell,  John  P. 

20  July,  1863.     Graduated. 
Miles,  George. 

29  September,  1863.     Resigned. 
Miles,  Solomon  W. 

31  July,  1863.     Resigned. 
Miller,  Jacob  W. 

30  September,  1863.     Graduated. 
Miller,  James  M. 

24  September,  1863.     Graduated. 
Milligen,  John. 

21  July,  1863.     Graduated. 
Missiner,  John. 

22  July,  1863.     Dropped. 
Mitchell,  George  J. 

29  September,  1803.     Graduated. 
Morehead,  Frank  C 

25  September,  1863.     Resigned. 
Morgan,  William  G. 

24  September,  1863.     Resigned. 
Morrison,  William  E. 

30  September,  1863.     Resigned. 
Mnhlenberg,  John  €. 

24  September,  1863.     Resigned. 


Murray,  Thompson  A. 

28  July,  1863.     Resigned. 

Bfeal,  John  P. 

34  September,  1863.     Resigned^ 

JVorton,  Charles  F. 

22  July,  1863.     Graduated. 

Odell,  John. 

30  July,  1863.     Resigned. 
Paine,  Frederick  H. 

37  July,  1863.     Graduated. 
Palmer,  Iiambert  G. 

30  July,  1803.     Graduated. 
Parks,  Samuel  S. 

30  July,  1863.     Resigned. 
Paul,  William  M. 

34  September,  1863.     Graduated. 

Payne,  Charles  McD. 

25  July,  1863.     Resigned. 
Pendleton,  Edwin  C. 

13  October,  1863.     Graduated. 
Perkins,  Hamilton. 

34  SeiJtember,  1863.     Graduated. 
Perry,  William  C.  G. 

20  February,  1868.     Resigned. 
Peshine,  John  H.  H. 

26  February,  1863.     Resigned. 
Phillips,  Adonirain  .f. 

26  September,  1803.     Resigned. 
Phillips,  Charles  T.. 

31  February,  1863.     Graduated. 
Post,  Alfred  S. 

21  February,  1863.     Resigned. 
Prentis,  Charles. 

24  July,  1863.     Resigned. 
Prime,  Ebenezer  S. 

22  September,  1803.     Graduated. 
Robinson,  Francis  T. 

24  September,  1863.     Resigned. 
Rodgers,  John  A. 

30  July,  1803.     Graduated. 
Rogers,  Farm  an  G. 

23  September,  1863.     Resigned. 
Ross,  Albert. 

24  July,  1863.     Graduated. 
Rush,  Richard. 

30  September,  1863.     Graduated. 
Schenck,  Woodhull  S. 

31  September,  1863.     Resigned. 
Sebrcc,  Uriel. 

25  July,  1863.     Graduated. 
Sedman,  Thomas  D. 

11  March,  1863.     Dropped 
Shaw,  Charles  P. 

26  September,  1863.     Graduated. 
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Sherman,  Willlant  IV. 

31  July,  1863.    Dropped. 

Simons,  Sidney  A. 

28  September,  1868.     Graduated. 

Singer,  Frederick. 

37  July,  1863.     Graduated. 
Sonthwortb,  Alvan  S. 

34  July,  1863.    Dismissed. 

Smith,  Allen. 

8  July,  1863.    Resigned. 

Smith,  Dwight  S. 

25  July,  1863.    Resigned. 
Smith,  Hnntington. 

26  February,  1863.    -Graduated. 
Speyers,  Arthur  B. 

34  July,  1868.     Graduated. 
Sprole,  Henry  W. 

29  September,  1863.     Resigned. 
Stevens,  Thomas  H. 

1  October,  1868.    Graduated. 
Stewart,  Daniel  D.  T.  S. 

24  September,  1863.     Graduated. 

Stow,  John  B. 

31  July,  1863.     Dropped. 
Stnrdy,  Edward  W. 

35  February,  1863.     Graduated. 

Swift,  Willie. 

25  September,  1863.     Graduated. 

Taft,  John  M. 

25  February,  1863.     Graduated. 

Talbott,  William  C. 

19  October,  1868.    Dropped. 
Tallman,  Hamilton  M. 

27  February,  1863.     Graduated. 
Tansig,  Edward  D. 

24  July,  1863.    Graduated. 
Taylor,  BTelson. 

31  July,  1868.    Resigned. 


Tilley,  Benjamin  F. 

28  September,  1863.     Graduated. 

Tinker,  John  T. 

34  February,  1863.     Dismissed. 
Tracy,  Walter  G. 

1  October,  1863.     Dropped. 
Very,  Edward  W. 

20  February,  1863.     Graduated. 

Tery,  Saiiinel  W. 

33  February,  1863.     Graduated. 
Wainwright,  Jonathan  9f. 

30  July,  1863.     Graduated. 
Waslibnrne,  Gratiot. 

1  October,  1863.     Resigned. 
Webster,  Aslibnrton. 

38  July,  1868.     Resigned. 
Webster,  lewis  1). 

36  September,  1863.     Graduated. 
Weidman,  Charles  A. 

33  September,  1863.     Resigned. 

West,  Clifford  H. 

33  September,  1863.     Graduated. 
West,  Theodore  P. 

35  September,  1863.     Dropped. 

Wtaittell,  Alfred  H. 

23  September,  1863.     Resigned. 

Williams,  George  M. 

36  September,  1863.     Graduated. 

Williams,  John  S. 

28  July,  1863.     Resigned. 
Wilson,  Charles  R. 

22  July,  1863.     Resigned. 
Woart,  William. 

29  September,  1863.     Graduated. 
Wood,  Edward  P. 

1  October,  1863.     Graduated. 
Woodruff,  Thomas  S. 

30  July,  1863.     Resigned. 


1864 Acting  Midshipmen. 


Abbott,  John  S. 

33  September,  1864.     Graduated. 
Abercrombie,  Frank  P. 

3  October,  1864.     Resigned. 
Adams,  George  K. 

1  August,  1864.     Graduated. 

Adams,  James  D. 

27  September,  1864.     Graduated. 

Agnel,  Francis  W. 

38  September,  1864.     Discbarged. 

Ames,  Samuel. 

33  July,  1864.     Graduated. 


Ashmnii,  liCwis. 

35  July,  1864.     Resigned. 
Barnett,  William  J. 

27  July,  1864.     Graduated. 
Bartlett,  Edward  C. 

38  September,  1863.     Discharged. 
Beehler,  William  H. 

38  July,  1864.     Graduated. 
Belknap,  Charles. 

30  July,  1864.    Graduated. 

Bladen,  W.  E.  E. 

29  September,  1864.     Resigned. 
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Kolles,  Tlmotliy  D. 

1  October,  1864.    Graduated. 

Bower,  George  K. 

26  September,  1864.     Graduated 

Strady,  Hngli. 

122 'iN'ovember,  1864.     Resigned. 

Strewn,  Borrudial. 

2(1  September,  1864.     Resigned. 

lirowii,  ISoDert  M.  G. 

23  July,  1864.     Graduated. 
Itryson,  Oilbert  E. 

25  July,  1864.     Resigned. 
Kiickmiiister,  Williaui   B. 

1  October,  1864.     Resigned. 
liurrall,  Arthur. 

29  July,  1864.    Resigned. 
i'arlin,  James  W. 

23  July,  1864.    Graduated. 
Carpenter,  Alriii  K. 

28  September,  1864.     Dropped. 
Clarke,  Charles  A. 

31  July,  1864.     Graduated. 
Coflbrth,  Alexander. 

30  July,  1864.     Dropped. 
Colby,  Edward  P. 

23  July,  1864.    Resigned. 
Cole,  Zachary  T. 

30  Sept.,  1864.    Appointment  revoked. 
Colvocoresses,  George  P. 

28  September,  1864.     Graduated. 
Coinstock,  Archibald  Y. 

22  September,  1  S(J4.     Resigned. 
Cook,  Francis  B. 

28  July,  1864.     Resigned. 
Copp,  Charles  A. 

5  November,  18G4.     Graduated. 

Cornwell,  Charles  C. 

30  September,  1864.     Graduated. 
Uaufbrth,  Henry  IV. 

1  October,  1864.     Resigned. 
l>avenport,  Richard  G. 

27  September,  1864.     Graduated. 
I>elahay,  Willlant  E.  B. 

22  July,  1864.    Graduated. 
Derby,  Richard  C 

20  September,  1864.     Graduated. 
il)errlnger,  Henry. 

30  September,  1864.     Resigned. 
Doty,  Webster. 

37  July,  1864.     Graduated. 
Eaton,  Joseph  H. 

21  Sept.,  1864.     Died  28  April,  1865. 
Elliott,  Alfred. 

•;i!  September,  1864.     Graduated. 


Fisher,  Charles  G. 

33  September,  1864.     Resigned. 

Fletcher,  James  B. 

36  September,  1864.     Graduated. 

Fox,  Waiter  H. 

30  September,  1864.     Resigned. 

Fnller,  John  F. 

36.Sept.,  1864.    Appointment  revoked. 

Gay,  John  F. 

23  July,  1864.     Dropped. 
Goddard,  William  B. 

23  September,  1864.     Resigned. 

Goin,  James  ]>. 

36  July,  1864.     Resigned. 
Goundie,  William  T. 

23  July,  1864.     Resigned. 
Green,  Charles  T. 

30  September,  1804.     Dismissed. 

Gnild,  Gustavus  J. 

3  October,  1864.     Resigned. 

Handy,  Henry  O. 

36  July,  1864.     Appointment  revoked. 
Harris,  Charles  McI. 

38  September,  1864.     Resigned. 
Hiddleburn,  Hampton. 

33  September,  1864.     Dismissed. 

Hippie,  Edward  H. 

30  July,  1864.     Resigned. 
Hoftman,  .Tnlins  T.  C. 

33  September,  1864.     Resigned. 
House,  Jerome  B. 

23  July,  1864.     Graduated. 
Howe,  George  S. 

31  Se2:itember,  1864.     Resigned. 
Hnbbell,  George  E. 

36  September,  1864.     Resigned. 
Hnnter,  George  Z. 

31  September,  1864.     Resigned. 
Ingersoll,  Royal  R. 

33  July,  1864.     Graduated. 
Irvine,  John. 

36  September,  1864.     Graduated. 
Jarboe,  Charles   W. 

39  September,  1864.     Graduated. 
Jasper,  Robert  T. 

21  July,  1864.     Graduated. 
Jerome,  Roswell  H. 

31  September,  1864.     Resigned. 
Helley,  James  D.  J. 

3  October,1864.     Graduated. 
Kennedy,  Duncan. 

20  July,  1864.     Griiduated. 
Kidder,  Daniel  S. 

24  September,  1864.     Resigned. 
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Kranse,  Frauds  A. 

27  July,  1863.     Resigned. 
Iiegg,  A  ret  us  91. 

23  July,  1864.     Resigned. 
liicUty,  John  S. 

1  October,  1864.     Resigned. 
liOngnecker,  Henry  V. 

30  July,  1864.     Graduated. 
Hacfarlane,  Edward  O. 

3  October,  1864.     Graduated. 
Marix,  Adolpbus. 

26  September,  1864.     Graduated. 
Masou,  Theodorus  IS.  91. 

20  September,  1864.     Graduated. 
Hay,  Sidney  H. 

38  July,  1864.     Graduated. 
McAllister,  Patrick  A. 

16  November,  1864.     Resigned. 
McArthur,  Francis  H. 

22  September,  1864.     Resigned. 
McFarland,  Malcolm. 

26  July,  1864.     Resigned. 
McIiCan,  Thomas  C. 

21  September,  1864.     Graduated. 
Mitchell,  Richard. 

22  July,  1864.     Graduated. 
Moore,  £dwin  K. 

1  October,  1864.    Graduated. 
Morgan,  Tl'illlani  G. 

26  July,  1864.     Resigned. 
Moser,  Jeflfiersou  F. 

29  September,  1864.     Graduated. 
Mott,  Charles  M. 

29  July,  1864.     Resigned. 
Monlton,  Horatio  F. 

20  September,  1864.     Resigned. 
Myer,  Richard  E.  C 

28  July,  1864.     Resigned. 
Myers,  Stephen  B. 

1  August,  1864.    Resigned. 
Xewell,  Charles. 

30  September,  1864.    Dismissed. 
Sfewlin,  William  B. 

27  September,  1864.     Resigned. 

Klckels,  John  A.  H. 

8  October,  1864.     Graduated. 

]Viles,  IVathan  F. 

28  July,  1864.     Graduated. 
IToteware,  Albert  C 

20  September,  1864.     Resigned. 

Jfoyes,  Boutelle. 

26  September,  1«()4.     Graduated. 

Oakley,  Frederick  B. 

27  July,  18(11.     Resigned. 


Ogle,  Alexander. 

24  September,  1864.     Resigned. 
Parsons,  Arthur  H. 

27  July,  1864.     Graduated. 
Rawdou,  Frederic  W. 

29  September,  1861.     Resigned. 
Richhurg,  John  1'. 

20  July,  1864.     Resigned. 
Robinson,  John  B. 

30  .July,  18(i4.     Graduated. 
Rodgers.  Raymond  P. 

25  July,  1804.     Graduated. 
Roosevelt,  Xicliolas  l,. 

27  September,  IxM.     Graduated. 
Ruschenberger,  Cliarles  W. 

23  July,  lSii4.     Graduated. 
Ryors,  Robert  S. 

20  July,  1804.     Resigned. 

Sage,  George  E. 

27  September,  1S04.     Resigned. 
Sanford,  Edwards  S. 

20  September,  1864.     Resigned. 
Schroeder,  Seatou. 

27  September,  1804.     Graduated. 

Scott,  Charles  ]V. 

21  September,  1864.     Resigned. 

Selfridge,  James  R. 

21  July,  1864.     Graduated. 

Seymour,  Charles. 

28  July,  1861.     Graduated. 
Sharrer,  Washington  O. 

27  September,  1864.     Graduated. 

Shepard,  Jesse  C. 

26  September,  1864.     Discharged. 

Shepard,  Eorenzo  B. 

7  October,  1864.     Deserted. 
Shepherd,  Charles  M. 

3  December,  1864.     Resigned. 
Shook,  luther  S. 

30  July,  1864.     Dismissed. 

Smith,  Clark. 

26  September,  1864.     Resigned. 

Smith,  Jesse  B. 

28  July,  1864.     Graduated. 
Stinson,  Herbert  C. 

30  September,  1864.     Graduated. 

Stone,  Charles  A. 

27  July,  1864.     Graduated. 
Strong,  William  C. 

32  September,  1804.     Graduated. 

Talbot,  William  C. 

30  July,  1804.     Resigned. 
Taylor,  Nelson. 

37JulvlSfi4.     Resigned. 
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Tlioiupson,  Robert  M, 

30  July,  1864.     Graduated. 
Treiuain,  Hobart  li. 

36  September,  1864.     Graduated. 
TurnbuII,  IVisbet. 

29  September,  1864.     Resigned. 

Tyler,  <)ieorge  W. 

3  October,  1864.    Graduated. 
Ubler,  William  E. 

27  July,  1864.     Graduated. 
Upton,  Frederick  E. 

10  November,  1864.     Graduated. 
Venable,  Charles  H. 

22  September,  1864.     Resigned. 
Wadbauis,  Albion  Y. 

26  September,  1864.     Graduated. 
Wainwright,  Richard. 

28  September,  1864.     Graduated 


Wallace,  George  C. 

20  July,  1864.     Graduated. 
Wallis,  John  P. 

26  July,  1864.     Graduated. 
Welch,  Charles  P. 

29  September,  1864.  Graduated. 
Welles,  Edward  T. 

23  September,  1864.     Resigned. 
Wheeler,  James  S. 

23  September,  1864.     Resigned. 
IVood,  Theodore  T. 

29  September,  1864.  Graduated. 
Wyckhoff,  Ambrose  H. 

29  September,  1864.  Graduated. 
Yeamen,  Caldwell. 

24  September,  1864.     Resigned. 


1865 — Acting  Midshipmen. 


Arthur,  Elliott  J. 

26  September,  1865.     Graduated. 
Rarry,  Edward  R. 

20  July,  18(;5.     Graduated. 
Rassett,  Fletcher  S. 

20  September,  1865.     Graduated. 

Rates,  Charles  J. 

20  July,  1865.     Resigned. 
Rerry,  Albert  G. 

24  July,  1865.     Graduated. 
Rerryman,  William  M. 

21  November,  1805.     Resigned. 
Rerwind,  Edwar«l  J. 

20  July,  1865.     Graduated. 
Hirney,  Frank  C. 

24  j'uly,  1865.     Graduated. 

Rixler,  Lccwis  E. 

26  September,  1805.     Graduated. 
RIanchard,  Horace. 

25  July,  1805.     Graduated. 
Rowman,  Charles  G. 

29  July,  1805.     Graduated. 
Rradbury,  Charles  A. 

36  July,  1805.     Graduated. 
Rreck,  Richard  A. 

29  September,  1865.     Graduated. 
Rriggs,  John  R. 

28  September,  1865.     Graduated. 
Rrown,  Charles  R. 

23  September,  1865.     Graduated. 
Rrownlee,  John  I>. 

31  July,  ISi;-..     Resigned. 


Ruckingham,  R.  H. 

21  July,  1865.     Graduated. 
Rnlkley,  William  F. 

25  July,  1865.     Graduated. 
Ruskirk,  Floyd  O. 

22  September,  1865.     Resigned. 
Cist,  William  R. 

32  July,  1865.  Resigned. 
Clason,  William  P. 

30  September,  1865.     Resigned. 
Collin,  J.  H.  C,  Jr. 

31  July,  1865.     Graduated. 
Colohan,  Charles  E. 

20  July,  1865.     Graduated. 
Comly,  8am  uel  P. 

36  July,  1805.     Graduated. 
Conry,  Francis. 

30  July,  1865.  Resigned. 
Crane,  Ashley  A. 

28  July,  1865.  Resigned. 
Curtis,  Clinton  K. 

37  September,  1865.     Graduated. 
lOaniel,  Henry  M. 

27  July,  1865.  Resigned. 
Day,  Wililiam  P. 

25  July,  1865.     Graduated. 
Dillingham,  Albert  C. 

20  July,  1865.     Graduated. 
Dimick,  Otis  S. 

36  July,  ISO.").     Discharged. 
Driggs,  W'illiam  H. 

30  July,  is(i5.     Graduated. 
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Field,  Edward  A. 

20  July,  1865.  Graduated. 
Fowler,  Alfred  B. 

33  September,  1865.     Resigned. 
Fowler,  Robert  Ti. 

30  July,  1865.    Resigned. 
Franklin,  James. 

33  September,  1865.     Graduated. 
Fuller,  George  H. 

20  July,  1865.    Resigned. 
Garvin,  Jobn. 

33  July,  1865.  Graduated. 
Gerrisb,  Winfleld  S. 

21  September,  1865.    Resigned. 
Gentscb,  Ferdinand  II. 

31  July,  1865.  Graduated. 
Graydon,  James  W. 

21  July,  1865.  Graduated. 
Hadden,  William  A. 

27  September,  1865.     Graduated. 
Hall,  Joel. 

25  July,  1865.     Died  23  June,  1866. 
Hall,  Martin  !E. 

19  September,  1865.     Graduated. 

Handy,  Henry  O. 

25  July,  1865.     Graduated. 

Hanns,  Gnstavus  C. 

25  July,  1865.  Graduated. 
Harber,  Giles  B. 

23  July,  1865.  Graduated. 
Harmon,  William  E. 

33  July,  1865.     Resigned. 
Harris,  IJriab  B. 

21  July,  1865.  Graduated. 
Hawley,  Henry. 

27  J  uly,  1865.     Resigned. 
Hensbaw,  Fdward  T. 

25  September,  1865.     Resigned. 
Hobson,  Joseph  B. 

34  July,  1865.  Graduated. 
Houston,  IVelson  T. 

37  July,  1865.  Graduated. 
Howe,  Orin  P. 

28  July,  1865.     Resigned. 
Hull,  Frederick  B. 

38  September,  1865.     Graduated. 
Hyde,  Marcus  D. 

23  November,  1865.     Graduated. 
Kellogg,  Germaine  A. 

38  July,  1865.     Resigned. 
Kellogg,  Wainwriglit. 

37  September,  1865.     Graduated. 

Kilbnrn,  Willie. 

5  December  1865.     Graduated. 


Kimball,  William  W. 

31  July,  1865.     Graduated. 
King,  Allan  A. 

39  July,  1865.    Discharged. 
King^  William  S. 

21  September,  1865.    Resigned. 
Lieach,  Herbert  C. 

28  July,  1865.     Resigned. 
liOW,  William  F. 

21  July,  1865.     Graduated. 
Mataan,  Dennis  H. 

20  July,  1865.     Graduated. 
Mason,  Newton  E. 

33  July,  1865.     Graduated. 
McCabe,  George  W. 

39  September,  1865.     Resigned. 
McEwen,  Cbarles  A. 

33  September,  1865.     Resigned. 
Mcliane,  Alan  E. 

27  September,  1865.    Resigned. 
Miller,  Byron  H. 

33  September,  1865.    Discharged. 
Monahon,  Henry  T. 

35  July,  1865.     Graduated. 
Montgomery,  Thomas  C 

23  September,  1865.    Resigned. 

Moore,  Jobn  H. 

29  July,  1865.     Graduated. 
Morgan,  Bandal  W. 

27  September,  1865.     Resigned. 
Muhlenberg,  Henry  E. 

21  September,  1865.     Resigned. 
Nazro,  Arthur  P. 

20  July,  1865.    Graduated. 
Negley,  William  C 

26  July,  1865.     Graduated. 

Tfiles,  Kossuth. 

33  September,  1865.     Graduated. 

Norrls,  John  A. 

27  September,  1865.    Graduated. 

TTorton,  Charles  H. 

29  July,  1865.    Resigned. 
Woteware,  Albert  C. 

30  July,  1865.     Resigned. 
Osborn,  Arthur  P. 

35  July,  1865.     Graduated. 
Osterhaus,  Hugo. 

33  September,  1865.     Graduated. 
Paine,  Sumner  C 

31  September,  1865.     Graduated. 
Patch,  BTathaniel  J.  K. 

20  September,  1865.     Graduated. 
Perkins,  Charles  P. 
30  July,  1865.     Graduated. 
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Phelps,  Samuel  H. 

21  July,  1865.     Resigned. 
PItelps,  Thomas  S.,  Jr. 

25  July,  1865.     Graduated. 
Porter,  Theodoric. 

30  September,  1865.     Graduated. 
Potter,  William  P. 

36  September,  1865.     Graduated. 
Pratt,  Johu  B. 

27  September,  1865.     Resigned. 
<lninhy,  DeHunt  O. 

30  July,  1865.     Resigned. 

Kichards,  Henry  M.  M. 

20  July,  1865,     Graduated. 
Kichman,  Claj'ton  S. 

31  July,  1865.     Graduated. 
Itichmond,  George  II. 

26  September,  1865.     Resigned. 
Bodd,  Thomas. 

20  July,  1865.     Resigned. 
Kohrer,  Karl. 

20  July,  1865.     Graduated. 
Root,  Edward  K. 

35  September,  1865.     Resigned. 
Boss,  Joseph  H. 

31  July,  1865.     Resigned. 
Bndd,  Negley. 

28  September,  lb65.     Resigned. 
Russell,  Horace  O. 

35  September,  1865.     Resigned. 
Scbnur,  Williaui. 

29  July,  1865.     Resigned. 
Scotl.  Wisner  O. 

21  July,  1865.     Resigned. 
Stephens,  Alexander. 

35  July,  1865.     Discharged. 
Stockton,  Henry  T. 

20  July,  1865.    Graduated. 
Sweet,  Frederick  B. 

39  July,  1865.     Resigned. 
Taunt,  Emory  H. 

22  July,  1865.     Graduated. 


Taylor,  Edward  G. 

30  September,  1865.     Resigned. 
Tliackara,  Alexander  M. 

20  July,  1865.     Graduated. 
Tonvolle,  William  W. 

21  September,  1865.     Resigned. 
Turner,  Edward   P. 

2(1  .Inly,  1865.     Resigned. 
Turner,  William  H. 

21  .July,  18115.     Graduated. 
l;<loy,  Joseph  II. 

'22  September,  1865.     Graduated. 
Van  dc  €arr,  William  H. 

2~>  July,  IWC).").     Graduated. 

Warren,  George. 

28  .luly,  Isn.K     Resigned. 
Weld,  Edward  C. 

yo  September,  1865.     Resigned. 
Wheeler,  James  J. 

19  September,  1865.     Dismissed, 
Wilcox,  Montgontery. 

35  .July,  1865.     Resigned. 
Wiley,  Edwin  H. 

27  July,  1865.     Graduated 
Wilson,  John  C. 

23  July,  1865.     Graduated. 
Wing,  Halsey  M. 

26  July,  1865.     Resigned. 
Winslow,  Francis. 

20  July,  1865.     Graduated. 
Winslow,  Herbert. 

20  July,  1865.     Graduated. 
Wood,  William  F. 

25  July,  1865.     Discharged. 
Wood,  William  M. 

20  July,  1865.     Graduated. 
Wright,  George  F. 

20  July,  1805.     Graduated. 
York,  John  W.  E. 

34  July,  1865.     Resigned. 
Zabriskie,  George  A. 

28  September,  1865.     Resigned. 


1866. — midshipmen. 


Arnold,  Philip. 

1  August,  1866.     Resigned. 
Ashley,  Pacilicus  I,. 

24  September,  1866.     Resigned. 
Augur,  John  P.  J. 

26  September,  l.scii.     Graduated. 
Rachus.  Montgomery. 

35  ,luly,  isijii.  '  liesirrned. 


Baker,  Winfield  S. 

30  July,  1866.     Graduated. 
Barnes,  John  W. 

23  .luly,  1866.     Resigned. 
Baruette,  Gaspar  C. 

2;!  July,  1866.     Resigned. 
Bassford,  Warren  L,. 

31  July,  iMi'iC.     Hesicned. 
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Belcher,  Willie  II. 

31  July,  1866.  Dropped. 
Brabe,  Charles  H. 

25  July,  1866.  Resigned. 
Brenen.  Edward  M\ 

28  July,  1866.  Resigned. 
Briggs,  Charles. 

30  July,  1866.     Graduated. 
Ball,  James  H. 

20  July,  1866.     Graduated. 
Callionn,  George  A. 

31  July,  1806.     Graduated. 
Carter,  James  Li. 

25  July,  1866.  Resigned. 
Clark,  George  D. 

24  September,  1866.     Dismissed. 
Clason,  William  P. 

27  July,  1866.     Graduated. 
Collins,  John  B. 

30  July,  1866.     Graduated. 
Conway,  William  P. 

1  October,  ISGG.     Graduated. 
Crane,  Ashley  A. 

26  July,  1866.  Resigned 
Crosb.y,  Freeman  H. 

30  July,  1S(J0.     Graduated. 
Calver,  Edwin   K. 

1  August,  1866.     Resigned. 
Danenhower,  John  W. 

25  September,  1S66.     Graduated. 
Barley,  William  B.  W. 

37  September,  1866.     Resigned. 
Dimuiock,  Martial  C. 

31  July,  1866.     Graduated. 
Donsinan,  Liyndsey  W. 

25  July,  1866.  Resigned. 
Dyer,  George  L.. 

26  July,  1866.     Graduated. 
Ellery,  Frank. 

25  September,  1866.     Graduated. 
Emmerick,  Charles  F. 

26  September,  1 S66.     Graduated. 

E.smonds,  Zadok  T. 

26  July,  1866.     Resigned. 

Eycleshimer,  Charles  S. 

1  October,  1866.     Resigned. 
Fickbohm,  Herman  F. 

31  July,  1866.     Graduated. 
Field,  Philip  V. 

1  August,  1866.     Resigned. 
Foster,  Charles  A. 

1  August,  1866      Graduated. 
Poster,  George,  Jr. 

31  July,  1860.     Resigned. 


Frannces,  Joseph  H. 

26  July,  1866.     Resigned. 
Frazer,  Walter. 

27  July,  1S66.     Resigned. 
Freeman,  Jnlins  C. 

4  October,  1806.     Graduated. 
French,  Walter  S. 

27  July,  1866.     Graduated. 
Galloway,  Charles  D. 

23  September,  1806.     Graduated. 
Gore,  James  M. 

25  July,  1866.     Graduated. 
Gosling,  narrington  E. 

25  September,  ISUii.     Resigned. 
Graham,  Samuel  E. 

37July,  1S66.     Graduated. 
Green,  Henry  E. 

31  July,  l&Oe".     Graduated. 
Hancock,  Hiram. 

23  July,  1866.     Dropped. 
Hargons,  Frank  G. 

1  August,  1860.     Resigned. 
Harris,  Henry. 

1  August,  1866.     Graduated. 
Hart,  John  E. 

23  September,  1866.     Dismissed- 
Heilner,  Eewis  C. 

25  July,  1866.     Graduated. 
Heiskell,  Henry  E. 

26  September,  18'66.     Dropped. 
Holliday,  Walter  S. 

27  July,  1866.     Graduated. 
Holnian,  George  F.  W. 

25  July,  1866.     Graduated. 
Hoyt,  George  B. 

31  July,  1866.     Resigned. 
Habbard,  John. 

27  July,  1866.     Graduated. 
Hughes,  Edward  M. 

36  July,  1866.     Graduated. 
Hnnker,  Jacob  J. 

30  July,  1866.     Graduated. 
Jacoby,  Harry  M. 

27  July,  1866.     Graduated. 
Jarnagln,  Jnlins  S. 

27  September,  1800.     Resigned. 

Jordan,  Jacob  W. 

3  October,  1800.     Resigned. 

Jonett,  Enndon  P. 

31  July,  1866.     Graduated. 
Kanlfman,  Francis  A. 

31  July,  1866.     Resigned. 
Keeler.  John  T>. 

23  July,  1866.     Graduated. 
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Keyes,  Charles  E. 

27  September,  18GU.     IJismisscd. 

ICirkpatrick,  Henry  II. 

22  September,  1866.     Resigned. 
li^ronniiller,  George. 

3  October,  1866.     Resigned. 
Kuntaardt,  Charles  P. 

31  July,  1866.     Graduated. 
l..each,  Boynton. 

30  July,  1866.    Graduated. 
Ijefavor,  Frederick  H. 

27  July,  1866.     Graduated. 
Little,  DaTid  S. 

25  September,  1866.     Resigned. 
liOUg,  William  St.  C. 

25  July,  1866.     Resigned. 
Iiudlow,  Francis  Li. 

24  July,  1866.    Graduated. 
£iyman,  Charles  H. 

28  July,  1866.     Graduated. 
liyon,  George. 

25  July,  1866.    Resigned. 
Masser,  William  II.  F. 

1  October,  1866.     Graduated. 
Mayer,  William  G. 

23  July,  1866.     Graduated. 
McCracken,  Alexander. 

27  July,  1866.     Graduated. 
McCrea,  Henry. 

24  July,  1866.     Graduated. 
McDonald,  Colin. 

24  July,  1866.    Graduated. 
Mentz,  George  W. 

26  September,  1866.     Graduated. 
Merriani,  Greenlief  A. 

24  July,  1866.     Graduated. 
Miller,  Marcellns  G. 

26  July,  1866.    Resigned. 
Millinian,  Anson  It. 

31  July,  1866.    Graduated. 
Milton,  John  B. 

30  July,  1866.     Graduated. 
Murdock,  Joseph  B. 

26  July,  1866.     Graduated. 
Murphy,  John  A. 

26  September,  1866.    Dismissed. 
Norton,  Fdward  R. 

30  July,  1866.     Resigned. 
?J®rton,  James  P. 

2.5  July,  1866.     Resigned. 
Xye,  Haile  C.  T. 

28  July,  1866.     Graduated. 
Wxley,  William  H. 

31  July,  1S66.     Resigned. 


Peck,  ISobert  G. 

24  September,  1866.     Graduated. 
Pennington,  Henry  B. 

1  October,  1866.     Graduated. 

Perkins,  Joseph  W. 

26  September,  1866.     Resigned, 
Piatt,  Howard. 

1  October,  1860.     Resigned. 
Post,  Joel  A. 

38  July,  1866.     Graduated. 
Bay,  Whitmnl  P. 

27  September,  1866.     Graduated. 
Kearney,  Liazarns  £<. 

35  July,  1866.     Graduated. 
Bees,  Corwin  P. 

31  July,  1866.     Graduated. 
Bemsen,  William. 

26  July,  1866.     Graduated. 
Bichardson,  Charles  S. 

30  July,  1866.     Resigned. 
Bittenhoiise,  Hawley  O. 

27  July,  1866.     Graduated. 
Sanderson,  George  A. 

36  September,  1866.     Graduated. 
Sargent,  IVathan. 

33  July,  1866.     Graduated. 
Sawyers,  James  H. 

34  September,  1866.     Graduated. 
Schaefer,  Henry  IV. 

33  July,  1866.     Graduated. 
Schwenk,  Milton  K. 

22  September,  1866.     Graduated. 
Scott,  Frank. 

24  September,  1866.     Resigned. 
Selden,  George  li. 

27  July,  1866.     Graduated. 
Seymour,  George  N. 

35  July,  1866.    Resigned. 
Shaffer,  Fdward  Li. 

37  July,  1866.     Resigned. 
Shaffner,  Benjamin  M. 

31  July,  1866.     Resigned. 
Soule,  Charles  E. 

31  July,  1866.     Dismissed. 
Spears,  John  R. 

31  July,  1866.     Resigned. 
Spencer,  Thomas  C 

34  July,  1806.     Graduated. 
Stump,  George  M. 

27  July,  1866.     Resigned. 
Talbot,  Emory  II. 

36  July,  1866.     Resigned. 
Tillinghast,  Benjamin  C. 

31  .luly,  ISOO.     Resigned. 
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Tyler,  Ilan^^on  R. 

27  July,  18G6.     Graduated. 
Tan  Horn,  Dick. 

1  October,  1860.     Resigned. 
Teazle,  Francis  B. 

23  July,  1866.     Resigned. 
Tedder,  Albert  F. 

2  August,  1866.     Resigned. 
Treeland,  Charles  E. 

31  July,  1866.     Graduated. 
Warden,  Charles  P. 

27  September,  1866.     Resigned 


Weave,  Kingsland. 

26  September,  1866.     Resigned. 
Whipple,  David. 

2.5  September,  1866.     Resigned. 
Williams.  Henry  S. 

30  July,  186C.     Resigr 
Wilson,  Downs  !^. 

27  July,  1866.     Graduated. 
Wood,  Thomas  C. 

30  July,  lb66.     Graduatea. 
Wright,  9Iiers  F. 

"■  October.  186'"     Graduated. 


1867.— Midshipmen. 


Anderton,  Robert  J. 

35  September,  18C7.     Resigneo. 
Babcock,  William  C. 

24  September,  1867.     Graduated 
Babcock,  Zachary  T. 

27  June,  1867.     Resigned. 

Baker,  Asher  C 

30  September,  1867.     Graduated. 

Barber,  Joel  A. 

22  June.  1867.     Graduated. 

Barroll,  Henry  H. 

28  September,  1867.     Graduated 

Bartlett,  Charles  W . 

21  June,  1867.     Graduated. 

Brown,  Charles  W. 

26  June,  1867.    Resigned. 
Brown,  Jnlian  H. 

27  September,  1867.     Resigned. 
Bonns,  Christopher. 

1  July,  1867.     Graduated. 
Burnett,  Jeremiah  C. 

27  September,  1867.    Graduated. 

Bnsbee,  Perrin. 

23  September,  1867.     Graduated. 

Calkins,  Carlos  G. 

24  June,  1867.     Graduated. 
Carnahan,  Thomas  D. 

21  June,  1867.    Resigned. 
Clark,  Frank  li. 

27  Jvine,  1867.    Resigned. 
Cobb,  Alphonso  H. 

23  September,  1867.     Graduated. 
Cory,  George  W. 

23  June,  1867.    Dropped. 
Crandall,  Albert  A. 

1  July,  1867.    Graduated. 

Cresnp,  James  C. 

34  June,  1867.     Graduated. 


Dabney,  Albert  J. 

1  October,  1867.     Graduated. 
Denny.  Thomas  C. 

26  June,  1867.     Resignea. 
Downes,  John. 

22  June,  1867.     Graduated. 
Edson,  John  T. 

27  June,  Isc.T.     Graduated. 
Elliott.  W  illiam  P. 

26  September,  1867.     Graduated. 
Ford,  Melbourne  H. 
21  June,  1867.     Resigned. 

Fox,  Lievi. 

28  June,  1867.     Resigned. 
Graham,  Robert  S. 

23  September,  1867.     Resigned. 
Greene,  Francis  E. 

25  September,  1867.     Graduated. 
Greene,  Franklin  E. 

26  June,  1867.     Resigned. 
Gnertin,  Frank. 

1  July,  1867.     Graduated. 
Gwynn,  Winfleld. 

24  September,  1867.     Resigned. 
Harper,  William  M. 

29  September,  1867.     Resigned. 
Heistand,  George  W. 

1  July,  1867.    Resigned. 
Hotchkins,  Frank  S. 

28  June,  1867.     Graduated. 
Hnnsicker,  Joseph  E. 

25  June,  1867.     Graduated. 
Irwin,  W^illiam  M. 

29  June,  1867.     Graduated. 
Jenkins,  Albert  T. 

21  September,  1867.     Resigned. 
Eivlngston,  Walter  T. 

26  June,  1867.     Resigned. 
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liytle,  Roberl  F. 

31  June,  1867,     Resigned. 

Marshall.  William  A. 

27  June,  1867.     Graduated. 
Mcintosh,  Horace  P. 

38  Juue,  1867.    Graduated. 
Mertz,  Albert. 

27  June,  1867.     Graduated. 
Montgomery,  Joseph  C. 

26  .June,  1867.     Resigned. 
Xabor,  Frank  W. 

21  September,  1867.    Graduated. 
O'Reilly,  IVilliam  T.  B. 

22  June,  1867.     Resigned. 
Plunket,  Thomas  S. 

21  June,  1867.     Graduated. 
I'inekney,  IVelson. 

20  June,  1867.     Resigned. 
ilualtroiigh,  Fdward  T. 

21  Stptember,  1867.     Graduated. 
Roller.  John  £. 

26  June,  1807.     Graduated. 
Sawyer,  Frank  E. 

23  September,  1867.     Resigned. 
Scott,  Renjamin  B. 

1  July,  1S07.     Resigned. 
Seabnry,  Samnel. 

26  June,  1867.     Graduated. 
Sewell,  William  E. 

37  September,  1867.     Graduated. 


SiiiKcr,  Marry  €. 

30  September,  1867.  liesigncd. 
filter,  William  A. 

1  July,  1867.     Resigned. 
Slack,  William  H. 

1  October,  1867.     Graduated. 
Staunton,  Sidney  A. 

23  September,  l.sn?.     Graduated. 
StCTcns,  Robert  1>. 

25  June,  1807.     Graduated. 
Terrell,  Charles. 

26  September,  1867.     Graduated. 
Thomas,  Clarence,  Jr. 

26  September,  1S07.     Graduated. 
Tittman,  Eugene  C. 

27  September,  ISOT.  Resigned. 
TanderToort,  Ciermain   B. 

30  September,  1807.  Dropped. 
Van  Horn,  Robert  C. 

23  September,  1807.  Resigned. 
Vail,  George  A. 

27  September,  1867.     Graduated. 
Ward,  Aaron. 

28  September,  1867.     Graduated. 
Waring,  Howard  S. 

26  June,  1807.     Graduated. 
Wight,  James  M. 

1  July,  1807.    Graduated. 
Worsley,  Dwight  E. 

26  June,  1867.    Resigned. 


1S6$ Midshipmen. 


Baker,  JDaniel  E. 

26  June,  1868.    Graduated. 
Baldwin,  William  L,. 

25  September,  1868.  Resigned. 
Birown,  Abel  B. 

25  September,  1868.  Resigned. 
Burns,  Joel  H. 

26  September,  1868.  Resis',i)ed. 
Cottman,  Tincendon  £. 

25  September,  1808.     Graduated. 
Cross  wait,  Charles  H. 

26  June,  1868.     Dropped. 
Dieterich,  Jonathan  O. 

30  September,  1808.  Resigned. 
Dixon,  Thomas  F. 

24  September,  1868.  Resigned. 
Bockery,  Alfred  V. 

20  September,  1868.  Resigned. 
H'letcher,  Robert  H. 

'-5  June,  1868.     Graduated. 


Fox,  Charles  E. 

25  June,  1868.     Graduated. 
Freeman,  Albert  T. 

26  September,  1868.     Graduated- 
Freniont,  John  C,  Jr. 

25  June,  1868.     Graduated. 
Oalt,  Rogers  H. 

28  June,  1B68.     Graduated. 
Garrett,  William  H. 

26  September,  1868.     Resigned. 
Heacock,  William 

24  September,  1868. 
Hey,  George  W. 

80  September,  1868. 
James,  IVathaniel  S. 

30  June,  1808.     Graduated. 
Keeler,  Belmar  R. 

29  June,  1808.     Resigned. 
JKirkland,  4Llexander. 

24  September,  1868.     Resigned. 


C. 

Graduated. 

Resigned. 
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liHsher,  Oren  E. 

29  September,  18lJ8.     Ciraduiitod. 
I^Ioyd,  Jbuward. 

30  September,  1868.     Resigned. 
I.,owry,  Oswiii  W. 

25  June,  ISUy.     Graduated. 
I.yeth,  Clinton  II. 

26  June,  1868.     Graduated. 
::TEanley,  James  8. 

30  September,  ISdy.     Resigned. 
;:7Iaiin,  Horace  JV. 

6  October,  1868.     Resigned. 
.UeCarthy,  George  D. 

2  May,  1868.     Resigned. 
McConnell,  Mnrray  D. 

1  July,  1868.     Dismissed. 
McLican,  Robert  H. 

29  June,  1868.     Graduated. 
^WCedary,  Jacob. 

26  June,  1868.     Graduated. 
.Ililes,  Charles  R. 

29  June,  1868.     Graduated. 
Mitchell,  Charles  T. 

26  September,  1(^08.     Resigned. 
.Vagle,  Jacob  K. 

29  June,  1808.     Resigned. 

Oliver,  John  T. 

1  October,  1868.     Resigned. 
l*itcber,  Tl'illiam  L.. 

30  June,  1868.     Resigned. 


Polinjci-,  Tt'illiani. 

^6  June,  1868,     Resigned. 
Powers,  Frank  H. 

29Juue,  18U8.     Resigned. 
Riuehart,  Beujaniin  F. 

36  September,  1868.     Graduated. 
Roper,  Jesse  M. 

25  June,  1868.     Graduated. 
Rosenerantz,  IVilliani  D. 

36  June,  1868.     Resigned. 
Sawyer,  Frank  E. 

25  September,  1868.     Graduated. 
Slough,  William  Mcli. 

1  October,  1 808.     Resigned. 
Smith,  Arthur  C. 

29  June,  18(;8.     Resigned. 
Southerland,  lVillia]n  H.  H. 

29  June,  1868.     Graduated. 
Thompson,  Charles  A. 

30  September,  1808.     Graduated. 
Tyler,  Frederick  II. 

23  June,  1868.     Graduated. 
Tan  Epps,  Liemuel. 

29  June,  1868.     Resigned. 
Teeder,  Ten  Eyck  1>.  IV. 

25  Scpteniljc'i-,  1808.     Graduated. 

WiiiSo«-^«,  James  H. 

25  !>ei>tcmber,  1868.     Graduated. 
Tl'inslon,  George  T. 

1  October,  1808.     Resigned. 


1869. — Midshipuien. 


Anderson,  John  E. 

34  September,  1869.     Resigned. 

Arnold,  George  S. 

30  June,  1869.     Resigned. 
Axon,  Clinton. 

25  June,  1869.    Resigned. 
Badger,  Charles  J. 

34  June,  1869.    Graduated. 
Baker,  Edward  li. 

32  September,  1869.     Resigned. 

Bean,  John  W. 

24  June,  1869.    Graduated. 

Blakeley,  James  W. 

29  June,  1869.    Dropped. 
Bremer,  Charles  J. 

22  September,  1869.    Resigned. 

Burns,  Worth. 

24  June,  1869.     Resigned. 
Case,  Augustus  Li.,  Jr. 

24  June,  1869.     Graduated. 


Conel,  William  IV. 

30  June,  1869.    Resigned. 
Connell,  Humberston  S. 

24  September,  1869.    Resigned. 
Cowles,  Walter  C. 

22  September,  1869.    Graduated. 
Craig,  William  H. 

30  June,  1869.    Resigned. 
Crocker,  Eben  B. 

23  September,  1869.    Resigned. 
CnIp,  Issac  B. 

34  September,  1869.     Resigned. 
Banner,  Frederick  W. 

25  June,  1 869.    Graduated. 
BaTids,  Eewis  J. 

34  September,  1869.    Resigned. 
Deer  in  g,  Charles  W. 

33  June,  1809.     Graduated. 
Bexter,  Jenitess  K. 

23  June,  180!!.     Resigned. 
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Vielil,  Samuel  W.  B. 

21  September,  1869.     Graduated. 

Elliott,  Issac  B. 

22  September,  1869.    Resigned. 

Fales,  Horatio  C. 

29  June.  1869.     Resigned. 
Farnswortli,  John. 

28  September,  1869.     Graduated. 
Feiiii,  Frank  A. 

23  June,  1869.     Dropped. 
Fisher,  Irving  B. 

24  September,  1869.     Resigned. 
Fithian,  Clarence  E. 

23  September,  1869.     Resigned. 
Fowler,  diilbert. 

24  June,  1869.    Graduated. 
Grant,  Charles  V. 

25  September,  1869.    Resigned. 
Greenough,  Horatio  W. 

25  June,  1869.     Resigned. 
Oundlach,  William. 

29  September,  1860.     Resigned. 
Habersham,  Biehard. 

24  September,  1869.     Resigned. 
Halsey,  William  F. 

23  September,  1869.     Graduated. 
Hard,  Fdwin  F. 

2a  September,  1869.     Resigned. 
Holder,  Charles  F. 

29  June,  1869.     Resigned. 
Howard,  Thomas  B. 

25  J  uiie,  1869.     Graduated. 
Hyde,  George  W. 

22  September,  1869.    Resigned. 
Jackson,  James  SI. 

28  September,  1869.     Resigned. 
Jenkins,  Frank  T. 

■So  .June,  1869.     Dropped. 
Johnson,  John  P. 

2o  June,  1869.    Resigned. 
Jonett,  J.  Stoekett. 

23  June,  1869.     Resigned. 
Knight,  Anstin  M. 

30  June,  1869.     Graduated. 
Laird,  Charles. 

25  September,  1869.    Resigned. 
Lemley,  Samuel  C. 

26  J  une,  1869.    Graduated. 
Manley,  James  S. 

25  J  une,  1869.     Resigned. 
McCartney,  Charles  M. 

25  September,  1869.     Resigned. 
McKelTy,  William. 

25  September,  1869.     Resigned. 


Michelson,  Albert  A. 

29  June,  1869.     Graduated. 
Milligan,  Frank  J. 

30  June,  1869.     Graduated. 
Moore,  Charles  B.  T. 

28  September,  1869.     Graduated- 

Morrell,  Henry. 

30  June  1869     Graduated.. 

Muse,  Thomas  £. 

30  September,  1869.     Graduated. 
Xegley,  James  S. 

29  September,  1869.     Resigned. 
Nichols,  John  B. 

29  September,  1869.     resigned. 
Nicholson,  John  Q. 

24  June,  1869.     Graduated. 
Nicholson,  Beginald  F. 

30  September,  1869.     Graduated. 

North,  George  li. 

25  June,  1869.     Resigned. 
Northcott,  William  A. 

28  September,  1869.     Resigned. 
Peacock,  David. 

29  September,  1869.     Resigned. 
Pell,  Herbert  C. 

29  June,  1869.     Resigned. 
Pierson,  Frank. 

23  September,  1869.     Resigned. 
Putnam,  Charles  F. 

24  J  une,  1869.     Graduated. 
Baines,  Fngene. 

24  June,  1869.     Resigned. 
Bay,  Fdinund  G. 

24  September,  1869.     Resigned. 
Beynolds,  Alfred. 

22  September,  1869.     Graduated. 
Bobb,  John  F. 

23  September,  1869.     Resigned. 
Bobinson,  J.  Marshall. 

25  June,  1869.     Graduated. 
Bodnian,  Herman  J. 

23  June  1869.     liesigned. 
Schnetze,  William  H. 

23  June,  1869.     Graduated. 
Shaw,  William  F. 

2  4  S  ep  tern  b  er,  1 8  6  9 .     Resigned. 
Shnfeldt,  Mason  A. 

24  June,  1869.     Graduated. 
Smith,  Irving. 

26  June,  1869.     Resigned. 
Strong,  Bonldo  D. 

26  J  une,  1869.     Resigned. 
Talbot,  William  A. 

29  September,  1869.     Resigned. 
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topping,  William  V.  B. 

25  June,  1869.     Resigned. 
Tnrnbiill,  John  M'. 

6  October,  1869.    Resigned. 
IJnderwootI,  EdiniincI  JB. 

26  June,  1869.     Graduated. 
Underwood,  James  P. 

29  June,  1869.     Graduated. 
Upslinr,  Cnstis  P. 

24  September,  1869.     Resigned. 
Tail,  Edirard,  JTr. 

23  September,  18C9.     Resigned. 
Van  Vliet,  Frederick  C. 

23  June,  1869.     Resigned. 


Wallingford,  Charles  A. 

25  September,  1869.    Resigned. 
Way,  George  B. 

29  September,  1869.    Resigned. 
White,  Frank  A. 

24  September,  1869.     Resigned. 
Wilner,  Frank  A. 

30  June,  1869.    Graduated. 
Winder,  William. 

21  September,  1869.     Graduated. 
ITonng,  Liuoien. 

23  June,  1869.     Graduated. 


1870. — Midshipmen. 


Alderdice,  Winslow. 

18  June,  1870.     Graduated. 
Arms,  liynian. 

26  September,  1870.    Graduated. 
Axon,  Clinton  J. 

23  September,  1870.     Resigned. 
Benagh,  Henry  C. 

30  September,  1870.    Resigned. 
Bostick,  Edward  J>. 

26  September,  lfci70.     Graduated. 
Bonsh,  Clifford  J. 

25  June,  1870.     Dropped. 
Bowyer,  John  91. 

30  September,  1870.     Graduated. 
Braekenridge,  Joseph  G. 

24  June,  1870.    Dropped. 
Brown,  Frederick  S. 

29  September,  1870.    Resigned. 
Brown,  Beriah,  Jr. 

29  September,  1870.     Graduated. 

Bryden,  James. 

1  October,  1870.     Resigned. 

Carrow,  Charles  M. 

22  September,  1870.     Dropped. 
Carter,  Fidelio  S. 

30  September,  1870.    Graduated. 
Cheek,  John  F. 

29  June,  1870.     Dropped. 
Clark,  W  illiam  G. 

29  June,  1870.     Resigned. 
Coffin,  Frederick  W. 

16  June,  1870.     Graduated. 
Coleman,  William  K 

22  September,  1870.     Resigned. 

Colwell,  John  C 

23  September,  1870.     Graduated. 
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Corbin,  Clarence  A. 

27  September,  1870.    Graduated. 
Craig,  Corydon  F. 

8  June,  1870.     Dropped. 
Becatnr,  Stephen. 

8  June,  1870.     Resigned. 
Born,  Edward  J. 

22  September,  1870.    Graduated. 
Doyle,  Bohert  W. 

30  September,  1870.     Graduated. 
Button,  William  T, 

8  June,  1S70.     Dropped. 
Emmons,  George  T. 

8  June,  1870.     Graduated. 
Fiske,  Bradley  A. 

24  September,  1870.     Graduated. 
Fletcher,  Frank  F. 

23  September,  1870.     Graduated. 
Flynne,  louden. 

1  October,  1870.     Graduated. 
Fnller,  Edward  C. 

28  September,  1870.     Graduated. 
Gaither,  Edward  H. 

1  October,  1870.     Resigned. 
Gibson,  LiCwis  W. 

22  September,  1870.     Resigned. 
Gillett,  Joseph  A. 

29  September,  1870.     Resigned. 
Hall,  Alfred  IL. 

37  September,  1870.     Resigned. 

Hallowell,  William  H. 

13  October,  1870.     Resigned. 

Hard,  Edwin  F. 

30  September,  1870.    Resigned. 
Harrington,  William  G. 

21  June,  1870.    Dropped. 
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Ilartiiiaii,  Fro«leriok  Li. 

21  September,  isld.     Kesigned. 
Haskell,  Charles  W. 

25  June,  1870.     Graduated. 
Hodges,  Hoiiry  M. 

30  September,  1870.     Graduated. 
Holmes,  Frank  H. 

30  June,  1870.     Graduated. 
Howe,  Alfred  li. 

29  September,  1870.     Graduated. 
Huslies,  Walter  S. 

2(i  September,  1870.     Graduated. 

Hull,  Charles. 

24  September,  1870.     Resigned. 

Hunt,  Henry  J. 

23  June,  1870.     Graduated. 
Hnnt,  Ridgely. 

21  September,  1870.     Graduated. 
Huteluns,  Hamilton, 

24June,  1S7U.     Graduated. 

Hutter,  George  £. 

23  June,  1870.     Graduated. 
Jardine,  Augustus  E. 

23  September,  1870.     Graduated. 

Jones,  George  H. 

27  September,  1870.     Resigned. 

Jones,  John  K. 

21  September,  1870.     Resigned. 
Kinney,  Robert  P. 

27  September,  1870.     Resigned. 
liaird,  Charles. 

29  September,  1870.     Graduated. 

liCwis,  Harry  K. 

23  September,  1870.     Resigned. 

McCartney,  Charles  M. 

22  September,  1870.     Resigned. 
McOaid,  Guilford  M. 

30  September,  1870.     Resigned. 
McDowell,  Wilken  C. 

30  June,  1870.     Resigned. 
McGlnnis,  William  S. 

25  June,  1870.     Droijped. 
McGunnegle,  George  K. 

22  September,  1870.     Resigned. 
Moorman,  Henry  P. 

31  September,  1870.    Dropped. 
Xegley,  James  S. 

30  June,  1S7U.     Resigned. 
Xichols,  John  C. 

21  September,  1870.    Dropped. 

Xoell,  York, 

21  September,  1870.     Graduated. 
Nostrand,  Warner  H. 

24  September,  1870.     Graduated. 


Osgood,  Hosea  A. 

22  September,  1870.     Resigned. 
Oliver,  William  C. 

21  September,  1870.     Resigned. 
Parker,  John  F. 

80  September,  1870.     Graduated. 
Peacock,  David. 

28  September,  1870.     Graduated. 
Peacock,  Samuel  M. 

Ifl  October,  1870.     Resigned. 
Peale,  I^ouis  T. 

7  October,  1870.     Resigned. 

Peters,  George  H. 

24June,1870.     Graduated . 
Powers,  Stephen  A. 

29  September,  1870.     Resigned. 
Ragan,  Otko  H.  IW 

33  June,  1870.     Resigned. 
Ray,  Fdmiind  G. 

22  September,  1870.     Dropped. 

Reich,  Henry  F. 

28  September,  1870.     Graduated., 
Reiiey,  "William  T.  W. 

23  September,  1870.     Resigned. 
Reynolds,  Fdwin  li. 

22  June,  1870.     Graduated. 
Reynolds,  Matthew  G. 

"22  September,  1870.     Graduated. 

Rooney,  IVilllani  R.  A. 

29  September,  1870.     Graduated. 
Scott,  Rernard  O. 

30  June,  1870.     Graduated. 
Sharp,  Alexander,  Jr. 

21  June,  1870.     Gruduated. 
Stewart,  John  W. 

29  September,  1870.     Graduated. 

Stoney,  George. 

31  September,  1870.     Graduated. 
Strader,  Joseph  S. 

23  September,  1870.     Resigned. 
Tennison,  John  li.. 

23  September,  1870.     Resigned. 
Thomas,  John  C. 

23  September,  1870.     Dropped 
Town  ley,  Richard  H. 

21  June,  1870.     Graduated. 
Turner,  James  V. 

21  June,  1870.     Kesigned. 
Turner,  William  H. 

29  September,  1870.     Dropped. 
Wanless,  George  J. 

30  June,  1870.     Resigned. 
Ward,  Arthur  J. 

29  September,  1870.     Dropped. 
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Watkius,  Samuel  W. 

1  October,  1S70.     Resigned. 
"Way,  George  B. 

31  September,  1870.     Resigned. 
Wegniann,  Albert. 

3-J  September,  1870.     Graduated. 
Wells,  Henry  F. 

29  September,  1870.     Resigned. 
Whipple,  Edward  A. 

33  September,  1870.     Resigned. 


Wliile,  Ilnittcr  C. 

13  June,  1870.     Resigned. 
Whitefleld,  William  E. 

23Junc,  1S70.     Graduated. 
Wbiteliead,  Thomas  C. 

21  September,  1870.  Dropped. 
W^ills,  Allen  W. 

33  September,  1870.  Resigned. 
Wiiislow,  Cameron  M. 

29  September,  1870.     Graduated. 


1S71 — Midshipmen. 


Amsden,  Cbarles  H. 

21  September,  1871.     Graduated. 
Beatty,  Frank  E. 

23  September,  1871.     Graduated. 
Blakesley,  Mendle  P. 

10  June,  1871.    Resigned. 
Boult,  Clare. 

32  September,  1871.     Resigned. 
Brawnersreutber,  William. 

36  September,  1871.     Graduated. 
Brent,  Samuel  O. 

33  September,  1871.     Resigned. 
Campbell,  William. 

10  June,  1871.    Resigned. 
Caperton,  W^llliam  B. 

13  June,  1871.    Graduated. 
Chambers,  Washington  I. 

9  June,  1871.     Graduated. 
Chase,  Henry  G. 

33  September,  1871.    Resigned. 
Collamore,  George  W. 

10  June,  1871.     Dropped. 

Collins,  Frank  S. 

26  September,  1871.     Graduated 
Crittenden,  Albert  B. 

14  October,  1871.    Resigned. 
Cutler,  William  G. 

23  September,  1871.     Graduated. 

Daniels,  David. 

13  June,  1871.     Graduated. 

DIggs,  Robert  D. 

35  September,  1871.     Resigned. 

Drake,  Charles  C. 

10  June,  1871.    Resigned. 
Dubois,  Henry  O. 

33  September,  1871.    Resigned. 

Dyer,  Shnbael  A. 

6  October,  1871.     Resigned. 
Elder,  Eustace  C. 

28  September,  1871.     Resigned. 


Ewing,  Boyd. 

15  June,  1871.     Dropped. 
Ford.  Henry  W. 

flJune,  iS71.     Resigned. 
Gillnioro.  James   C 

23  September,  1871.     Graduated. 
Glasstbrd,  William  A. 

37  September,  1871.     Resigned. 
Goss,  Edwin  C. 

21  September,  1871.     Resigned. 
Gove,  Charles  A. 

9  June,  1871.     Graduated. 
Grabo,  Herman  F. 

38  September,  1871.     Resigned. 
Halpine,  ^licholas  J.  I>.  T. 

13  June,  1871.     Graduated. 
Hamersl.y,  Thomas  H.  ^. 

30  Sepitember,  1871.     Resigned. 
Hayward,  Charles. 

9  June,  1871.     Resigned. 
Helm,  James  M. 

30  September,  1871.     Graduated. 
Hicks,  Edward  W. 

23  September,  1871.     Resigned. 
Hodgson,  Albon  C. 

9  June,  1871.     Graduated. 
Hasley,  Harry  H. 

28  September,  1871.     Graduated. 
Hugbes,  Silven. 

9  June,  1871.     Resigned. 
Hunt,  Willie  W^. 

30  September,  1871.     Resigned. 
Jenkins,  Stephen. 

31  September,  1871.     Graduated. 

Johns,  Frank. 

9  June,  1871.    Resigned. 
Ijathrop,  Frederick  A. 

10  June,  1871.     Resigned. 

Eauferty,  Sinton  E. 

23  September,  1871     Resigned. 
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liBwls,  Robert  E. 

5  October,  1871.     Resigned. 
Manley,  Jauies  S. 

30  September,  1871.     Resigned. 
McCoy,  Frank  C. 

9  June,  1871.     Resigned. 
^ttcGnnnegle,  George  K. 

36  September,  1871.     Resigned. 
Mears,  Samuel  M, 

9  June,  1871.     Resigned. 
Milligan,  Ricliard  T. 

16  June,  1871.     Graduated. 
Osborne,  £ben  S. 

30  September.  1871.    Resigned. 
Peacock,  Sanmel  M. 

21  September,  1871.     Resigned. 
Piepmeyer,  Liouis  W. 

23  September,  1871.     Graduated. 
Poland,  Edward  R. 

22  September,  1871.     Resigned. 
Rogan,  OtUo  H.  W. 

10  June,  1871.     Resigned. 

Reed,  George  H. 

9  June,  1871.     Resigned. 
Reed,  Horace  B. 

6  October,  1871.     Resigned. 

Reynolds,  liovell  K. 

9  June,  1871.     Graduated. 
Sears,  James  H. 

22  September,  1871.    Graduated. 


Seyburn,  Stephen  Y. 

10  June,  1871.     Resigned. 

Sberninn,  Francis  H. 

21  September,  1871.     Graduated. 
Sherman,  John  A. 

13  June,  1871.    Graduated. 
Slaughter,  Harry  A. 

18  September,  1871.     Resigned. 
Smith,  James  T. 

13  June,  1871.     Graduated. 
Tappan,  Benjamin  S. 

22  September,  1871.     Graduated. 
Thompson,  Cyrus  H. 

23  September,  1871.     Resigned. 
Usher,  IVathaiiiel  R. 

23  September,  1871.     Graduated. 
Tarnnm,  William  Ii. 

9  June,  1871.     Graduated. 
Vinton,  Frederick  B. 

21  September,  1871.     Graduated. 
Wise,  Fdward  E. 

8  June,  1871.     Graduated. 
Wood,  Thomas  Hf. 

10  June,  1871.     Resigned. 
Wood,  Moses  1. 

23  September,  1871.     Graduated. 
Worcester,  George  H. 

27  September,  1871.     Graduated. 


1873.— Midshipmen. 


Albertson,  Jonathan  W. 

6  June,  1872.     Resigned. 
Alderson,  William  B. 

24  September,  1873.  Resigned. 
Allen,  William  H. 

27  September,  1872.  Graduated. 
Almy,  Augustus  C. 

7  June,  1872.     Dropped. 
Bailey,  Morton  S. 

21  September,  1872.    Resigned. 
Benson,  William  S. 

23  September,  1872.  Graduated. 
Boult,  Clare. 

8  June,  1872.     Droppad. 
Bonsh,  Clifl'ord  J. 

0  June,  1873.     Graduated. 
Brown,  Stimpson  J. 

21  September,  1873.  Graduated. 
Bntterfield,  Harry  'X. 

34  September,  1872.     Dropped. 


Cheek,  John  F. 

8  June,  1872.     Dropped. 
Cherbonnier,  Caleb  V. 

8  June,  1873.     Resigned 
Chipman,  William  t. 

1  October,  1873.     Resigned. 
Coiiman,  Be  Witt. 

8  June,  1872.     Graduated. 
Conyers,  James  H. 

24  September,  1872.     Resigned. 
Cruger,  Eugene. 

13  June,  1873.     Resigned. 
Culver,  Abraham  E. 

6  June,  1872.     Graduated. 
Cuse,  Daniel  B. 

6  June,  1872.     Graduated. 
Diggs,  Robert  D. 

15  June,  1873.     Dismissed. 
Dombaugh,  Harry  M. 

8  June,  1872.    Graduated. 
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Donnelly,  George  D. 

25  September,  lsT2.  Resigned 
l>ner,  Francis  H. 

25  September,  1872.  Dropped. 
Kidridge,  Foxall  P. 

25  September,  IfeTS.  Resigned. 
Fegan,  Cliarles  P. 

24  September,  1872.  Resigned. 
Fisher,  Elstner  X. 

24  September,  1872.     Graduated. 
Flanigan,  Willis  S. 

30  September,  1N72.  Resigned. 
Fletolier,  I.,ewis  V. 

26  September,  1872.     Dropped. 

Foulk,  George  C. 

15  June,  1872.     Graduated. 
Frenzel,  Artlinr  B. 

8  .June,  1872.     Resigned. 
Genrlng,  Harry  C. 

13  June,  1872.     Graduated. 
Gilder,  Joseph  B. 

28  September  1872.  Resigned. 
Goodfellow,  George  E. 

13  June,  1872.    Dropped. 
Grabo,  Herman  F. 

21  September,  1873.     Graduated. 

Gray,  Charles. H. 

25  September,  1873.     Resigneii. 

Gridley,  Frederick.  D. 

25  September,  1872.     Resigned. 

Griffin,  Thomas  D. 

23  September,  1872.    Graduated. 

Hall,  Alfred  1. 

21  September,  1872.     Graduated. 

Hall,  William  E.  W. 

1-i  Juue,  1872.     Resigned. 

Haiiiniou,  W^illiam  G. 

24  September,  1872.     Graduated. 
Harrison,  Horace  W. 

2ti  September,  1873.     Graduated. 
Heap,  Samnel  L. 

13  November,  1873.  Resigned. 
Henderson,  Eichartl. 

26  September,  1873.     Graduated. 
Henderson,  William  C. 

25  September,  1872.     Resigned. 

Hodges,  Fletcher. 

6  June,  1873.     Resigned. 

Hogg,  William  S. 

25  September,  1872.     Graduated. 

Morton,  Cyrus  W. 

13  June,  1 872.     Resigned. 
Howard,  Grosvenor   '1  = 

38  September,  1873.     ResiyDf.'.. 


Johnson,  Henry  A. 

6  June,  1872.  Graduated. 
Jones,  David  W. 

10  June,  1«72.  Resigned. 
Jones,  Horace  T. 

10  June,  1872.  Resigned. 
Katz,  Edn-ard  M. 

10  June,  1873.     Graduated. 
King,  George  E. 

6  June,  1872.     Resigned. 
liCach,  Edward  D. 

10  June,  1872.  Resigned. 
liockett,  William. 

23  September,  1872.     Dropped. 

Macomb,  Angnstns  C. 

25  September,  1872.     Resigned. 
Mallory,  Stevenson  B. 

13  June,  1873.     Graduated. 
manadier,  Thomas  B. 

11  June,  1873.     Resigned. 

Mayo,  Henry  T, 

14  June,  1872.     Graduated. 
MeliCan,  Waiter. 

7  J  une,  1 872.  Graduated. 
McNasser,  John  H. 

10  June,  1872.     Resigned. 

Messinger,  tyman  B. 

27  September,  1873.     Resigned. 
MineJt,  Henry. 

10  June,  1872.     Graduated. 
Mitchell,  Alexander  B. 

8  June,  1873.     Resigned. 
Mann,  Charles  W. 

27  Septen.ber,  1872.     Resigned. 

Xewfon,.  John  T. 

16  October,' 1872.     Graduated. 

Xorris,  Calvin  C.  J. 

27  September,  1873.     Resigned. 

O'Keefe,  John  T. 

25  September,  1873.     Drojjped. 

©sterhont,  Wililam  B. 

18  June,  1872.  Resigned. 
Pair,  Albert  F. 

10  June,  1873.  Resigned. 
Parker,  Benjamin  W. 

23  September,  1872.     Resigned. 

Pond,  Charles  F. 

13  June,  1872.  Graduated. 
Potts,  Templln  M. 

8  June,  1872.  Graduated. 
Prondiil,  John  M. 

25  September,  1872.     Graduated. 
Bay,  Bobert  C. 

2  October,  1873.     Graduated. 
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Ricker,  Edward  P. 

13  June,  1872.  Resigned. 
Rogers,  Charles  C. 

8  June,  1873.  Graduated. 
Rollins,  Anthony  TV. 

11  June,  1873.    Graduated. 
Rose,  Wildemar  D. 

6  June,  1873.  Graduated. 
Rowan,  Andrew  S. 

24  September,  1872.    Dropped. 

Rush,  IVilliani  R. 

10  June,  1872.     Graduated. 

Sheeks,  James  D. 

26  September,  1872.     Resigned. 


Ustick.  William  F. 

^4  September,  1871!.     77esigned. 
Walling,  Rurns  T. 

6  June,  1873.     Graduated. 
Winch,  Thoiiias  €i. 

31  September,  1872.     Graduated. 
Winston,  Charles. 

21  September,  1872.     Resigned. 
Wood  worth,  Selini  E. 

1  October,  1872.     Graduated. 
Yonng,  Williaiii!  T. 

23  September,  1872.     Dropped. 


1873 Midshipmen. 


Ancona,  John. 

24  September,  1878.     Resigned. 
Atwater,  Charles  iV. 

26  September,  1873.     Graduated. 
Blodgett,  Spencer  li. 

30  September,  1873.     Resigned. 
Bostwick,  Frank  91. 

27  September,  1873.     Graduated. 
Brice,  Jonathan  li. 

16  June,  1873.     Graduated. 

Bronaugh,  William  Y. 

7  June,  1873.    Graduated. 
Brumby,  Thomas  M. 

29  September,  1873.    Graduated. 
Buckley,  Frank  S. 

27  September,  1878.     Resigned. 
Bnnn,  Maurice  O. 

26  Sept-ember,  1873.    Resigned. 
Burdick,  William  li. 

27  September,  1873.     Graduated. 
Canflcld,  William  C. 

25  September,  1873.     Graduated. 
Carrington,  Austin  J>. 

25  September,  1873.    Resigned. 
Case,  Frank  B. 

10  June,  1873.    Graduated. 
Castle,  Mark  C. 

30  September,  1873.    Resigned. 
Chase,  John  0. 

24  September,  1873.     Dropped. 
Constant,  Walter  M. 

16  June,  1873.     Graduated. 
Cook,  Simon. 

10  June,  1873.     Graduated. 
Crenshaw,  Charles  R. 

1  October,  1873.     Resigned. 


Crosby,  William. 

14  June,  1873.     Resigned. 
David,  William  G. 

26  September,  1873.     Graduated. 
Dentleld,  George  W. 

24  September,  1873.     Graduated. 
Dent,  Bainc  C 

16  June,  1878.     Graduated. 
Dickinson,  Thomas. 

25  September,  1873.     Resigned. 
Dodd,  Arthur  W. 

10  June,  1873.     Graduated. 
Dodge,  Omenxo  G. 

17  June,  1873.     Graduated. 
Donovan,  Robert  M. 

16  June,  1873.     Resigned. 
Dunn,  Herbert  O. 

9  June,  1873.     Graduated. 
Dykenian,  John  H. 

7  June,  1873.     Resigned. 
Fndress,  William  F. 

26  September,  1873.     Resigned. 
Fauntleroy,  Robert  P. 

25  September,  1 873.     Resigned. 
Fechteler,  Augustus  F. 

9  June,  1873.     Graduated. 
Fletcher,  ILewis  C. 

17  June,  187;;.     Resigned. 
Fullam,  William  F. 

25  September,  1873.     Graduated. 
Gleanes,  Albert. 

13  June,  1873.     Graduated. 
Gouldiug,  Francis  S. 

11  June,  1873.     Dropped. 
Grant,  Albert  W. 

:0  June,  1873.     Graduated. 
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dreen,  Tbouias. 

16  June,  1873.     Resigned. 
Oreen,  M'illiaiii. 

24  September,  1873.     Resigned. 
Cirlfflth,  Horace  P. 

26  September,  1873.     Resigned. 
Hagar,  Walter  C. 

4  October,  1873.     Resigned. 
Hall,  William  E.  W. 

16  June,  1873.  Resigned. 
Ilarkness,  Thomas  G. 

7  June,  187:!      Resigned. 
Heath,  Frank  R. 

25  September,  1873.     Graduated. 
Hess,  George  H. 

25  September,  1873.     Resigned. 
Hodges,  Benjamin  W. 

25  September,  1873.     Graduated. 
Holmes,  Howard  S. 

10  June,  1873.  Resigned. 
Horton,  Roseoe. 

1  October,  1873.     Resigned. 
Jayne,  Anselm  H. 

24  September,  1873.     Resigned. 
Jeffries,  Alfred. 

10  June,  1873.  Graduated. 
Jones,  Henry  C. 

39  September,  1873.     Resigned. 
Jordan,  John  Jf. 

10  June,  1873.  Graduated. 
Liansdale,  Philip  T. 

10  June,  1873.  Graduated. 
Lie  JBron,  John  F. 

14  June,  1873.  Resigned. 
Lee,  Clarence  E. 

24  September,  1873.     Resigned. 
Liindley,  Henry  B. 

10  June,  1873.  Dropped. 
Lock  wood,  John  A. 

27  September,  1873.     Resigned. 
Lull,  Richard  H. 

25  September,  1873.     Resigned. 
Mason,  John  G. 

7  June,  1873.     Resigned. 

McClennan,  Alonzo  C. 

24  September,  1873.     Resigned. 

^forris,  Frank  C. 

26  September,  1873.     Resigned. 
Nelson,  Valentine  S. 

10  J  une,  1 873.  Graduated. 
Oliver,  James  H. 

16  June,  1873.  Graduated. 
Orchard,  John  M. 

12  June,  1873.     Graduated. 


Ormsby,  George  F. 

25  September,  1873.     Graduated. 
Paris,  Russell  C. 

25  September,  1878.     Graduated. 
Parker,  Benjamin  W. 

26  September,  1873.     Dropped. 
Parker,  James  P. 

10  June,  1873.     Graduated 
Pur  cell,  John  L. 

30  September,  1871!.     Graduated. 
Riorden,  William  V. 

24  September,  1873.     Dropped. 

Rogers,  Henry  H. 

16  June,  1873.     Graduated. 

Ryan,  Thomas  W. 

16  June,  1873.     Graduated. 
Sanders,  Ezra  P. 

24  September,  1873.     Resigned. 
Schoolcraft,  Oliver  J. 

7  June,  1873.     Resigned. 
Seucerhox,  William. 

10  June,  1873.     Resigned. 
Stevens,  William  K. 

30  September,  1873.     Resigned. 
Taylor,  Bushrod  W. 

24  September,  1873.     Resigned. 
Taylor,  Hiero. 

30  September,  1873.     Graduated. 
Taylor,  Thomas  H. 

1  October,  1873.     Resigned. 
Todd,  Wilson  L. 

10  June,  1873.     Graduated. 
Topham,  Frank  W. 

24  September,  1873.     Graduated. 

Tracy,  Arthur  B. 

7  June,  1873.     Dismissed. 

Yinson,  Webster. 

1  October,  1873.     Resigned. 
Tinton,  Maurice  A. 

7  June,  1873.     Resigned. 
Wahenshaw,  Harry  C. 

12  June,  1873.     Graduated. 
Walsh,  Charles  H. 

19  June,  1873.     Resigned. 
Werlich,  Percival  J. 

9  June,  1873.     Graduated. 
Williams,  Charles  S. 

16  June,  1873.     Graduated. 
Wilson,  John  C. 

26  September,  1873.     Dismissed. 
Winterlialter,  Albert  G. 

24  September,  1873.     Graduated. 

Witzell,  Horace  M. 

7  June,  1873.     Graduated. 
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Wood,  Albert  N. 

25  September,  ]  873.     Graduated. 
Wright,  Edward  E. 

24  September.  1873.     Graduated. 


Wright,  Robert  K. 

11  June,  1873.     Graduated. 


1874.— Midshipmen. 


In  service  as  Cadet  Midshipman,  except  otherwise  stated. 


Almy,  Augustus  C. 

20  October,  1874.     Graduated. 

Bailey,  Prentice. 

28  September,  1874.    .Resigned. 
Baker,  Henry  E. 

24  September,  1874.     Dismissed. 
Barnard,  liouis  H. 

13  June,  1874.    Resigned. 
Bartlett,  David. 

24  September,  1874.    Resigned. 

Beale,  Joseph. 

12  October,  1874. 
Bell,  John  A. 

13  June,  1874.     Graduated. 
Belmont,  Oliver  M.  P. 

30  September,  1874.    Resigned. 
Bibb,  Peyton  B. 

12  June,  1874.     Graduated. 
Biddle,  Spencer  F.  B. 

13  June,  1874.     Graduated. 
Boon,  Howard  C 

12  June,  1874.    Resigned. 

Boyd.  John  P. 

26  September,  1874.     Resigned. 
Brech,  Charles  K. 

21  October,  1874.     Dismissed. 
Caboon,  James  B. 

10  June,  1874.    Graduated. 
Clark,  George  R. 

9  June,  1874.     Graduated. 
Conger,  Pliny  O. 

13  June,  1874.    Resigned. 
Cox,  William  H. 

26  September,  1874.    Drowned. 
Cramer,  Ambrose. 

38  September,  1874.     Graduated. 
CraTcn,  John  E. 

24  September,  1874.     Graduated. 
Crosby,  William. 

35  September,  1874.     Resigned. 
Cnmmings,  L,eroy  E. 

24  September,  1874.     Resigned. 
Cunningham,  Andrew  C. 

9  June,  1874. 


Dickinson,  Thomas. 

24  September,  1874.     Dismissed.. 
Dougherty,  John  A. 

13  June,  1874.     Graduated. 
Drayton,  Percival  E. 

10  June,  1874.     Graduated. 
Dner,  Francis  H. 

9  June,  1874.     Resigned. 
Fillmore,  John  H. 

24  September,  1874.     Graduated.. 
Fitzgerald,  Edward  D. 

2  October,  1874.     Resigned. 
Garrett,  Charles  W. 

34  September,  1874.     Died  1877. 
Gibson,  John. 

9  June,  1874.     Graduated. 
Glennon,  James  H. 

34  September,  1874.     Graduated. 
Graham,  William  A. 

38»8eptember,"1874.     Resigned. 
Gray,  Alfred  G. 

36  September,  1874.     Resigned. 
Gray,  James. 

34  September,  1874.     Resigned. 
Guinnep,  Arthur  B. 

28  September,  1874.     Resigned 
Hetlierington,  James  H. 

9  June,  1874.     Graduated. 
Hoi  com  be,  John  H.  E. 

27  June,  1874.     Graduated. 
Hood,  John, 

12  June,  1874.     Dismissed. 
Hooke,  Horatio  H. 

26  Sept.,  1874.     Died  3  Jan.,  1881. 
Hughes,  Richard  M. 

35  September,  1874.     Graduated. 
Hnse,  Harry  M.  P. 

30  September,  1874.     Graduated. 
Jungen,  Charles  W. 

34  September,  1874.     Resigned. 
Himmell,  Harry. 

28  September,  1874.     Graduated 
Knapp,  Harry  S. 

36  June,  1874.     Graduated. 
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Knapp,  John  J. 

9  June,  1874.    Graduated. 
Uoyd,  Edward. 

17  June,  1874.    Graduated. 
I<opez,  Robert  F. 

29  September,  1874.    Giaduated. 
Hanry,  Alfred  I. 

28  September,  1874.    Besigned. 
MaxTrell,  William  J. 

9  June,  1874. 
Blayer,  Chester  A. 

16  June,  1874.    Dismissed. 
BIcClain,  Charles  S. 

3  November,  1874.     Graduated. 
McDonnell,  John  £. 

80  September,  1874.    Graduated. 

Meares,  Frederick.  P. 

25  September,  1874.    Resigned. 
Menefee,  Daniel  P. 

25  September,  1874.     Graduated. 
Milton,  liawson  J). 

25  September,  1874.    Dismissed. 
Moray,  Alfred  «. 

25  September,  1874.    Resigned. 
Paxton,  Altd-ed  X. 

24  September,  1874.    Resigned. 

Perry,  George  E. 

10  June,  1874.    Dropped. 
Perry,  JoWn  A. 

29  September,  1874.    Resigned, 
Picking,  William  W. 

24  September,  1874.     Resigned. 
Ponndstone,  Homer  €. 

24  September,  1874. 

Preble,  George  H.  K. 

25  September,  1874.    Resigned. 

Qninby,  John  G. 

13  June,  1874.    Graduated. 

Read,  Maurice  Xi. 

28  September,  1874. 
Redfern,  Joseph  T,. 

14  July,  1874.    Resigned. 
Richardson,  Samuel. 

17  June,  1874.     Resigned. 


Rodgers,  Thomas  S. 

24  September,  1874.    Graduated. 
Rodgers,  William  1,. 

11  June,  1874.    Graduated. 
Rogers,  Allen  G. 

12  June,  1874.    Graduated. 
Rowan,  Andrew  S. 

25  September,  1874.     Resigned. 
Schwerin,  Rennie  R. 

25  September,  1874.     Graduated. 
Shipley,  John  H. 

30  September,  1874.     Graduated. 
Skinner,  Frank  C. 

26  September,  1874.     Resigned. 
Smith,  Roy  C. 

3  October,  1874.     Graduated. 
Sparhawk,  George. 

24  September,  1874.     Graduated. 
Sprague,  Frank  J. 

29  September,  1874.    Graduated. 
Stafford,  George  G. 

10  June,  1874.     Graduated. 
Sturdivant,  Harry  Li. 

13  June,  1874. 
Swift,  Franklin. 

9  June,  1874. 
Tillman,  Edwin  H. 

28  September,  1874.    Resigned. 
Tan  Hornc,  George. 

9  June,  1S74.    Dropped. 

Wallace,  Carshena. 

9  June,  1874.     Died  23  Dec,  1874. 
Webb,  Novell  H. 

28  September,  1874.     Dismissed. 
Webster,  Edwin  R. 

28  September,  1874.     Resigned. 
Welch,  George  S. 

24  September,  1874. 
White,  William  P. 

30  June,  1874.     Graduated. 
Wilson,  lilewellyn  T. 

25  September,  1874.     Resigned. 
Tonng,  Feramorz  E. 

24  September,  1874.     Resigned. 


1875. — Midshipmen. 

In  service  as  Cadet  Midshipman,  except  otherwise  stated. 


Arnold,  John  P. 

25  June,    1875.     Died  18  Ju'.y,  1876. 

Aldricb,  Stnart. 

18  September,  1875.     Resigned. 


Railey,  John  R. 

1 8  September,  1 875.     Resigned. 

Barkley,  Richard  W. 

25  June,  1875.     Dismissed. 
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Bartlett,  DaTid. 

18  September,  1875.  Eesigned. 
Berkeley,  Francis  Ju. 

18  September,  1875.  Dropped. 
Bitler,  Reuben  O. 

25  June,  1875. 
Blista,  John  B. 

18  September,  1875.     Graduated. 

Bliss,  Herbert, 

1 8  September,  ie75.  Resigned. 
Bonflls,  Thomas  li. 

24  June,  ] 875.     Dropped. 
Boolh,  Henry  B. 

18  September,  1875.  Resigned. 
Bowden,  Frank  W. 

18  September,  1875. 

Breckenridge,  Robert  J. 

18  September,  1875.    Eesigned. 

Bridges,  Mark. 

24  June,  1875.    Died  9  July,  1875. 
Brown,  Gny  W. 

24  June,  1875. 
Brown,  James  S. 

18  September,  1875. 
Buchanan,  Wilson  W. 

34  June,  1875. 
Bulllngton,  Anson  Vf. 

18  September,  1875.  Resigned. 
Bullitt,  Howard  H. 

18  September,  1875. 
Chase,  Henry  S. 

24  June,  1875.    Graduated. 
Clements,  Abner  B. 

24  June,  1S75.     Graduated. 
Cockle,  Rndolphus  R. 

24  June,  1875. 
Condict,  Fdward  C. 

25  June,  1875.     Resigned. 
Cooke,  Paul  B. 

18  September,  1875.  Resigned. 
Cooper,  Robert  J. 

18  September,  1875.  Resigned. 
Dewey,  Theodore  G. 

25  June,  1875. 

Drake,  James  C. 

24  June,  1875. 

Fillebrown,  Horatio  I^. 

25  June,  1875. 

Finley,  Henry  M. 

25  June,  1875. 

Franklin,  Thomas  B. 

18  Septembej-.  1875.  Resigned. 
French,  George  R. 

24  June,  1875. 


Garrett,  liCigh  O. 

18  September,  1875.  Graduated. 
Garrett,  I-e  Boy  M. 

18  September,  1875.  Graduated. 
Gibbons,  John  H. 

18  September.  1875.  Graduated. 
Gill,  William  A. 

24  June,  1875.     Graduated. 
Gilmore,  Alexander  C. 

18  SejJtember,  1875.     Resigned. 
Godfrey,  Frank  li. 

25  June,  1875.     Resigned. 
Gorgas,  Miles  C 

18  September,  1875. 
Greshani,  William  A. 

25  June,  1875. 
Haines,  Henry  C. 

3  July,  1875. 
Harlow,  Charles  H. 

18  September,  1875.  Graduated. 
Harrison,  George  E. 

24  June,  1875.     Resigned. 
Hanson,  Alexander  R. 

24  June,  1875. 
Hayden,  Fdward  F. 

24  June,  1875.     Graduated. 
Raymond,  Fdgar  B.  W. 

18  September,  1875.     Resigned. 
Hill,  Charles  H. 

18  September,  1875. 
Hood,  John. 

18  September,  1875.     Graduated. 

Huntoon,  Fitz  Aubert. 

18  September,  1875. 
Irving,  Washington. 

18  September,  1875.     Dropped. 
Jackson,  Samnel  F.. 

18  September,  1875.     Resigned. 
Johnston,  Campbell  M. 

18  September,  1875.     Resigned. 
Jones,  Richard,  Jr. 

25  June,  1875.     Resigned. 
Kellogg.  Frank  W. 

24  June,  1S75.     Graduated. 
Kimball,  Fdward  F. 

25  June,  1875.     Resigned. 
King,  William  W. 

25  June,  1 875.     Resigned.      Restored 
by  Act  of  Congress. 
JLeiper,  Fdward  F. 

25  June,  1875. 
ICTisee,  lieonidas. 

25  June,  1875.     Resigned. 
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Lnby,  John  F. 

24  June,  1875. 
Harsh,  Charles  C 

18  September,  1875.    Graduated. 
Manry,  W.  O.  N.  P. 

18  September,  1875.    Resigned. 
Mtpcer,  Randolph  9. 

24  June,  1875.     Graduated. 
Moore,  John  McC. 

24  June,  1875.    Died  16  Nov.,  1879. 
Morse,  ^Villiam. 

18  September,  1875.     Resigned. 
M-add,  John  A. 

18  September,  1875.    Graduated. 

Hforris,  CalTin  C  J. 

18  September,  1875.     Resigned. 

O'Connell,  James. 

13  September,  1875.    Resigned. 
Offley,  £dward  H. 

25  June,  1875.    Resigned. 
Ord,  Edward  O.  C. 

18  September,  1875.     Resigned. 
Parsons,  Frank  B. 

18  September,  1875.     Dismissed. 
Perkins,  Conell. 

18  September,  1875. 
Porter,  John  P. 

18  September,  1875.    Resigned. 
Bipley,  Charles  S. 

25  June,  1875.     Graduated. 
Robinson,  Herbert  J. 

18  September,  1875.     Graduated. 


Rodman,  Hugh. 

18  September,  1875. 
Russell,  William  W. 

18  September,  1875.    Dropped. 
Saunders,  ]Vat. 

3  July,  1875.    Resigned. 
Schruni,  James  A. 

18  September,  1875.     Resigned. 
Scott,  George  A. 

24  June,  1875.     Resigned. 
Sears,  Waiter  J. 

24  June,  1875. 
Sloan,  Robert  S. 

24  June,  1875.     Graduated. 
Snowden,  Thomas. 

25  June,  1875.     Graduated. 
StarklofT,  £mile  A.  Ton. 

18  September,  la75.     Resigned; 
Thorn,  William  A. 

24  June,  1875.     Graduated. 
Thompson,  Edward  C. 

18  September,  1875.     Resigned. 
Tillman,  Edwin  H. 

18  September,  1875.     Graduated. 
Wike,  Harvey. 

18  Sept.,  1875.    Died  26  Feb.,  1880. 
W^ilkinson,  Ernest. 

24  June,  1875. 
Winchester,  W^illiam  S. 

18  September,  1S75.     Resigned. 
Woodworth,  Frederick  A. 

24  Jime,  1875.     Dismissed. 


1876. — Midshipmen. 

In  service  as  Cadet  Midshipman,  except  otherwise  stated. 


Ackerman,  Albert  A. 

24  June,  1876. 
Algers,  Philip  R. 

22  September,  1876. 
Andrews,  Horace  B. 

24  June,  1876. 
Ashmore,  Harry  R. 

9  October,  1876. 
Babcock,  William  F. 

25  September,  1876.    Resigned. 

Bellinger,  Oscar  H. 

24  June,  1876.     Resigned. 

Bernadon,  John  B. 

22  September,  1876. 

Best,  Wesley  E. 

22  September,  1876.     Resigned. 


Bishop,  JLot  C. 

24  June,  1876.     Resigned. 
Blow,  George  P. 

22  September,  1876. 
Brainard,  Frederick  R. 

24  June,  1876. 
Brinley,  Edward. 

22  September,  ]  876. 
Bronner,  Edmund  J>. 

22  September,  187  fp.     Resigned. 

Bryan,  Samuel. 

24  June,  1876. 
Cabaniss,  Charles. 

24  June,  1876. 
Clark,  liewis  J. 

22  September,  1876. 
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Conness,  David  C.  B. 

23  September,  1876.    Resigned. 

Cooke,  Abbot  S. 

33  September,  1876.     Resigned. 

Craig,  Benjamiii  H. 

24  June,  1876. 
Craven,  Macdonougb. 

24  June,  1870. 
Deal,  Edward  T. 

26  June,  1876.    Resigned. 
Dent,  Sidney  H. 

23  September,  1876.    Resigned. 
Dickson,  Josepb  M. 

24  June,  1876. 
Dillman,  George  Ij. 

24  June,  1876. 
Doyen,  Cbarles  A. 
24  June,  1876. 

Dresel,  Herman  G, 

23  September,  1876. 
Duncan,  £iOiiis. 

22  September,  1876. 
Eldredge,  Houston. 

9  October,  1876. 
Emerson,  William  H. 

13  October,  1876. 
Emmet,  William  Ii. 

5  July,  1876. 
Eyre,  Manning  H. 

23  September,  1876. 
Firestone,  AlSison  D. 

24  June,  1876.     Resigned. 
Eorsbew,  Robert  P. 

24  June,  1876. 
Foster,  Edward  W. 

24  June,  1876.     Resigned. 
Garland,  John  S. 

24  June,  1876.    Resigned. 
George,  Cbarles  P. 

6  July,  1876. 
Gilliam,  Donnell. 

24  June,  1876.     Resigned. 
Gray,  James. 

23  September,  1876. 
Haessler,  Francis  J. 

23  September,  1876. 
Hainos,  Robert  P. 

23  September,  1876. 
Haskell,  Porter  D. 

23  September,  1876. 
Haymond,  Edgar  B.  W. 

23  September,  1876.    Resigned. 
Honrigan,  Patrick  W. 

34  June,  1876. 


HonsEe,  Artbur  B. 

24  June,  1876. 
Jones,  Harry  G. 

24  June,  1876.    Dropped. 
liindsey  John  H. 

24  June,  1876.     Resigned. 
Maboney,  James  E. 

23  September,  1876. 

Matthews,  Thomas  H. 

23  September,  1876. 
Mayer,  Augustus  N. 

34  June,  1876. 
McCrea,  Alexander  S. 

9  October,  1876. 
Miner,  John  B. 

24  June,  1876.     Resigned. 
Morgan,  StokeSy. 

24  June,  1876. 
Muir,  William  C.  P. 

34  June,  1876. 
Murray,  James  B. 

23  Sept.,  1876.     Died  11  Aug.,  1878. 
IVasb,  Edwin  W. 

23  September,  1876. 
IViblack,  Albert  B. 

33  September,  1876. 
JVorton,  linman  S. 

33  September,  1876. 
Orlopp,  Max  A. 

24  June,  1876. 
Parke,  Thomas  A. 

34  June,  1876. 
Parker,  Felton. 

9  November,  1876. 

Parsons,  Arthur  C. 

34  June,  1876. 
Patterson,  Samuel  A.  W. 

36  June,  1876. 
Perry,  George  E. 

23  September,  1876. 
Perry,  John  A. 

33  September,  1876.     Resigned. 
Phelps,  Harry. 

33  September,  1876. 
Reamer,  Mark  M. 

24  J  une,  1876.     Dropped. 
Richardson,  Walter  G. 

23  September,  1876. 

Robinson,  William  M. 

24  .June,  1876. 

Rodgers,  Guy  G. 

36  September,  1876. 
Rohrbacher,  Joseph  H. 

24  June,  1876. 
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Knssell,  William  W. 

23  September,  1876.     Dropped. 
Safford,  William  £. 

23  September,  1876. 
Scott,  Ricbai'd  H. 

24  June,  1876.     Resigned. 
Simpson,  Edward. 

26  June,  1S76. 
Sims,  William  S. 

24  June,  1876. 
Taylor,  John. 

24  June,  1876.    Resigned. 
Thatcher,  Herbert  W. 

33  September,  1876.    Resigned. 
Trnxtnn,  William. 

34  June,  1876. 
Tance,  Zebnlon  B. 

24  June,  1876. 
Van  Dnzen,  liCwis  S. 

33  September,  1876. 
WaU,  Francis  B. 

5  July,  1S76. 
Wallace,  Jobu  T. 

24  June,  1876.    Dropped. 


Walters,  Jobn  S. 

24  June,  1876. 
West,  George  E. 

23  September,  1876. 
Wbitewell,  Samuel  E. 

24  June,  1876.     Resigned.. 
Wbitfleld,  Jesse  G. 

23  September,  1876.    Resigned. 
Will,  James  F. 

23  September,  1876.    Resigned. 
M'illiamson,  Benjamin  H. 

23  September,  1876.     Dropped. 
W^illiamson,  Samuel  H. 

23  September,  1876. 
Wilson,  Hejnry  B. 

22  September,  1876. 
Wolfersberger,  William  H. 

33  September,  1876. 
Wood,  James  E. 

23  September,  1876.    Resigned. 
Worthington,  Tbomas. 

•24  June,  1876. 
Wrigbt,  Silas  H. 
33  September,  1876. 


1877. — Midsbipmen. 

In  service  as  Cadet  Midshipman,  except  otherwise  stated. 


Arnold,  Jobn  T. 

29  September,  1877. 
Ballentine,  Henry  S. 

27  June,  1877. 
Barnett,  George. 

27  June,  1877. 
Bell,  Everett  Hi. 

22  September,  1877. 
Bennett,  lionis  S. 

22  September,  1877. 
Blake,  Robert  B. 

22  September,  1877.    Resigned. 
Back,  Gny  M. 

23  September,  1877. 
Bnnts,  Frank  E. 

37  June,  1877. 
Capehart,  Edward  E. 

37  June,  1877. 
Oarroll,  Eugene. 

27  June,  1877. 
Cilark,  George. 

27  June,  1877. 
Cohen,  Harry  R. 

27  June,  1877. 


Colwell,  James  H. 

27  June,  1877. 
Conway,  John  J. 

33  September,  1877. 
Cooke,  Abbot  S. 

23  September,  1877.     Resigned. 
Crenshaw,  James  1>. 

23  September,  1877. 
Sashiell,  Robert  B. 

27  June,  1877. 

Donnelly,  Michael  J. 

27  June,  1877. 
Doyle,  James  G. 

27  June,  1877. 
Dresser,  James  W. 

27  June,  1877. 
Dudley,  Charles  J. 

33  September,  1877. 
Fletcher,  William  B. 

33  September,  1877. 
Flournoy,  William  F. 

37  June,  1877. 
Ford,  William  G. 

33  September,  1877. 
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Forrest,  Rutherford  W. 

22  September,  1877.     Resigned. 

Grainbs,  William  J. 

22  September,  1877. 

Greeley,  Revere  R. 

22  September,  1877.   ^Dropped. 
Harman,  Eugene  M. 

27  June,  1877. 
Marrison,  Edward  S. 

27  June,  1877. 
Hay  den,  Thomas  W. 

22  Suptember,  1877. 
Hoke,  William  P. 

22  September,  1877.    Dropped. 
Hoogewerff,  John  A. 

27  June,  1877. 
Howard,  William  1,. 

22  September,  1877. 
Hubbard,  IVathaniel  91. 

23  September,  1877. 
Hnnicke,  Felix  H. 

32  September,  1877. 
Jackson,  Malcolm. 

33  September,  1877.     Resigned. 
Jones,  Alexander  J. 

23  September,  1S77.     Resigned. 
Karmany,  JLincoln. 

23  September,  1877. 
Kase,  Spencer  M. 

22  September,  1877. 
Hennett,  Percy. 

22  Sejitember,  1877.    Resigned. 
Kent,  George. 

27  June,  1877. 
Key,  Albert  t. 

27  June,  1877. 
Kimball,  John  A. 

33  September,  1877. 
lianikin,  John  A. 

27  June,  1877.    Dropped. 
liauchheimer,  Charles  H. 

22  September,  1877. 
Kiinnard,  Joseph  H. 

37  June,  1877. 
McGiffin,  Philo  Hi. 

22  September,  1877. 
mcJunkln,  Ira. 

37  June,  1877. 
McKee,  tlewelyn  T. 

27  June,  1877. 
McNutt,  Flnley  A. 

22  September,  1877. 
McWhorter,  Jacob  G. 

23  September,  1877. 


Morgan,   Daniel. 

22  September,  1877. 

Morris,  Walter  E. 

27  June,  1877.     Resigned. 
Moses,  Franklin  J. 

23  September,  1877. 
:K^orton,  OliTer  H. 

22  September,  1877.     Resigned. 
Ollphant,  Alexander  C. 

23  September,  1877. 
Paine,  Walter  T. 

33  September,  1877. 
Plythian,  Charles  T. 

37  June,  1877. 
Pierce,  Byron  C. 

7  June,  1877. 
Pleasants,  Charles. 

23  September,  1877.     Resigned. 
Poyer,  John  M. 

27  June,  1877. 
Printup,  David  li 

27  June,  1877. 
Rees,  John  li. 

37  June,  1877. 
Rider,  Frederick  C. 

33  September,  1871. 
Schock,  John  !L. 

27  June,  1877. 
Semple,  liOrenzo. 

22  September,  1877. 
Slack,  William  Y. 

27  June,  1877.     Resigned. 
Smies,  Frederick  W. 

37  June,  1877. 
Smyth,  James  W. 

37  June,  1877.     Resigned. 

Stable,  Frederick  H. 

33  September,  1877. 
Stay  ton,  William  H. 

37  June,  1877. 
Stewart,  Charles  W. 

37  June,  1877. 
Sutton,  Francis  E. 

37  June,  1877. 
Weeks,  John  W. 

37  June,  1877. 
Weller,  Ovington  E 

S3  September,  1877. 
White,  Harry  K. 

22  September,  1877. 
Whittlesey,  William  B. 

23  September,  1877.     Resigned. 
Wickes,  Joseph  1. 

33  September,  1877.     Resigned. 
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Wilkes,  Gilbert. 

22  September,  1877. 


Woodward,  Joseph  J. 

27  June,  1877. 


1873. — Midshipmen. 

In  service  as  Cadet  Midshipman,  except  otherwise  stated. 


Anderson,  £dwln  A.,  Jr. 

28»June,  1878. 
Ashby,  Stephen. 

28  June,  1878.    Dismissed. 
Barnard,  John  H. 

30  September,  1878. 
Belford,  Samuel  E. 

30  September,  1878.     Resigned. 
Blandln,  John  J. 

38  June,  1878. 
Carpenter,  James  F. 

30  September,  1878. 
Dalrymple,  Elton  W. 

28  June,  ISTS. 
I>OTaIe,  Arthnr. 

30  September,  1878. 
Snncan,  IVilliam  B. 

7  November,  1ST8. 
Eanies,  Harold  H. 

28  June,  1S78. 
Fields,  Wiley  M. 

28  June,  1878. 

Fowler,  Hammond. 

30  September,  1878. 
Gignllliat,  Thomas  H. 

30  September,  1878. 
Gray,  Willie  T. 

28  June,  1878. 
Gwyn,  L-awrence  S. 

28  June,  1878. 
Hepp,  Charles. 

28  June,  1878. 
Horst,  Henry  A. 

28  June,  1878. 

Jayne,  Joseph  Li. 

28  June,  1878. 
Johnston,  Marfoerry. 

30  September,  1878. 
Kenkel,  Herman  H. 

28  June,  1878. 
IiCgare,  Alexander  B. 

28  June,  1878. 


liOdeman,  Frank  F.  E. 

28  June,  1878.     Dismissed. 
Martin,  Clarence. 

28  June,  1878. 
Mitchell,  Sidney  Z. 

30  September,  1878. 
Morris,  John  R. 

30  September,  1878,     Resigned. 
I  Xixon,  Liewis. 

28  June,  1878. 
Philbin,  Patrick  H. 

28  June,  1878. 
Prince,  Thomas  C. 

28  June,  1878. 
Rankin,  Harry. 

28  June,  1878.     Dropped. 
Reynolds,  Charles  R. 

28  June,  1878. 
Ricketts,  William  A. 

30  September,  1878. 
Salisbnry,  Smith. 

30  September,  1878.     Dismissed. 
SaTage,  !Ledrn  R. 

30  September,  1878. 
Schrader,  George  M.  Von. 

8  October,  1878. 

Solomon,  Edward  E. 

30  September,  1878.     Resigned. 
Smith,  Thomas  B. 

28  June,  1878. 
Sutphen,  Edson  W. 

28  June,  1878. 
Weeks,  Edwin  B. 

30  September,  1878. 

Whittlesey,  William  B. 

28  June,  1878. 
Wood,  Spencer  S. 

28  June,  1878. 
Woods,  Robert  H. 

30  September,  1878. 
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1868.— Midshipmen. 

In  service  as  Cadet  Midshipman,  except  otherwise  stated. 


Agee,  Alfred  P. 

16  September,  1879. 
Alexander,  Robevi!:  C 

29  September,  1879. 
Batthls,  Harry  H., 

16  June,  1879. 
Bowman,  tVilliam  I}. 

26  September,  1879. 
Brady,  Cyras  T. 

26  September,  1879. 
Casslday,  Edward  R. 

29  September,  :»79. 
Chapin,  Frederick  li. 

29  September,  1879. 
Colvin,  Frank  R. 

26  September,  1879. 
Cooper,  James  J.  €i. 

20  September,  1879. 

Frazier,  Robert  T. 

26  September,  1879. 
CJeorge,  Harry. 

16  June,  1879. 
Greene,  Samuel  D. 

16  June,  1879. 
Jackson,  John  A. 

26  September,  1879. 
Jackson,  John  B. 

26  September,  1879. 
Jastremski,  iLeon  H. 

29  September,  1879. 
Keith,  Albion  S. 

26  September,  1879. 

Riefer,  Fdmund  E. 

16  June,  1879. 
King,  William  H. 

30  June,  1879. 
liCdbetter,  William  H. 

26  June,  1879. 
I.iennon,  Michael  E. 

29  September,  1879. 
licrch,  Robert  1. 

29   September,  1879. 
liOTCnskiold,  A.  tee. 

26  September,  1879.    Dropped. 


McCook,  John  A. 

29  September,  1879.    Dropped. 
McCreary,  Wirt. 

16  June,  1879. 
Mclntire,  Alonzo  E. 

26  September,  1879. 
McKean,  Josiah  IS. 

29  September,  1879. 
Megrath,  William  A. 

29  September,  1879. 

Mitchell,  Charles  R. 

29  September,  1879.     Resigned. 
O'teary,  Timothy  S. 

29  September,  1879. 
Parker,  Foxhall  A. 

26  September,  1879.     Resigned. 
Pellley,  Harlen. 

26  September,  1879.     Resigned. 
Pettit,  Harry  C. 

29  September,  1879. 
Pliinkelt,  Charles  P. 

3  October,  1879. 
Sparling,  Frederick  H. 

29  December,  1879. 
Stevens,  Raymond  R.  W.  B. 

23  November,  1879. 
Stout,  George  C. 

29  September,  1879. 
Street,  George  W. 

29  September,  1879. 
Sweeting,  Charles  E. 

26  September,  1879. 
Temple,  Edwin  G. 

29  September,  1879. 
Thurston,  Benjamin  E. 

29  September,  1H79. 
Toney,  Tremlet  V. 

16  June,  1879. 

Wentworth,  l.ouis  M. 

26  September,  1879.     Resigned. 
Wilson,  William  J. 

29  September,  1879. 

Witherspoon,  Thomas  A. 

16  June,  1879. 
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1880. — Jtlidshipmen. 

In  service  as  Cadet  Midshipman,  except  otherwise  stated. 


Atwood,  John  C 

16  June,  1880. 
Barker,  William  A. 

25  September,  1880. 
Barkley,  Richard  W. 

16  June,  1880. 
BeeUer,  Albert  M. 

14  June,  1880. 
Blake,  Henry  1>. 

25  September,  1880. 
Bnsh,  Williaui  TV. 

25  September,  1880. 
Carter,  Vanlx. 

25  September,  1880. 
Cook,  H'illiani  E. 

2  October,  1880. 
Curtis,  Frederick  E. 

25  September,  1880. 
Davis,  James  S. 

16  June,  1880. 
Friedlander,  Harry. 

25  September,  1880. 
Gilmer,  William  W. 

16  June,  1880. 
Gonong,  W^illiam  O. 

14  June,  1880. 

Harrell,  Jobn  R. 

25  September,  1880. 

Hayes,  Charles  H. 

25  September,  1880. 
Hazeltine,  Charles  W. 

ll  June,  1880. 
Hoggatt,  Wiltbrd. 

14  June,  1880. 
Johnston,  William. 

14  June,  1880. 
Jones,  Hilory  P.,  Jr. 

25  September,  1880. 
Laniison,  Jason  O. 

16  June,  1880. 
liCary,  Thomas  H. 

25  September,  IS.Og 
liOTenskiold,  A.  Iiee. 

7  October,  1880. 


Macpherson,  Tlctor. 

25  September,  1880. 
Malley,  William  A. 

2.5  September,  1880. 

Maxey,  John  W. 

16  June,  1880. 
McCook,  John  A. 

1  October,  1880. 
McCord,  Henry  H. 

16  June,  1880. 
McDonald,  John  D. 

9  October,  18S0. 
McNulla,  Hnrbert. 

14  June,  1880. 
Moseley,  Xnthaniel  S. 

4  June,  1880. 
Raichle,  Frank  G. 

16  June,  1880. 
Sargent,  Frederic  H. 

16  June,  1880. 
Seymonr,  Isaac  R. 

25  September,  1880. 
Shoemaker,  William  R. 

14  June,  1880. 
Sloan,  Albert  B. 

25  September,  1880. 
Smith,  Sidney  F. 
25  September,  1880. 
Terrell,  Douglass  F. 

25  September,  1880. 
Venable,  Charles. 
25  September,  1880. 
Wells,  Roger. 

25  September,  1880. 
Williams,  Clarence  S. 

25  September,  1880. 
Williams,  William  P. 

,  14  June,  1880. 
Wirt,  William  E. 
25  September,  1880. 
Wood,  John  W. 
25  September,  1880. 
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1866. 


BlcCarty,  George  D. 


3  October,  16 
Midshipman. 


Transferred  to  be  a 


Wilson,  James  P. 

5  October,  1866.    Resigned. 


1867. 


Howell,  Charles  P. 

7  October,  1867.    Graduated. 


Steel,  James. 

23  Sept.,  1867.    Died  16  Aug.,  186», 


1871 — October  1. 

Except  otherwise  stated. 


Barton,  John  K. 

Graduated. 
JBoggs,  William  B. 

Graduated. 
Cleaver,  Henry  T. 

Graduated. 
Cnniming,  Jobn  A., 

Resigned. 
Deuig,  Robert  G. 

Graduated. 

Edwards,  John  B. 

Graduated, 

Kleckner,  Charles. 

Graduated . 
fieitch,  Robert  B. 

Graduated. 

Potts,  Stacy. 

Graduated. 


Ransom,  George  B. 

Graduated. 
Ruiz,  Alberto  de. 

Resigned. 
Schneider,  William  £. 

Resigned. 

Tiffany,  William  H. 

Dropped  34  October,  1872. 
Warren,  Benjamin  H. 

Graduated. 

Willetts,  Albert  B. 

Graduated. 
Wooster,  L.ucius  W. 

Graduated. 
Zane,  Abraham  Y. 

(Graduated. 


1S73 October  1. 

Except  otherwise  stated. 


Canaga,  Alfred  B. 

Graduated. 
Dronillard,  George  !<. 

Resigned. 


t  Eaton,  William  C. 

j         Graduated. 

I  £ldridge,  Frank  H. 

I         Graduated. 
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Frizvll,  Charles  H. 

Resigned. 
llolt'iiiaii,  Frank  J. 

Graduated. 

Jeft're.v,  William  C. 

18  November,  1873.     Resigned. 
King,  IVllliam  R. 

Graduated. 
lAUle,  William  A. 

Graduated. 
Iiooniis,  Edmnnd  N. 

Graduated. 
Mattice,  Asa. 

Graduated. 
Meredith,  £dward  D. 

Resigned. 


>Iorg'aii,  Lee. 

Resigned. 
Reid,  Robert  J. 

Graduated. 
Roebling,  £dniund. 

Droijped. 
Rniz,  Alberto  de. 

Resigned. 

8ehernierhorn,  William  E. 

Resigned. 
Sornborger,  JGdwin  C. 

Resigned. 

Warbiirton,  Edgar  T. 

Graduated. 


1873 October    1. 


Babbitt,  Oeo.  Henry  Thomas. 

Graduated. 
Bailey,  Frank  Hughes. 

Graduated. 
Burgdorff,  Theodore  Fred'k. 

Graduated. 
Carter,  Thomas  F. 

Graduated. 
Cathcart,  William  I^edyard. 

Graduated. 
Claude,  Gordon  H. 

Resigned. 
Cowles,  William. 

Graduated. 
Dunning,  William  Batey. 

Graduated. 
Eastman,  Harry. 

Resigned. 


Freeman,  Edward  Russell. 

Graduated. 

Johnson,  Charles  N. 

Resigned. 
Kelley,  B.  F. 

Resigned. 
Olmstead,  lioring. 

Resigned. 
Ruiz,  Alberto  de. 

Graduated. 

Stivers,  Henry  Hicks. 

Graduated. 

White.  John  M. 

Resigned. 
Willetts,  George  Sidney. 

Graduated. 
Worthingiou,  Walter  Fitzhngh. 

Graduated. 


1874 — October    1. 


Bartlett,  Frank  W. 

Graduated. 
Bennett,  Frank  91. 

Graduated. 
Bieg,  Frederick  Charles. 

Graduated. 
Bull,  George  Hoyt. 

Graduated. 
Burd,  George  Eli. 

Graduated. 
Claude,  Gordon  Handy. 

Dismissed. 
Cooley,  Mortimer  Elwyn. 

Graduated. 


Crygier,  John  Ulysses. 

Graduated. 
Hungan,  Horace  Greeley. 

Resigned. 
ElsefTer,  Harry  Smith. 

Graduated. 
Gage,  Howard. 

Graduated. 
Gow,  John  Eondon. 

Graduated. 
Griflin,  Robert  Stanislaus. 

Graduated. 
Harrison,  Henry  Fillmore. 

Resigned. 
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Hogaii,  Thomas  Joseph. 

Graduated. 
Hollis,  Ira  Bfelson. 

Graduated. 
Irers,  Henry  King. 

Graduated. 
McElroy,  George  Wightman. 

Graduated. 
Norton,  Harold  Perelval. 

Graduated. 
OTonnor,  Henry. 

Dropped.     Resigned. 
Pickrell,  Joseph  McCall. 

Graduated. 


FiialislHiry,  George  Robert. 

Graduated. 
Schell,  Frantlln  Jacob. 

Graduated. 
Scribner,  Edward  HerscheSS. 

Graduated. 
Spangler,  Harry  Wilson. 

Graduated. 
Wright,  Charles  Leslie. 

Graduated. 
Wilnier,  Joseph  Ringgold. 

Graduated. 


1875. — September    15. 

Except  otherwise  stated. 


AcUer,  Edward  O'Connor. 

Graduated. 
Annan,  .John  Wesley. 

Graduated. 
Baker,  John  Howard. 

Graduated. 
Bowers,  Frederick  C. 

Graduated. 
Bartholow,  Frank  la  Motte. 

Dropped. 
Bevln^ton,  Martin. 

Graduated. 
Bowles,  Francis  Tiffanj 

Graduated. 
Bryan,  Benjamin  Chambers. 

Graduated. 
Carr,  Clarence  Alfred 

Graduated. 
Gatewood,  Richard. 

Graduated. 
Hunt,  Andrew  Murray. 

Graduated. 


Isbester,  Richard  Thornton. 

Graduated. 
liUbbe,  Charles  Bethel. 

Graduated. 
McFarland,  IValter  Martin. 

Graduated. 
Miller.  Clarence  A. 

Dropped. 
Mercier,  David  Isaiah. 

Resigned. 
Noell,  Michael  Daniel. 

Died  1  January,  1878. 
ISmith,  William  Strother. 

Graduated. 
Talcott,  Charles  Gratiot. 

Graduated. 
Temple,  Arthur  W^allace. 

Resigned. 
Tarnall,  John  Hepburn. 

Resigned. 


1876.— September    14. 


Allderdice,  William  Hillary. 

Graduated. 
Arnold,  8olon. 

Graduated. 
Bailey,  Horace  Justus. 

Resigned. 
Belden,  Charles  Emory. 

Graduated. 
Byrne,  James  Edwin. 

Graduated. 


Durund,  William  Frederick. 

Gi'aduated. 
Eckel,  Herman. 

Dismissed. 
Hall,  Harry. 

Graduated. 
Hasson,  Win.  Fred'k  Converse. 

Graduated. 
King,  Charles  Alfred. 

Graduated. 
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Kinkatd,  Thomas  Wright. 

Graduated. 
liaug,  IVilliam. 

Died  15  November,  1880. 
liillebrldge,  Frederick  May. 

Resigned. 
Maiming,  Charles  Edward. 

Graduated. 
Mathews,  Clarence  Herbert. 

Graduated. 
Miner,  LiCo  Dwight. 

Graduated. 
Sfichols,  Arthnr. 

Resigned. 
Sample,  Win  field  Scott. 

Graduated. 


Smith,  Albert  Kdward. 

Graduated. 
Stahl,  .\Ibert  William. 

Graduated. 
Weavei-,  William  Dixon. 

Graduated. 
Wood,  Joseph  JiCarned. 

Graduated. 
Woods,  Arthur  Tannatt. 

Graduated. 
Worthington,  John  I^eeds. 

Graduated. 
Toung,  Albert  Osborn. 

Graduated. 


1877 — September  13. 

At  Naval  Academy,  excej^t  otherwise  stated. 


Anderson,  Martin  Augustus. 

Graduated. 
Arnold,  Solon. 

Graduated. 
Bankson,  Liloyd. 

Graduated. 
Beach,  Robert  James. 

Bnsh,  Arthur  Richmond. 

Graduated. 
Day,  Willis  Brnner 

Dowst,  Frank  Butland. 

Graduated. 
Garttey,  William  Henry. 
Gladstone,  Daniel  Demarest. 

Kaemmerling,  Oustave. 

Graduated. 
McAllister,  Andrew. 

McAlpine,  Kennett. 

Graduated. 
McCreary,  Harry  Raynor. 

Resigned. 
Moritz,  Albert. 

Sflchols,  Arthur. 

Besigned. 


Par.««oiiN,  Isaac  Brown. 

Graduated. 
Perkins,  L.yman  Burnham. 

Graduated.! 

Prevear,  Herbert  Banker. 

Resigned. 

Redgrave,  De  Witt  Clinton. 
Graduated. 

Sampson,  Bias  Clay. 
Graduated. 

Shallenberger,    Oliver     Black- 
burn.   Graduated. 

Smith,  William  Stuart, 
Graduated 

Stewart,  Robert,  Jr. 
Graduated. 

Webster,  William  Townsend. 

Graduated. 
Whit«.  William  Wilmot. 

Graduated. 
Whitham,  Jay  Manuel. 

Graduated. 
Whittle,  lilewellyn  Fairfax. 

Died  23  July,  1880,  Naval  Hospital, 
Philadelphia. 


1878 October  1. 

At  Naval  Academy,  except  otherwise  stated. 
Addioks,  Walter  Robert.  Clarke.  Arthur  Henry. 


Chambers,  William  Henry. 


I  Colej',  Frederick  Edward. 
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Conant,  Frank  Henry. 
Creighton,  TVni.  Henry  Paul. 
Fitts,  James  Henry. 
Fergnson,  George  Robert. 
Oatewood,    Robert    Woodland. 
Grantner,  Otto  Charles. 
Hawthorne,  Harry  tee  Roy. 
Higgins,  Robert  Bernard. 
Howland,  Charles  Henry. 
Lieonard,  John  Calvin. 
Miller,  Peter. 
Pendleton,  Joseph  Henry. 


Quinb}',  Isaae  Henry. 

Romnieil,  Charles  r>dward. 

Simpson,  Henry  I^akin. 
Resigned. 

Shock,  Thos.  Alexander  Whar- 
ton. 

Taylor,  Kdwar«l  Kenyon. 

Theiss,  Cmil. 

Willis,  Clarence  <^'alhonn. 

Winchell,  Ward  Philo. 

Yonciii,  Sadanori. 


187».— Q.ctoDer  1. 

At  Naval  Academy,  except  othei-wise  stated. 


Aldrich,  William  S. 
Armistead,  Samuel  W. 
Barnes,  Charles  F. 
Baxter,  William  J. 
Carswell,  William  B. 
Darrah,  William  F. 
Uuvall,  Marius,  Jr. 
Dyson,  Charles  W. 
Eaton,  Charles  P. 
£llinger,  Julius. 
Fllicott,  John  M. 
Field,  Harry  A. 
Gillis,  Harry  A. 


Glasscock,  Eustace. 
Gross,  Charles  J. 
Halstead,  Alexander  J. 
Herbert,  Williaiia  C. 
Liawrence,  WiSIsaiin  H. 
Eittlehales,  George  W. 
Palmer,  James  E. 
Pattison,  Thomas  P. 
Ryan,  Philip  J. 
Webster,  Charles  F. 
Woodruff,  Charles  C 
Zinnell,  George  F. 


JLS80.— Oetober  1. 

At  Naval  Academy,  except  otherwise  stated. 


Barron,  Charles  C. 
Biddle,  Andrew  P. 
Capps,  Washington  Ij. 
Crisp,  Richard  O. 
Oargan,  Milton. 
Davis,  Edward. 
Fahs,  Charles  M. 
Field,  Horace  A. 
Hewes,  Charles  H. 
Hill,  Frank  M. 
Hughes,  Arthur  !L. 
Hulme,  Walter  O. 
Jones,  Horace  W. 


Keliholtz,  Pierr  O. 
Krepper,  Chester  M. 
Lioomis,  Frederick  J. 
McCay,  Henry  K. 
Mathews,  Albert  C 
Orr,  Robert  H. 
Parmenter,  Henry  E. 
Pattison,  Tiiomas  P. 
Richardson,  Thornton  R. 
Starr,  John   B. 
Wedderburn,  Eawrence  A. 
Wentz,  Robert  I.. 
Whittlesey,  Hume  H. 


COMPLETE  LIST 

OF    ALL    THE 


OFFICERS  OF  THE  MARINE  CORPS. 

FKOM  1798  TO  THE  PbESEI^T  TllVIE. 


COMMANDANTS. 


Burrows,  William  W. 

Major  Commandant,  13  July,  1798.   Lieutenant-Colonel  Commandant,  1  May,  1800. 
Resigned  6  March,  1804. 
Whorton,  Franklin. 

Captain,  3  August,  1798.    Lieutenant -Colonel  Commandant,  7  March,  1804.    Died 
1  September,  1818. 
Gale,  Anthony. 

Second  Lieutenant,  3  September,  1798.    First  Lieutenant,  2  March,  1799.    Captain, 
24  April,  1804.    Lieutenant-Colonel  Commandant,  3  March,  1819.    Brevet  Major, 
24  April,  1814.     Cashiered  18  October,  1820. 
Henderson,  Archibald. 

Second  Lieutenant,  4  June,  1806.  First  Lieutenant,  6  March,  1807.  Captain, 
1  April,  1811.  Lieutenant-Colonel  Commandant,  17  October,  1830.  Colonel 
Commandant,  1  July,  1834.  Brevet  Lieutenant-Colonel,  17  October,  1820. 
Brevet  Brigadier  General,  37  January,  1837.  Brevet  Major,  1814.  Died  6  Jan- 
uary, 18.59. 
Harris,  John. 

Second  Lieutenant,  23  April,  1814.     First  Lieutenant,  18  June,  1814.     Captain, 
13  June,  1830.     Major,  6  October,  1841.    Colonel  Commandant,  7  January,  1859. 
Brevet  Captain,  3  March,  182.').     Brevet  Major,  27  January,  1837.     Died  12  May, 
1864. 
Zeilln,  Jacob. 

Second  Lieutenant,  1  October,  1831.  First  Lieutenant,  13  September,  1836.  Cap- 
tain, 14  September,  1847.  Major,  26  July,  1861.  Colonel  Commandant,  10  June, 
1864.  Brigadier  General  Commandant,  3  March,  1867.  Brevet  Major,  9  Janu- 
ary, 1847.     Retired  1  November,  1876.    Died  18  November,  1880. 

OFFICERS. 

Adams,  George. 

Second  Lieutenant,  19  March,  1845.  Brevet  First  Lieutenant,  12  August,  1847. 
Died  21  October,  1856. 

Adams,  Saninel  C 

Second  Lieutenant,  25  November,  1861.  First  Lieutenant,  4  November,  1862. 
Drowned  1  April,  1864,  Carlo,  Illinois. 
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"^^^Sll^LieJ^enant^V  November,  1800.     First  Lieutenant,  1   August,  1803.     Re. 
signed  31  March,  1803. 

'*'"recond"L^"tenl^t,  10  February,  1888.     Transferred  to  the  Army,  23  November 

1838. 

Allen,  Wathaniel.  ^  „,  t  i     -,ain 

Second  Lieutenant,  3  April,  1810.     Resigned  24  July,  1810. 

Allen,  Samnel  li.  „,.-,,.  ,t      icon 

Second  Lieutenant,  13  March,  1868.    Retired  11  May,  1880. 

"^^Second^Lieutenant,  25  July,  1798.    First  Lieutenant,  10  November,  1799.     Re- 

signed,  date  unknown. 
Anderson,  Jereniiali.  . 

Second  Lieutenant,  11  June,  1811.     Dismissed  m  September,  1811. 

■*'"*sf^o*nTLieutenant,"VFebruary,  1807.  First  Lieutenant,,  23  June,  1809.  Captain 
18  June,  1814.  Brevet  Major,  18  June,  1834.  Brevet  Lieutenant-Colonel,  24 
May,  1838.     Died  13  June,  1830. 

Second  Lieutenant,  13  November,  1830.     First  Lieutenant,  1   July,  1834.     Died 

14  April,  1841. 

Arrowsmitta,  Tlionias.  ^  .    ^  ^  u      1010 

Secofid  Lieutenant,  19  April,  1813.     Resigned  in  October,  1812. 

Ashton,  Richard  W. 

Second  Lieutenant,  28  January,  1817.     Resigned  32  January,  1831. 

Anchnmty,  Bicliard. 

Second  Lieutenant,  38  February,  1815.     First  Lieutenant,  18  April,  1817.     Brevet 
Captain,  18  April,  1837.     Resigned  1  April,  1830. 

Bacon,  Samnel. 

Second  Lieutenant,  14  April,  1812.     First  Lieutenant,  8  July,  1812.     Captain, 
18  June,  1814.     Resigned  in  November,  1815. 

Bacote,  Thomas  W. 

Second  Lieutenant,  24  June,  1813.     First  Lieutenant,  18  June,  1813.     Resigned 
4  June,  1815. 
Baiubridge,  Theodore. 

Second  Lieutenant,  24  May,  1828.    Resigned  18  January,  1832. 

Baker,  Adam  N. 

Second  Lieutenant,  13  September,  1853.     First  Lieutenant,  1  August,  1860.     Dis- 
missed 23  May,  1861. 
Baker,  D.  D. 

Second  Lieutenant,  30  October,  1833.    First  Lieutenant,'30  December,  1837.     Cap- 
tain, 38  September,  1847.    Brevet  Captain,  13  September,  1847.    Died  31  August, 
1853. 
Baker,  Joseph  F. 

Second  Lieutenant,  5  June,  1861.     First  Lieutenant,  1  September,  1861.     Captain, 
23  June,  1864.    Died  3  October,  1876. 

Baldwin,  Samnel. 

Second  Lieutenant,  3  January,  1800.     First  Lieutenant,  10  December,  1801.     Last 
appearance  in  Register  of  1806. 
Banning,  Edmnnd  P. 

Second  Lieutenant,  3  July,  1864.     Resigned  13  April,  1870. 
Barclay,  Thomas. 

Second  Lieutenant,  18  August,  1799.     First  Lieutenant,  21   ©ctober,  1801.     Re- 
signed 31  May,  1803. 
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Bartlett,  Henry  A. 

Second  Lieutenant,  25  November,  1861.     First  Lieutenant,  26  November,  18GU 
Captain,  29  November,  1867.    In  service. 
Barton,  Thonists  B. 

Second  Lieutenant,  10  June,  1817.     First  Lieutenant,  17  October,  1820.     Resigned 
13  Marcli,  1839. 
Bates,  George  T. 

Second  Lieutenant,  19  February,  1873.    First  Lieutenant,  12  May,  1880.    In  service. 
Bayly,  Bobert  P. 

Second  Lieutenant,  1  July,  1809.     Died  26  August,  1809. 
Bell,  Daniel. 

Second  Lieutenant,  8  November,  1800.     Resigned  14  February,  ISOi. 
BellTue,  F.  B.  de. 

Second  Lieutenant,  24  April,  1812.     First  Lieutenant,  18  June,  1814.     Captain^ 
3  March,  1819,    Resigned  6  March,  1824. 
Benson,  G.  Bobert. 

Second  Lieutenant,  17  December,  1873.    First  Lieutenant,  5  June,  1880.    In  service. 

Berrett,  John  J. 

Second  Lieutenant,  19  November,  1840.     Resigned  5  April,  1843. 

Berryman,  O.  C. 

Second  Lieutenant,  24   January,  1870.      First   Lieutenant,  16  November,  1877. 
In  service. 

Betts,  Charles. 

Second  Lieutenant,  28  March,  1820.     Died  7  January,  1822. 

Biglow,  Horatio  B. 

Second  Lieutenant,  6  February,  1865.     Resigned  28  February,  1870. 

Bisbop,  Henry  J. 

Second  Lieutenant,  25  November,  1861.     First  Lieutenant,  1  April,  1864.     Cap- 
tain, 12  January,  1876.     In  service. 

Blood  good,  TV.  A. 

Second  Lieutenant,  3  March,  1821.     Appointed  Purser  2  May,  1834. 

Bond,  Franeis  A. 

Second  Lieutenant,  1  March,  1815.    Resigned  in  November,  1816. 

Boon,  Lieonard  J. 

Second  Lieutenant,  7  July,  1812.     First  Lieutenant,  18  June,  1814.     Disbanded 
18  April,  1817,  under  Peace  Establishment  Act. 

Borrongta,  Jehn  A. 

Second  Lieutenant,  5  June,  1861.     First  Lieutenant,  1  September,  1861.     Captain, 
1  September,  1864.     Died  28  November,  1867,  West  Indies. 

Bosque,  Joseph. 

Second  Lieutenant,  28  February,  1815.     Died  at  New  Orleans,  1815. 

Bonrne,  William  T. 

Second  Lieutenant,  5  August,  1824.     Died  4  March,  1826. 

Boyd,  William  S. 

Second   Lieutenant,  12   January,  1848.      First  Lieutenant,  13   December,  1857. 
Captain,  26  July,  1861.     Resigned  31  July,  186.5. 

Boyle,  James  H.  . 

Second  Lieutenant,  25  June,  1809.     First  Lieutenant,  2?  April,  1810.     Resigned 

in  1812. 

Boyd,  William  T..  „, .     „ 

Second  Lieutenant,  17  September,  1813.     First  Lieutenant,  18  June,  1814.     Re- 
signed 26  July,  1814. 

Bradford,  C.  H. 

Second  Lieutenant,  25  November,  1861.     First  Lieutenant,  20  November,  1861. 
Died  13  February,  1864,  from  wounds  received  in  battle. 
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Uradford,  E.  T. 

Second  Lieutenant,   18   December.  ISfiS.      First   Lieutenant,   30    August,   1874. 
Resigned  15  November,  1877. 

Srady,  Tlionias  A. 

Second  Lieutenant,  3  February,  1837.     First  Lieutenant,  3  March,  1847.     Died 
7  November,  1847. 

Breckenridge,  H.  B. 

Second  Lieutenant,  15  April,  1812.     First  Lieutenant,   18  .Tune,  1814.     Captain, 
10  December,  1814.    Disbanded  18  April,  1817,  under  Peace  Establishment  Act. 

-Breese,  .lames  B. 

Second  Lieutenant,  18  March,  1864.     First   Lieutenent,  1   May,  18()8.     Resigned 
5  December,  1879. 
Brevoort,  A.  IV. 

Second  Lieutenant,  28  March,  1820.     First  Lieutenant,  30  September,  1823.     Cap- 
tain, 6  March,  1838.     Brevet  Captain,  26  September,  1833.     Died  36  November, 
1866. 
Brewertou,  G.  D. 

Second  Lieutenant,  3  March,  1819.     First  Lieutenant,  17  September,  1821.     Died 
81  January,  1827. 
Brewster,  W.  H. 

Second  Lieutenant,  24  January,  1838.     Resigned  1  February,  1839. 
Britton,  Altrahaui. 

Second  Lieutenant,  9  September,  1818.     Resigned  in  1818. 
Broadhead,  J.  T. 

Second  Lieutenant,  13  April,  1872.     In  service. 
Brodhead,  John  T. 

Second  Lieutenant,  12  April,  1872.     Resigned  14  November,  1879. 
Brooke,  B.  E. 

Second  Lieutenant,  8  July,  1833.    First  Lieutenant,  7  February,  1839.     Died  38 
November,  1858. 
Brooke,  Edmund. 

Second  Lieutenant,  15  April,  1814.     First  Lieutenant,  18  June,  1814.     Resiffned 
13  February,  1817. 
Brooks,  John,  Jr. 

Second  Lieutenant,  1  October,  1807.     First  Lieutenant,  30  January,  1809.     Killed 
in  action,  10  September,  1813. 
Broom,  Charles  B.  ^ 

Second  Lieutenant,  37  July,  1813.     First  Lieutenant,  18  June,  1814.     Paymaster 
and  Captain.    Captain,  7  March,  1834.     Major,  13  September,  1886.     Brevet 
Lieutenant-Colonel,  7  March,  1834.     Died  14  November,  1840. 
Broom,  James. 

Second  Lieutenant,  31  April,  1810.    First  Lieutenant,  14  April,  1813.     Killed  in 
action,  1  Jime,  1813. 

Broom,  James. 

Second  Lieutenant,  38  December,  1836.     Cashiered  6  July,  1838. 
Broome,  John  li. 

Second  Lieutenant,  13  .January,  1848.  First  Lieutenant,  38  September  1857 
Captain,  36  July,  1861.  Major,  8  December,  1864.  Lieutenant-Colonel  16 
March,  1879.  Brevet  Major,  24  April,  1862,  for  gallant  and  meritorious  services 
Brevet  Lieutenant-Colonel,  14  March,  1863,  for  gallant  and  meritorious  services 
at  the  second  Battle  of  Vicksburg,  15  July,  1863. 
Brown,  Peregrine. 

First  Lieutenant,  35  June,  1776.     Disbanded  with  the  Navy  of  the  Revolution, 
Brown,  IV'illiani. 

Second  Lieutenant,  16  January,  1817.     Died  19  June,  1818 
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Brown,  W.   R. 

Secoud   Lieutenant,  25   November,   1861.      First   Lieutenant,  18   August,   1862. 
Captain,  18  May,  1871.     In  service. 
Browning,  R.  Li. 

Second  Lieutenant,  24  November,   18.i2.     First  Lieutenant,  29  November,  1858 
Lost  in  the  "  Levant." 
Browulow,  W.  li. 

Second  Lieutenant,   (i  July,  1812.     First  Lieutenant,  18   .Tune,   1814.     Captain, 
17  October,  1820.     Died  17  July,  1821. 
Bnchanan.  J.  A. 

Second  Lieutenant,  3  March,  1847.     Last  appearance  in  Regi.ster  for  1850. 
Bnrke,  Thomas  P. 

Second  Lieutenant,  20  November,  1830.     Cuslncred  3  October,  1831. 
Bnrnliain,  James  I>. 

Second  Lieutenant,  1  July,  1825.     Transferred  to  the  Army,  30  June,  1826. 
Bnsh,  William  S. 

Second  Lieutenant,  3  July,  1809.     First  Lieutenant,  4  March,  1811.     Killed  in 
action,  19  August,  1812. 

Bntler^  George. 

Second  Lieutenant,  11  February,  1859.     First  Lieutenant,  9  July,  1861.     Captain, 
4  November,  1862.     Major,  16  March,  1879.     Brevet  Major,  14  January,  1865. 
for  gallant  and  meritorious  services  at  the  attack  upon  Fort  Fisher,  13,  14  and 
15  January,  1865. 
Bntterfleld,  William. 

Second  Lieutenant,  3  March,  1847.     Resigned  1  May,  1858. 

Caldwell,  Henry. 

Second  Lieutenant,  2  September,  1798.     First  Lieutenant,  2  March,  1799.     Cap- 
tain, 23  January,  1809.     Died  12  March,  1812. 

Caldwell,  R    C. 

Second  Lieutenant,  17  October,  1834.      First  Lieutenant,  3  March,  1845.      Died 
13  November,  1852. 
Cammack,  William. 

First  Lieutenant,  1  September,  1798.     Resigned  31  December,  1800. 

Campbell,  O.  W. 

Second  Lieutenant,  14  October,  1852.    Died  23  March,  1855. 

Carmick,  Daniel. 

Captain,  3  August,  1798.     Major,  7  March,  1809.     Died  in  1816. 

Carter,  I^andon  X. 

Second  Lieutenant,  26  May,  1824.     First   Lieutenant,  7  April,   1832.     Captain, 
3  March,  1847.     Died  26  September,  1847 

Cartter,  W.  H. 

Second  Lieutenant,  1  March,  1861.     First  Lieutenant,  1  September,  1861.     Cap- 
tain, 10  June,  1864.     Dismissed  13  August,  1865. 

Cash,  John  C 

Second  Lieutenant,  16  March,  1845.    First  Lieutenant,  21  September,  1852.    Pay- 
master with  the  rank  of  Major,  1861.   Major,  20  November,  1862.    Died  8  March, 

1877. 

Chnrch.,  F.  T.. 

Second  Lieutenant,  12  July,  1862.    First  Lieutenant,  13  August,  1865.     Resigned 
8  August,  1868. 
Chnrch.  Jonathan. 

First  Lieutenant,  5  September,  1798.     Resigned  26  October,  1801. 

Clark,  Lieninel 

Captain,  3  August,  1798.     Resigned  30  November,  1801. 
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Clark,  N.  S. 

Second  Lieutenant,  30  April,  1813.     Resigned  1813. 

Claypole,  John. 

Second  Lieutenant,  30  March,  1799.     Resigned  33  December,  1800. 

Clements,  James  M. 

Second  Lieutenant,  38  January,  1817.     First  Lieutenant,  38  March,  1820.     Died 
37  May,  1833. 

Clinck,  B. 

First  Lieutenant,  5  September,  1798.    Resigned  30  June,  1803. 

Cocbrane,  Henry  C 

Second  Lieutenant,  7  September,  1861.     First  Lieutenant,  20  August,  1865.     Cap- 
tain, 16  March,  1879.     In  service. 

Coejnian,  S.  S. 

Second  Lieutenant,  28  March,  1820.     First  Lieutenant,  8  March,  1834.     Died  36 
December,  1825. 

Coffin,  H.  G. 

Second  Lieutenant,  4  May,  1866.     Dismissed  17  February,  1873. 
CoUen,  D.  SI. 

Second  Lieutenant,  19  August,  1855.     First  Lieutenant,  1861.     Captain,  36  July, 
1861.     Major,  5  December,  1867.     In  service.     Retired  13  October,  1869. 
Collier,  George  W. 

Second  Lieutenant,  5  September,  1860.      First   Lieutenant,   1   September,  1861. 
Captain,  20  November,  1863.     Major,  18  April,  1880.     In  service. 
Collnm,  Richard  S. 

Second  Lieuetenant,  25  November,  1861.     First  Lieutenant,  80  December,  1862. 
Captain,  13  March,  1873.     In  service. 
Colton,  Diamond. 

First  Lieutenant,  5  September,  1798.     Resigned  24  June,  1799. 
Contee,  John. 

Second  Lieutenant,  17  April,  1812.    First  Lieutenant,  34  July,  1813.     Resigned 
15  September,  1813. 
Cooper,  George. 

Second  Lieutenant,  28  March,  1830.     Died  25  September,  1823. 
Corrle,  F.  H. 

Second  Lieutenant,  25  November,  1861.     First  Lieutenant,  30  November,   1861. 
Captain,  12  February,  1870.      Brevet  Captain,  14   January,  1865,  for  gallant 
and  meritorious  services  at  the  attack  upon  Fort  Fisher,  13,  14  and  15  January. 
1865. 
Coston,  H.  H. 

Second  Lieutenant,  9  March,  1865.     First   Lieutenant,  18  May,  1871.     In  service. 
Cowan,  William. 

Second  Lieutenant,  16  April,  1813.     First  Lieutenant,  30  xVugust,  1813.     Resio-ned 
22  November,  1812. 
Coxe,  Charles  I>. 

Second  Lieutenant,  18  November,  1805.    First  Lieutenant,  4  March,  1807.    Resigned 
18  September,  1809. 

Crabh,  John. 

Second  Lieutenant,  31  January,  1809.     First  Lieutenant,  28  Juno,  la09.     Captain, 
18  June,  1814.     Disbanded  18  April,  1817,  under  Peace  Establishment  Act. 
Crabb,  Horatio  N. 

Second  Lieutenant,  7  May,  1823.     First  Lieutejiant,  33  February,  1830.     Resigned 
30  December,  1837. 
Crane,  Ichabod  B. 

Second  Lieutenant,  26  January,  1809.    First  Lieutenant,  38  June,  1809.     Resi-au-cl 
28  April,  1818. 
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Crnlse,  Liawreiife. 

Second  Lieutenant,  29  July.  1806.     Last  appearance  in  Register  of  1806. 
Cnnimins,  F.  1>. 

Second  Lieutenant,  14  April,  1810.     First  Lieutenant,  1  April,  1811.     Besisned 
21  January,  1812. 

Curtis,  Joseph  W. 

Second  Lieutenant,  4  May,  1840.     First  Lieutenant,  16  March,  1847.    Dismissed 
26  August,  1852. 

Davis,  Kent  D. 

Second  Lieutenant,  2  July,  1864.     Died  11  January,  1865. 
Uallas,  A.  H. 

Second  Lieutenant,  31  October,  1854.     Resigned  24  September,  1855. 
Daniels,  C.  Ju. 

Second  Lieutenant,  13  July,  1862.    First  Lieutenant,  13  February,  1865.    Resigned 
20  July,  1868. 
Darley,  Jolin. 

Second  Lieutenant,  8  November,   1798.    First  Lieutenant,  10  April,  1800.    Re- 
signed 81  October,  1800. 
Dawson,  JL.  Li. 

Second  Lieutenant,  13  January,  1859.     First  Lieutenant,  1861.     Captain,  23  No- 
vember, 1861.     Major,  16  May,  1878.     Brevet  Major,  14  January,  1865.     Brevet 
Major,  for  gallant  and  meritorious  services  at  the  attack  upon  Fort  Fisher, 
13, 14  and  15  January,  1865.     Resigned  20  December,  1880. 
Deane,  Benjamin. 

Captain,  25  June,  1776.     Disbanded  with  the  Navy  of  the  Revolution. 
Denny,  Frank  Li. 

Second  Lieutenant,  22  June,  1880. 

De  Granpre,  P.  K. 

Second  Lieutenant,  36  April,  1813.     First  Lieutenant,  18  June,  1814.    Disbanded 
18  April,  1817,  under  Peace  Establishment  Act. 

Desba,  Robert  M. 

Second  Lieutenant,  38  February,  1816.    First  Lieutenant,  12  April,  1817.    Died 

6  November,  1863. 
DeTerenx,  A. 

Second  Lieutenant,  35  November,  1861.    Retired  31  March,  1864. 
Devlin,  John  S. 

Second  Lieutenant,  21  February,  1839.     First  Lieutenant,  3  March,  1847.    Cash- 
iered 30  September,  1852. 
Dickiiis,  Randolph. 

Second  Lieutenant,  19  May,  1876. 

Dietoric-h,  J.  P. 

Sucuiid  Lieutentant,  17  October,  1834.     Cashiered  27  April,  1838. 

Dix,  Henry  E. 

Second  Lieutenant,   13  March,  1816.     First  Lieutenant,  18  April,  1817.    Died 
31  January,  1832. 
Donghty,  Isaae  T. 

Second' Lieutenant,  26  September,  1837.     First  Lieutenant,  3  March,  1847.     Cap- 
tain, 14  March,  1856.  .  Major,  23  November,  1861.     Retired  6  June,  1864. 

Douglass,  Richard. 

Second  Lieutenant,  7  Mav,  1823.     Second  Lieutenant,  26  April,  1825.     Captain, 

7  March,  1839.    Died  20'  April,  1851. 

Dulany,  William. 

Second  Lieutenant,  10  June,  1817.     First  Lieutenant,  19  June,  1819.     Captain, 
1  July,  1884.    Major,  17  November,  1847.    Colonel,  26  July,  1861.    Brevet  Cap- 
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tain,  19  June,  1829.     Brevet  Major,  3  March,  1843.     Brevet  Lieutenant-Colonel, 
13  September,  1847.     Died  4  July,  1808. 
Duncan,  John  H. 

Second  Lieutenant,  16  .lamiary,  1817.     Resigned  11  August,  1817. 

Dnval,  Singleton. 

Second  Lieutenant,  1  March,  1815.     Resigned  in  October,  1810. 

Edelin,  James. 

Second  Lieutenant,  1  March,  1815.  First  Lieutenant,  18  April,  1817.  Captain, 
1  July,.  1834.  Major,  14  September,  1847.  Lieutenant-Colonel,  7  January, 
1859.     Brevet  Captain,  18  April,  1827.     Died  13  July,  1869. 

Edson,  AlTin. 

Second  Lieutenant,  7  May,  1823.     First  Lieutenant,  14  March,  1839.     Captain, 
6  October,  1841.     Died  15  July,  1847. 
£dn'ards,  James  li. 

Second  Lieutenant,  18  June,  1811.     Resigned  in  February,  1813. 
Edwards,  Philip. 

First  Lieutenant,  3  August,  1798.    Killed  in  a  duel  26  October,  1800. 
Ela,  F.  P. 

Second  Lieutenant,  24  January,  1870.     Drowned  in  the  East  Indies,  19  February, 
1874. 
Elliot,  George  F. 

Second  Lieutenant,  12  October,  1870.     First   Lieutenant,   30  March,  1878.     In 
service. 
Ellsworth,  H.  G. 

Second  Lieutenant,  4  April,  1870.  First  Lieutenant,  19  November,  1877.  In 
service. 

English,  George  B. 

Second  Lieutenant,  1  March,  1815.     Resigned  in  1817. 

English,  Thomas  S. 

Second  Lieutenant,  10  June,  1817.  First  Lieutenant,  11  August,  1819.  Captain, 
1  June,  1834.  Major,  18  February,  1853.  Brevet  Captain,  H  August,  1829. 
Died  26  March,  1871 

Fagan,  Louis  E. 

Second  Lieutenant,  14  June,  1863.  First  Lieutenant,  8  December,  1864.  Captain, 
16  May,  1878.  Brevet  First  Lieutenant,  8  September,  1863,  for  gallant  and  meri- 
torious services  at  the  night  attack  upon  Fort  Sumter,  8  September,  1863.  Bre- 
vet Captain,  14  January,  1865,  for  gallant  and  meritorious  services  at  the  attack 
upon  Fort  Fisher,  13, 14  and  15  January,  1865.  In  service. 
Fendall,  P.  R.,  Jr. 

Second  Lieutenant,  17  October,  1857.  First  Lieutenant,  1861.  Captain,  26  July, 
1861.  Major,  1  November,  1870.  Brevet  Major,  17  June,  1870,  for  gallant  and 
meritorious  conduct  at  the  Battles  of  Hatteras  Inlet,  Port  Royal,  Sewell's  Point 
Ocrakoke  Inlet,  Savannah  and  James  Rivers,  to  date  from  7  June  1 870  Re- 
tired 15  May,  1878.  Died  21  March,  1879.  ' 
Fenwiok,  John  li. 

Second  Lieutenant,  10  November,  1799.    First  Lieutenant,  1  December,  1801     Cap- 
tain, 13  August,  1809.    Resigned  1  April,  1811. 
Field,  Thomas  Y. 

Second  Lieutenant,  3  March,  1847.  First  Lieutenant,  15  October,  1854.  Captain 
30  May,  1861.  Major,  10  June,  1864.  Lieutenant-Colohel,  1  November  1876' 
Colonel,  18  April,  1880.  Brevet  First  Lieutenant,  13  September,  1847.  In 
service. 

Filette,  T.  G. 

Second  Lieutenant,  23  June,  1880. 
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Fisber,  H.  C. 

Second  Lieutenant,  7  September,  1871.     First  Lieutenant,  27  September,  1879. 
lu  service. 
Flint,  Kingman. 

Second  Lieutenant,  1868.     Died  15  October,  1863. 
Floyd,  C.  C. 

Second  Lieutenant,  9  September,  1818.  First  Lieutenant,  24  March,  1821.  Re- 
signed 1  December,  1824. 

Fontaue,  P.  H.  W. 

Second  Lieutenant,  22  February,  1857.     First  Lieutenant,  1861.    Captain,  26  July^ 
1861.    Resigned  19  May,  1864. 
Ford,  CUristoph^r. 

Second  Lieutenant,  1  March,  1815.     First  Lieutenant,  18  April,  1817.     Resigned 
13  June,  1819. 
Ford,  R.  O'lVeill. 

Second   Lieutenant,   25   November,   1861.      First   Lieutenant,  6   February,  1864 
Resigned  30  April,  1868. 
Forde,  Henry  H. 

Second  Lieutenant,  1  February,  1809.     First  Lieutenant,  14  April,  1810.     Captain, 
18  June,  1814.    Cashiered  in  1816. 
Forney,  James. 

Second  Lieutenant,  1  March,  1861.  First  Lieutenant,  1  September,  1861.  Captain, 
23  April,  1864.  Brevet  Captain,  24  April,  1862,  tor  gallant  and  meritorious 
services  at  the  attack  upon  Forts  Jackson  and  St.  Philip,  24  April,  1862.  Brevet 
Major,  15  April,  1869,  for  meritorious  services  in  defeating  a  rebel  raid  at  Gun- 
powder Bridge,  in  July,  1864.  Brevet  Lieutenant-Colonel,  15  March,  1870,  for 
gallant  and  meritorious  services  in  the  action  with  the  savages  at  Formosa, 
13  June,  1867.    In  service. 

Foster,  Josepb. 

Second  Lieutenant,  29  June,  1809.  First  Lieutenant,  27  April,  1810.  Last  appear- 
ance in  Register  of  1810. 

Fowler,  H.  W. 

Second  Lieutenant,  26  May,  1824.      First  Lieutenant,  2  May,  1834.      Resigned 
8  June,  1836. 
Freeman,  W.  H. 

Second  Lieutenant.  17  August,  1812.     First  Lieutenant,  18  June,  1814.     Captain, 

17  July,  1821.     Major,  1  July,  1834.     Brevet  Lieutenant-Colonel,  20  February, 
1832.     Died   11  March,  1843. 

Frencb,  Ju.  P. 

Second  Lieutenant,  14  June,  1862.  First  Lieutenant,  23  April,  1864.  Resigned 
30  December,  1873. 

Oabandan,  E.  C. 

Second  Lieutenant,  18  Maich,  1864.     Died  25  March,  1868. 

Gamble,  Joiaii  M. 

Second  Lieutenant,  16  January,  1809.    First  Lieutenant,  5  March,  1811.     Captain, 

18  June,  1814.     Major,  1  July,  18.S4.     Brevet  Major,  19  April,  1816.     Brevet 
Lieutenant-Colonel,  3  March,  1827.    Died  11  September,  1836. 

Gardner,  Henry  W. 

Second  Lieutenant,  10  June,   1817.      First   Lieutenant,  8  October,   1819.     Died 
26  April,  1825. 
Gardner,  Robert. 

Second  Lieutenant,  3  February,  1809.     Died,  date  not  known. 

Garland,  Addii^on. 

Second  Lieutenant,  17  October,  1834.  First  Lieutenant,  15  November,  1840.  Cap- 
tain, 15  October,  1854.  Major,  26  July,  1861.  Brevet  Captain,  10  March,  1847. 
Died  20  June,  1864. 
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Garrard,  TV.  C. 

Second  Lieutenant,  1815.     Resigned  31  May,  1815. 

•Gassaway,  John. 

Second  Lieutenant,  18  June,  1810.     Resigned  29  December,  181ft 

Geddis,  S.  W. 

First  Lieutenant,  26  July,  1798.     Resigned  9  April,  1801. 

Gibson,  S.  H. 

Second  Lieutenant,  5  October,  1869.      First  Lieutenant,  3  October,  1876.      In 

service. 

Gtllespie,  A.  H. 

Second  Lieutenant,  30  October,  1883.     First  Lieutenant,  18  January,  1838.     Cap- 
tain, November,  1847.     Brevet  Major,  6  December,  1846.     Resigned  14  October, 
1854. 
Gilman,  Howard  K. 

Second  Lieutenant,  24  June,  1880. 

Gilinore,  William. 

Second  Lieutenant,  25  June,  1776.     Disbanded  with  the  Navy  of  the  Revolution. 

Gllsson,  H.  Y. 

Second  Lieutenant,  27  February,  1866.     Died  13  August,  1867. 

Goldsborongli,  li.  M. 

Second  Lieutenant,  1  March,  1861.     First  Lieutenant,  1  September,  1861.    Died 
15  October,  1863. 

Goodloc,  G.  C. 

Second  Lieutenant,  21  April,  1869.     Major,  17  March,  1877.     In  service. 

Goodrcll,  Maneil  C 

Second    Lieutenant,   9    March,    1865.      First    Lieutenant,    16   April,   1870.      In 
service. 
Graham,  George  R. 

Second  Lieutenant,  27  July,  1847.     First  Lieutenant,  22  October,  1856.     Captain, 
26  July,  1861.     Major,  21  June,  1864.     Retired  1  January,  1870. 
Grant,  Oscar  B. 

Second  Lieutenant,  25  November,  1861.     First  Lieutenant,  26  November,  1861. 
Resigned  23  April,  1862. 
Grayson,  Alfred. 

Second  Lieutenant,  26  July,  1810.     First  Lieutenant,  14  April,  1812.     Brevet  Cap- 
tain,  18  June,  1814.     Died  28  June,  1833. 
Grayson,  John  C 

Second  Lieutenant,  4  May,  1840.     First  Lieutenant,  16  March,  1847.     Captain, 
7  January,  1859.    Retired  23  April,  1864. 
Green,  Farnifold. 

Second  Lieutenant,  23  February,  1830.    First  Lieutenant'.  19  Julv,  1855.    Resigned 
6  June,  1831. 
Green,  Israel. 

Second  Lieutenant,  3  March,  1847.     Dismissed  18  May,  1861. 
Greenleaf,  Robert. 

Second  Lieutenant,  16  March,  1801.     First  Lieutenant,  4  April,  1805.     Captain, 
19  January,  1811.     Died  in  1815. 
Green,  Richard  D. 

Second  Lieutenant,  1  March,  1815.     Resigned  1  April,  1823. 
Grimes,  John  H. 

Second  Lieutenant,  5  June,  1861.    First  Lieutenant,  1  September,  1861.     Captain, 
13  August,  1865.     Dismissed  11  February,  1870. 
Grymes,  Charles. 

Second  Lieutenant,  3  March,  1819.    First  Lieutenant,  17  July,  1831.     Brevet  Cap- 
tain, 20  July,  1831.    Died  35  July,  1834. 
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Gnlick,  lioiiis  J. 

Second  Lieutenant,  23  June,  1874.  First  Lieutenant,  21  December,  1880.  In 
service. 

Gnnn,  C.  C. 

Second  Lieutenant,  13  September,  1813.     Resigned  in  1812. 

Hale,  W.  H. 

Second  Lieutenant,  5  June,  1861.     First  Lieutenant,  1  September,  1861.     Captain 
8  December,  18G4.     Died  28  August,  l^liT. 
Hall,  Edward. 

Second  Lieutenant,   15  April,  1799.     Captain,  23  January,  1809.      Resigned  13 
August,  1S09. 
Hall,  Francis  C. 

Second  Lieutenant,  5  Jul}-,  1825.     First  Lieutenant,  1  July,  1834.     Captain,  16 
March,  1847.     Died  13  July,  1853. 
Hall,  Joseph  C. 

Second  Lieutenant,  10  June,  1817.     First  Lieutenant,  3  March,  1819.     Brevet  C  n- 
tain,  3  March,  1829.     Died  17  May,  1833. 
Hall,  John. 

First  Lieutenant,  2  August,  1798.     Captain,  1  December,  1801.     Major,  8  June, 
1814.     Disbanded  IS  April,  1817,  under  Peace  Establishment  Act. 
Hall,  William. 

Second  Lieutenant,  18  April,  1812.  First  Lieutenant,  24  September,  1813.  Cap- 
tain, 18  December,  1814.  Disbanded  18  April,  1817,  under  Peace  Establishment 
Act. 

Haniuiersly,  Li.  R. 

Second  Lieutenant,  23  July,  1866.     Resigned  21  September,  1869. 
Hanna,  Charles  S. 

Second  Lieutenant,  23  April,  1810.     First  Lieutenant,  14  April,  1813.     Captain, 
18  June,  1814.     Disbanded  18  April,  1817,  under  Peace  Establishment  Act. 
Hardy,  J.  li.  C. 

Second  Lieutenant,  3  March,  1823.     First  Lieutenant,  13  Jtme,  1830.     Captain, 
3  March,  1847.    Died  26  November,  1853. 
Hardy,  Joseph. 

Captain,  25  June,  1776.     Disbanded  with  the  Navy  of  the  Revolution. 
Harwood,  Richard. 

First  Lieutenant,  10  July,  1798.     Resigned  10  November,  1799. 
Harrington,  F.  M. 

Second  Lieutenant,  8  December,  1864.    First  Lieutenant,  13  October,  1869.    In 
service. 
Harris,  liloyd  O. 

Second  Lieutenant,  9  March,  1865.    Resigned  25  April,  1868. 
Harris,  John  C 

Second  Lieutenant,  25  November,  1861.     First  Lieutenant,  16  February,  1864. 
Brevet  First  Lieutenant,  24  April,  1862,  for  gallant  and  meritorious  services  at 
the  attack  upon  Forts  Jackson  and  St.  Philip,  24  April,  1863.     Resigned  31 
July,  1869. 
Harrison,  Richard. 

Second  Lieutenant,  25  June,  1776.     Disbanded  with  the  Navy  of  the  Revolution. 

Hasil,  Andrew. 

Second  Lieutenant,  1808.    First  Lieutenant,  23  January,  1809.    Resigned  2  August, 
1809. 
HaTerstick,  John  W. 

Second  Lieutenant,  18  March,  1864.    Resigned  27  September,  1869. 

Haycock,  George  B. 

Second  Lieutenant,  10  March,  1863.    First  Lieutenant,  20  June,  1866.    Captain, 
56 
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18  April,  1S80.     Brevet  Captain,  7  June,  1870,  for  gallant  and  meritorious  ser- 
vices at  Gunpowder  Bridge,  in  July,  1864,  to  date  from  7  June,  1870.    In  service.  ' 

Hays,  A.  J. 

Second  Lieutenant,  4  December,  1847.     First  Lieutenant,  17  July,  1857.    Resigned 
1  March,  186-1. 
Heatb,  John. 

Second  Lieutenant,  18  April,  1811.      First  Lieutenant,  31  May,  1813.     Captain, 
18  June,  1814.     Disbanded  18  April,  1817,  under  Peace  Establishment  Act. 
Hebb,  C.  D, 

Second  Lieutenant,  14  March,  1856.    First  Lieutenant,  1861.     Captain,  36  July, 
1861.    Major,  13  January,  1870.    Lieutenant-Colonel,  18  April,  1880.    In  service. 
Heisler,  George* 

Second  Lieutenant,  35  November,  1861.     Died  13  July,  1863. 
Henderson,  C  A. 

Second  Lieutenant,  16  March,  1847.    First  Lieutenant,  10  December,  1855.    Brevet, 
First  Lieutenant,  13  September,  1847.     Dismissed  33  July,  1863. 
Henderson,  Daniel. 

First  Lieutenant,  25  June,  1776.     Disbanded  with  the  Navy  of  the  Revolution. 
HerTilly,  D',  James. 

Second  Lieutenant,  5  March,  1873.     Resigned  1  May,  1880. 
Heywood,  Charles. 

Second  Lieutenant,  5  April,  1858.  First  Lieutenant,  186;!.  Captain,  23  November^ 
1861.  Major,  1  November,  1876.  Brevet  Major,  8  March,  1862,  for  distinguished 
gallantry  in  the  presence  of  the  ememy,  8  March,  1863.  Brevet  Lieutenant- 
Colonel,  5  August,  1864,  for  gallant  and  meritorious  services  at  the  Battle  of 
Mobile  Bay,  to  date  from  5  August,  1864.  In  service. 
Higbee,  John  H. 

Second  Lieutenant,  9  March,  1861.     First  Lieutenant,  1  September,  1861.     Cap- 
tain, 10  June,  1864.     Brevet  Captain,  25  May,  1863,  for  gallant  and  meritorious 
services  at  Port  Hudson  and  Grand  Gulf,  35  May,  1863.     In  service. 
Hitchcock,  Robert  E. 

Second  Lieutenant,  5  June,  1861.     Killed  in  action,  21  July,  1861,  Bull  Run. 
Hoff,  H.  B. 

Second  Lieutenant,  35  November,  1861.     First    Lieutenant,  26  No'vember  1861 
Died  17  August,  1862. 
Hoist,  Thomas. 

Second  Lieutenant,  14  Januaiy,  1799.     Last  appearance  in  Register  of  1799. 
Holmes,  George. 

Second  Lieutenant,  8  March,  1849.     Resigned  28  February,  1861. 
Hopkins,  S.  G. 

Second  Lieutenant,  38  April,  1810.     Last  appearance  in  Register  of  1810. 
Hooper,  Thomas  W. 

Second  Lieutenant,  19  February,  1801.      First  Lieutenant,   1  September,  1803. 
Resigned  10  March,  1807. 
Honston,  George  P. 

Second  Lieutenant,  23  October,  1860.     First  Lieutenant,  1  September,  1861.    Cap- 
tam,  6  February,  1864.     Major,  21  December,  1880.     Brevet  Major,  5  August, 
1864,  for  gallant  and  meritorious  services  at  the  Battle  of  Mobile  Bay,  to  date 
5  August,  1864.     In  service. 
Howard,  John. 

Second  Lieutenant,  4  June,  1799.      First  Lieutenant,  1  July,  1801.      Resigned 
16  February,  1807.  '  j.  e 

Howell,  Becket  J. 

Second  Lieutenant,  1  August,  1860.     Resigned  1  March,  1861. 
Howie,  Parke  G. 

Second  Lieutenant,  1  March,  1815.     First  Lieutenant,  18  April,  1817.     Brevet 
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Captain,  Adjutant  and  Inspector  with  rank  of  Major.     Captain,  1  July,  1834. 
Brevet  Captain,  18  April,  1S37.     Died  16  July,  1857. 
Hoyt,  Samuel. 

Second  Lieutenant,  5  Juno,  1809.     Resigned  14  March,  1810. 
Hnger,  Jacob  M. 

Second  Lieutenant,  1  May,  1799.     Died  8  November,  1799. 
Hnmphrey,  C.  H. 

Second  Lieutenant,  10  Maich,  1863.     Resigned  in  1864. 
Huntington,  R.  W. 

Second  Lieutenant,  5  June,  1861.     First  Lieutenant,  1  September,  1861.    Captain, 
21  June,  1864.    In  service. 
Hyde,  Benjamin. 

Second  Lieutenant,  3  July,  1812.  First  Lieutenant,  1813.  Died  10  Februarv, 
1815. 

Ingraham,  H.  I<. 

Second  Lieutenant,  16  July,  1858.    Resigned  8  March,  1861. 
Irving,  £dgar. 

Second  Lieutenant,  1  October,  1833.     Resigned  27  February,  1835. 

Jackson,  Samuel  S. 

Second  Lieutenant,  23  June,  1880. 
James,  James. 

First  Lieutenant,  9  August,  1798.     Resigned  20  May,  1799. 
Johnson,  John. 

Second  Lieutenant,  23  May,  1800.    First  Lieutenant,  1  June,  1802.    Resigned  in 
1809. 
Johnson,  Samuel  B. 

Second  Lieutenant,  April,  1814.    First  Lieutenant,  16  July,  1814.    Died  19  May, 
1820. 
Jones,  Edward. 

Second  Lieutenant,  7  January,  1859.    Resigned  23  October,  1860. 
Jones,  James  H. 

Second  Lieutenant,  8  March,  1847.  First  Lieutenant,  1  September,  1853.  Captain, 
7  May,  1861.  Lieutenant-Colonel,  10  June,  1864.  Colonel,  16  March,  1879. 
Died  17  AprU,  1880. 

Jones,  Roger. 

Second  Lieutenant,  26  January,  1809.    First  Lieutenant,  28  June.  1809.    Resigned 

7  July,  1812. 

Keene,  JVewton. 

Second  Lieutenant,  22  December,  1798.     First  Lieutenant,  1  November,  1800. 
Resigned  1  November,  1805. 
Kellogg,  layman. 

Second  Lieutenant,  3  July,  1812.     First  Lieutenant,  18  June,  1814.     Captain- 

8  March,  1819.    Resigned  9  February,  1820. 
Kelton,  Allan  C 

Second    Lieutenant,  31  March,  1869.     First  Lieutenant,  1  April,  1875.    In  ser- 
vice. 
Kennedy,  H.  W. 

Second  Lieutenant,  1  March,  1815.     Resigned  9  November,  1816. 
Kennedy,  Philip  C 

Second  Lieutenant,  14  February,  1861.  First  Lieutenant,  '  September,  1861. 
Captain,  1864.     Died  81  August,  1864. 
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Kidd,   Robert. 

Second  Lieutenant,   i.j  November,   1801.     First  Lieutenant,  26  November,  1861. 
Dismissed  29  December,  1863. 
Kiiitziiig,  M.  B. 

Second  Lieutenant,  8  September,  1841.     First  Lieutenant,  16  March,  1847.     Cap- 
tain, 1  August,  1860.     Lieutenant-Colonel,  10  June,  1864.     Colonel,  5  December, 
1867.     Retired  15  March,  1870. 
Kirkland,  W.  W. 

Second  Lieutenant,  26  June,  1855.     Resigned  28  August,  1860. 
Huhn,  Jof^eph  li. 

Second  Lieutenant,  27  July,  1813.     JTirst  Lieutenant,  18   June,  1814.      Captain, 
25  June,  1823.     Dismissed  7  April,  1832. 

Xiane,  Enoch  S. 

Second  Lieutenant,  27  February,  1801.     Died  16  July,  1804. 
l<ang,  William. 

Second  Lieutenant,  30  September,  1831.     First  Lieutenant,  21  June,  1836.     Cap- 
tain, 16  January,  1847.    Died  6  May,  1850. 
liCe,  Tbomas. 

Second  Lieutenant,  4  November,  1826.     Resigned  30  September,  1831. 

liCgge,  Thomas  W. 

Second  Lieutenant,  16  August,  1813.     First  Lieutenant,  1814.     Resigned  in  1816. 
Xiewis,  James. 

Second  Lieutenant,  25  September,  1855.     First  Lieutenant,  1861.      Captain,  26 
July,  1861.    Major,  13  October,  1869.     In  service. 
liBwis,  John  li. 

Second  Lieutenant,  9  August,  1798.     First  Lieutenant,  34  June,  1799.     Resigned 
33  June,  1801. 
liilly,  Reuben. 

First  Lieutenant,  9  September,  1798.     Died  9  April,  1800. 
liindsay,  G.  F. 

Second  Lieutenant,  1  April,  1883.    First  Lieutenant,  33  September,  1831.     Cap- 
tain, 3  March,  1847.    Died  27  September,  1857. 
liindsay,  O.  F.,  Jr. 

Second  Lieutenant,  16  March,  1847.     Resigned  31  December,  1853. 
liinton,  Thomas  A. 

Second  Lieutenant,  28  February,  1815.    First  Lieutenant,  18  April,  1817.    Captain, 
7  April,  1873.    Major,  13  March,  1845.     Brevet  Captain,  18  April,  1837.     Died  ' 
17  February,  1853. 
L.ittle,  M.  M, 

Second  Lieutenant,  17  May,  1822.     Resigned  35  February,  1835. 
Xilewellin,  Samuel. 

Second  Lieutenant,  13  January,  1799.      First  Lieutenant,  1  October,  1801.     Re- 
signed 1  August,  1805. 
liOgan,  Samuel  Ti. 

Second  Lieuteuant,  26  April,  1875. 
liooinis,  Frastns. 

Second  Lieutenant,  28  February,  1816.     Resigned  15  July,  1816. 
Iiord,  Charles. 

Second  Lieutenant,  87  September,  1813.     First  Lieutenant,  18  June  1814     Died 
30  October,  1821.  ' 

liove,  Marshall. 

Second  Lieutenant,  3  April,  1830.    Died  28  July,  1833. 

Love,  John  C. 

Second  Lieutenant,  20  Jaiy,  1804.     First  Lieutenant,  4  July,  1805.     Died  13  May, 
1807. 
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liowe,  Darid. 

First  Lieutenant,  25  June,  1776.     Disbanded  with  the  Navy  of  the  Revolution. 
liowry,  H.  B. 

Second  Lieutenant,  25  November,  1861.     First  Lieutenant,  26  November,  1861. 
Assistant  Quartermaster,  with  rank  of  Captain.      Captain,  16  October,  1869. 
Brevet  Captain,  8  September,  1863,  far  gallant  and  meritorious  services  at  the 
night  attack  upon  Fort  Sumter,  8  September,  1863.     In  service. 
liowry,  John. 

Second  Lieutenant,  7  May,  1822.     Resigned  30  June,  1825. 
liUcket,  liloyd. 

Second  Lieutenant,  5  July,  1812.     Last  appearance  in  Register  of  1812. 
liiicket,  Nelson. 

Second   Lieutenant,  1807.      First  Lieutenant,  26  January,   1809.      Resigned  in 


Sfacomber,  Benjamin. 

Second  Lieutenant,  28  March,  1820.     First  Lieutenant,  2  April,  1S23.     Captain, 
8  January,  1888.     Major.  7  January,  1859.     Brevet  Captain,  2  April,  1833.     Died 
in  1861. 
Maddox,  W.  A.  T. 

Second  Lieutenant,  14  October,  1837.     First  Lieutenant,  3  March,  1847.    Assistant 
Quartermaster  with  rank  of  Captain.    >tajor,  26  October,  1857.    Brevet  Captain, 
3  January,  1847.     Retired  3  January,  1880. 
Madison,  A.  li.  B. 

Second  Lieutenant,  30  June,  1809.     First   Lieutenant,  16  November.  1810.     Re- 
signed 16  April,  1812. 
Madison,  Ambrose. 

Second  Lieutenant,  1817.     Resigned  21  July,  1818. 
Magnire,  James. 

Second  Lieutenant,  28  February,  1839.     Resigned  25  January,  1842. 

Maine,  John. 

Second  Lieutenant,  12  August,  1798.     Resigned  14  May,  1799. 
Mannix,  D.  P. 

Second  Lieutenant,  30  December,   1862.      First  Lieutenant,   13  February,  1870. 
In  service. 

Marston,  Ward. 

Second  Lieutenant,  3  March,  1819.     First  Lieuteneat,  30  October,  1821.     Captain, 
1  July,  1834.     Major,  10  December,  1B55.     Lieutenant-Colonel,  26  July,  1861. 
Brevet  Major,  2  January,  1847.      Brevet  Captain,  30  October,  1831.     Retired 
1  June,  1864. 
Martin.  Nicliolas. 

Second  Lieutenant,  26  April,  1810.     Last  appearance  in  Register  of  1810. 

Massey,  I>ee. 

Second  Lieutenant,  1807.     First  Lieutenant,  28  January,  1809.     Drowned  7  Feb- 
ruary, 1812. 
Ila*!:^:?^.  S.  II. 

Seeoiul  Lieutenant,  25  November,  1861.      First  Lieutenant,  26  November,  1861. 
Dismibbed  1  July,  1863. 
Mayson,  F.  O. 

Second  Lieutenant,  14  November,  1845.     Resigned  26  January,  1850. 

McArdle,  W.  M. 

Second  Lieuteliant,  3  March,  1835.     Resigned  31  January,  1837. 

Mctawley.  C  CI. 

Second  Lieutenant,  3  March, 1S47.     First  Lieutenant,  2  January,  1855.     Captain 
26  July,  1861.     Major,  10  June,   18(54.     Lieutenant-Colonel,  5  December,  1867. 
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Colonel,  1  November,  1876.    Brevet  First  Lieutenant,  13  September,  1847.    Bre- 
vet Major,  8  September,  1863,  for  gallant  and  meritorious  services  at  the  nigh; 
attack  upon  Fort  Sumter,  to  date  from  8  September,  1863. 
McCawley,  Edward. 

Second  Lieutenant,  17  .June,  1870.     Resigned  1  April,  1873. 

McCawlej',  Jaines. 

Second  Lieutenant,  38  March,  1830.     First  Lieutenant,  6  October,  1833.     Captain, 

13  September,  1836.      Brevet  Captain,  6  October,   1833.      Died  23  February, 
1839. 

McCleau,  James. 

Second  Lieutenant,  33  March,  1813.     Resigned  30  August,  1813. 

McCleary,  W. 

Second  Lieutenant,  16  December,  1799.     Died  31  December,  1800. 

McCllne,  John. 

Second  Lieutenant,  9  September,  1818.     Last  appearance  in  Register  of  1818. 

McClnre,  James. 

Second    Lieutenant,  23    .Tune,   1776.      Disbanded   with    the  Navy  of  the   Revo- 
lution. 

McDowell,  J.  E. 

Second  Lieutenant,  3  July,  iwll.     Resigned  35  March,  1812. 

McKinnoii,  X.  A. 

Second  Lieutenant,  21  April,  1813.     Last  appearance  in  Register  of  1813. 
Mclinlght,  James. 

First  Lieutenant,  3  August,  1798.     Captain,  1  September,  1798.     Killed  in  a  duel, 

14  October,  1803. 
McDonald,  W.  J.,  Jr. 

Second  Lieutenant,  21  May,  1868.     Resigned  1  September,  1879. 
McElrath,  Tbomas  I<. 

Second  Lieutenant,  25  November,  1861.     First  Lieutenant,  26  November,  1861. 
Resigned  19  June,  1866. 
McKean,  W.  B. 

Second  Lieutenant,  25  November,  1861.      First  Lieutenant,  26  November,  1861. 
Captain,  13  October,  1869.     Retired  16  April,  1870.     Died  30  August,  1879. 
Mcljean,  Alexander  C. 

Second  Lieutenant,  11  March,  1829.     Resigned  8  May,  1883. 
McLican,  O.  W. 

Second  Lieutenant,  8  May,  1833.     First  Lieutenant,  6  March,  1838.      Resigned 
7  February,  1839. 
McNeill,  F.  B. 

Second  Lieutenant,  17  October,  1834.  First  Lieutenant,  15  April,  1841.  Died 
13  March,  1856. 

McSherry,  W.  K. 

Second  Lieutenant,  81  March,  1869.     Died  13  October,  1872 
Meade,  Robert  Li. 

Second  Lieutenant,  14  June,  1862.  First  Lieutenant,  2  April,  1864.  Ca]jtuin, 
33  January,  1876.  Brevet  First  Lieutenant,  8  September,  1863,  for  gallant  and 
meritorious  services  at  the  night  attack  upon  Fort  Sumter,  8  September 
1863.  ,  .  1  . 

Meade,  Stephen. 

First  Lieutenant,  33  July,  1776.     Disbanded  with  the  Navy  of  the  Revolution 
Meeker,  E.  P. 

Second  Lieutenant,  14  June,  1863.  First  Lieutenant,  17  November  1864  Cap- 
tain, 19  November,  1877.  Brevet  Captain,  14  January,  1865,  for  gallant  and 
meritorious  services  at  the  attack  upon  Fort  Fisher,  13, 14  and  15  Januarv.  1865. 
In  service. 
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meiere,  Jnliiis  E. 

Second  Lieutenant,  16  April,  1855.    First  Lieutenant,  1861.    Dismissed  6  May, 
1861. 

Sfemmiiiger,  George. 

Captain,  3  August,  1798.     Died  31  August,  1798. 
Mercer,  Carroll. 

Second  Lieutenant,  23  .June,  1880. 
fiercer,  Saiiinel. 

Second   Lieutenant,  12   March,  1866.      First 'Lieutenant,  1  January,  1874.      In 
service. 
Miller,  E.  R. 

Second  Lieutenant,  6  February,  1805.     Retired  12  October,  1869. 
Miller,  8ainnel. 

Second  Lieutenant,  1  June,  1808.     First  Lieutenant,  7  March,  1809.     Captain, 
18   June,  1814.      Major,  1    July,  1834.      Lieutenant-Colonel,  (i  October,  1841. 
Brevet  Major,  34  August,  1814.      Brevet  Lieutenant-Colonel,  3  March,  1827. 
Died  9  December,  1855. 
Mills,  James  J. 

Second  Lieutenant,  1  March,  1815.     First  Lieutenant,  18  April,  1817.     Tiesigned 
12  September,  1817. 
Moutegat,  T.  R. 

Second  Lieutenant,  15  April,  1813.    First  Lieutenant,  18  Juno,  1814.    Last  appear- 
ance in  Register  of  1810. 
Montgomery,  Hngh. 

Second  Lieutenant,  35  June,  1776.      Disbanded  with  the  Navy  of  the  Revolu 
tion. 
Morgan,  Abel. 

Second  Lieutenant,  35  June,  [1776.      Disbanded  with   the  Navy  of  the  ReTolo- 
tion. 
Morgan,  Jobn  C 

Second  Lieutenant,  10  March,  1865.     First  Lieutenant,  3  July,  ld71.    In  ser- 
vice. 
4^  Morris,  Govern  enr. 

Second  Lieutenant,  3  July,  1864.     Died  35  December,  1865. 

Mosby,  Robert. 

Second  Lieutenant,  1810.     First  Lieutenant,  14  April,  1813.    Resigned  30  April, 
1814. 
Moseby,  Josepli. 

Second  Lieutenant,  20  April,  1810.     Resigned  30  April,  1814. 

Mnllany,  Frank  A.  „    .       ^ 

Second  Lieutenant,  33  July,  1866.     First  Lieutenant,  31  June,  1873.    Resigned 
11  May,  1880.. 
Mnllen,  Robert.  . 

Captain,  35  June,  1876.     Disbanded  with  the  Navy  of  the  Revolution. 

Mnnroe,  Frank. 

Second  Lieutenant,  5  June,  1861.     First  Lieutenant,  1  September,  1861.     Captain, 
10  June,  1864.    Died  18  November,  1877 

Mnrpby,  P.  St.  C.  ,     .,    ^„„„     ^ 

Second  Lieutenant,  19   February,  1873.     First  Lieutenant,  18  April,  1880.    In 

service. 

Murray,  W.  B.  .         ,  ,„„„     .^. 

Second  Lieutenant,  3  July,  1864.     First  Lieutenant,  3  August,  1869.     Dismissed 


17  May,  1871. 

e,  W.  S. 

econd  Lieuten 
31  December,  1880.     In  service. 


Second 'Lie'utenant,  18  March,  1864.     First  Lieutenant,  27  April,  1867.     Captain, 
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Neale,  Joseph. 

Second  Lieutenant,  8  May,  1790.     Died  23  September,  1800. 

BTeill,  R.  R. 

Second  Lieutenant,  6  February,  1865.     First  Lieutenant,  16     etober,  1869.     Re- 
signed 2  June,  1873. 

Bfeville,  Francis  S. 

Second  Lieutenant,  23  May,  1836.     Struck  off,  3  April,  1840. 

Xeville,  Francis  S. 

Second  Lieutenant,  30  October,  1830.     Resigned  15  July,  1833. 
Newton,  Fflwin  B. 

Second  Lieutenant,  10  Januaiy,  1817.     Resigned  1  January,  1819. 
Srichols,  Robert  H. 

Second  Lteutenant,  27  February,  1801.     Resigned  5  April,  1801. 
Nicliols,  Samuel. 

Major,  25  June,  1776.     Disbanded  -with  the  Navy  of  the  Revolution. 
Nicholson,  A.  A. 

Second  Lieutenant,  28  March,  1820.    First  Lieutenant,  27  May,  1822.     Captain,  35 
July,  1834.    Quartermaster  with  the  rank  of  Major.     Brevet  Captain,  37  May, 
1833.     Died  18  July,  1855. 
Nicholson,  A.  S. 

Second  Lieutenant,  16  March,  1847.    First  Lieutenant,  14  March,  1856.     Adjutant 
and  Inspector  with  the  rank  of  Major.    Major,  6  May,  1861.     Brevet  First  Lieu- 
tenant, 13  September,  1847.     In  service. 
Nicholson,  Joseph. 

isecond  Lieutenant,  7  June,  1873.     First  Lieutenant,  39  November,  1874.      In 
service 
Nicholson.,  Joseph  S. 

Second  Lieutenant,  10  March,  1847.     Brevet  First  Lieutenant,  13  September,  1847. 
Resigned  5  September,  1850. 
Nicholson,  Jesnp. 

Second  Lieutenant,  13  March,  1810.     Resigned  10  July,  1817. 
Nicholson,  William. 

Captain,  0  September,  1776.     Disbanded  with  Ihe  Navy  of  the  Revolution. 
Nicoll,  William. 

Second  Lieutenant,  24  December,  1813.     First  Lieutenant,  18  June,  1814      Died 
34  March  1821. 

Nokes,  N.  li. 

Second  Lieutenant,  35  Novemljer,  1861.     First  Lieutenant,  30  June,  1863     Cap- 
tain, 30  March,  1873.     In  service. 
NorVell,  Freeman. 

Second  Lieutenant,  3  March,  1847.     Brevet  First  Lieutenant,  13  September  1847. 
Dismissed  2.  June,  1855. 
Nowell,  Ed.  S. 

Second  Lieutenant,  9  May,  1815.     Died  7  July,  1817. 
Nye,  C.  H. 

Second  Lieutenant,  25  November,.  1861.     First  Lieutenant,  20  November    1861. 
Dropped  10  November,  1804.  ' 

O'Bannon,  P.  N. 

Second  Lieutenant,  18  January,  1801.     First   Lieutenant,  15   October  1802      Rf^ 
signed  0  March,  1807.  ' 

O'Brien,  A.  II. 

Second  Lieutenant,  10  March,  1869.     First  Lieutenant,  39  November  1874      Ra- 
signed  80  :\larch,  1875.  ,         . .     n.u- 
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Olcott,  Henry. 

Second  Lieutenant,  19  October,  1812.  First  Lieutenant,  18  June,  1814.  Died 
17  September,  1821. 

Osborn,  Oeorge. 

Captain,  22  July,  1776.    Disbanded  with  the  Navy  of  the  Revolution. 
Osborn,  W.  S. 

Second  Lieutenant,  9  October,  1800.  First  Lieutenant,  1  July,  1803.  Resigned 
26  April,  1806. 

Page,  Jolin  S. 

Second  Lieutenant,  13  March,  1816.     Cashiered  12  June,  1817. 

Palmer,  Aulick. 

Second  Lieutenant,  12  March,  1866.     First  Lieutenant,  13  March,  1872.     Resigned 
26  September,  1879. 
Palmer,  Richard. 

Captain,  22  July,  1776.     Disbanded  with  the  Navy  of  the  Revolution. 
Parker,  Henry  M. 

Second  Lieutenant,  28  January,  1809.  First  Lieutenant,  28  June,  1809.  Resigned 
28  February,  1812. 

Parker,  W.  H. 

Second  Lieutenant,  5  June,  1861.  First  Lieutenant,  1  September,  1861.  Captain^ 
8  December,  1864.  Brevet  Major,  15  January,  1864,  for  gallant  and  meritorious 
services  at  the  attack  upon  Fort  Fisher,  13,  14  and  15  Januarv,  1865. 

Payne,  John  O. 

Second  Lieutenant.  2  December,  1853.     Dismissed  25  October,  1858. 

Peet,  F.  T.,  Jr. 

Second  Lieutenant,  14  June  1863.    First  Lieutenant,  1  September,  1864.    Resigned 
28  August,  1869. 
Perry,  William  F. 

Second  Lieutenant,  3  March,  1847.     Resigned  15  November,  1848. 

Pile,  Jones. 

Second  Lieutenant,  12  July,  1862.     Killed  in  action,  24  December,  1864. 

Prime,  Joshna. 

Second  Lieutenant,  27  April,  1813.    Died  7  February,  1813. 

Pinckney.  Thomas  H. 

Second  Lieutenant,  1807.  First  Lieutenant,  38  January,  1809.  Resigned  31 
August,  1811. 

Second'  Lieutenant,  25  November,  1861.  First  Lieutenant,  36  November,  1861. 
Captain,  14  April,  1870.  Brevet  Captain,  8  September,  1863,  for  gallant  and 
meritorious  services  at  the  night  attack  upon  Fort  Sumter,  8  September,  1863. 
In  service. 

Porter,  Andrew. 

Captain,  25  June,  1776.     Disbanded  with  the  Navy  of  the  Revolution. 

Porter,  Charles  K.  „.,,„.. 

Second  Lieutenant,  1817.     First  Lieutenant,  3  March,  1819.     Resigned  12  August, 

ISlf). 

Second  Lieutenant,  30  December,  1866.  First  Lieutenant,  1  February,  1873.  In 
service. 

Powers,  Darius  C. 

Second  Lieutenant,  13  June,  183G.     Dismissed  10  July,  1837. 

*' econd  Lieutenant,  6  December,  1799.    Resigned  30  June.  1801. 


890  GENERAL   NAVY   KEGISTER.-JtAIUNE  COHPS. 

Pownal,  'Thomas. 

First  Lieutenant,  35  June,  1776.     Disbanded  with  the  Navy  of  the  Revolntion. 

Powell,  S.  W.  ,.         ,^        „ 

Second  Lieutenant,  35  November,  1861.  First  Lieutenant,  30  November,  1862. 
Resigned  13  February,  1865. 

Quackinbusli,  S.  W. 

Second  Lieutenant,  4  December,  1869.  First  Lieutenant,  8  September,  1877.  In 
service. 

((neen,  Henry  W. 

Second  Lieutenant,  14  March,  1843.  First  Lieutenant,  38  September,  1847.  Died 
at  sea,  4  April,  1858. 

Randolph,  W.  A. 

Second  Lieutenant,  30  July,  1823.     Dismissed  31  October,  1826. 

Ragland,  James. 

Second  Lieutenant,  2  February,  1809.     Resigned  17  May,  1809. 

Ramsay,  Alan. 

Second  Lieutenant,  1  March,  1857.  First  Lieutenant,  1861.  Captain,  26  July, 
1861.    Died  15  February,  1864. 

Rankin,  Robert. 

Second  Lieutenant,  3  September,  1798.  First  Lieutenant,  3  March,  1799.  Cs-- 
tain,  16  January,  1808.    Resigned  1  January,  1809. 

Rathborne,  J.  H. 

Second  Lieutenant,  35  October,  1858.    Resigned  16  January,  1863. 

Read,  Franklin. 

First  Lieutenant,  35  June,  1776.     Dismissed  with  the  Navy  of  the  Revolution. 

Read,  Jacob. 

Second  Lieutenant,  3  March,  1847.     First  Lieutenant,  19  August,  1855.     Resigned 
38  February,  1861. 
Reber,  John  91. 

Second  Lieutenant,  14  June,  1862.     Dismissed  20  June,  1863. 
Reddick,  Josiah. 

Second  Lieutenant,  5   September,  1798.     First  Lieutenant,  35  May,  1799.     Re- 
signed 30  June,  1803. 
Reid,  George  C. 

Second  Lieutenant,  3  July,  1864.     First  Lieutenant,  39  August,  1869.     In  service. 
Remey,  TV.  B. 

Second  Lieutenant,  25  November,  1861.    First  Lieutenant,  17  February,  1864. 
Captain,  31  June,  1872.    Appointed  Acting  Judge  Advocate  General  of  the 
Navy,  3  July,  1878.    Appointed  Judge  Advocate  General  of  the  Navy  with  the 
rank  of  Colonel,  from  9  June,  1880. 
Reynolds,  C  McD. 

Second  Lieutenant,  3  March,  1847.    First  Lieutenant,  37  November,  1853.     Cap- 
tain, 24  May,  1861.     Brevet  First  Lieutenant,  13  September,  1847     Dismissed 
7  December,  1864. 
:ff<*yiiolds,  Michael. 

Second  Lieutenant,  1  May,  1799.  First  Lieutenant,  9  April,  1801.  Captain 
23  January,  1809.    Resigned  30  January,  1811.  ' 

Reynolds,  .lohn  G. 

Second  Lieutenant,  26  May,  1834.  First  Lieutenant,  17  May,  1833.  Captain 
3  March,  1847.  Major,  1861.  Lieutenant-Colonel,  26  July,  1801.  Brevet  Maior' 
13  September,  1847.     Died  2  November,  1865.  ' 

Rich,  Jabo%  C. 

Second  Lieutenant,  21  June,  1834.     First  Lieutenant,  34  February,  1839.     Cap- 
tain, 37  November,  1853.     Dismissed  23  May,  1861.  '  ' 
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Richardson,  Benjamin. 

Second  Lieutenant,  5  June,  1813.  First  Lieutenant,  18  June,  1814.  Resigned 
1  October,  1824. 

Riddle,  Robert  B. 

Second  Lieutenant,  24  April,  1810.     Died  in  September,  1811. 
Rlggs,  Myron  C. 

Second  Lieutenant,  18  August,  1857.     Resigned  9  Januarj-,  1858. 
Robins.  G.  W\ 

Second  Lieutenant,  26  April,  1832.  First  Lieutenant,  11  December,  1836.  Died 
1  March,  1845. 

Robinson,  E.  R. 

Second  Lieutenant,  2  July,  1864.      First  Lieutenant,  28  September,  1869.      In 
service. 
Ronnifort,  A.  I,. 

Second  Lieutenant,  July,  1817.    Died  in  1818. 
Rogers,  S.  IV. 

Second  Lieutenant,  3  Match,  1821.     Died  27  September,  1823. 
Ross,  Andrew. 

Second  Lieutenant,  3  March,  1821.     First  Lieutenant,  1  October,  1824.     Died  11 
December,  1836,  of  wounds  received  in  action. 
Russell,  B.  B. 

Second  Lieutenant,  16  October,  1869.  First  Lieutenant,  1  November,  1876.  In 
service. 

Rnssell,  W.  W. 

Second  Lieutenant,  5  April,  1843.  First  Lieutenant,  18  November,  1847.  Pay- 
master with  the  rank  of  Major.  Brevet  Captain,  10  December,  1847.  Died  31 
October,  1863. 

Saltmarsta,  E.  O. 

Second  Lieutenant,  14  June,  1862.    First  Lieutenant,  10  June,  1864.    Resigned 
1  July,  1871. 
Sayre,  CalTin  I^. 

Second  Lieutenant,  3  Jtme,  1853.     Resigned  14  February,  18B1. 
Seott,  Frank. 

Second  Lieutenant,  9    December,  1870.      First  Lieutenant,  16  May,  1878.      In 
service. 
Scott,  W.  B. 

Second  Lieutenant,  4  July,  1809.     Resigned  13  March,  1810. 

Schanmbnrgta,  J.  TV. 

Second  Lieutenant,  14  March,  1829.     Cashiered  20  October,  1832. 

Schermerborn,  J. 

Second  Lieutenant,  10  January,  1858.  First  Lieutenant,  15  November,  1861. 
Captain,  16  November,  1861.     Retired  17  May,  1871.     Died  16  January,  1876. 

Schenck,  W.  S. 

Second  Lieutenant,  5  July,  1871.  First  Lieutenant,  2  September,  1879.  Assia- 
tant  Quartermaster  with  the  rank  of  Captain,  4  January,  1880. 

Sears,  Cbarles. 

Second  Lieutenant,  28  March,  1820.     Died  29  May,  182i. 

Searcy,  liafayette. 

Second  Lieutenant,  30  October,  1831.     Resigued  31  December,  1841. 

Sells,  David  M. 

Second  Lieutenant,  25  November,  1861.     Resigned  17  July,  1863. 

Sevier,  Alexander. 

Second  Lieutenant,  27  April,  1810.  First  Lieutenant,  17  April,  1812.  Captain, 
18  June,  1814.    Brevet  Major,  1814.    Resigned  3  April,  1816. 
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8hailer,  Julius  C.  „.-,,-  t        iaw 

Second  Lieutenant,  21  March,  1870.     Resigned  lo  June,  1877. 

^*'*^ptain,™5°June,  1776.     Disbanded  with  the  Navy  of  the  Revolution. 

^'**S"nTLieut**ena"t,"2  March,  1866.      First   Lieutenant,  30   March,    1872.     In 

service. 

Sherburne,  W.  W.  ,  ,oi, 

Second  Lieutenant,  28  September,  1811.     Resigned  1811. 

Slieredlne,  M.  R.  „    .       ,  „,  t  ,     iono 

Second  Lieutenant,  36  March,  1799.     Resigned  31  July,  1803. 

Sherman,  G.  li.  „  ^        ,       ,d,.<     t> 

Second  Lieutenant,  13  July,  1863.  First  Lieutenant,  9  December,  1864.  Brevet 
First  Lieutenant,  5  August,  1864,  for  gallant  and  meritorious  services  at  the 
Battle  of  Mobile  Bay,  5  August,  1864.     Resigned  7  September,  1877. 

Shuttleworlh,  W.  li.  ,,„,^     ,,  .c.„    r,    ^■ 

Second  Lieutenant,  28  February,  1839.  First  Lieutenant,  16  March,  1847.  Captain, 
38  September,  1857.  Colonel,  10  June,  1864.  Brevet  Captain,  10  March,  1847. 
Died  27  September,  1871. 

Simnis,  John  I>.  ,         „,„     ^ 

Second  Lieutenant,  7  October,  1841.  First  Lieutenant,  37  beptember,  184 1 .  Cap- 
tain, 1861.    Brevet  Captain,  13  September,  1847.     Dismissed  8  July,  1861. 

Slngletary,  J.  G. 

Second  Lieutenant,  1  March,  1815.     Last  appearance  m  Register  of  1815. 

Slack,  W.  B. 

Second  Lieutenant,  38  January,  1839.  First  Lieutenant,  3  March,  1847.  Captain, 
33  February,  1857.  Quartermaster  with  the  rank  of  Major.  Major,  13  August, 
1860.    Brevet  Captain,  10  March,  1847.    In  service 

Slack,  W.  B.,  Jr. 

Second  Lieutenant,  13  May,  1869.     Died  37  September,  1874. 

Sloan,  Thomas  T. 

Second  Lieutenant,  17  October,  1834.  First  Lieutenant,  31  October,  1840.  Died 
10  February,  1850. 

Sinalley,  E.  A. 

Second  Lieutenant,  25  November,  1801.     First  Lieutenant,  26  November,  1861. 
Resigned  35  July,  1866. 
Smith,  Constantine. 

Second  Lieuterr.nt,  37  xVugust,  1825.     Transferred  to  the  Army,  20  TSTovember, 
1830. 
Smith,  Jacob  O. 

Second  Lieutenant,  1  September,  1802.     Resigned  39  March,  1804. 
Smith,  Richard. 

Second  Lieutenant,  30  July,  1806.     First  Lieutenant,  8  March,  1807.     Captain, 
13  March,  1813.      Brevet  Major,  18  June,   1814.     Brevet  Lieutenant-Colonel, 
18  June,  1834.     Cashiered  23  February,  1830. 
Smith,  Richard  li. 

Second  Lieutenant,  36  April,  1813.     Resigned  8  July,  1813. 
Smyser,  John  I>. 

Second  Lieutenant,  21  March,  1870.     Retired  3  :\Iay,  1878. 
Snowden,  Charles. 

Second  Lieutenant,  1  March,  1815.     Last  nppeurance  in  Register  of  1815. 
Sparks,  Alexander  D. 

Second  Lieutenant,  10  December,  1855.     Resigned  in  1855. 
Spearing,  Charles  F. 

Second  Lieutenant,  7  May,  183B.  First  Lieutenant,  31  January,  1827.  Cashiered 
33  September,  1841. 
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Spicer,  IV.  F.,  Jr. 

Second   Lieutenant,  13   March,  1872.     First  Lieutenant,  4  January,  1880.      In 
service. 
Spragiie,  Jobu  T. 

Second  Lieutenant,  17  October,  1834.     Resigned  3  July,  183" 
Stark,  Alexander  W. 

Second  Lieutenant,  19  July,  1855.     First  Lieutenant,  28  February,  1861.    Dis- 
missed 9  January,  1862. 
Stark,  William  B. 

Second  Lieutenant,  1  July,  1831.     Fii-st  Lieutenant,  1  July,  1834.     Captain,  16 
March,  1847.     Died  18  August,  1855. 
Stephen,  Henry. 

Second  Lieutenant,  28  Febraary,  1815.     Resigned  20  March,  1816. 
Sterne,  Francis  W. 

Second  Lieutenant,  22  April;  1812.  First  Lieutenant,  24  July,  1813.  Captain, 
10  December,  1814.  Disbanded  18  April,  1817,  under  Peace  Establishment 
Act. 

Stevenson,  Andrew. 

Second  Lieutenant,  26  Februai-y,  1875.     Resigned  25  April,  1879. 
Stewart,  C.  G. 

Second  Lieutenant,  1808.  First  Lieutenant,  1809.  Last  appearance  in  Resister 
of  1809.  ^ 

Stewart,  Richard. 

Second  Lieutenant,  23  April,  1812.     Last  appearance  in  Register  of  1812. 
Stlckne.r,  David. 

Second  Lieutenant,  23  October,  1798.     Resigned  30  September,  1801. 
StlUnian,  C.  H. 

Second  Lieutenant,  25  November,  1861.     First  Lieutenant,  26  November,  1861. 
Captain,  5  December,  1867.     Retired  12  March,  1872. 
Stoddard,  George  C. 

Second  Lieutenant,  14  June,  1862.  First  Lieutenant,  10  June,  1864,  for  gallant 
and  meritorious  services  at  the  Battle  of  Boyd's  Neck,  and  at  the  Battle  of  Tuli- 
finny  Cross  Roads,  to  date  from  6  December,  1864.     Died  26  April,  1867. 

Strong,  Wiiliani. 

Second  Lieutenant,  1  March,  1811.     First  Lieutenant,  16  April,  1812.    Captain,  18 
June,  1814.    Resigned  23  October,  1818. 
Strother,  Benjamin. 

First  Lieutenant,  31  October,  1798.     Resigned  31  October,  1800. 

Sqnires,  W.  I. 

Second  Lieutenant,  25  November,  1861.    First  Lieutenant,  26  November,  1861. 
Captain,  24  August,  1867.     Resigned  12  January,  1870. 
Stnart,  Alexander. 

Second  Lieutenant,  1  June,  1806.    Resigned  6  August,  1806. 

Stnart,  John. 

Captain,  25  June,  1776.    Disbanded  with  the  Navy  of  the  Revolution. 

Sturgeon,  F.  B. 

Second  Lieutenant,  25  November,  1861.    Dismissed  1  July,  1863. 

Sutherland,  T>.  J. 

Second  Lieutenant,  29  March,  1842.     First  Lieutenant,  1847.     Quartermaster  with 
rank  of  Major.      Brevet  Captain,  14   September,  1847.      Dismissed  23  July, 
1860. 
Swiff,  Thomas  R. 

Second  Lieutenant,  1807.    First  Lieutenant,  27  January,  1809.     Captain,  18  June, 
1814.     Disbanded  18  April,  1817,  under  Peace  Establisnment  Act. 
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Swift,  William  F. 

Second  Lieutenant,  1  March,  1815.     Last  appearance  in  Register  of  1815. 

Talluiaii.  Jauies~ 

First  Lieutenant,  5  September,  1798.     Dismissed  2  January,  1799. 

Second  Lieutenant,  3  November,  1840.  First  Lieutenant,  16  March,  1847.  Cap- 
tain, 39  November,  1858.  Brevet  Captain,  17  November,  1847.  Dismissed 
24  August,  1861. 

Tattnall,  J.  R.  F. 

Second  Lieutenant,  3  November,  1847.  First  Lieutenant,  33  February,  1857.  Dis- 
missed 23  November,  1861. 

Taylor.  Algernon  S. 

Second  Lieutenant,  21  February,  1839.  First  Lieutenant,  8  March,  1847.  Cap- 
tain, 17  July,  1857.     Brevet  Captain,  27  March,  1847.     Dismissed  6  May,  1861. 

Taylor,  A.  S. 

Second  Lieutenant,  2  July,  1864.     First  Lieutenant,  30  July,  1868.     In  service. 

Taylor,  Robert  D. 

Second  Lieutenant,  3  March,  1839.     Died  13  November,  1845. 

Terrett,  George  H. 

Second  Lieutenant,  1  April,  1830.  First  Lieutenant,  1  July,  1834.  Captain,  16 
March,  1847.    Brevet  Major,  13  September,  1847.     Dismissed  6  May,  1861. 

Thayer,  Cotton. 

Second  Lieutenant,  25  June,  1799.    Resigned  15  July,  1801. 

Tlionias,  Frederick. 

Second  Lieutenant,  1  July,  1825.     Transferred  to  the  Army,  14  July,  1826. 

Thompson,  Benjamin. 

Second  Lieutenant,  33  July,  1776.      Disbanded  with  the  Navy  of  the  Eevoln- 
tion. 
Thompson,  George  11. 

Second  Lieutenant,  11  March,  1865.     Died  at  Sea,  2  May,  1868. 
Thompson,  Oillies. 

Second  Lieutenant,  12  April,  1815.    Resigned  13  December,  1815. 
Thompson,  James. 

Second  Lieutenant,  2  May,  1799.    First  Lieutenant,  1  July,  1800.     Captain,  23 
January,  1809.     Resigned  13  January,  1810. 
Thornton,  Francis. 

Second  Lieutenant,  25  April,  1810.     First  Lieutenant,  3  April,  1811.     Resigned 
in  1847. 
Thwing,  Watlianiel. 

Second  Lieutenant,  22  July,  1776.     Disbanded  with  the  Navy  of  the  Revolution. 
Tilton,  McLiane.  ' 

Second  Lieutenant,  3  March,  1861.     First  Lieutenant,  1  September,  1861.     Cap- 
tain, 10  June,  1864.     In  service. 
Towns,  Thomas. 

Second  Lieutenant,  30  August,  1805.     Resigned  31  March,  1806. 
Tupper,  Charles  C. 

Second  Lieutenant,  3  March,  1819.     First  Lieutenant,  31  January,  1833.     Captain, 
1  July,  1834.     Brevet  Captain,  31  January,  1832.     Died  18  January,  1838. 
Turner,  George  P. 

Second  Lieutenant,  37  September,  1856.     Dismissed  25  June,  1861. 
Turner,  James  A. 

Second  Lieutenant,  22  June,  1880. 
Turner,  William  C. 

Second  Lieutenant,  12  March,  1875. 
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Twiggs,  JLevi. 

Second  Lieutenant,  10  November,  1813.     First  Lieutenant,  18  June,  1814.     Cap- 
tain, 2H  February,  1830.     Major,  15  November,  1840.     Brevet  Captain,  3  March, 
iy35.     Killed  in  battle,  13  September,  1847. 
Tyler,  H.  B. 

Second  Lieutenant,  3  March,  1823.  First  Lieutenant,  1  April,  1830.  Captain, 
13  March,  1845.  Adjutant  and  Inspector  with  rank  of  Maior.  Dismissed  4  May. 
1861.. 

Tyler,  H.  B.,  Jr. 

Second  Lieutenant,  2  January,  1855.     Dismissed  21  June,  1861. 

Vrquetaart,  Joliu. 

Second  Lieutenant,  5  March,  1811.  First  Lieutenant,  30  April,  1812.  Resigned 
in  1812. 

Talette,  lionis  de  la. 

First  Lieutenant,  24  August,  1776.     Disbanded  with  the  Navy  of  the  Revolution. 
¥an  Dyke,  Abrabam. 

First  Lieutenant,  22  July,  1776.     Disbanded  with  the  Navy  of  the  Revolution. 

Wait,  Marinaduke. 

Second  Lieutenant,  16  January,  1801.     Last  appearance  in  Register  of  1801. 
Wallace,  William. 

Second  Lieutenant,  14  June,  1862.  First  Lieutenant,  iQ  June,  1864.  Captain, 
3  October,  1876.  Brevet  First  Lieutenant,  8  September,  1863,  for  gallant  and 
meritorious  services  at  the  night  attack  upon  Fort  Sumter,  8  September,  1863. 
Brevet  Captain,  14  January,  1865,  for  gallant  and  meritorious  services  at  the 
attack  upon  Fort  Fisher,  13,  14  and  15  January,  1865.  In  service. 
Wallach,  Ricbard. 

Second  Lieutenant,  24  April,  1869.    First  Lieutenant,  22  January,  1876.     In 
service. 
Waller,  £,ittleton  W.  T. 

Second  Lieutenant,  26  June,  1880. 
Wales,  Samuel. 

Second  Lieutenant,  10  November,  1800.     Resigned  20  February,  1801. 
Waldron,  ST.  S. 

Second  Lieutenant,  13  September,  1831.    First  Lieutenant,  25  July,  1834.    Captain, 
16  March,  1847.    Brevet  Major,  22  July,  1848.    Died  31  February,  1857. 
Walker,  George  W. 

Second  Lieutenant,  10  June,  1817.    First  Lieutenant,  3  March,  1831.     Brevet  Cap- 
tain and  Quartermaster.     Captain,  1  July,  1834.    Brevet  Captain,  3  March,  1831. 
Died  29  August,  1851. 
Wainwrigbt,  R.  I>. 

Second  Lieutenant,  15  February,  1807.  First  Lieutenant,  23  January,  1809.  Cup- 
tain,  29  September,  1812.  Lieutenant-Colonel,  1  July,  1834.  Brevet.  Major, 
3  March,  1823.  Brevet  Lieutenant-Colonel,  3  March,  1837.  Died  5  October, 
1841. 

Wainwrigbt,  R.  B. 

Second  Lieutenant,  4  December,  1869.  First  ]>ieutenant,  17  March,  1877.  In 
service. 

Ward,  A.  W. 

Second  Lieutenant,  14  June,  1862.     Died  17  March,  1867. 

Washbnrn,  I.  H. 

Second  Lieutenant,  18  March,  1864.  First  Lieutenant,  29  August,  1867.  In 
service. 
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Watkins,  T.  L..  C. 

Second  Lieutenant,  23  May,  1826.     First  Lieutenant,  1  July,  1834.     Died  31  Octo- 
ber, 1840. 
Watson,  Arthur  li. 

Second  Lieutenant,  9  March,  1865.     First  Lieutenant,  18  May,  1871.     Retired 
29  March,  1878. 
Watson,  Henry  B. 

Second  Lieutenant,  5  October,  1836.  First  Lieutenant,  3  March,  1847.  Brevet 
Captain,  20  November,  1847.     Resigned  1  January,  1855. 

Watson,  Josiah. 

Second  Lieutenant,  31  June,  1835.  First  Lieutenant,  3  March,  1847.  Captain, 
10  December,  1855.    Major,  16  November,  1861.     Died  5  February,  1864. 

Watson,  Samuel  E. 

Second  Lieutenant,  4  July,  1813.  First  Lieutenant,  18  June,  1814.  Captain,  28 
March,  1820.  Major,  1  July,  1834.  Brevet  Lieutenant-Colonel,  28  March,  1830. 
Died  17  November,  1847. 

Weaver,  James. 

First  Lieutenant,  37  September,  1798.     Resigned  31  August,  1803. 

Webster,  F.  D. 

Second  Lieutenant,  18  March,  1864.     First  Lieutenant,  5  December,  1867.    In 
service. 
Webster,  lie  Roy  C. 

Second  Lieutenant,  1  July,  1874.     In  service. 

Weed,  Elijah  J. 

Second  Lieutenant,  16  January,  1817.     First  Lieutenant,  3  March,  1819.     Captain, 
1  July,  1834.     Quartermaster  with  rank  of  Major.    Brevet  Captain,  7  November, 
1828.    Died  5  March,  1B38. 
Welch,  Henry. 

Second  Lieutenant,  3  March,  1847.     Died  27  August,  1847. 
Welles,  George  M. 

Second  Lieutenant,  12  July,  1862.     First  Lieutenant,  11  January,  1865.     Retired 

29  November,  1874. 
West,  Edward  Li. 

Second  Lieutenant,  17  October,  1834.     First  Lieutenant,  6  October,  1841.     Died 

30  March,  1851. 
Wharton,  Thomas. 

Second  Lieutenant,  28  January,  1799.     First  Lieutenant,  17  October,  1800.     Died 
in  1801. 
Whetcroft,  W.  W. 

Second  Lieutenant,  19  February,  1817.     Resigned  3  August,  1820. 

Whipple,  David. 

Second  Lieutenant,  39  May,  1871.     First  Lieutenant,  16  March,  1879.     In  ser- 
vice. 
White,  Francis  B. 

Second  Lieutenant,  34  September,  1813.     First  Lieutenant,  1 8  June,  1814.    Killed 
in  a  duel,  25  September,  1819. 
Whiting,  Henry. 

Second  Lieutenant,  1  July,  1874.     In  service. 
Whitney,  t.  F. 

Second  Lieutenant,  17  October,  1834.     Cashiered  14  March,  1840. 
Whittier,  Rnfus  A. 

Second  Lieutenant,  23  October,  1856.     Dismissed  30  June,  1858. 
Wiley,  James. 

Second  Lieutenant,  9  January,  1847.  First  Lieutenant,  27  September,  1850. 
Assistant  Quartermaster -with  the  rank  of  Captain.  Captain,  26  J  ulv  1861  Re- 
tired 20  June,  1872.  J,  .    ^xB 
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Williams,  Cliarles  F. 

Second  Lieutenant,  14  June,  1800.  First  Lieutenant,  10  June,  1864.  Captain, 
1  November,  1876.  Brevet  Captuin,  14  January,  1865,  for  gallant  and  merito- 
rious services  at  the  attack  upon  Fort  Fisher,  13,  14  and  15  January,  1865.  In 
service. 

Williams.  H.  A. 

Second  Lieutenant,  28  September,  1798.     Died  1  July,  1800. 
Williams,  Jolin. 

Second  Lieutenant,  20  August,  1805.     First  Lieutenant,  2  March,  1807.     Captain, 
31  January,  1811.     Died  of  wojuds  received  in  action,  August,  1812. 
Williams,  Job  G. 

Second  Lieutenant,  7  May,  1822,     First  Lieutenant,  27  December,  1825.     Captain, 
15  November,  1840.    Died  26  September.  1856. 
Wilmer,  E.  P. 

Second  Lieutenant,  23  January,  1809.    Resigned  19  June,  1809. 
Wilson,  Isaac  R. 

Second  Lteutenant,  10  May,  1838.     Resigned  29  May,  1841. 
Wilson,  Thomas  S. 

Second  Lieutenant,  13  December,  1857.     Dismissed  24  August,  1861. 
Wilson.  W.   D. 

Second  Lieutenant,  23  January,  1809.    First  Lieutenant,  28  June,  1809.    designed 
14  September,  1809. 
Wintbrop,  P.  W. 

Second  Lieutenant,  1808.     First  Lieutenant,  13  February,  1809.    Resigned  6  Mav, 
1811. 
Wood,  Tbomas  X. 

Second  Lieutenant,  1  July,  1776. 
Woodson,  Josepb. 

Second  Lieutenant,  22  April,  1810.  First  Lieutenant,  2  April,  1811.  Resigned 
17  June,  1814. 

Wormeley,  W.  W. 

Second  Lieutenant,  15  August,  1805.    Resigned  17  June,  1806. 

Wrigbt,  William. 

Second  Lieutenant,  1817.     Resigned  8  May,  1818. 

Wynkoop,  D.  S. 

First  Lieutenant,  16  November,  1798.     Lost  in  the  '^Insurgent" 


Tates,  Tbomas  T. 

Second  Lieutenant,  1817.    Dismissed  17  August,  1817. 

Yonng,  Albert  B. 

Secord  Lieutenant,  18  March,  1864.     First  Lieutenant,  29  November,  1867.    Re- 
signed 31  January,  1873. 
Tonng,  James  IS. 

Second  Lieutenant,  14  June,  1862.     First  Lieutenant,  22  June,  1864.     Resigned 
20  January,  1865. 

Tonng,  Jobn  F. 

Second  Lieutenant,  4  April,  1838.     Died  9  February,  1839. 

Tonng,  J.  M.  T. 

Second   Lieutenant,  3  July,  1864.     First  Lieutenant,  9  August,  1868.     In  ser- 
vice. 

Tonng,  T.  M.  W. 

Second  Lieutenant,  20  February,  1822.     Died  7  July,  1835. 
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Toung,  W.  li. 

Second  Lieutenant,  33  February,  1835.     First  Lieutenant,  12  March,  1845.     Brevet 
Captain,  18  September,  1817.     Died  13  December,  1857. 

Tonngblood,  £.  H. 

Second  Lieutenant,  37  March,  1856.     Resigned  38  February,  1857. 

Zeilin,  W.  F. 

Second  Lieutenant,  19  December,  1871.     First  Lieutenant,    6  December,  1879, 
Died  4  June,  1880. 
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^    LIST 

op   THE 


YE8SELS  OF  WAR  OF  THE  UMTED  STATES  NA7Y. 

1797-1881. 


SAILI?(G    VESSELS. 


Name.  Tons 

Active 123 

Adams 530 

Adolph  Hugel 369 

A.  Hougbton 326 

Alabama,  re-named 

New  Hampshire 2600 

Albany 1064 

Albemarle 200 

Alert 300 

Alligator 40 

Alligator,  2nd 

Alligator,  3rd 198 

Amanda 368 

America — Yacht 

Annie 37 

Argus 298 

Argus,  2nd 509 

Ariel 19 

Ariel,  2nd 

Ariel,  3rd 

Arietta 199 

Arthur 554 

Asp 56 

Asp,  2nd 57 

Asp,  3rd 56 

Augusta 

Bainbridge 359 

Baltimore 422 

Beagle 53 

Beauregard 101 

Ben  Morgan 

Bohio 196 

Bonita 76 

Boston,  3rd 700 

Boston,  4th 700 


Ouns.  Remarks. 

2  Purchased  1837. 

38     Built  1799.     Burned  at  Hampden,  Me.,  1814. 

3  Purchased  1863.     Mortar  Schooner. 
3     Purchased  1862.     Sold. 


15 

20 

20 
4 
1 

12 
6 

"i 

16 
18 
1 
4 
1 
3 
6 
3 
2 
3 
14 

10 

30 
3 
1 

2 

1 
28 
18 


Built  1818.     Receiving  Ship  at  Norfolk,  1874. 

Built  1843.     Foundered  at  Sea,  1854. 

Built  1865.     Sold. 

Captured  1812.     Broken  up,  1839. 

Built  1813.    Originally  Gunboat  166.     Sunkl814. 

Purchased  1813.     Captured  at  New  Orleans,  1814. 

Built  1821.     Lost  at  Carysfort  Reef,  1823. 

Purchased  1S62.     Sold. 

Purchased  1¥62.     Soid. 

Built  1864.     Wrecked  on  Coast  of  Florida,  1865. 
Built  1803.     Captured  in  British  Channel,  1813. 
Built  1814.    Burned  at  Washington,  1814. 
Purchased  l.¥63.     Sold. 
Purchased  1^1 -i.     Sold  1815. 
Purchased  1831.     Sold  1833. 
Purchased  1 1 62.     Mortar  Schooner. 
Purchased  1802.     Sold. 
Purchased  1818.     Sold  1834. 
Purchased  1813.     Sold  1815. 
Purchased  1813.     Sold  1834. 
Purchased  1799.     Sold  1801. 


Built   1843.     Foundered 

August,  1863. 
Purchased  1798. 
Purchased  1822. 
Captured  1862. 
Purchased  1863. 
Purchased  1862. 
Purchased  1846. 
Built  1799. 
Built  1825. 
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on   Atiantic  Coast,   31 

Sold  1801. 

Sold  1825. 
Sold. 

Sold. 

Sold. 

Sold  1849. 
Burned  at  Washington,  1814. 
Lost  at  Eleuthera,  West  Indies,  1846. 
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Name.  Tons. 

Boxer 370 

Boxer,  3nd 194 

Brandy-wine 1726 

Brazilieras 540 

Bi^ffalo 

Bull  Dog 

Caledonia 

Camel 

Carmita 61 

Carolina 230 

Charles  Phelps 362 

Charlotte 70 

Chippewa 390 

Chippewa,  2nd 

Chesapeake 1244 

Chotauk 53 

Columbia 1508 

Columbia,  2nd 1726 

Columbus 2480 

Concord 700 

Congress 1268 

Congress,  4th 1867 

Connecticut,  2nd 492 

Conquest 82 

Consort 230 

Constellation 1236 

Constitution 1335 

C.  P.  Williams 310 

Corporation 

Corypheus — Yacht 

Courier 554 

Crescent 

Cumberland 1726 

Cyane 

Cyane,  2nd 695 

Dale 320 

Dan  Smith 149 

Dart 94 

Decatur 566 

Decoy 

Delaware,  2nd 321 

Delaware,  2nd 2633 

Detroit 400 

Dispatch 50 

Dolphin,  2nd 198 

Dolphin,  3rd 224 

Eagle 

Eagle,  3rd 

Eagle,  3rd 

Electra 248 

Elizabeth 


OuTis.  Bemarks. 

14     Built  1815.     Lost  oflf  Balize,  1817. 
10    Built  1831.     Sold  1848. 

44     Built  1821.     Launched  1825.     Destroyed  bv  fire 
at  Norfolk,  Va.,  1864. 

Purchased  1862.     Sold. 

Purchased  1814.     Sold  1820. 

Purchased  1814.     Sold  1821. 

Captured  1813.     Sold. 

Purchased  1814.     Sold  1820. 

Built  1865.     Condemned  at  Key  West,  1865. 

Blew  up  at  New  Orleans,  1814. 

Purchased  1862.     Sold. 

Purchased  1863.     Sold. 

Built  1815.     Lost.     Caycos,  W.  I. 

Built  1815.     Broken  up  or  sold  between  1815  and 

1824. 
Captured  June  1,  1813. 
Purchased  1863.     Sold  I860. 
Built  1814.    Burned  on  stocks  at  Washington,  1814. 
Launched  1836.     Destroyed  at  Nor- 
1861. 


6 
5 

2 

3 

5 

14 

1 

2 

14 

44 

36 
1 

44 
44 

74 

18 

36 

44 

24 

3 

6 

10 

6 

3 

2 

3 
36 

44 

34 


3 

1 
16 

6 
20 
74 
18 

2 
12 
10 

2 
20 
12 

2 

2 


Lost  on  East  coast  of  Africa,  1843. 

Broken  up  1836. 

Destroyed  at  Hampton  Roads,  1863. 


Built  1825. 

folk,  Va. 
Built  1816. 
Built  1828. 
Built  1799. 
Built  1839. 
Sold  1801. 
Purchased  1813.     Sold  1815. 
Built  1836.     Sold  1844. 
Rebuilt  1854. 
Built  1797.    In  service.    Repaired  at  Philadelphia 

Navy  Yard,  1874.     Laid  up  at  New  York. 
Purchased  1803.     Mortar  Schooner. 
Purchased  1814.     Sold  1830. 
Purchased  1803.     Sold. 
Purchased  1803.     Wrecked  4  June,  1864. 
Presented  to  the  Dey  ol'  Algiers. 
Built  1825.     Launched  1842.     Razeed.     Sunk  in 

Hampton  Roads  by  the  Merrimac. 
Captured  1815.     Broken  up  1836. 
Built  1837.     At  Mare  Island  Navy  Yard,  1874. 

Built  1838.     At  Naval  Academy,  Annapolis,  1874. 

Purchased  1862.     Mortar  Schooner. 

Purchased  1862.     Sold. 

Built  1838.     Sold. 

Purchased  1822.     Sold  1826. 

Purchased  1798.     Sold  1801. 

Built  1817.     Destroyed  at  Norfolk,  Va.,  1861. 

Captured  1813. 

Purchased  1814.     Sold  1820. 

Built  1831.     Sold  in  the  Pacific,  1835. 

Built  1836.    Destroyed  at  Norfolk,  1861. 

Purchased  1812.     Captured  3  June,  1818. 

Built  1814.     Sold  1824. 

Built  1814.     Sold  1830. 

Purchased  1846.     Sold. 

Purchased  1812.     Broken  up  15  May,  1815. 
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Name.                     Tons.  Oum.                                  Bemwrks. 

Enterprise,  2nd 135  13  Built  1799.     Enlarged  to  1«5  Tons  in  1811.     Lost 

at  Little  Curacoa.     1833. 

Enterprise,  3rd 19i  10  Built  1831.     Sold  1845. 

Epervier 477  18  Captured  1814.     Lost  at  sea,  1815. 

Erie 009  18  BuiltlS13.     Broken  up  1841. 

Erie,2nd 611  4  Builtl842.     Storeship.     Sold. 

Essex 860  B3  Built  1799.     Captured  1814. 

Kssex,Sr 355  16  Built  1813.     Sold  1810. 

Etban  Allen 556  7  Purchased  1863.     Sold. 

Etna 139  ..  Bomb-Ketcli.     Built  1806.     Lost  at  New  Oi leans, 

1813. 

Etna,  2nd 220  11  Purchased  1813.  Condemned  at  New  Orleans,  1817. 

Etna,  3rd 183  . .  Bomb  Barge.     Purchased  1846.     Sold. 

Eugenia — Schooner Purchased  1863.     Sold  1864. 

Experiment 135  13  Built  1800.     Sold  1801. 

Experiment,  2nd 194  10  Built  1831.     Sold  1848. 

Fair  America 2  Purchased  1813.     Sold  1815. 

Fairfield 700  18  Built  1826.     Sold  and  broken  up. 

Falcon 80  1  Captured  1846.     Sold  1849. 

Falmouth 705  18  Built  1826.     Sold  at  Aspinwall,  1SC3. 

Parralones 383  ..  Built  lf^63.     Steamer  JIassachusetts  altered  to  sail- 
ing— Bark.     Sold. 

Fear  Not 1012  6  Purchased  1862.     Sold  1866. 

Fennimore  Cooper 95  1  Purchased  1853.     Sold  1856. 

Femandina 297  6  Purchased  1862.     Sold. 

Ferret,  2nd 8  Purchased  1812.     Lost  off  Stony  Inlet,  1814. 

Ferret,  2nd 51  3  Purchased  1823.     Lost  in  "West  Indies,  1825. 

Firebrand 13  Purchased  1815.  Condemned  at  New  Orleans,  1819. 

Firefly 333  14  Pnrchased  1814.     Sold  1816. 

Flambeau 300  14  Purchased  1814.     Sold  1816. 

Flying  Fish 90  2  Purchased  1838.     Sold  1842. 

Flirt 150  2  Built  1839.     Sold. 

Fox 130  4  Built  1817.     Condemned  1831. 

Fox 80  2  Built  1864.     Sold. 

Fox,  2nd 51  3  Purchased  1832.     Condemned  1838. 

Franklin 2257  74  Built  1815.     Broken  up  1853-1853. 

Fredonia 800  4  Purchased  1845.     Destroyed  by  earthquake,  1869. 

Frolic 509  18  Built  1813.     Captured  off  Havana,  1814. 

Fulton— Steamship 3000  30  Built  1814.     Blew  up  at  Brooklyn,  1839. 

Ganges 504  24  Purchased  1798.     Sold  1801 

Gemsbok 623  7  Built  1863.     Sold. 

Gem  of  the  Sea 371  4  Purchased  1863.     Sold. 

General  Greene 645  28  Built  1799.     Burned  at  Washington,  1814. 

General  Pike 875  24  Bnilt  1813.     Sold. 

George  Maughan 274  3  Purchased  1863.     Mortar  Schooner. 

George  Washington 624  24  Purchased  1798.     Sold  1808. 

Georgiana 280  16  Captured  1813.    Recaptured  off  coast,  1814. 

Germantown 939  20  Built  1843.     Destroyed  at  Norfolk,  1861. 

Ghent 1  Built  1815.     Sold. 

G.  L.  Brockenborough Built  1803.    Lost  1863. 

Governor  Tompkins 96  6  Purchased  1813.     Captured  13  August,  1814. 

Grampus 184  1!  Built  1831.     Foundered  off  Charleston,  S.  C,  1843. 

Granite 1  Purchased  1863.     Returned  to  Lighthouse  Board. 

186.5. 

Greenwich 338  16  Captured  1813.   Burned  at  Marquesas  Island,  1814. 

Gr    hound 65  3  Purchased  1822.     Sold  1834. 

Growler 58  2  Purchased  1812. 
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Name.  Tons.     Guns.  1,'e. ■narks. 

Qn^j-d 935        3     Bought  1861.     Originally  National  Guard.     Laid 

up  at  New  York,  1874. 

Guerriere 1508      44     Captured  1814.     Broken  up  1841. 

G.  W.  Blunt 121         1     Purchased  1863.     Sold. 

Hamilton 9  Purchased  1813.     Capsized  10  August,  1813. 

Hecla  ..."....'. 194  .■  Bomb  Barge.     Purchased  1846.     Sold. 

Uelea..... 4  Purchased  1813.     Lost  in  Delaware  Bay,  1815. 

Henry' janes"                    261  3  Purchased  1863.     Mortar  Schooner.     Sold. 

Herald 279  18  Purchased  1798.     Sold  1801. 

Hope 134  1  Purchased  1862.     Sold. 

Horace  Beals 296  3  Purchased  1863.     Sold. 

Hornet,  2nd 10  Purchased  1804.     Sold  1806. 

Hornet  3rd 440  18  Built  1 805.     Lost  off  Tampico,  1829. 

Hudson 1728  44  Purchased  1826.     Sold  1844. 

Idaho 1887        7    Built  1866.     Screw  steamer,  converted  into  sailings 

ship.     Sold  1874. 

Independence 1891      23     Built  181 4.     Razeed  to  a  54.     Receiving  Ship  at 

.      Mare  Island  Navy  Yard,  Cal.,  1874. 

Ino 895        9    Purchased  1862.     Sold  1867. 

Insurgent 36    Captured  1799.     Lost  at  sea,  July,  1800. 

Intrepid 4    Captured  1803.    Blew  up  off  Tripoli,  1804. 

Ironsides,  Jr 200       . .     Built  1864.     Sold. 

Jackal 47        3  Purchased  1823.     Sold  1824. 

James  L.  Davia 461        4  Purchased  1863.     Sold. 

James  S.  Chambers 401         5  Purchased  1863.     Sold. 

Jamestown 888      20  Built  1843.     Sitka,  Alaska. 

Java 1508      44  Built  1814.     Broken  up  1842. 

J.  C.  Kuhn 888         5  Purchased  1863.     Sold. 

Jefferson 18  Built  1814.      Sold  1821,  or  broken  up,  or  unfit  for 

repairs. 

John  Adams 544      28  Built  1799.     Broken  up  1839. 

John  Adams,  2nd 700      18  Built  1830.     Sold  at  Boston,  1865. 

John  Griffith 346        3  Purchased  1863.    Mortar  Schooner. 

John  P.  Kennedy 350        3  Purchased  1853.     Sold  1856. 

Jones 18  Built  1814.     Sold  1821,  or  broken  up,  or  imfit  for 

repairs. 

Julia 53        3  Purchased  1813.     Captured  10  August,  1813. 

Julia Built  1864.     Sold. 

Kingfisher 450        5     Purchased  1862.     Wrecked  on  St.  Helena  Island,,. 

28  March,  186-t. 
Kittatinney, 421        4     Purchased  1862.     '.did. 

Lady  of  the  Lake 89  3  Purchased  1813.     Sold  1815. 

Lawrence 450  20  Built  1813. 

Lawrence,  2nd 364  10  Built  1843.     Sold  1846. 

Levant,  3nd 792  18  Built  1837.     Lost  in  Pacific  Ocean,  1860. 

Lexington,  3nd 691  18  Built  1835.     Sold. 

Lightning Built  1865.     Sold. 

Louisiana 341  16  Purchased  1813.     Broken  up  1831. 

Lynx 150  6  Built  1814.     Lost  at  sea,  1830. 

Macedonian 1335      88    Captured  1813.     Broken  up  1835. 

Macedonian,  3rd 1140       ..     Built  1832.     Launclied  1836.     Razeed  1853.     In 

ordinary  at  Norfolk,  Va.,  1874.    Sold  Dec,  1875. 
Madison 593      30    Built  1813. 
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Name.  Tons.  Guns. 

Malionese 100         1 

Malek  AlicUiel 250  10 

Maria  A.  Wood 344         2 

Marion 566  16 

Maryland 380  20 

ilatthew  Vassar 182         3 

Matthew  Vassar 1 82        3 

Merrimac 530  34 

Midnight 386         5 

Mohawk 32 

Montezuma 347  20 

Montgomery 6 

Morning  Light 937         S 

Katchez 700  18 

National  Guard 1046        4 

Nautilus 183  12 

New  Orleans 2805  60 

New  York 2633  74 

New  York,  2nd 1130  36 

Norfolk 200  18 

Norfolk— Packet 349         3 

Niagara 450  20 

Nightingale 1000        1 

Nonsuch 148  14 

North  Carolina 2633  74 

Ohio 3 

Ohio,  2nd 2700         5 

O.H.Lee 199         3 

Oliver  H.Lee 199        8 

Oneida 243  14 

On-ka-hy-e 250         2 

Ontario 509  ly 

Ontario.  3nd 81         3 

Onward V04         3 

Oregon 250         2 

Orvetta 171         3 

Otsego - 

Pampero 1375        4 

Para 190        3 

Patapsco 380  20 

Peacock 509  18 

Peacock,  2nd 559  18 

Pennsylvania 3241  120 

Perry 280  10 

Pert" 3 

Petrel 'C         1 

Phenix 90         2 

Philadelphia 1240  36 

Pilot 120         2 

Pinckney 195  18 

Pioneer 230        6 

Plattsburg 44 


Semar/cs. 
Captured  1846.     Sold  1849. 
Captured  1846.     Sold  1849. 
Purchased  1863.    Mortar  Schooner.     Sold  1866. 
Built  1838.  •  Broken  up.    Rebuilt  as  Steamer.  1874. 
Purchased  1799.     Sold  1801. 
Purchased  1863.    Mortar  Schooner. 
Purchased  1864.     Mortar  Schooner. 
Purchased  1798.     Sold  1801. 
Purchased  1862.     Sold. 
Built  1814.     Sold  1821,  or  broken  up,  or  unfit  for 

repairs. 
Purchased  1798.    Sold  1801. 
Purchased  1813.     Sold  1815. 
Purchased  1862.     Captured  off  Coast  of  Texas, 

21  January,  1863. 
Built  1827.     Broken  up  1840. 
Purchased  1862.     Name  changed  to  Guard,  1865. 
Purchased  1803.     Captured  off  New  York,  1812. 
Built  1815.    On  the  stocks,  Sackett's  Harbor,  1874. 
Built  1818.     Destroyed  at  Norfolk,  1861. 
Built  1799.     Burned  at  "Washington,  1814. 
Purchased  1798.     Sold  1801. 
Purchased  1862.     Mortar  Schooner. 
Built  1813. 
Purchased  1862. 
Purchased  1812. 


Sold  11  February,  1865. 
Dropped  from  Navy  List,  1826. 


Built  1818.     Broken  up.     Sold  1867. 

Built  1813.     Captured  12  August,  1814. 

Built   1820.      Launched   1820.      Receiving  Ship, 
Boston,  1874.     Laid  up  at  Boston. 

Purchased  1864.     Sold. 

Purchased  1863.     Mortar  Schooner. 

Built  1809.     Sold. 

Purchased  1843.    Lost  on  Caycos  Reef,  "V7.  L,  1848. 

Built  1813.     Sold  1819. 

Purchased  1813.     Sold  1815. 

Purchased  I860.     Storeship  at  Callao,  Peru,  1874. 

Purchased  1841.     Sold  1845. 

Purchased  1861.     Mortar  Schooner. 

Built  1840.     Transferred  from  the   War  Depart- 
ment, and  returned  to  it,  1844-1845. 

Purchased  1860.     Sold  1SIJ7. 

Purchased  1860.     Mortar  Schooner. 

Purchased  1799.     Sold  1801. 

Built  1813.     Broken  up  1828. 

Built  1828.     Lost  at  Columbia  River,  1841. 

Built  1822.     Launched  1837.     Destroyed  at  Nor- 
folk, Va.,  1861. 

Built  1843.     Sold  1865. 

Purchased  1S13.     Sold  1815. 

Purchased  1 S46,  Transferred  to  Coast  Survey,  1850.. 

Purchased  1841.     Sold. 

Built  1799.     Wrecked  off  Tripoli,  1803. 

Built  1R36.  Sold  1838. 
Sold  1801. 
Sold  1844. 
Broken  up  or  sold  between  1815  and 


Built  179^. 

Built  1836. 

Built  1815. 

1824. 
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Name.  Tons. 

Plymouth 989 

Poinsett — Steamer 250 

Porcupine 

Porpoise 198 

Porpoise,  2nd 224 

Portsmouth 593 

Portsmouth,  2nd 846 

Potomac 1457 

Preble 

Preble.  2nd 56fi 

President 157(i 

President,  2nd 

Prometheus 290  ' 

Pursuit 60S 

Queen  Charlotte 300 

Racer 252 

Rachel  Seaman 308 

Ranger 

Ranger,  3rd 

Raritan 1726 

Rattlesnake 278 

Raven — Transport 50 

Reefer 76 

Release 327 

Relief 468 

Renshaw 80 

Restless 265 

Retaliation 107 

Revenge,  3rd 

Richmond 200 

Roanoke 

Roebuck 455 

Roman 350 

Rosalie 28 

Sabine 1457 

Saint  Lawrence 1726 

Saint  Louis 431 

Saint  Mary's 7C6 

Sam  Houston 66 

Samuel  Rotan 212 

Santee 1475 

Sarah  Bruen 238 

Saranac 360 

Saratoga 757 

Saratoga,  2nd 


Ouns. 
20 
2 

1 
12 

10 
24 
14 

20 

7 
16 
44 

2 
12 

6 


Traill- 


RemarTcs. 
Built  1843.     Destroyed  at  Norfolk,  Va.,  1861. 
Built  1840.    Transferred  from  the  War  Department 

and  returned  to  it,  1844. 
Built  1813. 

Built  1820.     Lost  in  West  Indies,  1833. 
Built  1836. 
Built  1798. 
Built  1843. 

ing  Ship. 
Built   1819.     Launched    1821.     Receiving   Ship, 

Philadelphia,  1874.     Sold  May,  1877. 
Purchased  1813.     Sold  1815. 
Built  1838.     Burned  at  Pensacola,  27  April,  1863. 
Built  1800.     Captured  off  New  York,  1815. 
Purchased  1812.     Sold  1815. 
Purchased  1814.     Sold  1819. 
Purchased  1860.     Sold. 


Sold  1801. 
North  Pacific  Squadron,  1874. 


14     Captured  1813. 

3  Purchased  1860.     Mortar  Schooner. 

3  Purchased  1860.     Sold. 

14  Purchased  1814.     Sold  15  May,  1821. 

1  Purchased  1814.     Sold  1816. 

44  Built  1842.     Launched  1843.     Destroyed  at  Nor- 
folk, Va.,  1861. 

14  Purchased  1813.     Captured  at  sea,  1814. 

1  Purchased  1813.     Sold  1815. 

1  Purchased  1846.     Sold  1849. 

3  Purchased  1856.     Sold. 

2  Built  1836.     Receiving  Ship,  Washington,  1874. 

Laid  up. 
. .     Purchased  1864.     Sold. 

4  Purchased  1860.     Sold. 

14    Captured  1798.     Recaptured  in  West  Indies,  1798. 

Original  name,  Le  Croyable. 
12    Purchased  1807.     Lost  off  Newport,  R.  L,  1811. 
18     Purchased  1798.     Sold  1801. 
7  'Transferred  from  State  Department,  1814.     Sold 

1816. 
4     Purchased  1860.     Sold. 
1     Purchased  1860.     Sold. 
1     Built  1864.     Sold. 

22     Built  1855.     Receiving  Ship,  Portsmouth,  N.  H., 

1874.     Laid  up,  Portsmouth. 
..     Built   1836.      Launched    1847.     Used   as  Marine 

Barracks  at  Norfolk,  1874.     Sold  1875. 
18    Built  1828.     Receiving  Ship,  League  Island,  1874. 
20     Built  1848.     State  School  Ship,  iSTew  York,  1874. 

1  Purchased  1860.     Sold. 

2  Purchased  1860.     Sold. 

48     Built  1855.     At  Annapolis  Naval  Academy,  1874. 
Gunnery  Ship. 

3  Purchased  1860.     Mortar  Schooner.     Sold. 
14     Built  1815.     Sold  1818. 

4  Built  1843.     Training  Ship. 
26     Built  1814.     Sold  1824. 
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Name.  Tons  Gvns. 

Savannah 1475 

Scorpion 2 

Scourge 16 

Scourge,  2nd 10 

Sea  Foam 364         3 

Sea  Gull,  2nd 100        2 

Sea  Gull— Steam  Galliot,  150        3 

Seahorse 1 

Shark 177  13 

Shark 87         1 

Shop  ark  Knapp 838         8 

Somers 2 

Somers,  2nd 259  10 

Sophronia 217        3 

Southampton 567         4 

Spark 300  14 

Spark,  2nd 1 

Spitfire,  2nd 103 

Spitfire,  3rd 286  12 

Stonewall 30        1 

Stromboli 193 

Superior 44 

Supply 547        4 

Surprise — Ketch 12 

Sylph 300  16 

Sylph,  2nd 1 

Syren 250  IB 

Tampico 80        1 

Taney 1 

T.  A.  "Ward 234        3 

Tchefonta— Block  Ship,  1500  23 

Terrier 61        3 

Tickler 50 

Ticonderoga 17 

Tigress 1 

Tom  Bowline 260  12 

Torch 260  13 

Torpedo 

Trippe 1 

Troup 16 

Trnmbull,  3rd 400  24 

Truxtun 331  10 

Two  Sisters 54        1 

United  States 1576  44 

Valparaiso 403 

Velocity 

Vengeance 93 

Vermont 3633  16 

Vesuvius 92 


Jiemarl-ii. 
Built  1842.     Launched   1842. 

nary,  Norfolk,  Va..  1874. 
Purchased  1812. 
Captured  1804. 

a  Priviiteer. 
Captured  1813. 
Purchased  1860. 
Purchased  1838. 
Purchased  1823. 
Purchased  1813. 


Razeed.     In  ordi 


Captured  5  September,  1814. 
Sold  1813.     Originally,  Transfer. 


Capsized  10  August,  1813. 

Sold. 

Lost  off  Cape  Horn,  1839 

Sold  1840. 

Burned  1814. 
Built  1821.     Lost  at  Columbia  River,  184G. 
Built  1864.    Name  changed  to  George  W.  Rodgers. 
Purchasea  1860.     "Wrecked  at  Cape  Haytien,  18 

May,  1863. 
Purchased  1812.     Captured  12  August,  1814 
Built  1842.     Sunk  off  Vera  Cruz,  1846. 
Purchased  1860.     Mortar  Schooner. 
Built  1842.     Storeship.     Sold. 
Purchased  1814.     Sold  1826. 
Purchased  1831.     Sold  1833. 

Bomb  Ketch.     Purchased  1805.      Broken  up  1830. 
Purchased  1814.     Sold  1816. 
Captured  1864.     Sdld. 
Bomb  Barge.     Purchased  1846.     Sold. 
Built  1814.     Sold  1831,  or  broken  up,  or  unfit  for 

repairs. 
Purchased  1846.     Laid  up.  New  York,  1874. 
Purchased  1815.     Condemned,  New  Orleans,  1820. 
Built  1813.     Broken  up  1820. 
Purchased  1831.     Lost  in  West  Indies,  1831. 
Built  1 803.     Captured  at  sea,  1814. 

Captured  1846.     Sold  1849. 

Built  1846.     Transferred  from  Treasury  Depart- 
ment and  returned  to  it. 
Purchased  18tiO.     Jlortar  Schooner. 
Built  1814.     Sold  on  stocks. 
Purchased  1822.     Sold  1825. 
Bomb  Ketch.     Purchased  1813.     SoIl.  1818. 
Purchased  1814.     Sold  1824. 
Purchased  1813.     Captured  4  September,  1814. 
Purchased  1814.     Sold  1818. 
Purchased  1814.     Sold  1816. 
Purchased  1814.     Sold  1818. 
Purchased  1812.     Burned. 
Purchased  1812.     Sold  1815. 
Built  1798.     Sold  1801. 
Built  1842.     Lost  at  Tuspan,  1846. 
Built  1864.     Sold. 

Built  1797.     Destroyed  at  Norfolk,  Va.,  186-. 


Built  1864. 
Built  1863. 

1863. 
Bomb  Ketch 
Built   1848. 


Sold. 

Captured  at  Sabine  Pass,  21  January, 


Purchased  1805.     Broken  up  1818. 
Receiving   Ship,   New   York,  1874. 
Laid  up,  New  York. 
Bomb  Ketch.     Purchased  1806.     Broken  up,  1829; 
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Name.                      Tons.  Ouns.                                     Remarlcs. 

Vesuvius,  2nd 239  Bomb  Ketch.     Purchased  1846.     Sold. 

Vincennea 700  18     Built  1825.     Sold  1867. 

Viper 10     Built  1804.     Captured  at  sea,  181 B. 

Virginia.   .... ! 2633  74     Built  1818.     Broken  up  on  stocks,  1874. 

Vi^^n 185  12     Built  1808.     Captured  at  sea,  1812. 

Vixen,  2nd 14     Purchased  1813.     Captured  at  sea,  1813. 

"Wanderer    300  4     Purchased  1860.     Sold. 

Warren,  2nd 385  20     Built  1798.     Sold  1801. 

Wan  en,  3rd 697  18     Built  182.1.     Sold  at  Panama,  and  used  as  a  coal 

liulk  by  Pacilic  Mail  Steamship  Company,  1874. 

Washington 2250  74     Built  ISlC.     Broken  up  1843. 

Washington,  3rd 22.50  74     Buil,tl814.     Broken  up  1843. 

Washington,  4th 10  Built  1843.  Transierred  from  Treasury  Depart- 
ment, and  returned  to  it,  1848. 

Wasp,  2nd 450  18     Built  180(i.     Captured  at  sea,  1812. 

Wasp,  3rd 509  18     Built  1813.     Lost  at  sea,  1817. 

Wave 1     Purchased  1838.     Sold. 

Weasel 53  3     Purchased  1822.     Sold  1825. 

Wild  Cat 48  3     Purchased  1822.     Lost  in  the  West  Indies,  1834. 

Wildcat 30  1     Built  1864.     Sold. 

William  Bacon 183  3     Purchased  1860.     Mortar  Schooner. 

William  Badger 334  1     Purchased  1860.     Sold. 

William  G.  Anderson ...   593  7     Purchased  1860.     Sold  1866. 

Yorktown 566  16     Built  18:!«.     Lost  at  Cape  de  Verde. 

REVENUE    SERVICE. 

Diligence 187  12     Built  1798.     Returned  to  the  Revenue  Service. 

Eagle 187  14     Built  1798.     Sold  1801. 

General  Greene 98  12     Built  1798. 

Governor  Jay 187  14     Built  1798.     Returned  to  the  Revenue  Service. 

Pickering 187  14     Built  1798.     Lost  at  sea,  1800. 

Scammel 187  14     Built  1798.     Sold  1801. 

South  Carolina ..  13     Built  1798.     Returned  to  the  Revenue  Service. 

Virginia,  2nd 187  14     Built  1798.     Returned  to  the  Revenue  Service. 

STEAM     VESSEILS. 

Abraham 700  . .     Paddle.    Purchased  1862-63.    Sold  30  Sept.,  1868. 

Abeona 200  6     Paddle.    Purchased  1864-65.    Sold  17  Aug.,  1865. 

Acacia 800  4     Screw.     Purchased  1863-64.     Sold. 

A.C.Powell 65  1     Screw.     Purchased  1861-62.     Sold  20  June,  186.5. 

Adams 615  ..     Screw.     Built  1874.     Pacific  Srjuadron. 

Adela 583  6     Paddle.    Purchased  1863-64.    Sold  30  Nov.,  1865. 

Admiral 1248  5     Screw.     Purchased   1863-64.      Name  changed  to 

Fort  Jlorgan,  1  September,  1864. 

Advance 880  4    Paddle.     Purchased  1864-65.     Name  changed  to 

Frolic. 

Agamenticus 1085  4  Iron-clad.  Built  1861-62.  Renamed  Terror.  Re- 
building at  Camden. 


GENERAL    NAVY   REGISTEU. 


809 


Name.  Tons.     Ovm.  Semarh. 

Agawam 974         8     Paddle.     Built  1861-62.     Sold  18CT. 

Alabama 1361         9     Paddle.    Purchased  1862-63.    Sold. 

A'ai'm Fowler  Wheel.     Built  1874.    Torpedo  boat. 

Alaska 1123       13     Screw.     Built  18(18.     Pacific  Squadron. 

Albutros 378         4     Screw.     Purchased  1861-6;i.     Sold  8  Sept.,  1865. 

Alert 831       10    Screw.     Built  1866. 

Alert. 541        ..     Screw.     Built  1874.     Asiatic  Squadron. 

Alert,  2nd 65        2     Screw.    Purchased   1863-64.    Name  chano-ed  to 

Watch,  1  October,  1865. 

Alexandria 60        2    Paddle.    Purchased  1863-64.   Sold  17  Aug.,  1865. 

Alfred  Robb 75         4     Screw.     Purchased  1861-63.     Sold  17  Aug.,  1865 

Algoma 488        2    Screw.      Built    1864-65.      Originally    Bquando. 

Broken  up  1875. 

Algonquin 974       10    Paddle.    Purchased  1863-64.     Sold  21  Oct.,  1869. 

Alleghany 1000       ..     Horizontal  Hunter  Paddles.     Built   ]84o.     First 

vessel  with  an  iron  hull  in  the  United  States' 

Navy.    Converted  into  Screw,   la51.    Sold  15 

May,  1869. 

Alliance 615       ..     Screw.     Built  1874.     North  Atlantic  Squadron. 

Alpha Screw.     Purchased  1864-65.     Sold  15  Sept.,  1865. 

Althea 73         1     Screw.    Purchased  18o3-64.    Sunk  by  torpedo,  12 

March,  1865. 

Amaranthus 182        3     Screw.    Purchased  1864-65.     Sold  5  Sept.,  1865. 

Amnionoosuc 3300       23     Screw.      Built   1864.     Now   Iowa.      Laid  up   at 

Boston. 

Anacosta 317        1     Screw.    Purchased  1858.    Sold  20  July,  1865. 

Anemone 156         4     Screw.     Purchased  1864-65.     Sold  35'Oct.,  1865 

Antelope 173         6     Paddle.     Purchased  1863-64.     Sold. 

Antietam 2490       21     Screw.    Built  1870.    Store  ship.  League  Island. 

Antona 565        4    Screw.    Purchased  1863-64.     Sold  30  Nov.,  1868. 

Arapahoe 3348      13     Screw.    Built  1864-65.    Not  built. 

Arapahoe 2200        8    Screw.    Built  1863-64. 

Arctic 255       ■ .     Screw.    Purchased  1855.    Sold. 

Arethusa 195        2    Screw.    Purchased  1SU4-65.     Sold  3  Jan.,  1866. 

Argosy 219        8    Paddle.    Purchased  lb63-64.     Sold  17  Aug.,  1868. 

Aries 830        7    Screw.    Purchased  1863-64.     Sold  1  Aug.,  1865. 

Arizona 950        2    Paddle.    Purchased  1863-63.     Destroyed  by  fire, 

37  February,  1865. 

Arkansas 753        6     Screw.    Purchased  1863-64.     Sold  20  July,  1865. 

Aroostook 507        4     Screw.    Built  1861-63.    Sold  September,  1«69. 

Ascutney 974        8    Paddle.    Built  1861-63.    Sold. 

Ashuelot 786         6    Paddle.    Built  1865.    Asiatic  Squadron. 

Aster Tug.    Purchased  1863-64.    Wrecked  8  Oct.,  1864. 

Atlanta 1006         4     Iron-clad.     Captured  1864-65.     Sold  4  May,  1862. 

Augusta 1310        8    Paddle.    Purchased  1861-63.     Sold. 

Augusta  Dinsmore 850        3    Screw.    Purchased  1863-64.     Sold  5  Sept.,  1868. 

Avenger 750         7     Ram.     Built  1863-64.     Sold  29  November,  1865. 

Azalia 176        2    Screw.     Purchased  1864-65.     Sold  10  Aug.,  1868. 

Baltimore 500        2    Paddle.    Purchased  1863-64.    Sold  23  June,  1865. 

Banshee 533         5     Paddle.     Purchased  1863-64.     Sold  30  Nov.,  1868. 

Barrataria „      ..        ..     Grounded  and  destroyed,  7  April,  1863. 

Baron  deKalb 511       13    Ironclad.    Purchased  1861-63.    Sunk  by  torpedo 

July,  1863. 

Bat 530        3    Screw.    Purchased  1864-65.     Sold  25  Oct.,  1865. 

Benefit Paddle.     Purchased  1864-65.      Charter  expu'ed 

1865 ;  returned  to  owners. 

Benton 1000       16    Ironclad.    Built  1861-62.    Sold  39  Nov.,  1865. 

Berberry 163        4     Screw.    Purchased  1864-65.    Sold  10  July,  1868. 

Bermuda 1335        3     Screw.     Purchased  1863-64.    Sold  31  Sept.,  1868. 
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Bienville 1D58       10    Paddle.     Purchased  1861-63.     Sold  1867. 

Blgnonia 321         3     Screw.     Purchased  1864-65.     Sold  13  July,  1868. 

Black  Hawk 903        8    Paddle.     Purchased  1863-63.     Destroyed  Dy  lire, 

23  April,  1805. 

Bloomer 130         3     Paddle.     Purchased   1863-64.     Sunk  and  wreck 

sold,  1865. 

Blue  Light 85  1  Screw.  Purchased  1863-64.  Laid  up,  New  Lon- 
don. 

Bon  Homme  Richard,  2d.371 3       20     Screw.     Built  1864-65.     Not  built. 

Boxer 444        3    Paddle.      Purchased   1866.      Originally   Tristam 

Shandy.     Sold. 

Brilliant 236        4     Stern-wheel.    Purchased  1862-63.     Sold  17  Aug., 

1868. 

Britannia 495        4    Paddle.    Purchased  1863-64.     Sold  10  Aug.,  1868. 

Brooklyn 2070      20    Screw.     Built  1858.     Repairing  at  New  York. 

Buckthome 128        1     Screw.    Purchased  1863-04.     Sold  1869. 

Burlington 814       ..     Built  1875.     Laid  up  at  League  Island. 

Cactus 176         1     Screw.     Purchased  1868-64.     Sold  20  June,  1865. 

Cairo 512       . .     Ii'ou-clad.     Purchased  1861-63.     "Western  Plotilla, 

sunk  by  torpedo,  13  December,  1803. 

Calhoun 508        4    Paddle.     Purchased  1861-63.     Sold  1865. 

Calypso , 630        6     Screw.    Purchased  1863-64.    Sold  80  Nov.,  1865. 

Camanche 496        2     Iron-clad.     Built  1865.     Laid  up  at  Mare  Islaud, 

1874. 

Cambridge 858        5     Screw.    Purchased  1861-63.     Sold  20  June,  1865. 

Camelia 198        2     Screw.    Purchased  1863-64.     Sold  15  Aug.,  1865. 

Canandaigua, 955      10    Screw.    Built  1861-62.    Repairing,  New  York. 

Canonious 550        3    Iron-clad.   Builb  1861-63.   AtPensacola.   Laid  up. 

Canonicus 1084        2    Iron-clad.    Built  1864-65.    At  Pensacola,  1874. 

Carnation 83        2    Screw.    Purchased  1868-64.     S'lld  10  Aug.,  1865. 

Carondelet 512      13    Iron-clad.    Built]861-62.   Western  Flotilla.    Sold 

30  November,  1865. 

Carrabasset 292        6    Paddle.    Purchased  1863-64.     Sold  15  Aug.,  18C5. 

Casco 614        2     Iron-clad.      Built  1863-64.     Re-named  Hero  at 

Washington,  1874.    Broken  up  1875. 

Catalpa 1900        3     Screw.  Purchased  1864-65.   Yard  Tug,  New  York. 

Catawba 1034        2    Iron-clad.    Built  1861-03. 

Catskill 496        2     Iron-clad.    Built  1861-63.    Brandon,  James  River. 

Cayuga 507        6     Screw.     Built  1801-63.     Sold  25  October,  1865. 

Ceres 144        1     Screw.    Purchased  1861-03.     Sold  25  Oct.,  1865. 

Champion 115        4    Paddle.    Purchased  1803-64.    Sold  29  Nov.,  18Ct). 

Chatham Paddle.     Purchased  1864-65.     Sold  2  Sept.,  1865. 

Chattanooga 3000        8    Screw.     Built  1803-64.     Suuk  by  ice  at  League 

Island,  and  sold  27  January,  1873. 

Chenango 974        8    Paddle.     Built  1861-03.     Sold. 

Cherokee 606        6    Screw.     Built  1803-64.     Sold  1  August,  1866. 

Chickasaw 450        4    Iron-clad.     Built  1861-63.     Sold. 

Chicopee 974        8    Paddle.     Built  1861-03.     Sold  1867. 

Chillicothe 303        2    Iron-clad.     Built  1801-63.     Sold  39  Nov.,  1805. 

ChiTlicothe 303        3    Iron-clad.     Built  1803-64.     Sold  29  Nov.,  1805. 

Chimo 614        2    Iron-clad.    Built  1863-64.    Re-named  Piscataqua, 

at  Washington,  1874. 

Chippewa 507        4    Screw.    Built  1801-62.     Sold  30  November,  1805. 

Choctaw 1000       ..     Paddle.    Purchased  1801-63.     Sold  1866,  at  New 

Orleans. 

Chocura 507        4     Screw.    Built  1861-63.     Sold  1867. 

Cimarron 860       10     Paddle.     Built  1863-64.     Sold. 

Cimmerone 800       10     Paddle.     Built  1801-63.     Sold  1866. 

C:incinnati 512       . .     Iron-clad.    Purchased  1861-63.     Sold  1866. 
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Name.                      Tons.  Gui 

Circassian 1750  5 

Clara  Dolson 1000 

Clematis 296  3 

Clifton 893  6 

Clinton 50 

Clover 128  2 

Clyde 294  3 

CoBur  de  Lion 60  3 

Cohassett 100  2 

Cohoes 483  3 

Cohoes 614  2 

Collier 177 

Colossus 2137  10 

Colorado 3400  40 

Columbia 

Columbia,  3rd 

Columbine 131  2 

Commodore 80  4 

Commodore  Barney 513  4 

Commodore  Hull 376  3 

Commodore  Jones 543  6 

Commodore  McDonough  534  6 

Commodore  Morris 533  1 

Commodore  Perry 513  4 

Commodore  Read 650  6 

Commodore  Truxton 

Conemaugh 955  8 

Conestoga 

Conflance 1380  13 

Connecticut 1800  5 

Connecticut 1800  11 

Contoocock 2300  8 

Comubia 600  3 

Covington 224  8 

Cowslip 320  3 

Cricket 151  0 

Crocus 

Crusader 549  8 

Curlew 196  6 

Currituck 193  5 

Dacotah...     998  6 

Daffodil 160  2 

Dahlia 50  .. 

Dai-ching 520  7 

Daisy 50 


»•  Remarks. 

Screw.     Purchased  1862-63. 
Paddle.      Captured   1861-62. 

Returned  to  owner,  1865. 
Screw.     Purchased  1864-65. 
Paddle.     Purchased  1861-63. 

Pass,  1863. 
Screw.     Purchased  1864-65. 
Screw.     Purchased  1863-64. 
Paddle.     Purchase<l  1863-64. 


Sold  32  June,  1868. 
Western  Flotilla. 

Sold. 
Captured  at  Sabine 

Sold. 

Sold  21  Sept.,  1868. 
Sold  25  Oct.,  1865. 


Returned  to  Light-House 


Screw.     Built  1861-62. 

Board,  1865. 
Screw.     Built  1861-62.     Yard  Tug,  Boston. 
Iron-clad.     Built  1863-64.     Broken  up  1874. 
Iron-clad.     Built  1864-65.     Broken  up  1874. 
Paddle.     Purchased  1864-65.     Sold  15  Aug.,  1865. 
Screw.      Building  1866.     Originally  Kalamazoo, 

On  the  stocks. 
Screw.     Built  1855.     Receiving  Ship,  New  York. 
Iron-clad.     Wrecked  off  North  Carolina,  1868. 
Purchased  1863-63.     Sold  1867. 
Screw.     Purchased  1863-63.     Captured  23  May, 

1864. 
Paddle.    Purchased  1863-64.     Name  changed  to 

Fort  Gaines,  1  September,  1864. 
Paddle.     Purchased  1861-62.     Sold  20  July,  1868. 
Paddle.     Purchased  1861-63.     '  " 

Paddle.     Purchased  1862-63. 

pedo,  6  May,  1804. 
Paddle.    Purchased  1861-62. 

gust,  1865. 
Paddle.     Purchased  1861-63. 
Paddle.     Built  1861-62.     Sold  13  July,  liOo. 
Paddle.     Purchased  1863-64.     Sold  20  July,  1865. 
Purchased  1862-63.     Sold. 
Paddle.    Built  1801-62.     Sold  1867. 


Sold  27  Sept.,  18(;r 
Destroyed  by  toi'- 

Foundered  23  Au- 

Sold  12  July,  1865. 


Iron-clad.       Built    1861-62. 

Sold  30  November,  1865. 
Screw.    Not  built. 
Paddle.     Purchased  1861-62. 
Paddle.     Purchased  1864-65. 


Western    Flotilla. 


Sold  35  Oct.,  1865. 
Captured  5  May, 


Sold  21  Sept.,  1865. 
Sold  31  Sept.,  1865. 
Screw.     Built  1863-64.    Name  changed  to  Albany, 

and  sold  1873. 
Paddle.     Purchased  1863-64. 
Paddle.     Purchased  1863-64. 

1864. 

Paddle.     Purchased  1863-64.     Sold  1866. 
Purchased  1863-63.     Sold  17  August,  1868. 
Screw.    Purchased  1863-64.     Wrecked  on  Boty's 

Island,  August,  1863. 
Screw.     Purchased  1858.     Sold. 
Purchased  1862-63.     Sold  17  August,  1868. 
Screw.     Purchased  1861-62.     Sold  15  Sept.,  1865. 

Screw.  Built  1858.  Broken  up  at  Mare  Island, 
1870. 

Paddle.    Purchased  1862-63.     Sold  1867. 

Paddle.     Purchased  1863-63.    Sold  17  Aug.,  1865. 

Screw.  Purchased  1863-64.  Grounded  and  des- 
troyed, 26  January,  1865. 

Paddle.    Purchased  1863-63.     Sold  17  Aug.,  1865. 
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Sold  15  Aug.,  1865 

Sold, 
Sold  1  Hov.,  1865. 
Sold  25  Oct.,  1865. 

Sold  12  Sept.,  1865. 
Sold  5  Sept.,  1868. 

Sold. 
Not  built. 
Captured  in  Archi- 

Laid  up,  League 


Name.  Tons.     Chins.  Semari:s. 

Dandelion Ill         2  Screw.     Purchased  1802-63. 

Darlington 300       ..  Paddle.    Purchased  1801-62. 

Dawn 391         3  Screw.     Purchased  1861-02. 

Daylight 682         4  Screw.     Purchased  1861-62. 

Delaware 857        3  Paddle.    Purchased  1 861-62. 

Delta Screw.    Purchased  1864-65. 

DeSoto 1600        9  Paddle.    Purchased  1801-62. 

Detroit 1380      12  Screw.     Purchased  1864-65. 

Diana Screw.    Purchased  1862-63. 

pelago  River,  1 863. 

Dictator 1750        3  Iron-clad.     Built  1861-62-64. 

Island. 

Dispatch 558       ..  Screw.     Purchased  1855.     Sold. 

Dispatch 750        4  Screw.     Purchased  1873.     Special  service. 

Don 390        8  Screw.    Purchased  1 864-65.    In  service. 

Donegal 1124       ..  Paddle.     Purchased  1804-65.     Sold  27  Sept.,  1868. 

Dragon 118        1  Paddle.    Purchased  1861-62.     Sold  20  July,  1868. 

Dunbarton 636        4  Paddle.    Purchased  1864-65.     Sold  1867. 

Dunderberg 5090      10  Iron-clad.     Built   1861-02.     Sold  by  contractor, 

1860,  to  French  Impei-ial  Government,  and  re- 
named the  Eochambeau. 

Eastport 700        8  Paddle.    Built  1861-62.    Grounded  and  destroyed, 

26  April,  1864. 

E.B.Hall 192        4  Screw.    Purchased  1861-62.     Sold  20  June,  1865. 

Edith 400        2  Screw.    Purchased  1847.   Lost  on  California  Coast. 

Elk 163        6  Paddle.    Purchased  1863-64.     Sold  24  Aug.,  1865. 

Ella 230        3  Paddle.    Purchased  1861-62.  ^ 

Ellen 341        4  Paddle.    Purchased  1801-63. 

Ellis 3  Paddle.    Purchased  1861-63. 

Emerald 80       . .  Screw.    Purchased  1864-65. 

Yard,  Portsmouth,»1874. 

Emma 850        8  Screw.    Purchased  1863-64. 

Emma  Henry 621         1  Paddle.    Purchased  1864-65. 

Wasp,  1805. 

Engineer 142         1  Paddle.    Purchased  1836.     Rebuilt  1855. 

Engineer 200       ..  Paddle.    Purchased  1855.     Sold. 

lilnterprise 615       ..  Screw.    Built  1874.    Repairing,  Washington. 

Eolus 344        3  Paddle.    Purchased  1864-65.     Sold  1  Aug.,  1865. 

Epervier 831       10  Screw.    Purchased  1864-65.    Not  built. 

Epsilon Screw.    Purchased  1864-65.     Sold  12  July,  1868. 

Essex 614      17  Iron-clad.     Purchased   1861-62.     Sold  39  Nov. 

1865. 

Essex 615       . .  Screw.    Built  1874.    Repairing,  League  Island. 

Estrella Screw.     Purchased  1864-65.     Sold  1867. 

Etlah 483        3  Iron-clad.    Built  1863-64-65. 

Eureka Screw.    Purchased  1802-63. 

Eutaw 974        8  Paddle.    Purchased  1801-63. 

Exchange 311        7  Paddle.     Purchased  1863-64. 

Fahkee 699         3  Screw. 

Fairplay 800        4  Screw. 

Fairy 173        8  Paddle. 

Fawn 174        7  Paddle. 

Eem 3  Screw. 

Flag 903         9  Screw. 

Flambeau 900        3  Screw. 

Florida 1201         9  Paddle. 

Forest  Rose 3C3        6  Screw. 

Fort  Donelson 900        7  Paddle. 


Sold  15  Sept.,  1865. 
Sold  3  Sept.,  1865. 
Sold. 
Ferry-boat  at  Navy 

Sold  1  Nov.,  1865. 
Name  changed  to 


Sold  1876. 
Sold  15  Sept.,  1868. 
Sold  1807. 
Sold  17  Aug.,  1865. 


Purchased  1863-64. 
Purchased  1863-63. 

Purchased  1864-65. 

Purchased  1863-64. 
Purchased  1862-63. 
Purchased  1861-63. 
Purchased  1801-62. 

Purchased  1861-63. 
Purchased  1862-68. 

Purchased  1864-65. 


Sold  10  Aug.,  1865. 
Sold  17  Aug.,  1805. 

Sold  17  Aug.,  1865. 

Sold  17  Aug.,  1865. 
Sold  17  Aug.,  1865. 
Sold  12  July,  1865. 
Sold  13  July,  1865. 

Sold. 
Sold  17  Aug.,  1865. 

Sold  25  Oct,  1865. 
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Ifame.  Tons. 

^ort  Donelson 900 

Fort  Gaines 80 

Fort  Henry 519 

Fort  Hindman 286 

Fort  Jackson 1770 

Fort  Morgan 1248 

Fortune 306 

Franklin .3680 

Frolic 614 

Fulton,  1st 3000 

Fulton,  2nd 

Fuschia 180 

Galatia 1244 

Galena 910 

Gamage 187 

Gamma 

Gazelle 117 

General  Bragg 700 

General  Burnsids. 201 

General  Grant 204 

General  Lyon 1200 

General  Pillow 500 

General  Price 700 

General  Sherman 187 

General  Taylor. 150 

General  Thomas. 184 

-Genessee 803 

Geranium 222 

Gertrude 350 

■Gettysburg 518 

Gladiolus 97 

Glance 80 

Glasgow 253 

Glaucus 1244 

Glide 283 

Glide 137 

Governor  Buckingham. .  886 

Grampus 300 

Grand  Gulf 1200 

Granite  City 315 

Grape  Shot 26 

Great  Western 

Grossbeak 196 

<Juerriere 2200 

58 


5 
4 
6 

7 

5 
2 

51 


30 


11 
8 
6 
1 


6 

11 

6 

6 


It 

7 


6 

20 


Sold  25  Oct.,  1865. 
Sold  15  Aug.,  1865. 
Sold  15  Aug.,  1865. 
Sold  17  Aug.,  1865. 
Sold  27  Sept.,  1865. 
Sold  5  Sept.,  1865. 


Gum.  Remarlcs. 

Paddle.  Purchased  1863-64. 
Paddle.  Purchased  1864-65. 
Paddle.  Purchased  1861-62. 
Paddle.  Purchased  1868-64. 
Paddle.  Purchased  1862-63. 
Screw.  Purchased  1864-65. 
Screw,    Built  1863-64.     Special  laervice.  Gulf  of 

Mexico,  1874. 
Screw.     Built  1854.     Receiving  Ship. 
Paddle.    Purchased  as  A.  D.  Vance,  1864.     Laid 

up,  Washington. 
Paddle.    Built  1814.    Blew  up,  1829. 
Paddle.     Built  1835.     Launched  1837. 
Screw.     Purchased  1863-64.     Sold  15  Sept.,  1868. 


Screw. 

Screw. 

Paddle. 

Screw. 

Paddle. 


Purchased  1863-64.    Sold  13  Oct.,  1865. 
Built  1873-79.    European  Squadron. 
Purchased  1864-65.     Sold  17  Aug.,  1865. 
Purchased  1864-65.     Sold  25  Oct.,  1865. 


Purchased  1 863-64.     Sold  1 7  Aug 
Western  Flotilla. 


1865. 
Sold 


Returned  to  War 
Returned  to  War 


Sold 


Sold 


Returned  to  War 


Returned  to  War 


Ram.    Captured  1861-62 

1  September,  1 865. 
Paddle.     Purchased  1864-65. 

Department,  1  June,  1868. 
Paddle.    Purchased  1864^65. 

Department,  1865. 
Paddle.     Purchased  1862-63. 
Kara.     Cnptured  1861-63.    Western  Flotilla, 

29  November,  1865. 
Ram.    Captured  1861-63.    Western  Flotilla, 

30  September,  1865. 
Paddle.    Purchased  1864-65. 

Department,  1  June,  1868. 
Paddle.  Built  1845.  Sold. 
Paddle.    Purchased   1864-65. 

Department,  1  June,  1865. 
Screw.    Built  1861-62.    Sold  1867. 
Paddle.    Purchased  1863-64.     Sold  16  Oct.,  1865. 
Screw.    Purchased  1868-64.     Sold  30  Nov.,  1865, 
Paddle.    Purchased  1863 — as  Margaret  and  Jessie. 

Sold  May,  1879. 
Screw.    Purchased  1864-65. 
Screw.     Purchased  1864-65. 

League  Island. 
Paddle.    Purchased  1863-64. 
Screw.    Purchased  1863-64. 
Screw.     Purchased  1864-65. 
Paddle.    Purchased  1863-63 

at  Cairo,  Illinois,  February,  1'863. 
Screw.     Purchased  1863-64.     Sold  13  July,  1865. 
Purchased  1868-64.  Oriijinallylon.  Sold. 
Purchased  1863-04.     Sold  30  Nov.,  1805. 
Purchased   1863-64.     Captured   6  May, 


Sold  15  Sept.,  1865. 
Navy  Yard   Tug, 

Sold  June,  1869. 
Sold  13  July,  1865. 
Sold  15  Aug.,  1865. 

Destroyed  by  fire 


Paddle. 

Screw. 

Paddle. 

1864. 
Screw.   Captured  1861.   Originally  Tug  New  York. 
Purchased  1861-63.     Western  Flotilla.     Sold  20 

November,  1805. 
Paddle.    Purchased  1864-65.     Sold  17  Aug.,  1865. 
Screw.     Built  1863-64.    Sold  1873. 
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l^ame.  Tons. 

Harcourt 68 

Harriet  Lane 619 

Hartford 2000 

Harvest  Moon 546 

Hassalo 3300 

Hastings 293 

Hatteras 1100 

Heliotrope 338 

Hendrick  Hudson 400 

Henry  Brinker 103 

Hetzel 301 

Hibiscus 400 

Hollyliock 300 

Hollyliock 300 

Home V13 

Honduras 376 

Honeysuckle 234 

Housatonic 1240 

Howquah , 397 

Hoyt 19 

Hunchback 517 

Huntress 138 

Huntsville 817 

Huron 541 

Huron 507 

Hyacinth 50 

Hydrangea 334 

Ibex 236 

Ida 104 

Idaho :...2638 

Illinois 2200 

Indianola 443 

LN.  Seymour 133 

Intrepid 330 

Ion 230 

Iosco 974 

Iris 400 

Iris 483 

Iron  Age 838 

Iroquria 695 

Isaac  Kmith 453 

Isonomia 593 

Itasca 507 

luka 940 

Ivy 50 

Tacob  Bell 339 

James  Adger 1151 

Jasamine 220 


Quns.  RemarJcs. 

Screw.    Purchased  1864-65.     Sold  3  Oct.,  1867. 
4    Side- wheel.      Purchased   1861-63.      Captured  at 

Galveston,  Texas,  1  January,  1863. 
18     Screw.    Builtl858.     Repairing,  Boston. 
3    Paddle.    Purchased  1863-64.     Sunk  by  torpedo, 

1  March,  1865. 
8    Screw.     Purchased  1863-64.     Never  built. 
8    Paddle.     Purchased  1864-65.     Sold  17  Aug.,  1865. 
3    Side-wheel.    Purchased  1861-63.     Sunk  by  Ala- 
bama, 11  January,  1863. 
1    Paddle.    Purchased  1863-64.    Sold  30  June,  1865. 
Screw.    Purchased  1863-63.     Sold  13  Sept.,  1865. 
Screw.    Purchased  1861-63.     Sold  30  July,  1865. 
Paddle.     Built  1861-63.    Returned  to  Coast  Sur- 
vey, 1865. 
Screw.    Purchased  1864-65. 
Purchased  1863-64. 
Purchased  1864-65. 
Purchased  1863-64. 
Purchased  1863-64. 

Purchased  1863-64.     „  , 

Built  1861-63.    Bunk  oflf  Charleston  by 
torpedo,  17  February,  1864. 
Screw.    Purchased  1863-64. 
Purchased  1864-65. 
Purchased  1861-63. 
Purchased  1864-65. 
Purchased  1861-63. 
Built  1874.     Wrecked  1879. 
Built  1861-62.     Sold  14  June,  1869. 
Purchased  1863-68.     Sold  17  Aug.,  1865. 
Purchased  1863-64.     Sold  25  Oct.,  1865. 


1 
2 

6 

3 

3 
3 


Paddle. 

Paddle. 

Screw. 

Paddle. 

Screw. 

Screw. 


Screw. 

Screw. 

Paddle. 

Screw. 

Screw. 

Screw. 

Screw. 

Screw. 


20 
3 
3 


Sold. 

Sold  5  Oct.,  1865. 

Sold  5  Oct.,  1865. 
Sold  5  Sept.,  1865. 

Sold  5  Sept.,  1865.. 
Sold  15  Aug.,  1865. 


Sold  10  Aug.,  1865. 
Sold  10  Aug.,  1865. 
Sold  13  July,  1865. 
Sold  17  Aug.,  1865. 
Sold  SO  Nov.,  1865. 


Sold  17  Aug.,  1865. 
Sunk  by  torpedo,  33 


Paddle.    Purchased  1864-65 
Screw.     Purchased  1863-64. 

April,  18(i5. 
Screw.     Built  1864-65.     Converted  into   sailing 

vessel  and  sold  in  East  Indies. 
Screw.     Built  186D-64. 

Iron-clad.    Built  1861-63.    Captured  34  Feb.,  1863.. 
Paddle.    Purchased  1861-63.     Sold  20  June,  1865. 
Screw.    Built  1874.    Torpedo  boat. 
Paddle.    Purchased  1863-64.    Be-named  Grampus.. 
Paddle.     Built  18G1-63.     Sold. 
Paddle.    Built  1847.     Sold  1850. 
Screw.    Purchased  1863-64.      Originally  Shiloh. 

Sold  1874. 
Paddle.     Purchased  1861-63.     Destroyed  on  Coast 

of  Nortli  Carolina,  11  January,  1864. 
Screw.  '  Built  1858.     Repairing  at  Mare  Island. 
Screw.  Purchased  1861-63.  CapturedSO  Jan.,  1863. 
Paddle.     Purchased  1864-65.     Sold  13  July,  1805. 
Screw.     Built  1861-63.     Sold  30  November,  1805. 
Screw.     Purchased  1863-64.     Sold  1  Aug.,  1865. 
Screw.     Purchased  1863-63.     Sold  17  Aug.,  1865. 


S    Paddle.     Purchased  1861-03.     Lost  6  Nov.,  1865. 

9    Paddle.     Purchased  1861-03. 

3     Screw.    Purchased  1863-64.     Sold  1866. 
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Name.  Tons.     Guns.  Eemarks. 

Java 2490      21     Screw.     On  the  Stocks,  New  York  Navy  Yard 

Jean  Sands 139       . .     Screw.     Built  1864-65.     Yard  Tuo-  Norfolk 

John  Hancock 3S2       ..     Screw.     Built  1850.     Sold. 

John  L.  Lockwood 180         3     Paddle.     Purchased  ls61-(;2.     Sold  15  Sept.,  1S65 

John  P.  Jackson 777         6     Paddle.     Purchased  1861-63.     Sold  5  Oct.   1805 

Jonqiil 90         2     Screw.     Purchased  1863-64.     Sold  2 1  Oct.!  1«6>^ 

Judge  Torrence 600       ..     Pa'ddle.     Purchased   1861-63.      Western  Flotilla 

Sold  17  August,  1865. 

Juliet 157         6     Screw.     Purchased  1862-63.     Sold  17  Aug.,  IS'io. 

Juniata 828         8     Screw.    Built  1861-62.    Repairing,  League  Island. 

Juniper 116         2     Screw.     Purchased  1864-65.     Sold  9  Nov.,  1865. 

Kalamazoo 3200         4     Iron-clad.     Built   1863-64.      Re-named   Colossus. 

On  stocks,  1874. 

Kanaw]»a 507         4     Screw.     Built  lS(n-62.    Sold  1866. 

Kansas 410         3     Screw.     Built  1863- 64.    Laid  up,  Kittery  Yard. 

Katahdin 507         4     Screw.     Built  1861-63.     Sold  30  November,  1865. 

Katarina 113         3     Screw.     Purchased  1864-ii5.     Sold  25  Oct.,  1865. 

Not  known  at  Navv  Department. 

Kate 243         6     Paddle.     Purchased  "l 864-65.     Sold. 

Kearsarge 695         6     Screw.     Built  1861-62.    North  Atlantic  Squadron. 

Kennebec 507         4     Screw.     Built  1861-63.     Sold  30  November,  1865. 

Kensington 1053         3     Paddle.     Purchased  1861-63.     Sold  13  July,  1865. 

Kentucky 800       11     Purchased  1862-63.     Sold. 

Kenwood 233         6     Paddle.     Purchased  1863-64.     Sold  17  Aug.,  1865. 

Keokuk 677       ..     Iron-clad.       Built  1SC3-63.      Sunk  in  battle   off 

Charleston,  S.  C,  7  April,  1863. 

Keosauqua 2200         8     Screw.     Built  1863-64.     Not  built. 

Kewaydin 2490      21     Screw.      Re-named    Pennsylvania.      On    stocks, 

Boston. 

Keystone  State 1364        9    Paddle.    Purchased  1861-63.     Sold  15  Sept.,  1868. 

Key  West 207        9     Paddle.     Purchased   1863-64.     Burnt  to  prevent 

capture,  4  November,  1864. 

Kickapoo 540        4    Iron-clad.     Bailt  1861-63.    Re-named  Kewaydin. 

Sold  in  1874. 

Kineo 507        4     Screw.     Built  1861-63.    Sold. 

King  Philip Paddle.     Purchased  1861-63.     Sold  15  Sept.,  1868. 

Kinsman Purchased  1863-63.  Snagged  and  sunk,  23  Feb- 
ruary, 1863. 

Klamath 483         2     Iron-clad.     Built  1863-64.     Sold  1874. 

Koka 483         3     Iron-clad.     Built  1863-64.     Broken  up  1874. 

Kosciusco Ram.     Purchased  1861-63.     Sold. 

Laburnum 181         4     Screw.     Built  1864-65.     Sold. 

Lackawanna 1036       10     Screw.     Built  1861-62.     Pacific  Squadron. 

Lady  Sterling 8    Paddle.     Built  1864-05.     Sold. 

Lafayette 1000         8     Ram.     Purchased  1861-62.     Sold  1866. 

Lancaster 2120       22     Screw.     Built  1858.     Repairing,  Kittery  Yard. 

Lancaster Ram.     Purchased  1861-63.     Sunk  by  Vicksburg 

Batteries. 

Larkspur 135         2     Screw.     Purchased  J  863-64.     Sold  10  Aug.,  1865. 

Laurel 50         1     Screw.     Purchased  1863-63.     Sold  17  Aug.,  1868. 

Lavender  68       . .     Screw.     Purchased  1863-64.     Wrecked  13  June, 

1864. 

Lehigh  496         3     Iron-clad.    Built  1861-63.    Brandon,  James  River. 

Lenapee 964        8    Paddle.    Built  1861-63.     Sold. 

Leslie ..-■-.  100  2  Screw.  Built  1861-63.  Returned  to  War  Depart- 
ment, June,  1865. 

Lexino-ton     500        7    Iron-clad.     Purchased  1861-62.     Sold  17  Aug., 

°  1865. 
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Name.  Tons. 

Leyden 30Li 

Lilac 129 

Lilian 630 

Lily '50 

Linden 177 

Lioness 

Little  Ada 196 

Little  Rebel 

Lodona 860 

Louisiana 395 

Louisville 468 

Lupin 68 

Mackinaw 974 

Madawasca 2840 

Madge 318 

Magnolia 843 

Mahaska 832 

Maljopac 580 

:\r:dveru 627 

Miinayunk 550 

Mahattan 550 

Manitou 3000 

Maratanza 786 

Marblehead 507 

Maria 170 

Marietta 479 

Marietta 479 

Marigold 115 

Marion 910 

Marmora 307 

Martin 35 

Mary  Sanford 757 

Massachusetts 765 

Massachusetts 2107 

Massasoit 974 

Mattahessett 974 

Maumee 593 

Mayflower 306 

Memphis 791 

Mendota 974 

Mercedita 776 

Mercury 187 

Meredosia 1380 

Merrimac 3300 

Merrimac,  4th 684 


Qum.  Bemarhs. 

Screw.     Built  1864-65.     Yard-tug,  Portsmouth. 
3     Screw.     Purchased  1863-64.     Sold  13  July,  1865. 
3     Paddle.     Built  1864-65.     Sold  30  Nov.,  1865. 

Screw.     Purchased  1862-63.     Sunk   by  collision, 
3  May,  1863. 

Screw.     Purchased  1862-63.     Snagged  and  sunk, 
22  Febi-uary,  1864. 

Ram.     Purchased  1861-62.     Sold. 

Screw.     Purchased  1864-65.     Sold  13  Aug.,  1865. 

Ram.     Captured  1861-63.     Sold  29  Nov.,  1865. 

Screw.    Purchased  1863-63.     Sold  20  June,  1865. 

Screw.     Purchased    1861-63.     Used   as  powder- 
boat  off  Fort  Fisher,  23  December,  1864. 

Iron-clad.     Purchased  1861-63.     Sold. 

Screw.    Purchased  1863-64.     Sold  38  Oct.,  1865. 

Paddle.     Built  1861-63.     Sold  1867. 

Screw.     Built  1865.     Re-named  Tennessee.     Flag 
ship  North  Atlantic  Squadron. 

Screw.    Purchased  1861-63.     Sunk  off  Frying-Pan 
Shoals,  11  October,  1863. 

Paddle.    Purchased  1861-62.     Sold  13  Jan.,  1865. 

Paddle.     Built  1861-63.     Sold. 

Ironclad.      Built  1861-62.     At   Brandon,  James 
River. 

Paddle.     Purchased  1863-64.     Sold  25  Oct.,  1868. 

Iron-clad.     Built  1861-62.     Now  Ajax,  1874. 

Iron-clad.      Built  1861-62.     At  Brandon,  James 
River. 

Screw.     Built  1870.     Name  changed  to  Worcester. 
Laid  up,  Norfolk,  Va. 

Paddle.     Built  1861-62.     Sold. 

Screw.     Built  1861-62.     Sold. 

Screw.     Built  1863-64.     Sunk  by  collision,  186-. 

Iron-clad.     Built  1861-62.     Sold  17  April,  1873. 

Iron-clad.     Built  1863-64. 

Screw.     Purchased  1863-64.     Sold  1866. 

Screw.     Built  1874.     South  Atlantic  Squadron. 

Stern-wheel.     Purchased  1863-63.     Sold  17  Au- 
gust, 1868. 

Screw.     Purchased  1864-65.     Sold  10  Aug.,  1865. 

Screw.     Purchased  1863-G4.     Sold  10  Aug.,  1868. 

Screw.     Built  1848.     Transferred  fi'om  War  De- 
partment.   Re-named  Pai'ralones  and  sold  1866. 

Screw.    Building  1866.    Originally  Passaconaway. 
On  the  stocks,  Portsniouth,  N.  Y. 

Paddle.     Built  1861-63.     Sold  1867. 

Paddle.    Built  1861-63. 

Screw.     Built  1861-63. 

Screw.     Built  1863-64. 
gineers,  1874. 

Screw.     Purchased  1861-63.     Sold  8  Jone,  1869. 

Paddle.     Built  1861-63.     Sold  1867. 

Purchased  1861-63.     Sold  28  Oct.,  1865. 
Purchased  1861-63.     Sold  1873. 
Not  built. 
Built  1855.    Captured  at  Norfolk  by  the 


1 


6 


7 
4 

13 


33 

2 

3 
6 
2 

3 
2 
2 

15 


3 

40 


7 

3 

12 

40 


Sold  1867. 
Sold  8  June,  1869. 
Practice-ship,  Cadet  En- 


Screw. 
Paddle. 
Screw. 
Screw. 

Rebels. 
Paddle.    Purchased  1863- 

ary,  1865. 


64.     Foundered  Febru- 
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Name.  Tons.  Ouni. 

Metacomet 974        8 

Meteor 221         6 

Miami 730        7 

Miantononioh 1225        4 

Alichigan 450         8 

]i|  ignonnette 50 

Milwaukee 970        4 

Milwaukee 970  4 

Mingo   974         8 

Minnesota 3200  40 

Minnetonka 2490  31 

Mississippi 10 

Missouri 1700  10 

Mist 233        7 

Mistletoe 50 

Moccasin 192        3 

Modoc 483        1 

Mohawk 464        5 

Mohican 910        8 

Mohongo 1034  10 

Monadnock 1091        4 

Monarch 

Mondamin 2348  13 

Monitor 776         2 

Monocacy 747- 

Monongahela 960  11 

Montauk... 496        2 

Montauk 844        4 

Monterey 52  1 

Montgomery 787        5 

Monticello 655         7 

Moodna 677        2 

Moose 189        6 

Morse 513  2 

Moshulu 2000  15 

Mound  City 512  13 

Mount  Vernon 625        3 

Mount  Washington 

Muscoota 1030  10 

Myrtle 50 

Mystic 464        5 

Mystic 541        7 

Nahant 496        3 

Naiad 185        8 

Nansemond 340  4 

Nantasket 523  7 

Nantucket 496  3 

Napa 614  2 


EemarJcs. 
Paddle.     Built  1861-62. 

Paddle.    Purchased  1863-64.     Sold  5  Oct.,  1865. 
Paddle.     Built  1861-62.     Sold  10  Aug.,  1865. 
Iron-clad.     Built  1861-62.    Rebuilding,  1874,  at 

Chelsea,. 
Paddle.     Built  1844.     On  Lake  Erie. 
Screw.    Purchased  1862-63.     Sold  17  April.  1873. 
Iron-clad.     Built  1861-63.     Sunk  by  torpedo,  28 

March,  1865. 

Iron-clad.     Built  1864-65.     Sunk  by  torpedo,  28 

March,  1865. 
Paddle.     Built  1861-62.    Sold  1867. 
Screw.     Built  1855.     Training  ShiiJ. 
Screw.     Built  1870.    Re-named  California.     Sold 

May,  1875. 
Paddle.     Built  1841.    Destroyed  at  Port  Hudson 

14  March,  1863. 
Paddle.     Built  1841.     Burned  at  Gibraltar,  1843 
Paddle.     Purchased  1864-65.     Sold. 
Screw.     Purchased  1863-63.     Sold  29  Nov.,  1865. 
Screw.     Purchased  1864-65.     Sold  5  Oct.,  1865. 
Iron-clad.     Built  18C5.     Broken  up,  1875. 
Screw.     Purchased  1858.     Sold  1864. 
Screw.    Built  1858.     Rebuilding  at  Mare  Island. 
Paddle.     Built  1863-64.     Sold  November,  1870. 
Iron-clad.    Built  1861-63.     Laid  up.  Mare  Island. 

Rebuilding. 
Ram.     Purchased  1861-63. 
Screw.     Purchased  1864-65. 
Iron-clad.     Built  1861-63. 

reted  vessels.     Foundered  off  Cape  Hatteras,  21 

December,  1862. 
Paddle.    Built  1864-65.     Asiatic  Station. 
Screw.    Built  1861-63.    Laid  up.  Mare  Island,  Cal. 
Iron-clad.     Built   1861-62.     Navy  Yard,  "Wash- 
ington. 
Iron  clad.      Built   1864-65.      Repairing   at  New 

York,  1874. 
Screw.  Purchased  1863-64.  Yard-tug,  Mare  Island. 
Screw.     Purchased  1861-62.     Sold  10  Aug.,  1865. 
Screw.    Purchased  1861-63.     Sold  1  Nov.,  1865. 
Iron-clad.     Built  1861-63.     Sold. 
Paddle.     Purchased  1868-64.    Sold  17  Aug.,  1865. 
Paddle.    Purchased  1861-63.     Sold  20  July,  1865. 
Screw.   Built  1867.   Re-named  Severn,    Sold  1877. 
Iron-clad.     Built  1861-63. 

Screw.     Purchased  1861-63.     Sold  13  July,  1865. 
Paddle.    Purchased  1861-63.     Sold  31June,  1868. 
Paddle.    Built  1863-64.     Sold  8  May,  1869. 
Screw.    Built  1863-63.     Sold  17  August,  1865. 
Screw.     Purchased  1858.     Sold. 
Screw.     Purchased  1863-64.     Sold  20  June,  1868. 

Iron-clad.    Built  1861-62.    At  League  Island._ 
Paddle.    Purchased  1864-65.     Sold  17  Aug.,  1868. 
Paddle.     Purchased  1863-64.     Sold  12  Sept.,  1868. 
Screw.    Built  1867.     Broken  up. 
Iron-clad.     Built  1861-63.   At  Annapolis. 
Ii-on-clad.    Built  1863-64.     Broken  up. 


Sold. 
Not  built. 
Original  type  of  tur- 
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Name.  Tom. 

Narcissus 101 

Narragansett 910 

Naubec 483 

Naumkeag 250 

Nausett 483 

Neosho SSS 

Neptune 1243 

Nereus 1244 

NeshamiDy 32C0 

Nettlp 50 

Nevada JOl'J 

Nevvbern 948 

New  Era 157 

New  Ironsides 3486 

New  London 231 

New  National 379 

Niagara 4580 

Nina 306 

Niphon 475 

Nipsic 615 

Nita 310 

Norwich 431 

Nyack 410 

Nj-anza 203 

Nymph 171 

Octorara 829 

Oleander 303 

Oleander 306 

Omaha 1132 

O.  M.  Pettit 165 

Oneida 1033 

Oneota 1034 

Onondaga 1250 

Ontario 2490 

Oriole 137 

Osceola 974 

Osage 523 

Osage... 523 

Ossipee 838 

Otsego 974 

Ottawa 507 

Ouachita 720 

Owasco 507 

Ozark 578 

Ozark 578 

Palos 306 

Pampanoosuc 3869 


Chms. 


Remarlca. 


2     Screw.     Purchased  1863-64.    Sunk;  by  torpedo,  8 
December,  1864. 

5  Screw.     Built  1858.     Laid  up  at  Mare  Island. 

1  Iron-clad.   Built  1863-64.    Re-named  Minnetonka. 

Broken  np,  1874. 

6  Paddle.    Purchased  1863-64.     Sold  17  Aug.,  1865. 

2  Iron-clad.     Built  1863-64.     Broken  up,  1874. 

2  Iron-clad.     Built  1861-62. 

11     Screw.    Purchased  1863-64.     Sold  13  July,  1868, 
11     Screw.    Purchased  1863-64.     Sold. 
10     Screw.     Built  1863-64.     Not  built. 
. .     Screw.     Purchased  1802-63.     Sold. 
23     Screw.     Built  1870.     Sold  June,  1874. 

6     Screw.    Purchased  1863-64.     Sold. 

6     Purchased  1862-63.     Sold  17  August,  1865. 
18    Iron-clad.      Built    1861-62.     Burned    at  League 
Island. 

5  Screw.     Purchased  1861-63.     Sold  8  Sept.,  1865. 
1     Paddle.    Purchased  1863~64.'  Returned  to  owners, 

18C5. 
13     Screw.     Built  1855.     In  ordinary,  Boston. 

3  Screw.     Purchased  1863- 64.     Torpedo-boat,  New- 

port, R.  I 
9     Screw.    Purchased  1863-64.     Sold  17  April,  1865. 

6  Screw.    Builtl863.  Rebuilt.    European  Squadron. 

4  Paddle.    Purchased  1863-04.     Sold  25  May,  1868. 

5  Screw.     Purchased  1861-63.     Sold  10  Aug.,  1865. 
3     Screw.    Built  1863-68.     Laid  up,  Mare  Island. 

6  Paddle.     Purchased  1863-64.     Sold  15  Aug.,  1865. 
8    Paddle.    Purchased  1864-65.     Sold  17  Aug.,  1865. 


6 
2 

13 
3 
9 

2 

4 

31 

6 
8 
3 


Paddle.     Built  1861-63.     Sold  1866. 
Paddle.     Purchased  1864-65.     Sold  5  Sept.,  1868. 
Screw.     Purchased  1863-63.     Sold  5  Sept.,  1865. 
Screw.    Purchased  1868.    Ordinary,  Kittery  Yard. 
Paddle.     Purchased  1861-63      Sold  3  Sept.,  1865. 
Screw.     Built  1861-63.     Run  down  and  sunk  in 

Yeddo  Bay,  34  January,  1870. 
Iron-clad.     Built  1862-63. 
Iron-chad.     Built  1861-63.     Sold. 
Screw.     Re-named  New  York.      On  the  stocks. 

New  York. 
Paddle.     Purchased  1864-65.     Sold  17  Aug.,  1865. 
Paddle.     Built  1862-63.     Sold  1867. 
Iron-clad.     Built  1801-63.     Sunk   by  torpedo,  39 

March,  1865.   Subsequently  raised  and  sold,  1867. 
Inm-clad.     Built  1863-64.     Sunk  by  torpedo,  2!) 

March,  1865. 


4 

14 

4 

3 

7 


21 


Screw.     Built  1861-62. 
Paddle.    Built  1861-3. 

ceniber,  1864. 
Screw.     Built  1861-62. 
Paddle.    Built  1868-64. 
Screw.     Built  1861-62. 
Iron-clad.     Built  1861-63 
Iron-clad.    Built  1864-65. 


Laid  up,  Boston. 

Sunk  by  torpedo,  9  Dc- 

Sold  25  October,  1865. 
Sold  35  September,  1865. 
Sold  38  October,  1868. 
Sold  29  Nov.,  1865. 


Screw.     Built  1806.     Asiatic  Squadron. 
Screw.     Built  1863-64.      Re-named  Connecticut. 
On  the  stocks. 
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Name.                      Tons.  Gxa 

Panola 507  4 

Pansy 50 

Passaconaway 3200  4 

Passaic 490  2 

Patapsco 844  2 

Patroon 183  5 

Paul  Jones 863  6 

PaulJones,  Jr 30  1 

Pawnee 872  4 

Pawpaw 175  8 

Pawtuxet 974  8 

Peacock 1380  13 

Pembina 507  4 

Penguin 389  6 

Penobscot 507  4 

Pensacola 2000  23 

Peony 180  2 

Peoria 974  8 

PeosU 233  14 

Pequot 593  4 

Peri 159  8 

Periwinkle 387  2 

Peterhoff 

Petrel,  3nd 326  6 

Petrita 200  1 

Philadelphia 500  2 

Philippi 311  2 

Phlox 317  2 

Pilgrim 168  2 

Pink 184  1 

Pinta 306  3 

Piscataqua 2490  21 

Pittsburg 512  13 

Planter 300  2 

Plymouth 1122  13 

Pocahontas 694  5 

Poinsett ,..250  2 

Pontiac 974  8 

Pontoosuc 074  8 

Poppy 93  2 

Port  Fire 85  1 

Port  Royal 805  8 

Potomska 287  5 

Powhatan 2182  17 

Prairie  Bird 171  6 

Preston 128 


I*-  Jieninrks. 

Screw.     Built  ]8Gl-t;3.     Sold  30  November,  1865. 

Screw.     Purchased  iyB3-(13.     Sold. 

Iron-clad.     Built  1863-64.     Re-named  Massachu- 
setts.    On  the  stocks,  1874. 

Iron-clad.    Built  1861-62.    Receiving  ship,  Wash- 
ington, D.  C. 

Iron-clad.    Built  1861-63.     Sunk  by  torpedo,  15 
January,  1865. 

Screw.    Purchased  1861-63.     Sold. 

Paddle.     Built  1861-63.     Sold  1867. 

Steam  Launch.     Built  1863-64.     Sold  17  August, 
1865. 

Screw.     Built  1858.     Converted  into  sailing  ves- 
sel.    Store-ship,  Port  Royal. 

Paddle.     Built  1863-64. 

Paddle.     Built  1862-63.     Sold  1867. 

Screw.    Built  1864-65.    Not  built. 

Screw.     Built  1861-63.     Sold  30  November,  1868. 

Screw.     Purchased  1861-63.     Sold  18  Sept.,  1865. 

Screw.     Built  1861-63.     Sold  19  October,  1869. 

Screw.     Built  1858.     Flag-ship.  Pacific  Squadron. 

Screw.     Purchased  1864-05.     Sold. 

Paddle.     Built  18(i3-63.     Sold. 

Paddle.    Built  1863-64.     Sold  17  August,  1865. 

Screw.     Built  1861-63.     Sold  1869. 

Paddle.     Purchased  1864-65.     Sold  17  Aug.,  1868. 

Screw.     Purchased  1864-65.     Sold. 

Screw.     Purchased   1862-63.     Sunk  by   collision 
off  North  Carolina,  6  March,  1864. 

Screw.     Purchased  1862-63.     Captured  23  April, 
1864. 

Paddle.    Captured  1847.    Sunkoff  Alvarado,  1849. 

Paddle.     Purchased  1861-62.     Sunk  by  torpedo. 

Paddle.     Purchased  1863-64.     Destroyed  in  Mo- 
bile Bay,  5  August,  1864. 

Paddle.     Purchased  1864-65.    At  Naval  Academy, 
Annapolis. 

Screw.     Built  1863-64.     Yard  tug.  League  Island. 

Screw.      Purchased   1863-64.      Lost  on   Dauphin 
Islund,  September,  1865. 

Screw.     Built  1863-64.     Navy  Yard,  Norfolk. 

Screw.     Built  1864-65.     Re-named  Delaware.     In 
ordinary. 

Iron-clad.     Built  1861-62.     Sold  29  Nov.,  1865. 

Paddle.    Captured  1861-62.     Sold. 

Screw.     Purchased  1858.     Laid  up,  Kittery  Yard. 

Screw.     Purchased  1858.     Sold. 

Paddle.    Built  1840.    Transferred  from  War  De- 
partment, and  sold  1845. 

Paddle.    Built  1861-62.     Sold  1867. 

Paddle.    Built  1861-63.     Sold  1866. 

Screw.    Purchased  1863-64.     Sold. 

Screw.    Purchased  1863-64. 
mouth,  N.  H. 

Paddle.    Purchased  1861-62. 
Purchased  1861-63. 


Broken  up  at  Ports- 


Screw. 
Paddle. 
Screw. 
Screw. 


Sold  1866. 
Sold  10  Aug.,  1865. 
Built  1850.     North  Atlantic  Squadron. 
Purchased  1862-63.     Sold  17  Aug.,  1865. 
Purchased  1864-65.     Sold  30  Nov.,  1865. 
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Name.  J^ons. 

Primrose 94 

Psincess  Royal 828 

Princeton,  1st 672 

Princeton,  2nd 

Proteus 1254 

Pulaski 395 

Puritan 1870 

Pushmataha 2000 

Quaker  City 1600 

Queen 630 

Queen  City 212 

Queen  of  the  West 

Quinnebaug 910 

Quinsigamond 2127 

Ranger 541 

Rattler 165 

Red  Rover 

Reindeer 212 

Reliance 90 

Republic 90 

Jiesaca 900 

Rescue Ill 

Resolute 90 

Rhode  Island 1517 

Richmond 2000 

Rio  Bravo 325 

Roanoke 3400 

Rocket 127 

Rodolph 217 

Romeo 1 75 

Rose 62 

R.  R.  Cuyler 1202 

Sachem 197 

Saco 410 

Sacramento 13G7 

Sagamore 507 

Saginaw 453 

Sampson COO 

Sandusky 479 

Sangamon 490 


Guns. 

2 

Screw. 

7 

Screw. 

Screw. 

built. 

10 

Screw. 

11 

Screw. 

1 

Paddle. 

16 


1 
6 

1 

1 

10 

1 

1 

7 
14 


40 


SemarJi^. 
Purchased  1862-63.    Sold  17  March,  1871' 
Purchased  1863-64,    Sold  12  Sept.,  1865- 
Built  1843.    Firstscrew  vessel  of  warever- 
Broken  up. 
Built  1851.     Sold  9  October,  1866t 
Purchased  1863-64.     Sold  12  July,  1865. 
Purchased  1858.     Sold  at  Montevideo, 
1863. 
Iron-clad.     Built  1861-62.     Broken  up.     Rebuild- 
ing at  Chester. 
Screw.     Built  1867.     Re-named  Congress.     Ordi- 
nary, Kittery  Yard. 

Paddle.    Purchased  1861-62.    Sold  20  June,  1865. 

Screw.     Purchased  1863-64.     Sold  18  Oct.,  1868. 

Paddle  Purchased  1863-64.  Captured  24  June, 
1864. 

Ram.  Purchased  1861-62.  Grounded  and  cap- 
tured, 14  February,  1863. 

Screw.     Built  1864-65     European  Squadron. 

Iron-clad.  Built  1863-64.  Re-named  Oregon. 
On  the  stocks,  1874. 


Screw.     Built  1874.     Pacific. 

Paddle.     Purchased  1862-63. 

doned,  30  December,  1864. 

Paddle.    Purchased  1862-63. 

Purchased  1863-64. 

Purchased  1861-62. 


Paddle. 
Screw. 
1863. 
Screw. 
Screw. 
Screw. 


Wrecked  and  aban- 

Sold  29  Nov.,  1865. 
Sold  17  Aug.,  1875. 
Captured  23  Aug., 


Purchased  1864-65.     Sold  1  Aug.,  1865. 
Built  1864-65.     Sold  187-. 
Purchased  1861-62.     Fire-tug,  Washing- 
ton Navy  Yard,  1872. 

Screw.     Purchased  1861-62.     Sold  23  June,  1868. 

Paddle.     Purchased  1861-62.     Sold  1867. 

Screw.    Built  1858.     Flag-ship,  Asiatic  Squadron. 

Paddle.     Purchased   1875.    Turned  over  to  War 
Department,  June,  1879. 

Screw.  Built  1855.  Converted  into  a  three  tur- 
reted  monitor.     Laid  ujT  at  New  York. 

Screw.   Purchased  1863-64.    Yard-tug,  New  York. 

Paddle.  Purchased  1863-64.  Sunk  by  toipedo, 
1  April,  1805. 

Paddle.     Purchased  1862-63.     Sold  17  Aug.,  1865. 

Screw.     Purchased.    Yard -tug,  Pensacola. 

Screw.     Purchased  1861-62.     Sold  15  Aug.,  1865. 

Screw.    Purchased  1861-62.     Sold. 

Screw.    Built  1865.     Laid  up.  Mare  Island. 

Screw.  Built  1861-62.  Wrecked  in  East  Indies, 
19  June,  1867. 

Screw.     Built  1861-62.     Sold  1866. 

Paddle.  Built  1858.  Wrecked  in  Pacific,  29  Oc- 
tober, 1870. 

Paddle.    Purchased  1861-62.     Sold  17  Aug.,  1865. 

Iron-clad.     Built  1861-62.     Sold  17  April,  1873. 

Screw.  Built  1861-62.  Re-named  Jason.  At 
Philadelphia. 
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Name. 
San  Jacinto. .  . 


Tons.     Guns. 


Santiago  de  Cuba 1567 

Saranao 1 238 

Sassacus 974 

Satelette 929 

Saugus 550 

Scorpion,  2nd 339 

Scotia 507 

Scourge,  3rd 230 

Sea  Gull 150 

Sebago 832 

Selma 590 

Seminole 801 

Seneca 507 

Serapis 1380 

Shakamaxon 3200 

Sbamokon 1030 

Shamrock 974 

Shawmut 410 

Shawmut 593 

Shawnee 483 

Shawsheen- 1 80 

Shenandoah. 929 

Shiloh 614 

Shokokon 700 

SignaL 190 

Silver  Cloud 190 

Silver  Lake 212 

Siren 232 

Snowdrop 125 

Snowdrop 125 

Somerset 521 

Sonoma 955 

Sorrel 68 

Southfield 751 

South  Carolina 165 

Sovereign 440 

Speedwell 306 

Spirea 406 

Spitfire,  4th. 228 

Springfield 146 

Spuytea  Duyvil 110 

Squando 014 

Standish 306 

Stars  and  Stripes 407 


6 

10 

11 

8 

2 


3 

4 

3 

3 

a 

4 
3 
4 
12 
4 


10 

8 
3' 


2 

2 

11 


Bemarhs. 
Lost  in  West  Indies,  1  Janu- 


Scrow.     Built  1848. 
ary,  1865. 

PaddTJe.    Purchased  1861-62.    Sold  21  Sept.,  1865. 

Paddle.     Built  1848.     Sunk  June,  1875. 

Paddle.     Built  1861-62.   Sold. 

Paddle.  Purchased  1861-62.  Captured  23  Au- 
gust, 1863. 

Iron-clad.  Purchased  1862-63.  Laid  up  at  Wash- 
ington. 

Paddle.    Purchased  1846.     Sold  1848. 

Screw.  Built  1861-62.  Sunk  by  torpedo,  14  April,. 
1865.     Raised  and  sold  25  October,  1865. 

Screw.     Purchased.     Sold  1848, 

Paddle.     Purchased  1822.     Sold  1840. 

Paddle.     Built  1861-02.     Sold. 

Paddle.     Purchased  1864-65.     Sold  18  Aug.,  1865. 

Screw.     Built  1858.     Sold  20  July,  1870. 

Screw.     Built  1861 -62.     Sold. 

Screw.     Not  built. 

Screw.  Built  1863-64.  Re-named  Nebraska,  and 
broken  up  at  Philadelphia  Navy  Yard.  On  the 
stocks,  1874. 

Paddle.     Built  1863-64.     Sold  21  October,  1869. 

Paddle.     Built  1861-63.     Sold. 

Screw.     Built  1863.     Laid  up,  Norfolk. 

Screw.  Built  1864-65.  North  Atlantic  Squad- 
ron, 1874. 

Iron-clad.     Built  1863-64.     Broken  up,  1875. 

Paddle.     Purchased  1861-63.     Sold. 

Screw.  Built  1861-63.  Flag-ship,  South  Atlantic 
Squadron. 

Iron-clad.  Purchased  1863-64.  Re-named  Iris. 
At  New  Orleans,  1874. 

Paddle.     Purchased  1863-64.     Sold  25  Oct.,  1865. 

Stern-wheel.  Purchased  1863-63.  Captured  5 
May,  1864. 

Paddle.    Purchased  1863-64.     Sold  17  Aug.,  1865. 

Stern-wheel.  Purchased  1862-63.  Sold  17  Aug., 
1865. 

Paddle.    Purchased  1864-65. 

Screw.    Purchased  1863-64. 

Screw.     Purchased  1864-65. 

Paddle.    Purchased  1861-63. 

Paddle.    Purchased  1861-63. 

Built  1863-64.     Laid  up  at  League  Island. 

Paddle.  Purchased  1861-62.  Sunk  by  Rebel  ram, 
19  April,  1864. 

Screw.    Purchased  1861-62.     Sold  1866. 

Pui-chased  1863-63.    Sold  29  Nov.,  1865. 

Built  1863-64.     Laid  up  at  Washington. 

Purchased  1864-65.     Sold  5  Oct.,  1866. 

Purchased  1846.     Sold  1848. 

Purchased  1863-63.     Sold  17  Aug.,  1865. 

Purchased   1864  65.      Broken   up.   New 


Sold  17  Aug.,  1865. 
Yard-tug,  Norfolk. 

Sold. 
Sold  1867. 


Paddle. 

Screw. 

Screw. 

Paddle. 

Paddle. 

Screw. 

York. 
Iron-clad.      Built   1868-64. 

and  broken  up,  1874. 
Screw.     Built  1863-64.     League  Island. 
Screw.     Purchased  1861-63.     Sold  10  Aug.,  1865, 


Re-named   Algoma, 
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Name.  Tons.  Ouns. 

State  of  Georgia 1304  9 

St.  Clair 203  4 

St.  Clair 203  8 

Stepping  Stones 326  1 

Stettin 

Stevens'  "War  Steamer. .  .4683  6 


Eemarhs. 


Stockdale 181  6 

Sumter 464  5 

SiiintRr 

Suniock 483  3 

SiiiiHower '394  3 

Susquehanna 2213  23 

Suwanee 1030  10 

b watara 910  8 

Sweetbrier 340  3 

Switzerland 500 

Tacony 974  8 

Taghkanic 1380  12 

Tahgayuta 2300  8 

Tuhoma 507  4 

TallahatcMe 171  6 

Tallahoma 974  8 

Tallapoosa 650 

Tawah 108  8 

Teazer 90  2 

Tecumaeh 1034  2 

Tempest 161 

Tennessee 1275  2 

Tennessee 1373  6 

Tensas 150  3 

Theta 

Thistle .50 

Thomas  Freeborn 269  3 

Thunder 

Ticonderoga 1019  11 

Tioga 819  6 

Tioga 819  8 

Tippecanoe 1034  3 

Tippecanoe 1034  2 

Tonawanda 874  4 

Tonawanda 1564  4 

Trefoil 370  3 

Trenton 2800  11 

Triana 350  2 

Triana 300  2 


Paddle.     Purchased  1861-63.     Sold  35  Oct.,  186S. 

Stern-wheel.  Purchased  1862-63.  Sold  17  Aug., 
1865. 

Paddle.     Purchased  1864-05.     Sold  17  Aug.,  1865. 

Padd  le.     Purchased  1861-63.     Sold  1 2  J  ul  v,  1 865 . 

Screw.     Purchased  1801-62.     Sold  22  June,  1865. 

Screw.  Built  1848.  Commenced  1843.  First 
placed  on  the  Navy  list,  ]s,")8.  Relinquished  to 
Mr.  Stevens,  1864.  By  him  presented  to  the 
State  of  New  Jersey.  On  the  stocks  at  Hobo- 
ken,  1874. 

Paddle.     Purchased  1863-04.     Sold  24  Aug.,  1865. 

Screw.     Purchased  1858.     Sold. 

Paddle.     Sunk  by  collision,  34  June,  1863. 

Iron-clad.     Built  1863-61.     Broken  up,  1875. 

Screw.     Purchased  1863-64.     Sold  10  Aug.,  1865. 

Paddle.     Built  1848.     In  ordinary.  New  York. 

Paddle.     Built  1863-64.     Wrecked. 

Screw.    Built  1804-65.     Asiatic  Squadron. 

Screw-     Purchased  1863-64     Sold  25  Oct.,  1865. 

Ram.  Purchased  1861-63.  Sunk  by  Pittsburg 
batteries,  25  March,  1863. 


Screw. 

Screw. 

Screw. 

Screw. 

Paddle. 

Paddle. 

Paddle. 

Paddle. 


Not  built. 
Sold  1867. 


Built  1861-63.     Sold. 
Not  built. 
Built  1803-64. 
Built  1861-63. 
Not  built. 

Built  1803-63.     Sold. 
Built  1863.     Dispatch  vessel. 
Purchased  1863-64.     Burned  to  prevent 
capture,  11  November,  1864. 
Screw.     Captured  1861-63.     Sold  33  June,  1868. 
Iron-clad.     Built  1861-63.     Sunk  by  torpedo,  5 

August,  1864. 
Paddle.    Built  1864-65.     Sold  37  Nov.,  1865. 
Paddle.     Captured  1861-62.     Sold  1867.. 
Iron-clad.     Built  1864-65.     Sold  37  Nov',  1867. 
Paddle.    Purchased  1863-64.     Sold  17  Aug.,  1865. 
Built  1864-65.     Sold. 
Purchased  1802-63.     Sold  17  Aug.,  1865. 
Purchased  1861-62.     Sold  30  July,  1865. 
Built  1864-65.     Sold  8  August,  1865. 
Built  1861-62.     Special  service. 
Built  1861-63.     Sold  1867. 
Built  1863-64.     Sold. 
Iron-clad.     Built  1861-62. 

At  League  Island. 
Iron-clad.    Built  1864-05. 

At  League  Island. 
Iron-clad.    Buil   1861-63. 
Rebuilding,  1874. 

Iron-clad.    Built  1864-65.    

Repairing  at  Wilmington,  1874- 
Screw.     Built  1864-65.    Sold. 
Screw.   Built  1876.   Flag-ship  European  Squadron. 
Screw.     Built   1863-64.     Yard-tug,  Washington, 

D.  C,  1874.  ^ 

Screw.     Built  1864^65.      Yard-tug,  Washington, 


Tender 

Screw. 

Paddle. 

Tender. 

Screw. 

Paddle. 

Paddle. 


Re-named  Wyandotte. 
Re-named  Wyandotte. 
Re-named  Amphitrite. 
Re-named  Amphitrite. 
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Name,  Tons.     Guns.  Remarks. 

Tristam  Shandy 444         3     Paddle.    Built  18U4-U.5.    Name  changed  to  Boxer, 

13  June,  1865. 

Tritonia 203        1     Paddle.    Purchased  1863-04.     Sold  1866. 

Tritonia 202         3     Paddle.     Built  18i;4- 05.     Sold. 

Tulip 183         5     Screw.     Purchased  1863-64.     Blew  up  and  sunk, 

n  November,  1S04. 
Tunxis 614         2     Iron-clad.      Built    1863-64.      Re-named     Otsego. 

Broken  up,  1874. 

Tuscarora 736         6     Screw.     Built  1861-63.     Laid  up,  Mare  Island. 

Tuscumbia 565         3     Iron-clad.     Built  1801-63.     Sold  29  Nov.,  1868. 

Tyler 600         9     Paddle.     Purchased  1861-62.     Sold  1  Sept.,  1868. 

Underwriter 841  4  Paddle.  Purchased  1861-62.  Captured  1  Feb- 
ruary, 1804. 

Umpqua 483         2     Iron-clad.     Built  1863-64.     Sold  at  New  Orleans, 

1874. 

Unadilla 507        4     Screw.     Built  1861-62.     Sold  9  Nov.,  1869. 

Tineas 192         3     Screw.     Purchased  1861-62.     Sold  1863. 

TJnion 956       ..     Horizontal  Submerged  Paddle.     Built  1841.     Sold 

1858. 

Union,  2nd 1114        4    Paddle.    Purchased  1862-63.     Sold  25  Oct.,  1865. 

Unit 56       ..     Screw.     Built  1864-65.     Sold  12  July,  1865, 

Valley  City 190        5  Screw.    Purchased  1861-62.     Sold  15  Aug.,  1865. 

Vandalia 981         8  Screw.    Rebuilt  1874,    North  Atlantic  Squadron. 

Vanderbilt 4000       15  Paddle.     Built  1863-63.    Presented  to  the  United 

States  by  Mr.  Vanderbilt.     Sold  18  Feb.,  1873. 

Verbena 104        3  Screw.     Purchased  1864-65.     Sold  30  July,  1865. 

Vicksburg 880         6  Screw.     Purchased  1863-64.     Sold  12  July,  1865-. 

Victoria 254         3  Screw.     Purchased  1861-63.     Sold  30  Nov.,  1865. 

Victory 160        6  Paddle.     Purchased  1863-64.     Sold  17  Aug.,  1865. 

Vindicator 750         4  Ram.     Built  1863-64.     Sold  29  November,  1865. 

Violet 146        3  Screw.     Purchased  186a  64.     Lost  on  Cape  Pear 

Bar,  4  August,  1864. 

Virginia,  2nd 581         7  Screw.    Purchased  1863-64.     Sold  30  Nov.,  1865. 

Vixen Paddle.    Purchased  1840.     Sold. 

Volunteer 5  Paddle.     Purchased  1864-65.     Sold  29  Nov.,  1865. 

Wabash 3300      40     Screw.     Built  1855.     Receiving  Ship,  Boston. 

Wachusett 695         6     Screw.     Built  1861-62.     Pacific  Squadron. 

Warapanoag.. 3135  12  Screw.  Built  1864.  Re-named  Florida.  Inor- 
dinary, New  London. 

Wamsutta 270        5     Screw.     Purchased  1861-63.     Sold  20  July,  1865. 

"Wando 645         3     Paddle.     Purchased  1864-65.     Soid  30  Nov.,  1865. 

Wanoloset 2200         8     Screw.     Built  1863-64.     Not  built. 

WasiJ 521         3     Paddle.      Purchased  January,  1865.      Originally 

Emma  Henrv.     Sold  Januarv,  1876. 

Wassuc 483         2     Iron-clad.     Built  1863-64.     Broken  up,  1875. 

Watauga 2300        8     Screw.     Built  1863-64.     Not  built. 

Watch 65         2     Screw.      Purchased    1864-65.      Originally   Alert. 

Sold  23  June,  1865. 

Wateree 974  8  Paddle.  Built  1861-63.  Destroyed  by  an  earth- 
quake. 

Water  Witch 255       .  .     Paddle.     Built  1845.     Captured  3  June,  1864. 

Water  Witch,  2nd Paddle.     Built  1845. 

Water  Witch,  3rd Paddle.     Built  1846. 

Water  Witch,  4th Paddle.     Built  1852.     Captured  by  Rebels. 

Wave 229        6    Paddle.     Built  1863-64.     Captured  6  May,  1864. 

Waxsaw 483        2     Iron-clad.      Built    1863-64.      Re-named    Niobe. 

Broken  up,  1874. 
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Name.  Tons.  Guns. 

Weehawken 840  3 

Western  World 441  5 

Westfleld 891  6 

W.  G.Putnam 149  3 

W.N.Brown 800  1 

Whitehead 136  1 

Wilderness 390  3 

Willamette 2300  8 

Winnebago 970  4 

Winnebago 540  4 

Winnipec 1030  10 

Winona 507  4 

Winooski 974  8 

Winooski 974  10 

Wissahickon 507  4 

Wyalusing 974  8 

Wyandank 399  3 

Wyandotte 550  3 

Wyoming 726  6 

Yankee 328  3 

Yantic 410  3 

Yazoo 483  2 

Young  America 173  1 

Young  Rover 418  5 

Yucca 373  2 


liemarTcn. 

Iron-clad.    Built  1 801-62.    Sunk  off  Morris  Island, 

6  December,  18t)3. 
Screw.    Purchased  1861-62.     Sold  23  June,  1868. 
Paddle.     Purchased  1861-63.     Blown  up  in  Gal- 
veston Bay,  1  January,  1863. 
Paddle.     Built  1861-63.    Sold  20  June,  1868. 

Purchased  1863-63.    Sold  17  Aug.,  1865. 
Purchased  1861-63.     Sold  10  Aug.,  1868. 
Purchased  1864-65.     Sold  7  Sept.,  1865. 
Built  1863-64.     Sold. 

Built  1881-63.     Re-named   Tornado. 


Paddle. 

Screw. 

Paddle. 

Screw. 

Iron-clad. 

Sold. 
Iron-clad.     Built  1863.    Sold  1874. 
Paddle.     Built  1863-64.     Sold  17  June,  1869. 
Built  1861-62. 
Buill  1862-63. 
Built  1864-65. 
Built  1861-63. 
Built  1861-63. 


Screw. 

Paddle. 

Paddle. 

Screw. 

Paddle, 

Paddle. 


Sold  30  November,  1868. 

Sold. 

Sold. 
Sold  35  October,  1865. 

Sold  1867. 


Purchased  1861-62.     Store-hulk,  Naval 
Academy.     Bi'oken  up. 
Screw.    Purchased  1858.    Washington  Navy  Yard. 
Screw.     Built  1858.     European  Station. 


Paddle.     Purchased  1861-63.     Sold  15  Sept.,  1865. 
Screw.     Built  1864.    North  Atlantic  Squadron. 
Iron-clad.    Built  1863-64.     Sold  and  broken  up, 

1874. 
Paddle.    Purchased  1861-63.     Sold  13  July,  1865. 
Screw.     Purchased  1861-63.     Sold  22  June,  1865. 
Screw.     Purchased  1864-65.     Sold. 
Iron-clad.     Built  1863-64.     Sold  at  New  Orleans, 

1874. 


Yuma 483         2 

Zeta Screw.     Purchased  1864-6.5.     Sold. 

Zouave 127        1     Screw.     Purchased  1861-62.     Sold  12  Juiy,  1865. 


RECOGNITION  BY  CONGEESS 

OF 

OATJiAXT  SEK^TLCES  OF  OFFICERS  A:KD  OTHERS 

OF    THE 

Navy  axd  ]MARrNE  Corps. 


Besolutum  requesting  the  President  to  present  a  gold  medal  to  Captain  Thomas  Truxttw  ; 
ajid  respecting  tTie  conduct  of  Midshipman  James  Jabvis. 

That  the  President  of  the  United  States  be  requested  to  present  to  Captain  Thomas 
Trnxtun,  a  gold  medal,  emblematical  of  the  late  action  between  the  United  States' 
frigate  Constellation,  of  thirty-eight  guns,  and  the  French  ship  of  war  La  Vengeance, 
of  fifty-four;  in  testimony  of  the  high  sense  entertained  by  Congress  of  his  gallantry 
and  good  conduct  in  the  above  engagement,  wherein  an  example  was  exhibited  by  the 
captain,  officers,  sailors,  and  marines,  honorable  to  the  American  name,  and  instructive 
to  its  rising  navy. 

That  the  conduct  of  James  Jarvis,  a  midshipman  in  said  frigate,  who  gloriously 
preferred  certain  death  to  an  abandonment  of  his  post,  is  deserving  of  the  highest 
praise,  and  that  the  loss  of  so  promising  an  officer  is  a  subject  of  national  regret. 

Approved  March  29,  1800. 

Resolution  expressing  the  sense  of  Congress  on  tlie  gaUant  conduct  of  Lieutenant  Stebett, 
the  officers,  and  crew  of  the  United  States'  schooner  Enterprise. 

That  they  entertain  a  high  sense  of  the  gallant  conduct  of  Lieutenant  Sterett,  and 
the  other  officers,  seamen,  and  marines,  on  board  the  schooner  Enterprise,  in  the  cap- 
ture of  a  Tripolitan  corsair  of  fourteen  guns  and  eighty  men. 

That  the  President  of  the  United  States  be  requested  to  present  to  Lieutenant  bterett 
a  sword,  commemorative  of  the  aforesaid  heroic  action;  and  that  one  month's  pay  be 
allowed  to  all  the  other  officers,  seamen,  and  marines,  who  were  on  board  the  Enter- 
prise when  the  aforesaid  action  took  place. 

Approved  February  3, 1803. 


Sesolution  expressive  of  the  sense  of  Congress  of  the  gallant  conduct  of  Captain  Stetwe^ 

Decatub,  «A«  offiJrs,  and  crew  of  the  United  States'  Tcetch  Intrepid,  in  attaAmg,  %n  tU 

harhor  of  Tripoli,  and  destroying,  a  Tripolitan  frigate  of  forty-four  guns. 

That  the  President  of  the  United  States  be  requested  to  present,  in  the  name  of 

Congress,  to  Captain  Stephen  Decatur,  a  sword  and  to  each  of  the  officers  and  crew  of 

the  United  States'  ketch  Intrepid,  two  months'  pay,  as  testimony  ofthe  high  sense 

enLrtried   by  Congress  of  the  gallantry,  good  conduct,  and  services  oi   Captain 

D^atothe  officers  and  crew,  of  the  said  ketch  in  attackmg,  in  the  harbor  of  Tripoli, 

and  destroying,  a  Tripolitan  frigate  of  forty-four  guns. 

Approved  No^ernber  37,  1804. 


925 


9:JG  GENERAL   NAVY   REGISTER. 

Resolution  expressive  of  the  sense  of  Congress  of  the  gallant  conduct  of  Commodore  Edward 
Preble,  the  officers,  seamen,  and  marines  of  his  squadron. 

That  the  thanks  of  Cmigress  be,  and  the  same  are  hereby,  presented  to  Commodore 
Edward  Preble,  and  throui^h  him  to  the  officers,  petty  officers,  seamen,  and  marines,  at- 
tached to  the  squadron  under  his  command,  for  their  gallantry  and  good  conduct  dis- 
played in  the  several  attacks  on  the  town,  batteries,  and  naval  force  of  Tripoli,  in  the 
year  1804. 

That  the  President  of  the  United  States  be  requested  to  cause  a  gold  medal  to  be 
struck,  emblematical  of  the  attacks  on  the  town,  batteries,  and  naval  force  of  Tripoli 
by  the  squadron  under  Commodoi'e  Preble's  command,  and  to  present  it  to  Commodore 
Preble  in  such  a  manner  as,  in  his  opinion,  will  be  most  honorable  to  him:  and  that 
the  President  be  further  requested  to  cause  a  sword  to  be  presented  to  each  of  the 
commissioned  officers  and  midshipmen  who  have  distinguished  themselves  in  the  sev- 
eral attacks. 

That  one  month's  pay  be  allowed,  exclusively  of  the  common  allowance,  to  all  the 
petty  officers,  seamen,  and  marines,  of  the  squadron,  who  so  gloriously  supported  the 
honor  of  the  American  flag,  under  the  orders  of  their  gallant  commander,  in  the  sev- 
eral attacks. 

That  the  President  of  the  United  States  be  also  requested  to  communicate  to  the 
parents,  or  other  near  relatives,  of  Captain  Richard  Somers,  Lieutenants  Henry  Wads- 
worth,  James  Decatur,  James  R.  Caldwell,  Joseph  Israel,  and  Midshipman  John 
Sword  Dorsey,  the  deep  regret  which  Congress  feel  for  the  loss  of  those  gallant  men, 
whose  names  ought  to  live  in  the  recollection  and  affection  of  a  grateful  country,  and 
whose  conduct  ought  to  be  regarded  as  an  examijle  to  future  generations. 

Approved  March  3,  1805. 


Resolutions  relative  to  the  irilliant  achievements  of  Captains  HnLL,  Dbcatur,  Jones,  ar^ 

Lieutenant  Elliott. 

1.  That  the  President  of  the  United  States  be,  and  he  is  hereby,  requested  to  present 
to  Captain  Hull,  of  the  frigate  Constitution,  Captain  Decatur,  of  the  frigate  United 
States,  and  Captain  Jones,  of  the  sloop  of  war  Wasp,  each  a  gold  medal,  with  suit- 
able emblems  and  devices;  and  a  silver  medal,  with  like  emblems  and  devices,  to  each 
commissioned  officer  of  the  aforesaid  vessels,  in  testimony  of  the  high  sense  entertained 
by  Congress  of  the  gallantry,  good  conduct,  and  services,  of  the  captains,  officersy 
and  crews,  of  the  aforesaid  vessels,  in  their  respective  conflicts  with  the  British  irigi 
ates,  the  Guerriere  and  the  Macedonian,  and  sloop  of  war  Frolic ;  and  the  President  is 
also  requested  to  present  a  silver  medal,  with  like  emblems  and  devices,  to  the  nearest 
male  relative  of  Lieutenant  Bush,  and  one  to  the  nearest  male  relative  of  Lieutenantj 
Funk,  in  testimony  of  the  gallantry  and  merit  of  those  deceased  officers,  in  whon>  their 
country  has  sustained  a  loss  much  to  be  regretted. 

3.  That  the  President  of  the  United  States  be,  and  he  hereby  is,  requested  to  present 
to  Lieutenant  Elliot,  of  the  Navy  of  the  United  States,  an  elegant  sword,  with  suit- 
able emblems  snd  dt;vices,  in  testimony  of  the  just  sense  entertained  by  Congress  of 
his  gallantry  and  good  conduct  in  boarding  and  capturing  the  British  brigs  Detroit 
and  Caledonia,  while  anchored  under  the  protection  of  Fort  Erie. 

Approved  January  29,  181S. 


Resolution  requesting  tlie  President  of  the  United  8taUs  to  present  medals  to  Captain  Wil- 
liam Bainbbidge,  and  the  officers  of  the  frigate  Constitution. 

That  the  President  of  the  United  States  be,  and  he  is  hereby,  requested  to  present 
to  Captam  William  Bainbridge  of  the  frigate  Constitution,  a  gold  medal,  with  suitable 
emblems  and  devices;  and  a  silver  medal,  with  suitable  emblems  and  devices,  to  each 
commissioned  officer  of  the  said  frigate,  in  testimony  of  the  high  sense  entertained  by 
Congress  of  the  gallantry,  good  conduct,  and  services  of  Captain  Bainbridge,  his 
officers  and  crew,  m  the  capture  of  the  British  frigate  Java,  after  a  brave  and  skilful 
comljat. 

Approved  March  3,  1813. 
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An  act  rewarding  the  officers  and  crew  of  the  frigate  Constitution,  and  the  officers  and  crew 

of  the  Wasp. 

Be  it  enacted,  &e..  That  the  President  of  the  United  States  be,  and  he  is  hereby 
authorized  to  have  distributed,  as  prize  money,  to  Captain  Isaac  Hull,  of  the  frigate 
Constitution,  his  officers  and  crew,  the  sum  of  fifty  thousand  dollars,  for  the  capture 
and  destruction  of  the  British  frigate  Guerriere :  and  the  like  sum,  in  like  manner,  to 
Captain  William  Bainbridge,  his  officers  and  crew,  for  the  capture  and  destruction  of 
the  British  frigate  Java:  and  the  sum  of  twenty-five  thousand  dollars  in  like  manner, 
■>  Captain  Jacob  Jones,  of  the  sloop  of  war  Wasp,  his  officers  and  crew,  for  the  cap- 
ture of  the  British  sloop  of  war  Frolic :  and  that  the  sum  of  one  hundred  and  twenty- 
five  thousand  dollars,  out  of  any  money  in  the  treasury  not  otherwise  appropriated, 
be,  and  the  same  is  hereby,  appropriated  for  the  purposes  aforesaid. 
Approved  March  3,  1813. 


An  act  to  reward  the  officers  and  crew  of  tJie  sloop  of  war  Hornet,  and  Lieutenant  Eluott,. 
and  his  officers  and  companions. 

That  the  President  of  the  United  States  be,  and  he  is  hereby,  authorized  to  have 
distributed,  as  prize  money,  to  Captain  James  Lawrence,  late  of  the  sloop  of  war 
Hornet,  his  officers  and  crew,  or  their  widows  and  children,  the  sum  of  twenty-five 
thousand  dollars,  for  the  capture  and  destruction  of  the  British  brig  Peacock;  and  to 
Lieutenant  Elliott,  and  his  officers  and  companions,  or  their  widows  and  children,  the 
sum  of  twelve  thousand  dollars,  for  the  capture  and  destruction  of  the  British  brig 
Detroit;  and  that  the  sum  of  thirty-seven  thousand  dollars  be,  and  the  same  is  hereby, 
appropriated  to  the  purpose  aforesaid,  to  be  paid  out  of  any  money  in  the  treasury  not 
otherwise  appropriated. 

Approved  July  13,  1813. 


Resolution  relative  to  the  hrilliant  achievement  of  Lieutenants  Burrows  and  McCall. 

That  the  President  of  the  United  States  be  requested  to  present  to  the  nearest  male 
relative  of  Lieutenant  William  Burrows,  and  to  Lieutenant  Edward  R.  McCall,  of  the 
brig  Enterprise,  a  gold  medal,  with  suitable  emblems  and  devices ;  and  a  silver  medal, 
with  like  emblems  and  devices,  to  each  of  the  commissioned  officers  of  the  aforesaid 
vessel,  in  testimony  of  the  high  sense  entertained  by  Congress  of  the  gallantry  and 
good  conduct  of  the  officers  and  crew  in  the  conflict  with  the  British  sloop  Boxer,  on 
the  fourth  of  September,  in  the  year  eighteen  hundred  and  thirteen.  And  the  President 
is  also  requested  to  communicate  to  the  nearest  male  relative  of  Lieutenant  Burrows, 
the  deep  regret  whiA  Congress  feel  for  the  loss  of  that  valuable  officer,  who  died  in 
the  arms  of  victory,  nobly  contending  for  his  country's  rights  and  fame. 

Approved  January  6,  1814. 

Sesolutim  directing  a  sword  to  be  presented  to  the  nearest  male  relation  of  Midshipman 

John  Clabk. 

That  the  President  of  the  United  States  be  requested  to  present  a  sword  to  the 
nearest  male  relation  of  Midshipman  John  Clark,  who  was  slain  gallantly  combatting 
the  enemy  in  the  glorious  battle  gained  on  Lake  Erie,  under  the  command  ci  Captain 
Perry,  and  to  communicate  to  him  the  deep  regret  which  Congress  feels  for  the  loss  of 
that  brave  officer. 

Approved  February  19,  1814. 


Sesolutim  expresme  of  the  sense  of  Congress  of  the  gallant  conduct  of  Captain  Thomas 
Macdonough,  the  officers,  seamen,  marines,  and  infantry  serving  as  marines,  on  board  the 
United  States  squadron  on  Lahe  Champlain. 
That  the  thanks  of  Congress  be,  and  the  same  are  hereby,  presented  to  Captain 

Thomas  Macdonough,  and,  through  him,  to  the  officers,  petty  officers,  seamen,  marines 
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and  infantry  serving  as  marines,  attached  to  the  squadron  under  his  command,  for  the 
decisive  and  splendid  victory  gained  on  Lake  Champlain,  on  the  eleventh  oi  Septem- 
ber, in  the  year  one  thousand  eight  hundred  and  fourteen,  over  a  British  squadron  of 
superior  force. 

That  the  President  of  the  United  States  be  requested  to  cause  gold  medals  to  be 
struck,  emblemetical  of  the  action  between  the  two  squadrons,  and  to  present  them 
to  Captain  Macdonough  and  Captain  Robert  Henley,  and  also  to  Lieutenant  Stephen 
Cassin,  in  such  manner  as  may  be  most  honorable  to  them ;  and  that  the  President  be 
further  requested  to  present  a  silver  medal,  with  suitable  emblems  and  devices,  to  each 
of  the  commissioned  officers  of  the  navy  and  army  serving  on  board,  and  a  sword  to 
each  of  the  midshipmen  and  sailing-masters,  who  so  nobly  distinguished  themselves 
in  that  memorable  conflict. 

That  the  President  of  the  United  States  be  requested  to  present  a.  silver  medal,  with 
like  emblems  and  devices,  to  the  nearest  male  relative  of  Lieutenant  Peter  Gamble, 
-and  of  Lieutenant  John  Stansbury,  and  to  communicate  to  them  the  deep  regret 
which  Congress  feels  for  the  loss  of  those  gallant  men,  whose  names  ought  to  live  in  the 
recollection  and  affection  of  a  grateful  country. 

That  three  months'  pay  be  allowed,  exclusively  of  the  common  allowance,  to  all  the 
petty  officers,  seamen,  marines,  and  infantry  serving  as  marines,  who  so  gloriously 
supported  the  honor  of  the  American  flag  on  that  memorable  day. 

Approved  October  20,  1814. 


Resolutions  expressive  of  the  sense  of  Congress  of  the  gallant  conduct  of  Captain  Oliver  H 
Pjirky,  the  officers,  seamen,  marines,  and  infantry  acting  as  such,  on  hoard  his  squadron. 

That  the  thanks  of  Congress  be,  and  the  same  are  hereby,  presented  to  Captain 
Oliver  Hazard  Perry,  and  through  him  to  the  officers,  petty  officers  ^eamen,  marinoa. 
■and  infantry  serving  as  such,  attached  to  the  squadron  under  his  command,  for  the 
decisive  and  glorious  victory  gained  on  lake  Erie,  on  the  tenth  of  September,  in  the 
year  eighteen  hundred  and  thirteen,  over  a  British  squadron  of  superior  force. 

That  the  President  of  the  United  States  be  requested  to  cause  gold  medals  to  be 
Btruck,  emblematical  of  the  action  between  the  two  squadrons,  and  to  present  them  to 
Captain  Perry  and  Captain  Jesse  D.  Elliott,  in  such  manner  as  will  be  most  honorable 
to  them;  and  that  the  President  be  further  requested  to  present  a  silver  medal,  with 
suitable  emblems  and  devices,  to  each  of  the  commissioned  officers,  either  of  the  navy 
■or  army,  serving  on  board,  and  a  sword  to  each  of  the  midshipmen  and  sailing-masters 
who  so  nobly  distinguished  themselves  on  that  memorable  day. 

That  the  President  of  the  United  States  be  requested  to  present  a  silver  medal,  with 
like  emblems  and  devices,  to  the  nearest  male  relative  of  Lieutenant  John  Brooks,  of 
the  marines,  and  a  sword  to  the  nearest  male  relatives  of  Midshipman  Henry  Laub 
and  Thomas  Claxton,  Jr.,  and  to  communicate  to  them  the  deep  regret  which  Conn-ress 
feel  for  the  loss  of  those  gallant  men,  whose  names  ought  to  live  in  the  recollection 
and  aflfection  of  a  grateful  country,  and  whose  conduct  ought  to  be  regarded  as  an 
example  to  future  generations. 

That  three  months'  pay  be  allowed,  exolusively  of  the  common  allowance,  to  all  the 
petty  officers,  seamen  marines,  and  infantry  serving  as  such,  who  so  gloriously  sup- 
ported the  honor  of  the  American  flag,  under  the  orders  of  their  gallant  commander, 
on  that  signal  occasion.  ' 

Approved  January  6,  1814. 


Hesoluiion  relative  to  th^  brilliant  achievement  of  Captain  James  Lawrence,  in  the  captwre 
of  the  British  vessel  of  war,  the  Peacock. 

That  the  President  of  the  United  States  be  requested  to  present  to  the  nearest  mala 
relative  of  Captam  James  Lawrence,  a  gold  medal,  and  a  silver  medi.1  to  each  of^the 
commissioned  officers  who  served  under  him  in  the  sloop  of  war  Hornet  in  her  conflict 
with  the  British  vessel  of  war,  the  Peacock,  in  testimony  oflhe  Mgh  sekse  entertained 
by  Congress  of  the  gallantry  and  good  conduct  of  the  officers  and  crew  fn  the  caXrl 
of  that  vessel;  and  the  President  is  also  requested  to  communicate  to  The  nearest^relL^ 
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tive  of  Captain  Lawrence  the  sense  wliich  Congress  entertains  of  the  loss  which  the 
naval  service  of  the  United  States  has  since  sustained  in  the  death  of  that  distin- 
guished officer. 

Approned  January  11,  1814 


Resolutions  expressive  of  the  sense  of  Congress  relatiue  to   the  tnctory  of  the  Peacock  over 

tlie  Epervier. 

That  the  President  of  the  United  States  be  requested  to  present  to  Captain  Lewis 
Warrington,  of  the  sloop  of  war  Peacock,  a  gold  medal,  with  suitable  emblems  and 
devices,  and  a  silver  medal,  with  like  emblems  and  devices,  to  each  of  the  commis- 
sioned officers,  and  a  sword  to  each  of  the  midshipmen,  and  to  the  sailing-master,  of 
the  said  vessel,  in  testimony  of  the  high  sense  entertained  by  Congress  of  the  gallantry 
and  good  conduct  of  the  officers  and  crew,  in  the  action  with  the  British  brig  Epervier, 
on  the  twenty-ninth  day  of  April,  in  the  year  one  thousand  eight  hundred  and  fourteen, 
in  which  action  the  decisive  effect  and  great  superiority  of  the  American  gunnery  were 
so  signally  displayed. 

Approved  October  21, 1814. 


Mesolvtien  expressive  of  the  sense  of  Congress  relative  to  the  capture  of  the  British  shop 
Reindeer,  lyy  the  American  sloop   Wa^. 

That  the  President  of  the  United  States  be  requested  to  present  to  Captain  Johnston 
Blakely,  of  the  sloop  Wasp,  a  gold  medal,  with  suitable  devices,  and  a  silver  medal, 
with  like  devices,  to  each  of  the  commissioned  officers,  and  also  a  sword  to  each  of  the 
midshipmen,  and  the  sailing-master  of  the  aforesaid  vessel,  in  testimony  of  the  high 
sense  entertained  by  Congress  of  the  gallantry  and  good  conduct  of  the  officers  and 
crew,  in  the  action  with  the  British  sloop  of  war  Reindeer,  on  the  twenty-eighth  of 
June,  in  the  year  one  thousand  eight  hundred  and  fourteen,  in  which  action  determined 
bravery  and  cool  intrepidity,  in  nineteen  minutes  obtained  a  decisive  victory,  by 
boaTding. 

Approved  Novemler  3, 1814. 


Resolutions  expressive  of  the  high  sense  entertained  liy  Congress  of  the  gallantry  and  good 
conduct  of  Commodore  D.  T.  Pattekson,  and  Major  D.  Caemick,  and  of  the  officers, 
seamen,  and  marines,  under  their  command,  in  the  defence  of  New  Orleans. 

That  Congress  entertain  a  high  sense  of  the  valor  and  good  conduct  of  Commodore 
D.  T.  Patterson,  of  the  officers,  petty  officers,  and  seamen,  attached  to  his  command, 
for  their  prompt  and  efficient  co-operation  with  General  Jackson,  in  the  late  gallant 
and  successful  defence  of  the  city  of  New  Orleans,  when  assailed  by  a  poweiful  British 
force. 

That  Congress  entertain  a  high  sense  of  the  valor  and  good  conduct  of  Major  Daniel 
Carmick,  of  the  officers,  non-commissioned  officers,  and  marines,  under  his  command, 
in  the  defence  of  the  said  city  on  the  late  memorable  occasion. 

Approned  February  32,  1815. 


Resolution  requesting  the  President  to  present  medals  to  Captain  James  BrDDLE,  and  the 
officers  of  the  sloop  of  war  Hornet, 

That  the  President  of  the  United  States  be,  and  he  is  hereby,  requested  to  present 
to  Captain  James  Biddle,  of  the  sloop  of  war  Hornet,  a  gold  medal,  with  suitable  em- 
blems and  devices,  and  a  silver  medal,  with  suitable  emblems  and  devices,  to  each 
commissioned  officer  01  the  said  sloop  of  war,  in  testimony  of  the  high  sense  enter- 
tained by  Congress  of  the  gallantry,  good  conduct,  and  services,  of  Captain  Biddle,  his 
officers  and  crew,  in  capturing  the  British  sloop  of  war  Penguin,  after  a  brave  and 
skilful  combat. 

Approved  February  22, 1816. 
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Resolution  requesting  the  President  to  present  medals  to  Gaptain  Stiswakt  and  the  officers  of 

the  frigate  Constitution. 

That  the  President  of  the  United  States  be,  and  he  is  hereby,  requested  to  present  to 
Captain  Charles  Stewart,  of  the  frigate  Constitution,  a  gold  medal,  with  suitable  em- 
blems and  devices,  and  a  silver  medal,  with  suitable  emblems  and  devices,  to  each  com- 
missioned officer  of  the  said  frigate,  in  testimony  of  the  high  sense  entertained  by  Con- 
gress of  the  gallantry,  good  conduct,  and  services,  of  Captain  Stewart,  his  officers  and 
crew,  in  the  capture  of  the  British  vessels  of  war,  the  Cyane  and  the  Levant,  after  a 
brave  and  skilful  combat. 

Approved  February  33,  1816. 


An  act  rewarding  the  orficers  and  crew  of  the  sloop  of  war  Hornet,  for  the  capture  and  de- 
struction of  the  British  sloop  of  war  Penguin. 

That  the  President  of  the  United  States  be,  and  he  is  hereby,  authorized  to  have  dis- 
tributed, as  prize-money,  to  Captain  James  Biddle,  of  the  sloop  of  war  Hornet,  his  offi- 
cers and  crew,  the  sum  of  twenty-flve  thousand  dollars,  for  the  capture  and  destruction 
of  the  British  sloop  of  war  Penguin ;  and  that  the  sum  of  twenty-flve  thousand  dollars, 
out  of  any  money  in  the  treasury  not  otherwise  appropriated,  be,  and  the  same  is  here- 
by, appropriated  for  the  purpose  aforesaid. 

Approved  February  28,  1816. 


An  act  rewarding  the  officers  and  crew  of  the  Constitution  for  the  capture  of  the  British  shop 

of  war  Levant. 

That  the  President  of  the  United  States  be,  and  he  hereby  is,  authorized  to  have  dis- 
tributed, as  prize-money,  to  Captain  Charles  Stewart,  late  of  the  frigate  Constitution, 
his  officers  and  crew,  the  sum  of  twenty-five  thousand  dollars,  for  the  capture  of  the 
British  sloop  of  war  Levant;  and  that  the  sum  of  twenty -five  thousand  dollars,  out  of 
any  money  in  the  treasury  not  otherwise  appropriated,  be,  and  the  same  is  hereby,  ap- 
propriated for  the  purjjose  aforesaid. 

Approved  April  26,  1816. 


Resolution  expressive  of  the  sense  of  Congress  of  the  gallant  conduct  of  Lieutenant  Duncan, 

of  the  United  States  Navy. 

That  the  provisions  of  the  joint  resolutions  of  Congress,  passed  October  twenty, 
eighteen  hundred  and  fourteen,  entitled  "  Uesolutions  expressive  of  the  sense  of  Con- 
gress of  the  gallant  conduct  of  Captain  Thomas  Macdonough,  the  officers,  seamen,  and 
marines,  and  infantry  serving  as  marines,  on  board  of  the  United  States  squadron  on 
lake  Champlain,"  be  so  construed  and  extended  as  to  include  the  name  of  Silas  Dun- 
can, a  lieutenant  in  the  navy  of  the  United  States,  in  testimonv  of  the  sense  which  is 
entertained  by  both  Houses  of  Congress,  of  the  distinguished  gallantry  and  good  con- 
duct of  the  said  Lieutenant  Duncan,  in  an  action  with  the  enemy's  forces,  on  the  sixth 
of  September,  eighteen  hundred  and  fourteen,  on  the  same  lake. 

Approved  May  13,  1826. 


Joint  resolution  of  thanks  to  the  officers,  sailors  and  marines  of  m  United  States  Namy. 

That  the  thanks  of  Congress  are  due  and  are  hereby  tendered  to  the  officers  sailors 
and  marines  of  the  navy  of  the  United  States,  for  the  zeal  and  ability  with  which  their 
duty  durmg  the  late  war  with  Mexico,  and  especially  their  efficient  co-operation  with 
the  army  of  the  United  btates  in  the  capture  of  Vera  Cruz  and  the  Castle  of  San  Juan 
de  Ulloa,  was  performed. 

That  the  President  of  the  United  States  be  requested  to  cause  the  foregoing  resolu- 
tion to  be  communicated  to  the  officers,  sailors,  and  marines  of  the  Navy  ofthi  United 
tbtTPof.""  ^"°''  *''™^  ^^        ™^^  ^^^°^  ^®^'  calculated  to  give  effect  to  the  object 

Appruvtd  ATZgust  7,  1848. 
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^  joint  resolutim  directing  the  presentation  of  a  medal  to  Commander  Duncan  N.  Ingea- 


HAM. 


That  the  President  of  the  United  States  be,  and  he  is  hereby  requested,  to  cause  to 
be  made  a  medal,  with  suitable  devices,  and  presented  to  Commander  Duncan  N. 
Ingraham,  of  the  Navy  of  the  United  States,  as  a  testimonial  of  the  high  sense  enter- 
tamed  by  Congress  of  his  gallant  and  judicious  conduct  oil  the  second  of  July,  eight- 
een hundred  and  fifty-three,  in  extending  protection  to  Martin  Koszta,  by  rescuing  him 
from  illegal  seizure  and  imprisonment  on  board  the  Austrian  war-brig  Hussar. 

Approved  August  4,  1854. 


A  resolution  conferring  tlxe  rank  of  senior  flag-officer  on  the  active  service  list  of  the  United 
States  Navy  on  Captain  Charles  Stewart. 

That  the  President  of  the  United  States,  by  and  with  the  advice  and  consent  of  the 
Senate,  be,  and  he  is  hereby,  authorized  and  empowered  to  confer  on  Captain  Charles 
Stewart,_of  the  United  States  Navy,  in  recognition  of  his  distinguished  and  meritori- 
ous service,  the  commission  of  senior  flag  officer  of  the  United  States  Navy,  on  the 
active  service  list. 


Approved  March  2,  1859. 


A  resolution  giving  the  thanhs  of  Congress  to  the  officers,  soldiers,  and  seamen  of  the  Army 
and  Navy  for  their  gallantry  in  tJie  recent  Irilliant  victories  over  the  enemies  of  the  United 
States  and  tlte  Constitution. 

That  the  thanks  of  Congress  are  due  and  are  hereby  tendered,  to  the  officers,  sol- 
diers, and  seamen  of  the  Army  and  Navy  of  the  United  States,  for  the  heroic  gallantry, 
that  under  the  providence  of  Almighty  God,  has  won  the  recent  series  of  brilliant  vic- 
tories over  the  enemies  of  the  Union  and  the- Constitution. 

Approved  February  33,  1863. 


upoir  recommendation  op  the  president. 

A  resolution  tendering  the  thanks  of  Congress  to  Captain  Samuel  F.  DuPont,  and  offiters, 
petty  officers,  seamen,  and  marines  und^r  his  command,  for  the  victory  at  Port  Boyal. 

That  the  thanks  of  Congress  be,  and  they  are  hereby,  tendered  to  Captain  Samuel  F. 
DnPont,  and  through  him  to  the  officers,  petty  officers,  seamen,  and  marines  attached 
to  the  squadron  under  his  commnad,  for  the  decisive  and  splendid  victory  achieved  at 
Port  Royal  on  the  seventn  day  of  November  last. 

Approved  February  33,  1863. 


A  resolution  expressive  of  the  thanks  of  Congress  to  Captain  A.  H.  Foote,  of  the  United 
States  Navy  and  to  the  officers  and  men  under  his  command  in  the  western  flotilla. 

That  the  thanks  of  Congress  and  of  the  American  people  are  due,  and  are  hereby 
tendered  to  Captain  A.  H.  Foote  of  the  United  States  Navy,  and  to  the  officers  and  men 
of  the  western  flotilla  under  his  command,  for  the  great  gallantry  exhibited  liy  them 
in  the  attack  upon  Forts  Henry  and  Donelson,  for  their  efficienry  in  opening  the  Ten- 
nessee, Cumberland,  and  Mississippi  rivers  to  the  pursuits  of  lawful  commerce,  and  for 
their  unwavering  devotion  to  the  cause  of  the  country  in  the  midst  of  the  greatest 
difficulties  and  dangers. 

Approved  Ma/rch  19,  1863. 


A  resolution  expressive  of  the  thanks  of  Congress  to  Lieutenant  J.  L.  Worden,  of  the 
United  States  Navy,  and  to  tJie  officers  and  men  under  his  command  in  the  Monitor. 
That  the  thanks  of  Congress  and  of  the  American  people  are  due  and  are  hereby  ten- 
dered to  Lieutenant  John  L.  Worden,  of  the  United  States  Navy,  and  to  the  officers  and 
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men  of  the  iron-clad  gunboat  Monitor,  under  his  command,  for  the  skill  and  gallantry 
exhibited  by  them  in  the  late  remarkable  battle  between  the  Monitor  and  the  rebel 
iron-clad  steamer  Merrimac. 

Sec.  3.  Be  it  further  resohed,  That  the  President  of  the  United  States  be  requested 
to  cause  this  resolution  to  be  communicated  to  Lieutenant  Worden,  and  through  him 
to  the  officers  and  men  under  his  command 

Approved  July  11,  1863. 


UPON    BECOMMENDATION    OF    THE    PRESIDENT. 

A  resolution  of  thanks  to  Captain  David  G.  Pabragut,  of  the  United  States  Namy,  and  to 
the  officers  and  men  under  his  command. 

That  the  thanks  of  the  people  and  of  the  Congress  of  the  United  States  are  due  and 
are  hereoy  tendered  to  Captain  David  G.  Parragut,  of  the  United  States  Navy,  and  to 
the  officers  and  men  under  his  command,  composing  his  squadron  in  the  Gulf  of  Mex- 
ico, for  their  successful  operations  on  the  lower  Mississippi  river,  and  for  their  gallantry 
displayed  in  the  capture  of  Ports  Jackson  and  St.  Philip,  and  the  city  of  New  Orleans, 
and  in  the  destruction  of  the  enemy's  gunboats  and  armed  flotilla. 

Sec.  2.  And  ie  it  further  resohed,  That  the  Secretary  of  the  Navy  be  directed  to  com- 
municate this  resolution  to  Captain  Parragut,  and  through  him  to  the  officers  and  men 
under  his  command. 

Approved  July  11,  1863. 


UPON   RECOMMENDATION   OF  THE   PRESIDENT. 

A  resolution  tendering  the  thanks  of  Congress  to  Captain  Louis  M'  Goldsborough,  and 
officers,  petty  officers,  seamen,  and  marines  under  his  command,  for  the  victory  at  Roanoke 
Island. 

That  the  thanks  of  Congress  be,  and  they  are  hereby,  tendered  to  Captain  Louis  M. 
Goldsborough,  and  through  him  to  the  officers,  petty  officers,  seamen,  and  marines  at- 
tached to  the  squadron  under  his  command,  for  the  brilliant  and  decisive  victory 
achieved  at  Roanoke  Island  on  the  seventh,  eighth,  and  tenth  days  of  February  last. 

Apprrvoed  July  11,  1862. 


UPON   RECOMMENDATION   OF   THE   PRESIDENT. 

Joint  resolution  tendering  the  thanks  of  Congress  to  Captain  Andrew  H.  Foote,  of  the 

United  States  Navy. 

That  the  thanks  of  Congress  be,  and  the  same  are  hereby,  tendered  to  Captain 
Andrew  H.  Poote,  of  the  United  States  Navy,  for  his  eminent  services  and  gallantry  at 
Fort  Henry,  Port  Donelson,  and  Island  Number  Ten,  while  in  command  of  the  naval 
forces  of  the  United  States. 

Sec.  2.  That  the  President  of  the  United  States  be,  and  he  is  hereby,  requested  to 
transmit  a  certified  copy  of  the  foregoing  resolution  to  Captain  Poote. 

Approved  July  16.  1862. 


Joint  resolution  tendering  the  thanks  of  Congress  to  Commander  John  L.  Worden,  of  the 

United  States  Navy. 

That  in  pursuance  of  the  recommendation  of  the  President  of  the  United  States,  and 
to  enable  him  to  advance  Commander  John  L.  Worden  one  grade,  in  pursuance  of  the 
ninth  section  of  the  act  of  Congress  of  sixteenth  July,  eighteen  hundred  and  sixty-two, 
that  the  thanks  of  Congress  be,  and  they  are  hereby,  tendered  to  Commander  John  L. 
Worden  for  highly  distinguished  conduct  in  conflict  with  the  enemy  in  the  remarkable 
battle  between  the  United  States  iron-clad  steamer  Monitor,  under  his  command,  and 
the  rebel  iron-clad  frigate  Merrimac,  in  March,  eighteen  hundred  and  sixty-two. 

Approved  February  3, 1863. 
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Joint  resolution  tendei-ing  tJie  tkariks  of  Congress  to  Commodore  Chaeles  Henry  Davis, 
and  other  officers  of  the  Navy,  in  pursuance  of  the  recommeTidation  of  the  President  of  tlie 
United  States. 

That  th(?  thanks  of  Congress  be,  and  they  are  hereby,  given  to  the  following  officers 
(if  the  United  States  Navy,  upon  the  recommendation  of  the  President  of  the  United 
■•tates,  viz:  Commodore  Charles  Henry  Davis,  for  distinguished  services  in  conflict 
with  the  enemy  at  Fort  Pillow,  at  Memphis,  and  for  successful  operations  at  other 
points  in  the  waters  of  the  Mississippi  river;  Captain  John  A.  Dahlgren,  for  dis- 
tinguished service  in  the  line  of  his  profession,  improvements  in  ordnance,  and  zealous 
and  efficient  labors  in  the  ordnance  branch  of  the  service ;  Captain  Stephen  C.  Rowan, 
for  distinguished  services  in  the  waters  of  North  Carolina,  and  particularly  in  the 
capture  of  Newbern,  being  in  chief  command  of  the  naval  forces ;  Commander  David 
D.  Porter,  lor  the  bravery  and  skill  displayed  in  the  attack  on  the  post  of  Arkansas, 
which  surrendered  to  the  combined  military  and  naval  forces  on  the  tenth  of  January, 
eighteen  hundred  .and  sixty-three;  Rear  Admiral  Silas  H.  Stringhatu,  now  on  the 
retired,  list,  for  distinguished  services  in  the  capture  of  Forts  Hatteras  and  Clark ;  and 
that  a  copy  of  this  resolution  be  forwarded  to  each  of  the  above  officers  by  the 
President  of  the  United  States. 

Approved  Februwry  7,  1863. 


Joint  resolution  tendering  the  thanks  of  Congress  to  Caiptain  John  Rodgeks,  of  the  United 
States  Navy  for  eminent  skill  and  zeal  in  the  discharge  of  his  duties. 

That,  in  pursuance  of  the  recommendation  of  the  President  of  the  United  States,  and 
to  enable  him  to  advance  Captain  Rodgers  one  grade  in  pursuance  of  the  ninth  section 
of  the  act  of  Congress  of  sixteenth  July,  eighteen  hundred  and  sixty-two,  the  thanks 
of  Congress  be,  and  they  are  hereby,  tendered  to  Captain  John  Rodgers  for  the 
eminent  skill  and  gallantry  exhibited  by  him  in  the  engagement  with  the  rebel  armed 
iron-clad  steamer  "Fingal,"  alias  "Atlanta,"  whilst  in  command  of  the  United  States 
iron-clad  steamer  'Weehawken,"  which  led  to  her  capture  on  June  seventeenth, 
eighteen  hundred  and  sixty-three ;  and  also  for  the  zeal,  bravery,  and  general  good 
conduct  shown  by  ehis  officer  on  many  occasions. 

Approved  Decernier  23, 1863. 


A  resolution  of  thanlcs  of  Congress  to  Commodore  Cadwaiadee  Ringgold,  the  offiAxrs  and 
crew  of  the  United  States  ship"  SaMne.'''' 

That  the  thanks  of  Congress  are  hereby  tendered  to  Commodore  Ringgold,  the 
officers,  petty  officers,  and  men  of  the  United  States  ship  "  Sabine,"  for  the  daring  and 
skill  displayed  in  rescuing  the  crew  of  the  steam  transport  "  Governor,"  wrecked  in  a 
gale  on  the  iirst  day  of  November,  eighteen  hundred  and  sixty-nne,  having  on  board  a 
battalion  of  United  States  marines  imder  the  command  of  M:ijor  John  G.  Reynolds, 
and  in  the  search  for,  and  rescue  of,  the  United  States  line-of-battle  ship  "  Vermont," 
disabled  in  a  gale  upon  the  twenty-sixth  of  February  last,  with  her  crew  and  freight. 

Sec.  2.  That  the  Secretary  of  the  Navy  be  directed  to  communicate  the  foregoing 
resolution  to  Commodore  Ringgold,  and  through  him  to  the  officers  and  men  under 
his  command. 

Approved  March  7,  1864. 


Joint  Resolution  tendering  the  thanks  of  Congress  to  Admiral  Porter. 

That  the  thanks  of  Congress  be,  and  they  are  hereby,  tendered  to  Admiral  David  D. 
Porter,  commanding  the  Mississijipi  squadron,  for  the  eminent  skill,  endurance  and 
gallantry  exhibited  by  him  and  his  squadron,  in  co-operation  with  the  Army,  in  open- 
ing the  Mississippi  River. 

Approved  Apni  19,  1864. 
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A  resolution  tendering  the  tlianhs  of  Congress  to  Captain  John  A.  Winslow,  United  States 
Navy,  and  to  the  officers  and  inen  under  his  command,  on  hoard  the  United  States  steamer 
Kearsarge,  in  her  conflict  with  the  piratical  craft  the  Alabama,  in  compliance  with  the 
President's  recommmdation  to  Congress  of  th£  fifth  of  December,  eighteen  hundred  and 

sixty-four. 

That  the  thanks  of  Congress  are  due,  and  are  hereby  tendered,  to  Captain  John  A. 
Winslow,  of  the  United  States  Navy,  and  to  the  officers,  petty  officers,  seamen  and 
marines  of  the  United  States  steamer  Kearsarge,  for  the  skill  and  gallantry  exhibited 
by  him  and  the  officer,':  and  men  under  his  command  in  the  brilliant  action  on  the 
nineteenth  of  June,  eighteen  hundred  and  sixty-four,  between.that  ship  and  the  pirat- 
ical craft  Alabama,  a  vessel  superior  to  his  own  in  tonnage,  in  guns,  and  in  the  number 
of  her  crew. 

Approved  December  30, 1864. 

A  resolution  tendering  the  thanhs  of  Congress  to  Lieutenant  William  B.  CrsHiNG,  of  the 
United  States  Navy,  and  to  the  officers  and  men  who  assisted  him  in  his  gallant  and  peril- 
ous achievement  in  destroying  the  rebel  steamer  Allermarle,  in  compliance  with  the  Presi- 
dent's recom,7nendation  to  Congress  of  the  fifth  of  December,  eighteen  hundred  and  sixty- 
four. 

That  the  thanks  ot  Congress  are  due,  and  are  hereby  tendered,  to  Lieutenant 
William  B.  Gushing,  of  the  United  States  Navy,  and  to  the  officers  and  men  under  his 
command,  for  the  skill  and  gallantry  exhibited  by  them  in  the  destruction  of  the  rebel 
iron-clad  steamer  Albemarle,  at  Plymouth,  North  Carolina,  on  the  night  of  the  twenty- 
seventh  of  October,  eighteen  hundred  and  sixty-four- 

Approved  December  20,  1864. 


A  resolution  tendering  tlie  thanks  of  Congress  to  Sear-Admiral  Datid  D.  Pobtek,  and  to 
the  officers,  petty  officem,  seamen,  and  marines  under  his  command,  for  their  gallantry  and 
good  conduct  in  the  recent  capture  of  Port  Fisher. 

That  the  thanks  of  Congress  are  hereby  presented  to  Rear-Admiral  David  D.  Porter, 
and  to  the  officers,  petty  officers,  seamen,  and  marines  under  his  command,  for  the  un- 
surpassed gallantry  and  skill  exhibited  by  them  in  the  attacks  upon  Port  Fisher  and 
the  brilliant  and  decisive  victory  by  which  that  important  work  has  been  captured 
•from  the  rebel  forces  and  placed  in  the  possession  and  under  the  authority  of  the 
United  States,  and  for  their  long  and  faithful  services  and  unwavering  devotion  to  the 
cause  of  the  country  in  the  midst  of  the  greatest  difficulties  and  dangers. 

Sec.  2.  And  be  it  further  resolved.  That  the  President  of  the  United  States  be  requested 
to  communicate  this  resolution  to  Admiral  Porter,  and  through  him  to  the  officers,  sea- 
men, and  marines  under  his  command. 

Approved  January  24,  1865. 


A  resolution  tendering  the  thanhs  of  Congress  to  Vice-Admiral  David  G.  Faeeagtit,  o«i 
to  the  offkers,  petty  officers,  seamen,  and  marines  under  his  command,  for  their  gallantry 
and  good  conduct  in  the  action  in  Mobile  Bay  on  the  fifth  August,  1864. 

That  the  thanks  of  Congress  are  eminently  due,  and  are  hereby  tendered,  to  Vice- 
Admiral  David  G.  Farragut,  of  the  United  States  Navy,  and  to  the  officers,  petty  offi- 
cers, seamen,  and  marines  under  his  command,  for  the  unsui-passed  gallantry  and  skill 
exhibited  by  them  in  the  engagement  in  Mobile  Bay  on  the  fifth  day  of  August 
eighteen  hundred  and  sixty-four,  and  for  their  long  and  faithful  services  and  unwaver- 
ing devotion  to  the  cause  of  the  country  in  the  midst  of  the  greatest  difficulties  and 
dangers. 

Sec.  2.  That  the  President  of  the  United  States  be  requested  to  communicate  this 
resolution  to  \  ice-Admiral  Farragut,  and  that  the  Secretary  of  the  Navy  be  requested 
to  communicate  the  same  to  the  officers,  seamen,  and  marines  of  the  Navy  by  general 
order  of  his  department.  ° 

Approved  February  10,  1SC6. 


PROMOTIONS,  RETIREMENTS  AND   CASUALTIES 


SIXCE   JAXUARY   1,   1880. 


PR03I0TI0XS. 


Abbott,  John  S. 

Lieutenant,  27  July,  1881. 
Aniory,  E.  L,. 

Lieutenant-Commander,  23  Jan.,  1881. 
Arms,  layman. 

Master,  30  August,  1881. 
Angnr,  John  P.  J. 

Lieutenant,  10  January,  1881. 

Badger,  Oscar  C. 

Commodore,  15  November,  1881. 

Bates,  ]V.  li. 

Medical  Lispector,  15  July,  1881. 
Beanmont,  J.  C 

Rear- Admiral,  25  November,  1881. 
Benson,  William  S. 

Ensign,  7  August,  1881. 
Book,  6eorge  M. 

Lieutenant-Commander,  28  May,  1881. 

Bostwick,  F.  M. 

Ensign,  30  August,  1881 
Bowyer,  John  M. 

Master,  28  May,  1881. 
Bradford,  B.  F. 

Captain,  15  November,  1881. 
Bronangh,  William  N. 

Ensign,  7  August,  1881. 
Bnford,  M.  B. 

Lieutenant- Commander,  30  Aug.,  1881. 
Ball,  James  H. 

Lieutenant,  22  April,  1881. 
Bnrdick,  William  T,. 

Ensign,  27  July,  1881. 

Case,  Frank  B. 

Ensign,  15  November,  1881. 

Chapman,  James  H. 

Assistant  Paymastei-,  22  March,  1881. 


Chester,  C  II. 

Commander,  15  November,  1881. 
Clark,  Lewis. 

Commander,  29  March,  1881. 
Cochran,  George. 

Pay  Inspector,  30  August,  1881. 

Colwell,  John  C 

Master,  1  June,  1881. 
Constant,  W.  M. 

Ensign,  30  August,  1881. 
Conway,  W^illiam  C 

Lieutenant,  12  March,  1881. 

Cook,  F.  A. 

Commander.  1  October,  1881. 

Cooper,  <G>.  II. 

Rear-Ailmiral,  15  Kovember,  1881. 
Crosby,  Freeman  II. 

Lieutenant,  7  August,  1881. 

Bana,  W.  S. 

Commander,  7  August,  1881. 
Benfleld,  Oeorge  W. 

Ensign,  23  April,  1881. 
Dodd,  Arthur  W. 

Ensign,  29  March,  1881. 
Dombangh,  H.  M. 

Ensign,  1  October,  1881. 
Born,  Fdwin  J, 

Master,  7  August,  1881. 

Drury,  H.  E. 

Passed  Assistant  Paymaster,  9  March, 
1881. 
Dunn,  Berber  ®. 

Ensign,  13  March,  ISSl. 

Edes,  Benjamin  li. 

Lieutenant-Commandei-, 
188L 


April, 
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Einmoiis,  George  T. 

Master,  15  November,  1881. 

Fi8ke,  B.  A. 

Master,  3  February,  1881. 

Flj'iine,  Liucian. 

Master,  22  April,  1881. 

Franklin,  Samuel  B. 

Commodore,  28  May,  1881. 

Grant,  Albert  W. 

Ensign,  17  May,  1881. 

Halpine,  X.  J.  t.  T. 

Ensign,  1  October,  1881. 

Harris,  H.  T.  B. 

Paymaster,  18  July,  1881. 
Harrington,  P.  F. 

Commander,  28  May,  1881. 
Harrison,  H.  W. 

Ensign,  11  June,  1881. 
Heath,  Frank  B. 

Ensign,  28  May,  1881. 
Hilbnrn,  William, 

Lieutenant,  1-i  September,  1881. 
Hodges,  Benjamin  W. 

Ensign,  24  February,  1881. 

Hoff,  William  B. 

Commander,  7  August,  1881. 
Holmes,  Frank  H. 

Master,  24  February,  1881. 
Houston,  F.  S. 

Lieutenant-Commander,     29     March, 
1881. 
Hoxsey,  T.  D. 

Passed  Assistant  Paymaster,  18  Jan., 
1881. 
Hunker,  Jacob  J. 

Lieutenant,  15  November,  1881. 
Hutter,  George  E. 

Master,  27  July,  1881. 
Hntchins,  Hamilton. 

Master,  23  May,  1881. 

Ide,  George  F. 

Lieutenant-Commander,  1  Oct.,  1881. 
Impey,  B.  F. 

Lieutenant-Commander,  14  Sept.,  1881. 

JelTries,  Alfred. 

Ensign,  7  August,  1881. 
Jones,  George  W. 

Assistant  Paymaster,  18  March,  1881. 


Jouett,  li.  P. 

Lieutenant,  30  August,  1881. 

Krafft,  J.  C.  P.  de. 

Commodore,  1  October,  1881. 

liansdale,  Philip  V. 

Ensign,  1  June,  1881. 
Iieach,  Boy n ton. 

Lieutenant,  7  August,  1881. 
ILittlcfleld,  C.  W. 

Passed  Assistant  Paymaster,  14  July, 
1881. 
Liongnecker,  FdMin. 

Lieutenant  Commander,  7  Aug.,  1881. 

Lioomis,  J.  Porter. 

Paymaster,  30  August,  1881. 
Luce,  Stephen  B. 

Commodore,  25  November,  1881. 
Liudlow,  Nicoll. 

Commander,  14  September,  1881, 
F,ull,  F.  P. 

Captain,  14  September,  1881. 
Xiyman,  C.  H. 

Lieutenant,  11  June,  1881. 

Machette,  Henry  C 

Paymaster,  16  June,  1881. 
McCaulcy,  Fdward  Y. 

Commodore,  7  August,  1881. 
Slatthews,  F.  O. 

Captain,  7  August,  1881. 
Mead,  William  W. 

Lieutenant-Commander,     13     March, 
1881. 

Mentz,  George  W. 

Lieutenant,  25  November,  1881. 
Merriam,  G.  A. 

Lieutenant,  28  May,  1881. 
Milton,  John   B. 

Lieutenant,  30  August,  1881. 
Miller,  .fos.  IV. 

Captain,  28  May,  1881. 
Moore,  Andrew  M. 

Surgeon,  1  April,  1881. 

Nieolson,  John  O. 

Master,  1  October,  1881. 
Xicholson,  J.  W.  A. 

Rear-Admiral,  1  October,  1881., 
Woell,  York. 

Master,  25  November,  1881. 
Norton,  Charles  S. 

Captain,  1  Oetdl.cr.  1881. 
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IVostrand,  W.  H. 

f  Master,  7  August,  1881. 

Xye,  H.  C.  T. 

Lieutenant,  1  October,  1881. 

Oliver,  James  H. 

Ensign,  14  September,  1881. 

Parker,  James  P. 

Ensign,  10  January,  1881. 
Parker,  Joliii  F. 

Master,  17  May,  1881. 
Peacock,  David. 

Master,  14  September,  1881. 
Perry,  Thomas. 

Lieutenant-Commander,  35  Nov.,  1881. 
Peters,  George  H. 

Master,  10  January,  1881. 
Peterson,  Arthnr. 

Passed  Assistant  Paymaster,  1  Sept., 
1881. 
Pliythain,  R.  T.. 

Captain,  25  November,  1881. 

Ray,  W.  P. 

Lieutenant,  21  February,  1881. 

Reamey,  liazarns  I<. 

Lieutenant ,  2  February,  1881. 
Reich,  Henry  F. 

Master,  39  March,  1881. 
Reynolds,  Editin  Tt. 

Master,  1  October,  1881. 
Rooney,  William  R.  A« 

Master,  11  June,  1881. 
Ross,  John  W. 

Surgeon,  17  August,  1881. 
Rush,  William  R. 

Ensign,  35  November,  1881. 

Salter,  T.  «.  C. 

Lieutenant,  7  August,  1881. 


Schenck,  Casper. 

Pay  Director,  30  August,  1881. 
Scott,  Bernard  O. 

Master,  30  August,  1881. 
Selfridge,  Thomas  O. 

Captain,  34  February,  1881. 
Sicard,  Montgomery. 

Captain,  7  August,  1881. 
Smith,  Henry  R. 

Passed  Assistant  Paymaster,  6  Dec.,. 
1880. 
Spotts,  James  H. 

Rear-Admiral,  28  May,  1881. 
Stewart,  J.  W. 

Master,  13  March,  1881. 

Tanwell,  William  G. 

Surgeon,  15  July,  1881. 
Thomas,  F.  B. 

Lieutenant-Comm'Bnder,  7  Aug.,  1881- 
Toppan,  Francis  W^. 

Lieutenant,  29  March,  1881. 
Tyler,  H.  R. 

Ensign,  22  May,  1881. 

Tail,  A.  H. 

Lieutenant-Commander,  15  Nov.,  1881 . 

Wackenshaw,  H.  C. 

Ensign,  3  February,  1881. 
W^ales,  P.  S. 

Medical  Director,  14  October,  1881. 
Whitfield,  William  F. 

Master,  7  August,  1881. 
Winslow,  Francis. 

Lieutenant,  17  May,  1881. 

Wise,  William  C. 

Commander,  24  February,  1881. 
Wright,  A.  H. 

Commander,  35  November,  1881. 


RBTIRED  LIST. 


Carter,  S.  P. 

Commodore,  6  August,  1881. 

Cook,  T. 

11  October,  1881. 
Cutter,  George  E. 

Pay  Director,  Chief  Bureau  o-f  '"'•ovi- 
sions,  30  August,  1881. 

Davis,  George  Lieonard. 

Pay  Inspector,  17  January",  1881. 


Fairfax,  D.  McW. 

Rear-Admiral,  1  October,  1881. 

Fletcher,  Arthnr  H. 

Lieutenant. 

Howell,  J.  C. 

Rear-Admiral,  25  November,  1881. 

King,  J.  W. 

Chief  Engineer,  26  August,  1881, 
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liawton,  E. 

Chief  Engineer,  3  Marcli,  1881. 

jVictaoIson,  Somervill. 

Commodore,  22  January,  1880.  Re- 
stored to  Active  List  next  after  Com- 
modore C.  H.  Wells.  Retired  7 
April,  1881,  after  40  years  service. 

Rodgers,  C.  R.  P. 

Rear-Admiral,  15  November,  1881. 


Saflord,  I..  T. 

11  October,  1881. 
StCTeiis,  Thomas  H. 

Rear-Admiral,  37  May,  1881. 

Taylor,  William  E. 

Medical  Inspector,  14  January,  1881. 

Whiting,  W.  D. 

Captain,  7  August,  1881. 

Williams,  !>.  J. 

Medical  Director,  14  October,  1881. 


DECBASBD. 


Aston,  A. 

Chief  Engineer,  10  September,  1881. 

Breese,  K.  Randolph. 

Captain,  13  September,  1881. 
Browne,  Samnel  T. 

Paymaster,  15  June,  1881. 


Edes,  Benjamin  li. 

Lieutenant-Commander.  Killed  by  ex- 
plosion at  Newport,  R.  I.,  29  Aug., 

1881. 

GroTe,  Thomas  O, 

Lieutenant,  27  July,  1881. 


Honse,  Jerome  B. 

Lieutenant,  9  January,  1881. 
Hunter,  Henry  c 

Lieutenant,  10  June,  1881. 

Jones,  George  W. 

Assistant  Paymaster,  21  Jime,  1881. 

IiCiris,  Robert  F.  R. 

Captain,  23  February,  1881. 


Matthews,  E.  S. 

Surgeon,  16  August,  1881. 
McCrea,  Edward  P. 

Captain,  October,  1881. 
McDongal,  Charles  J. 

Commander,  28  March,  1881. 

Preston,  William  M. 

Passed  Assistant  Paymaster,  8  March, 

1881. 

Spalding,  iLyman  O. 

Lieutenant.    Killed  by  explosion  of  a 
torpedo  at  Nevyport,  R.  I.,  29  Aug., 
1881. 
Sprague,  J.  P. 

Chief  Engineer,  15  September,  1881. 
Stevens,  H.  H. 

Assistant  Engineer,  24  April,  1881. 

Terrell,  Thomas  C. 

Lieutenant,  16  May,  1881. 
Thomson,  Curtis  H. 

Passed  Assistant  Paymaster,  13  Jnly, 

1881. 

Whittakcr,  J.  W. 

Chief  Engineer,  9  March,  1881. 


RESIGNED. 


Bnrnett,  John  C. 

Passed  Assistant  Paymaster,  3  Aug., 
1881. 
Basbee,  Perrin. 

Master,  31  May,  1881. 

Deering,  Charles  W. 

Master,  21  May,  1881, 
Be  Blois,  Thomas  A. 

Lieutenant,  1  February,  1881. 


Gatewood,  R. 

Cadet  Engineer,  19  August,  1881. 

Michelson,  Albert  A. 

Master,  30  September,  1881. 

Shaw,  Samnel  F. 

Surgeon,  31  March,  1881. 
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MlOSHIPMEN.-io  June,  1881. 


Except  otherwise  stated. 


Bell,  Jobn  A. 
Blisli,  John  B. 

Calioon,  James  B. 
Chase,  Henry  S. 
Clements,  A.  B. 

Dougherty,  John  A. 
Drayton,  Percival  Ii. 

Garrett,  I^eigh  O. 
Garrett,  Iieroy  M. 
Gibhons,  John  H. 
Gibson,  Jobn. 
Gill,  William  A. 

H[ayden,  E.  E. 
Harlow,  Charles  B[. 
Hood,  Johii. 

Jnngen,  Charles  W. 

Kellogg,  F.  M. 


Iiopez.  Robert  F. 

Harsh,  C.  C. 
menifee,  Daniel  P. 
miner,  Randolph  H. 
]M:ndd,  John  A. 

Pnrcell,  John  Ii. 

Ripley,  Charles  S. 
Robinson,  Herbert  J. 

Schwerin,  Rennie  P. 
Sloan,  Robert  S. 
Snowden,  Thomas. 

Thom,  William  A. 
Tillman,  Edwin  H. 
Todd,  Wilson  L,. 

4  June,  1880,  to  take  position  next 
after  J.  J.  Knapp. 

Winterbalter,  Albert  G.^^' 

18  June,  1879,  to  take  position  next 
after  W.  G.  David. 


APPOINTED. 


Bennett,  F.  M. 

Assistant  Engineer,  10  June,  1881. 
Bevington,  M. 

Assistant  Engineer,  10  June,  1881. 

Bryan,  B.  C. 

Assistant  Engineer,  10  June,  1881. 

Bull,  G.  H. 

Assistant  Engineer,  20  June,  1880. 

Bntterworth,  James. 

Chief  Engineer,  10  March,  1881. 


Craig,  Thomas  C. 

Assistant  Surgeon,  9  July,  1881. 

Etiton,  W.  C. 

Passed  Assistant  Engineer,  22  March, 
1881. 
Edgar,  John  M. 

Assistant  Surgeon,  9  July,  1881. 

Griffln,  R.  S. 

Assistant  Engineer,  30  June,  1880. 


Canaga,  A.  B. 

Passed  Assistant  Engineer,  10  March,  .     »     ^ir 

„  ,,  ■.  1  Assistant  Engineer,  10  June,  1881. 

Carr,  C  A.  j 

Assistant  Engineer,  10  June,  1881. 

Cooley,  M.  E. 

Assistant    Engineer,  20  June,  1881. 


Isbester,  R.  T. 

Assistant  Engineer,  10  June,  1881. 
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Ivens,  TS.  K. 

Assistant  Engineer,  10  June,  1881. 

Jaggard,  W.  JX. 

Assistant  Surgeon,  9  .July,  1881. 

liCacli,  Philip. 

Assistant  Surgeon,  9  July,  1881. 

McCartney,  D.  P. 

Chief  Engineer,  37  August,  1881. 


Melville,  O.  IV. 

Chief  Engineer,  4  March,  1881. 

Spangler,  H.  W. 

Assistant  Engineer,  20  June,  1880. 

^Vbitaker,  Harry  W. 

Assistant  Surgeon,  9  July,  1881. 


THE  KAYY  OF  THE  UNITED  STATES. 


Condensed  Jrom  the  Xa^T  Kegistor  tor  1881,  and  the  Annual  Report  of   the  Secretary  of  the  Navy, 

December,  1881. 


There  were  in  the  service  in  1881,  65  naval  steam  vessels,  all  screw  propellers  except 
six,  besides  23  wooden  sailing  vessels,  21  iron-clad  vessels,  two  torpedo  boats  and  25 
tugs.  Total  139,  of  which  about  57  were  in  efficient  service.  The  number  of  guns  is 
1,033. 

The  active  list  of  the  navy  is  composed  of  1  admiral,  1  vice-admiral,  12  rear-admirals, 
25  commodores,  50  captains,  90  commanders,  80  lieutenant-commanders,  280  lieu- 
tenants, 100  masters,  100  ensigns,  82  midshipmen,  130  cadet-midshipmen,  and  143 
cadet-midshipmen  on  probation  at  the  Naval  Academy,  all  of  whom  are  officers  of  the 
line. 

Of  the  staff  there  are  1  surgeon-general,  15  medical  directors,  14  medical  inspectors, 
50  surgeons,  79  passed  assistant  surgeons,  10  assistant  surgeons,  1  paymaster-general, 
13  pay  directors,  12  pay  inspectors,  49  paymasters,  29  passed  assistant  paymasters,  19 
assistant  paymasters,  1  engineer- in-chief,  69  chief  engineers,  100  passed  assistant  engi- 
neers, 35  assistant  engineers,  73  cadet  engineers,  and  79  cadet  engineers  on  probation 
at  the  Naval  Academy;  24  chaplains,  12  professors  ot  mathematics,  1  secretary  for  the 
admiral,  and  1  for  the  vice-admiral ;  1  chief  constructor,  10  naval  constructors,  5  assist- 
ant constructors,  and  10  civil  engineers. 

The  warrant  officers  consist  of  51  boatswains,  55  gunners,  53  carpenters,  42  sail- 
makers,  and  41  mates. 

The  retired  list  is  composed  of  officers  of  the  line  as  follows ;  42  rear-admirals,  2U 
commodores,  12  captains,  10  commanders,  15  lieutenant-commanders,  8  lieutenants,  11 
masters,  5  ensigns,  3  midshipmen.  Staff  officers,  viz.:  22  medical  directors,  1  medical 
inspector,  2  surgeons,  5  passed  assistant  surgeons,  7  assistant  surgeons,  9  pay  directors, 
2  pay  inspectors,  3  paymasters,  2  passed  assistant  paymasters,  1  assistant  paymaster,  19 
chief  engineers,  19  passed  assistant  engineers,  24  assistant  engineers,  8  naval  con- 
structors, 8  chaplains,  7  professors  of  mathematics,  10  boatswains,  5  gunners,  13  car- 
penters, and  10  sailmakers. 

The  active  list  is  therefore  composed  of  1,103  officers  of  the  line,  693  officers  of  the 
staff,  and  242  warrant  officers — total  S,038  offlcer.s  of  all  grades. 

The  retired  list  is  composed  of  125  officers  of  the  line,  117  officers  of  the  staff,  38 
warrant  officers,  and  6  professors  of  mattiematics. 

There  were,  July,  1881,  in  the  service,  provided  for  by  the  Navy  Appropriation  Act 
for  the  fiscal  year  1882,  7,500  enlisted  men  and  boys. 

The  Marine  Corps  consists  of  77  officers  and  1,500  enlisted  men. 
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Admiral 

Vice-Admiral 

Rear-Admirals 

Commodores 

Captains 

Commanders 

Lieutenant-Commanders — 

First  four  years  after  date  of  commission... 

After  four  years  from  date  of  commission.. 
Lieutenants — 

First  five  years 

After  five  years 

Masters — 

First  five  years 

Alter  five  years 

Ensigns — 

First  Ave  years 

After  five  years 

Midshipmen 

<-.'adet-Mldshlpmen 

Elates.. 


Medical  and  Pay  Directors  and  Medical  and  PayLispectors  and  Chief 

Engineers,  having  the  same  ranli  at  sea 

Fleet  Surgeons,  Fleet  Paymasters,  and  Fleet  Engineers 

Surgeons,  Paymasters,  and  Chief  .iSiglneers— 

First  five  years  after  date  of  commission 

Second  five  years 

Third  five  years , 

Fourth  five  years 

After  twenty  years 

Passed  Assistant  Surgeons,  Passed  Assistant  Paymasters,  and  Past 
Assistant  Engineers — 

First  five  years  after  date  of  appointment 

After  Ave  years 

Assistant  Surgeons,  Assistant  Paymasters,  and  Assistant  Engineers- 
First  live  years  after  date  of  appointment 

After  live  years 

Chaplains — 

First  ilve  years 

After  five  years .'."..'.'.".!.".*!!].'."! 

Boatswains,  Gunners,  Carpenters  and  Sail-makers-^ 

Krst  three  years 

Second  three  years '.[.'.".'. 

Third  three  years ".,.'.".".!!.'.""!!!!!!!!". 

Fourth  three-years i!!'.!'.."!!!!!!!!!.' "."'.". 

After  twelve  years ]'' 

Cadet  Engineers  (after  examlnatloa) ".",[['..[...[.. ', 

Naval  Constructors —  

First  Ave  years 

Second  live  years "!!*.!!!!.",'! 

Third  five  years .'."i!!!!i!!,'.".".'. 

Fourth  five  years "!.'.*."'.!!!!!!!'.'.'.!],' 

After  twenty  years '.'.'.'.'.'.'.'."'.''.'. 

-AsslBtaut  Naval  Constructors —  

First  four  years 

Second  four  years !'.!*."."'.!'.!!.'."! 

After  eight  years ''""""''"''.'.'.'.'. 


$13,000 
9,000 
6,000 
6,000 
4,600 
8,600 

2,800 
3,000 

2,400 
2,600 

1,800 
2,000 

1,200 

1,400 

1,000 

600 

900 

4,400 
4,400 

2,800 
3,200 
8,600 
3,700 
4,200 


2,000 
2,200 

1,700 
1,900 

2,600 
2,800 

1,200 
1,300 
1,400 
1,600 
1,800 
1,000 


On  Shore 
Duty. 


$13,000 
8,000 
6,000 
4,000 
3,600 
3,000 

2,400 
2,600 

2,000 
2,200 

1,600 
1,700 

1,000 

1,200 

800 

500 

700 


On  Leave 

or  Waiting 

Orders. 


2,400 
2,800 
3,200 
3,600 
4,000 


1,800 
2,000 

1,400 
1,600 

2,000 
2,300 

900 
1,000 
1,300 
1,300 
1,600 

801) 

3,200 
3,400 
8,700 
4,000 
4,200 

2,000 
2,200 
2,600 


$13,000 
6,000 
4,000 
3,000 
2,800 
2,300 

2,000 
2,200 

1,600 
1,800 

1,200 
1.400 

80O 
1,000 
600 
600 
600 


2,000 
2,400 
2,600 
2,800 
8,000 


1,600 
1,700 

1,000 
1,200 

1,600 
1,900 

700 
800 
900 
1,000 
1,200 
600 

2,200 
2,400 
2,700 
0,000 
3,200 

1,600 
1,700 
1,900' 


Secretary  to  Admiral  and  Vice-Adralral $2,600 

Secretaries  to  Commanders  of  Squadrons 2^000 

Secretary  to  Naval  Academy , ]"„".'  1*830 

Clerks  to  Commanders  of  Squadrons  of  Vessels,'     '750 

First  Clerks  to  Commandants  of  Navy  Yards 1  500 

Second  Clerks  to  Commandants  of  Navy  Yards!  i'mo 

Clerk,  Mare  Island  Navy  Yard 1*800 

Clerk  to  Commandants  Naval  Stations'.'.'...!!!!."  "  1*500 


Clerks  to  Paymasters  at  Navy  Yards- 
Boston,  New  York,  Philadelphia  and  Wash- 

'°S'?'?---" $1,600 

Mare  Island j  jqj 

Kittery,  Norfolk  and  Pensacola.'!!!!!'!!!!!! 1*400 

At  other  Stations 1*300 

The  pay  of  Seamen  Is  $258,  and  of  ordinary 'seamen 
$210  per  annum. 


JmTl^T^"  "'■'^  ''"°''  *"  """"""^"^  ^'  '"  •=»*«  !>«■•  <l^y-    Tlie  navy  spirit  ration  was  totally  abolished 

...sfa7e?S°Tea"^0fTe?  wlTsVme^SpTor-  Se*'co^n7"  ^JF^''^™'  ^^  '^<^^  -«  ™"^-1 '-  -^ 
the  active  pay  of  the  same  rank,  or  ^oT^'^^^^kc^lZ^StST^^e^I^^t'l'oU^T.^^^  ''  ''  ^''  "'°'- '" 
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Colt's  Patent  Fire  Arms  Co.     W.  &  C.  Scott  &  Son. 
C.  G.  Bonehill  J.  P.  Clabroush  &  Bros  and  Parker 


'■iy^ 


BREECH  LOADIUG  QUITS, 

RELOADING  IMPLEMENTS  AND  GUN  GASES 


Liberal  Discount  made  to  Officers  of  the  Army  and  Navy. 


HARTLEY  &  GRAHAM, 
19  Maiden  Lane,  NEW  YORK. 


RAYMOLD  &  WHITLOCK. 

IMPORTERS  AND  MANUFACTURERS  OF 

MILITARY  EQUIPMENTS, 

KSIGITS  TEWimR,  1. 0. 0.  F.,  ENGIPENT,  M  PYTHUN  REGftLlllS. 
GOLD  AND  SILVER  FRINGES,  TASSELS,  LACES, 

EMBROIDERY.  BULLION,  FILE,  AND  CORDONNET, 
No.  89  WEST  14th  STREET,  NEW  YORK, 

le-'We  cordially  commend  the  above  eentlemen  to  tlie  trade  and  the  public. 

HARTLEY    &   GRAHAM. 


METALLIC  AMMIJMITIOM,       «l«  WADS,  Black  aiid  Pink  Kdge, 

EM  ANB  OEOTEAL  TOE,  ALL  SIZES.  QUAEAOTEEB  SUPEEIOE  TO  A»T  WPOETED. 

■  ITM  miilGE  cot  ill!, 


PRICE  LISTS  WITH  DISCOUNTS  TO  THE  JOBBIN(J  TRADE  OK  APPLICATION. 


PEKCUSSION  CAPS. 

F.  G.  TRIMMED   EDGE,  "W.  PROOF. 

P.  L.  GROUND   EDGE,  W.  PROOF,  FOIL  LINED, 

Equal  to  any  imported. 

D.  AV.  P.  GROUND   EDGE,  W.  PROOF,  CENTRAL   FIRE, 

Equal  to  any  imported. 

MUSKET,  PAPER  AND   TIN   BOXES. 

BERDAN,  OROUTT  AND    WESSON  PRIMERS. 
BULLET   BREECH   CAPS. 


PAPER   AJV»    BRASS    SHOT    SHEI^IiS. 

CELEBRATED  "U.  M.  O."    SIZES  8,  10,  12,  14,  16,  20.   CENTRAL  FIKBL 

BERDAN    SOLID  ANVIL. 

STURTEVANT  MOVABLE  ANVIL. 

BUFFINGTON,  MOVABLE    ANVIL. 

BERDAN  PRIMER. 
KEtNNEY'S  PATENT  INDENTATION  TO  PREVENT  "WADS  FROM  STARTING. 

HARTLEY  &  GRAHAM,  Agents, 


STEATEGOS: 


A   SERIES   OF 


AMERICAN   GAMES    OF  WAR, 

BASED  UPOK  MILITARY  PRINCIPLES  AND  DESIGNED  FOR  THE  ASSIST- 
ANCE BOTH  OF  BEGINNERS  AND  ADVANCED  STUDENTS  IN  PROSE- 
CUTING THE  WHOLE  STUDY  OP  TACTICS,  GRAND  TACTICS,  STRAT- 
EGY, MILITARY  HISTORY,  AND  THE  VARIOUS  OPERATIONS  OP 
WAR;  ILLUSTRATED  WITH  NUMEROUS  DIAGRAMS;  TO  WHICH  IS 
APPENDED  A  COLLECTION  OF  STUDIES  UPON  MILITARY  STATIS- 
TICS AS  APPLIED  TO  WAR  ON  FIELD  OR  MAP. 


CHARLES    A.    L.    TOTTEN, 

FIBST  LIEUTENANT,  FOURTH  UNITKD  STATES  ARTILLERY. 


The  tmdersigned  have  now  ready  '-The  American  Game  of  War  "  styled  ' '  Strategos," 
and  are  prepared  to  ship  the  same  to  such  as  desire  to  avail  themselves  of  an  invalua- 
ble assistance  in  military  study. 

The  outfit  of  tnen,  boards,  diagrams,  rules,  tables  and  a  very  numerous  miscellany  of 
utensils,  etc.,  connected  ■with  the  playing  of  the  several  independent  games  or  studies 
comprehended  under  the  general  title  of  Strategos,  is  very  extensive  and  complete,  and 
is  gotten  up  in  the  most  substantial  and  atti'active  manner,  and  its  various  uses  will 
appeal  to  the  wants  of  all  classes  of  military  men. 

To  THE  Geneeal  MrLiTAKY  PoBLic  thc  game  comes  as  a  universal  assistant,  an 
outfit  presenting  all  the  diversified  susceptibilities  of  the  tableau  and  the  panorama. 
It  will  lend  aid  in  all  kinds  of  military  "  object "  study,  and  prove  as  useful  to  the 
private  student  as  to  those  who,  at  large  posts  or  in  large  organizations,  can  aflford  to 
study  its  capacities  collectively. 

To  Pkofessors  of  Militaby  Scienoe  and  Tactics  at  various  national  colleges 
and  the  numerous  military  schools  throughout  our  country,  the  publishers  desire  par- 
ticularly to  recommend  this  outfit. 

Its  St/stem  of  gaTnes  was  the  result  of  study,  undertaken  while  the  inventor  was  yet  actively 
engaged  upon  the  duty  of  military  instruction,  at  the  Massachusetts  Agricultural  College, 
in  Amherst,  Mass.,  1875-78.  It  was  there  tested  in  many  of  its  applications  and 
methods,  and  its  merits  fully  established. 

Sblections  from  Report  op  the  Regitlar  Army  Board. — Speaking  of  the 
Tactical  Oame:  "It  is  the  opinion  of  the  Board  that  this  contrivance  furnishes  a  valua- 
ble adj  unct  to  the  volumes  of  tactics  in  th  e  instruction  of  officers  and  non-commissioned 
officers,  both  as  a  means  of  imparting  information  and  of  testing  proficiency."  Refer- 
ring to  the  Topographical  Blocks :  "  These  are  to  be  used  in  conjunction  with  others 
(tactical  side  up,)  to  illustrate  the  various  principles  of  Strategy,  afrordiug_  to  the  various 
text- books  and  authorities  upon  these  subjects  the  same  ready  illustration  that,  with 
their  tactical  face  up,  they  do  to  the  manuals  of  tactics." 

Of  the  '■'■Battle  Oame  "  the  Board  states :  "  While  this  game  presents  no  problems 
that  may  not  be  more  fully  considered  and  more  perfectly  solved,  by  the  use  of  the 
finer  appliances  and  more  elaborate  rules  of  the  '■Advanced  Oame^  its  simple  methods 
pxe  it  a  convenierux  which  may  secure  it  a  considerable  use.  It  furnishes,  at  the  least,  a 
diversion  of  a  highly  military  character,  well  calculated  to  stimulate  discussion  of  pro- 
iessional  questions" 


Of  the  '•Admncud  Game''''  this  Board  reports,  that  "its  rules  and  method  of  pro- 
cedure  are  in  general  like  those  of  the  European  Games;"  but  refemng  to  the  only 
English  translation  of  these,  it  goes  on  to  state  that  the  most  noteworthy  points  of 
difference  are : 

"  1st.  A  much  greater  fullness  and  explicitness  in  the  rules  for  the  guidance  of  the 
referee. 

"  2nd.  A  more  minute  analysis  of  the  conditions  of  actual  conflict;  a  more  accurate 
deternunation  of  the  ratios  representing  chances  of  success,  etc.;  a  more  elaborate  sys- 
tem of  tables. 

"3rd.  The  presentation  in  the  tables  not  only  of  material  for  decision  in  the  game, 

butalso  of  valuable  professional  information,  in  form  convenient  for  references  in  study. 

"  It  is  believed  that  each  of  these  differences  renders  the  game  better  in  itself  as  a 

means  of  instruction,  or  more  fitted  for  use  in  the  conditions  of  service  of  the  United 

States  Army." 

AUGUST  V.  KAUTZ,  Col.  8th  laft'y.  Brevet  Major  Gen.,  U.  S.  A. 
WM.  H.  FRENCH,  Col.  4th  Art'y  Brevet  Major  Gen.,  U.  S.  A. 
J.  C.  KELTON,  Lieut.  Col.  A.  A.  G.,  Brevet  Brig.  Gen.,  U.  8.  A. 
H.  S.  HASBROUCK,  Capt.  4th  Art'y,  Brevet  Major  U.  S.  A. 
J.  B.  CAMPBELL,  Capt.  4th  Art'y,  Brevet  Major,  U.  S.  A. 
CARL  F.  PALFREY,  1st  Lieut,  of  Engineers. 


PRICE  MST  OF  GAMEiS  AXD  MATERIA!,. 

No-  1.  Complete  Olltlit,  as  per  Text-boolc,  18,200  men  on  each  side, 

2  sets  of  instruments,  etc $60  00 

No.  3.  Complete  Outfit,  as  per  Text-book,  extra  fine,  rosewood  men, 

extra  instruments,  etc '7S  00 

No.  3.  Medium  (1-2)  sized  Outfit,  40,600  men  on  each  side,  1  set 

instruments,  etc 35  OO 

No.  4.  Medium  (1-3)  sized  Outfit,  extra  fine,  2  sets  of  instruments, 

etc 50  00 

No.  5.  The  Battle-Game-,  complete,  4  boards,  1  corps  on  a  side 35  OO 

No.  6.  The  Itattle'Oame,  small  (1-4)  size,  1  board,  1  division  on  a 

side 7  50 

No.  7.  The  Tactical  and  Topographical  Game,  complete...   10  00 

(Nos.  5  or  6  and  7  are  included  in  each  of  the  sets  numbered  1,  2,  3  and  4,  but  are 
■old  separately,  for  the  convenience  of  purchasers.  Each  set  contains  the  Text-books 
complete.) 

Text-Books,  complete  in  2  volumes $3  00 

For  prospectus  giving  full  particulars,  with  report  of  the  Regular  Army  Board, 
letters  of  recommendation,  etc.,  send  to  the  publishers, 

D.  APPtETON  «fe  CO.,  NEW  TORK. 
HARTtEY  A   GRAHAM,  NEW  YORK. 

Publishers  of  the  Game  Apparatus  and  Outfit,  Messrs.  Hartley  dz  Graham, 

Nos.  17  and  19  Maiden  Lane,  New  York  City. 

Of  the  Book  of  Rules,  Tables  and  Statistics,  (in  two  volnmes,)  Messrs.  D. 
Appletou  Oc  Co.,  Nos.  1,  3  and  5  Bond  Street,  New  York  City. 
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XiA.a?Esa?  A.3sriD  best. 


MANUPACTUEED  BY 


XKEARIfllN  ARBflS  GO. 

NEW   H^VEN^,    CONN. 

MAKERS  OF  THE 

Celebrated  Ballard  Rifles, 

"WITHOUT  QUESTION  THE  BEST  MAGAZINE  RIFLE  EVER 
PRODUCED. 

40  Cal.,  60  Grains  Powder,  280  Grains  I^ead.    43  €al.,  using 
'Ciovernnient  Cartridge. 

Send  for  Descriptive  I^ist. 

SGHOVKRLIIffG,  DAI«Y  &  GALES^ 

84:  and  86  CHAMBERS  STREET, 


A  Musket  Calibre  Gatling  Gun  is 
Mounted  on  a  Tripod.  This  Gun  fires 
over  one  thousand  shots  per  minute 
with  great  accuracy,  and  is  the  most 
rapid  firing  Gun  in  the  world.  It  is 
simple  in  construction  and  not  liable 
to  get  out  of  order. 

The  Gatling  is  also  mounted  on  Gun 
Carriages,  and  can  easily  be  trans- 
ferred to  the  rail  of  a  ship  or  bow  of 
a  small  boat. 

A]l  Calibres  from  0.42  inch  to  1.45 
inch  are  made. 

For  price  and  full  particulars. 
Address, 

GATLING  GUU  CO. 

MARTFORD,  CO^N.,  U.  S.  A. 


/'?• 


THE   SUN   FOR   1881 


Everybody  reads  The  Son.  In  the  editions  of  this  newspaper 
throughout  the  year  to  come  every  tody  will  find: 

I.  All  the  world's  news,  so  presented  that  the  reader  will  get  the 
greatest  amount  of  information  with  the  least  unprofitable  expenditure 
of  time  and  eyesight.  The  Sun  long  ago  discovered  the  golden  mean 
between  redundant  fullness  and  unsatisfactory  brevity. 

II.  Much  of  that  sort  of  news  which  depends  less  upon  its  recognized 
importance  than  upon  its  interest  to  mankind.  From  morning  to 
morning  The  Sun  prints  a  continued  story  of  the  lives  of  real  men 
and  women,  and  of  their  deeds,  plans,  loves,  hates,  and  troubles. 
This  story  is  more  varied  and  more  interesting  than  any  romance  that 
was  ever  devised. 

III.  Good  writing  in  every  column,  and  freshness,  originality,  accu- 
racy, and  decorum  in  the  treatment  of  every  subject. 

IV.  Honest  comment.  The  Sun's  habit  is  to  speak  out  fearlessly 
about  men  and  things. 

V.  Equal  candor  in  dealing  with  each  political  party,  and  equal 
readiness  to  commend  what  is  praiseworthy  or  to  rebuke  what  is  blam- 
able  in  Democrat  or  Republican. 

VI.  Absolute  independence  of  partisan  organizations,  but  unwaver- 
ing loyalty  to  true  democratic  principles.  The  Sun  believes  that  the 
Government  which  the  Constitution  gives  us  is  a  good  one  to  keep. 
Its  notion  of  duty  is  to  resist  to  its  utmost  power  the  efibrts  of  men  in 
the  Eepublican  party  to  set  up  another  form  of  government  in  place  of 
that  which  exists.  The  year  1881  and  the  years  immediately  following 
will  probably  decide  this  supremely  important  contest.  The  Sun  believes 
that  the  victory  will  be  with  the  people  as  against  the  Eings  for  mono- 
poly, the  Rings  for  plunder,  and  the  Rings  for  imperial  power. 

Our  terms  are  as  follows : 

For  the  Daily  Sun,  a  four-page  sheet  of  twenty-eight  columns,  the 
price  by  mail,  postpaid,  is  55  cents  a  iponth,  or  $6.50  a  year;  or,  includ- 
ing the  Sunday  paper,  an  eight-page  sheet  of  fifty-six  columns^  the  price 
is  65  cents  a  month,  or  $7.70  a  year,  postage  paid. 

The  Sunday  edition  of  The  Sun  is  also  furnished  separately  at  $1.20 
a  year,  postage  paid. 

The  price  of  The  Weekly  Sun,  eight  pages,  fifty-six  columns,  is  $1  a 
year,  postage  paid.  For  clubs  often  sending  $10  we  will  send  an  extra 
<x)py  free.  Address, 

I.  W.  ENGLAND, 
Publisher  of  The  Sun,  N'ew  Torh  City. 


SPORTSMEN'S  TELESCOPIC  TRUNK 

Made  of  solid  sole  leather,  with  heiiv.N  iron  triiiiic  iind  <-oriiers,  lockod' 
by  means  of  lock  buckles  on  stout  straps,  with  case  iusidt^  complete  to  fit 
any  gnu.  Tray  in  top  to  keep  lineu  from  other  clothiuj; ;  will  carry  shells 
and  outfit  for  extended  hunting  trip,  the  contents  being  always  held 
firmly  in  place  makes  ifc  a  splendid  Sportsmen's  and  Tourists'  Trunk. 
When  packed  to  fullest  capacity,  it  is  15  inches  high  by  15  inches  wide,, 
length  30  or  •iii  inches  as  ordered.        Price,  $25.00. 


'  Send  Stamp  for  New  Catalogue. 

A  full  Stock  of  Canvas  and  Leather  Goods  always  on  hand. 

THioiS/^sonsr  &  sozsrs, 

p.  0.  Box  1016.  301  Broadivay,  New  Yovk^ 


ESTABnSHKB    1848. 

General  Engraver, 

ALSO, 

ARTISTIC  DESIGNER  AND  EN&RAVER  ON  WOOD  DIES  AND  MEDALS, 

WELDING  NOTES,  CARDS,  BUILDINGS,  CRESTS,  COLLEGE  NOTES,  &c., 
MACHINERY.  PORTRAITS,  ILLUSTRATIONS  FOR  CATALOGUES.  &c. 

1*1  O  KT  O  (3- PI  .A.  Is/L  S  , 

ARMS,     CRESTS,    &c  ,     KXGRAVEU)     ON     STONE. 

182    BROADW^AY^ 

NEW    YORK. 


ACKER,  MERnmi  &  CONDIT, 


130  and  132  CHAMBERS  STREET, 


BROADWAY  andI42nd  STREET, 


67th  STREET  and  6th   AVENUE, 


IV  e:  ^w    "s^  o  JEi^  k: 


ACKER,  EDGAR  &  CO. 

YONKERS,  N.  Y. 


39  RUB  m  CHATEAUDU.\,  PARIS. 


I]M:I»CZ>DF8.TE!I^S     OIF* 


■  Jtti  -^k 


® 
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HAVANA  CIGARS, 


.A.3SriD 


ARMY  AND  NAVY  STORES. 


GRAND  HOTEL, 


BROADWAY,  CORNER  31st  STREET, 


ISTET^    YOUK, 


WIXHI]V   ONE  BI.OCK  OF   THE  ARMY   AWD  NAVY  CI<ITB. 


SPECIAL  RATES  TO  THE  ARMY  AND  NAVY. 


HENRY  MILFORD  SMITH, 


PMOPHIETOB. 


im 


One  Block  from  the  Army  and  Navy  Club, 

BROADWAY,  28th  and  29th  STREETS, 

Rates  Reduced. — Rooms  with  Board,  $2.50,  $3.00 
and  $3.50  per  day  Rooms  on  European  Plan,  $1.00  per 
day. 


MANUFACTURING  OPTICIAN 

41  UNION  SQUAEE,  BROADWAY  &  17th  ST. 
TV  e:  T^    ^sr  <:>  Bt  k:  . 

THE  LARGEST  AND   FINEST  STOCK   OF 

FIELD,  MARINE,  OPERA  AND  TOURISTS'  GLASSES 

d   THIS  COUNTRY. 
TELESCOPES,    3^.^rId^OSCOI»ES,    BA-KOAOrETEIlS, 

Pocket  Aneroid  Sarometers  for  Altitudes, 

Spectacles  and    Eye    Classes   Fitted  to  the    most    Pecniiar    Eye. 

Inspection  invited  and  correspondence  solicited.     Descriptive  Catalogue  by  enclosing 
stamp. 


:*  Mm  wmmm  m  ®©« 


uisrioN  SQUARE,  :net^  york, 

HDEP'OT     EOH 


AND 


mmmki  mmmnmm  m  ml  mmm. 

SOLE  HGENTS  IN  THE  DNITED  STSTES  EOB  THE  CELEBHSTEO 
Send  for  fuSI   Price   List  and   Illustrations. 


AUTHORIZED 


POST    SCHOOLS. 


The  following  Text  Books  have  been  prescribsd  by  the  War  Depart- 
ment— General  Order  No.  38 — for  use  in  the  Post  Schools  of  the  Army.. 

S(PEJTOE<BIA]T  CO(PY  (BOOKS, 

GHAfBTS  OF  WBITIJG  and 

THEO(BY  OF  (PFJTJdAJTSHKP, 

SWIJ^TOJ^'S  aEOG<BA(PHIES, 

BWIJTTOJT'S  00J7QEJTSEQ  ni8TG<BY 

OF  THE  UJ7ITEQ  STATES: 


*:^* Correspondence  with    reference  to  supplying    these  Books   will 
receive  prompt  attention. 


SON,  mmn  mm  &  co. 


PUBLISHERS, 
733  &  755  BBOADWAY,  NEW  YORK. 


REMINGTON'S 

MILITARY, 

SPORTING  and 

HUNTING 


SIMPLEST, 

MOST  EFFICIENT, 

INDESTRUCTIBLE 

Adopted  by  the  United  States  Oovernnicnt  in  tiie  Navy  and 
Frontier  Service. 

lO  Shots.    45  Cal..  70  Orain  Standard  Government  Cartridg:es. 

PRICES Carbine,   $22.    Frontier  Kifles,  $23.    Sporting  and 

Hunting  Rifles.  $27. 

Discount  to  the  Trade  only. 

Send  for  Catalogue  and  Price  Lists. 

E.  REMINGTON    &  SONS, 

IP.  o.  BOX  3994.)  ^^^  Broadway,  Neiv  York. 


SHANNON,   MILLER  &   CRANE, 

No.   46    jVCA-IDEIST    I.A.IS^E, 
NEW    YORK, 

Cork  and  Felt  Helmets, 

MILITARY   GOODS, 

EQUIPMENTS  FOR  OFFICERS  OF  ARMY,  NAYT  AND  NATIONAL  GUARD, 

SWORDS,  BELTS,  SHOULDER    STRAPS, 

Epaulettes,  Chapeaux,  Fatigue  and  Dress  Hats  and  Caps,  &iC. 

GOLD  AND  SILVER  TRIMMINGS,   LACES,   FRINGES.   &c. 
EST-A^BLISHEI^    1847' 

14:1    GRAND   STREET,  NEW  YORK, 

MANUFACTITEERS    OF  THE 

Sew  Replalion  Cork  and  Fell  Beimels, 

For  the  Army,  Navy  and  National  Guard, 

EPAULETTES,  SHOULDER  KNOTS  AND  SHOULDER  STRAPS, 

And  all  kinds  of  Equipments  for  the  Army  and  National  Guard 
of  the  various  States,  constantly  on  hand  and  made  to  order  at 
sliort  notice. 
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OtD,  PROSPEROUS,  SAFE,  I.ARGE, 

STJBOSTG,  PIJREI.T  MUTUAI.. 


THIRTY-FIVE  YEARS'  BUSIITESS  EXPERIEITCE. 


ASSETS, $39,000,000 

svBPiirs, 7,600,000 

45,000   POLICIES   IX   FORCE. 
$137,000,000   lASURAlVCE   I]V   FORCE, 


TEN     F^CTS 


1. — A  liarge  and  Strong  Company. 

The  New  Yoke  Lu-e  has  Age  and  the  Stability  which  age  and  success  brings. 
It  has  been  in  operation  over  thirty-five  years,  and  at  the  beginning  of  1 880  had  over 
45,000  policies  in  force,  covering  over  $127,000,000  in  insurance.  For  the  security  of 
these  policies  the  Company  held  nearly  $39,000,000,  being  $12-1.66  for  every  $100  of 
habilities  by  the  State  Standard. 

2. — A  Purely  Mutual  Company. 

The  New  Yokk  Life  is  one  of  the  few  purely  mutual  life  companies  in  this 

country,  a  company  owned  and  managed  by  the  policy  holders  themselves,  in  their 

own  interests,  with  no  stockholders  to  share  the  profits  or  interfere  in  the  manao-ement 

to  the  prejudice   of  the   insured.      It  affords  insurance  at  current  cost  with  absolute 

■  security. 

3. — A  liberal  and  Progressive  Company. 

The  New  Tobk  Life  in  \8Q0  originated  and  introduced  the  non-forfeiture  system,  of 
policies,  since  adopted,  in  part  or  in  some  form,  Ijy  every  life  Company.  It  anticipated 
the  New  York  State  Law  on  the  subject,  in  time  by  over  nineteen  years,  and  in  liberality 
to  the  insured  by  giving  more  than  the  law  requires. 

4. — A  Rapidly  Growing  Company. 

The  last  ten  years  include  the  six  years  of  depression  that  followed  the  panic  of 
1873;  yet  during  these  ten  years  the  increase  in  the  Company's  assets  has  been  nearly 
three-fold,  and  the  increase  in  surplus  and  interest  receipts  over  threefold.  During 
this  time  the  annual  disbursements  to  policy  holders  have  risen  from  $3,538,303  to 
$4,818,490,  and  have  aggregated  the  inconceivable  sum  of  forty  million  dollars 
($40,301,253.)  Its  interest  receipts  alone  have  been  upward  of  fifteen  millions  and 
have  more  than  paid  its  death  losses. 


5.— A  Solid  and  Vigorous  Company. 

The  New  York  Life  has  held  ita  business,  in  spite  of  the  "hard  times,"  better 
than  any  other  prominent  company.  The  falling  off  among  these,  from  the  highest 
point  reached  since  the  panic  of  1873,  has  been  nearly  twenty  per  cent,  on  an  average, 
both  of  income  and  insurance  in  force ;  while  in  the  New  York  Life  the  falling  off 
has  been  only  about  two  per  cent,  of  income,  and  less  than  one-half  of  one  per  cent,  of 
insurance  in  force. 

6.— A  Wide-Awalie  Company. 

The  New  York  Life  has  issued  over  140,000  policies,  insuring  over  $420,000,000. 
It  has  received  over  $85,000,000  in  premiums  and  nearly  $30,000,000  in  interest  and 
rents.  It  has  paid  over  l?-30,000,000  in  death  claims,  and  returned  over  $31,000,000  to 
living  policy  holders.  The  amount  of  its  present  assets,  plus  its  payments  to  policy  holders 
and  their  families,  exceeds  the  mm  received  from  them  ly  nearly  sis  riiillion  dollars. 

7.— A  Well  Managed  Company. 

Its  management  was  never  more  vigorous,  skillful  and  prudent  than  at  present 
Its  report  for  the  year  ending  January  1st,  1880,  shows  almost  unparalleled  prosperity— 
a  large  increase  in  assets;  a  large  increase  in  nurlus;  a  large  increase  in  premium 
receipts;  a  large  increase  in  interest  receipts;  a  Lirge  increase  in  policies  and  insur- 
ance, issued  and  in  force;  and  a  decrease  in  death  losses,  resulting  from  a  careful  selec- 
tion of  lives  and  consequent  low  mortality  rate. 

8. — A  Company  with  A  'So.  1  Securities. 

The  securities  of  the  New  York  Life  are  of  the  very  highest  order,  the  interetit 
on  which  is  collected  when  due.  The  entire  amount  of  its  uncollected  interest,  including 
the  amount  accrued  or  earned  but  not  yet  due,  upon  its  investments,  .lanuary  1st,  1880, 
was  but  $817,980.1].  This  was  only  about  eight-tenths  of  one  per  cent,  of  the  Company's 
entire  assets,  being  the  lowest  ratio  of  any  prominent  company  and  in  notable  contrast  with 
some.  At  the  date  above  given  its  bonds  and  stocks  were  worth  nearly  a  million 
dollars  more  than  cost. 

9. — A  Prudent  Company. 

In  estimating  its  liabilities,  the  Company  employs  the  severest  standard  used  in 
this  country.  Security  being  the  sine  qua  non  in  life  insurance,  the  New  York  Life 
calculates  its  reserve  fund  on  the  supposition  that  it  will  be  able  to  realize  in  future 
but  four  per  cent,  interest,  and  thus  keeps  this  fund  over  four  million  dollars  larger 
than  is  required  by  the  law  by  which  its  solvency  is  tested.  Hence,  no  unusual  losses, 
no  sudden  depression  in  the  prices  of  securities,  no  panic,  no  hard  times,  nor  all  of 
these  combined  can  so  reduce  its  surplus  as  seriously  to  embarrass  the  Company, 

10.— A  Good  Company  to  Insure  in. 

The  policies  of  the  New  York  Life  are  notable  for  their  freedom  from  vexatious 
restrictions;  the  customs  of  the  Company  with  respect  to  payment  of  premiums,  etc., 
are  plainly  stated,  and  efforts  are  made  to  encourage  and  to  enable  every  honest  pohcy 
holder  to  keep  up  his  policy;  in  the  settlement  of  claims  by  death  the  greatest  libe- 
rality consistent  with  justice  is  ever  shown,  as  the  grateful  acknowledgments  of  hun- 
dreds of  beneficiaries  abundantly  testify.  By  its  liberal  construction  of  the  policy 
contract  in  cases  that  might  have  been  resisted  on  technical  grounds  it  has  sained  the. 
reputation  of  being  " 

"A  Non-Contesting  Company." 

MORRIS  FRANKLIN,  President.  THEODORE  M.  BANTA,  Gashi^. 

WILLIAM   H.  BEERS,   Vice-President.  D.  O'DELL,  Sup't  of  Agencies. 

CHARLES  WRIGHT,  M.  D.  ) 

„„  >  Medical  Examiners. 

HENRY  TUCK.  M.  D.  \ 


TO  THS  TEACHERS  AHD  OFFICERS  AT  MILITARY  POSTS* 

THE    MOST    POPULAR    AND    SUCCESSFUL 


OF  THE  DAY,  ARE  PUBLISHED  BY 

1,  3  and  3  BOND  STBJEET,  NEW  YORK, 

AMOAG    TTHICH    ARE 

Appleton'S  New  Keaders — five  volumes.      The  Most  Popular  Series  ever  published. 

The  Model  Copy  Books— with  bliding  Copies. 
Quackenbos'  New  American  History. 

Quaekenbos'  Illustrated  Lessors  in  our  Language. 
Stickney's  lianguage  Lines. 
Krusi's  Drawin?  Series. 

Appleton  s  Systematic  Geographies. 
Appleton'S  Arithmetics. 

Harkness'  Latin  Series. 
And  hundreds  o£  others  for  all  grades  of  schools  and  every  department  of  study. 

■  Send  for  Circulars,  Price  Lists,  "  Educational  Notes,"  Catalogues,  etc 


RECENTLY    ISSUED: 

CHILD'S  BOOK  OP  LANGUAGE.    A  Graded  Series  of  Lessons  and  Blanks,  in 

Four  Numbers.     By  J.  H.  SiiCKNtY.     L  STOHIES  IN  PICTURES.     11.  STUDIES 

IN  ANIMALS,     in.   STUDIES  IN  PLANTS.     IV.    STUDIES  OF  WORDS.     The 

set,  for  examination,  25  cents  ;  Teachers'  e'dition,  25  cents. 
SALLARD'S  WORD-WRITER.  An  Exercise-Book,  designed  to  accompany  "Words, 

and  How  to  Put  Them  Together."    10  cents. 
SALLARD'S  PIECES  TO  SfEAS,  and  How  to  Speak  Them.    Parts  I  and  IL 

20  cents  each. 
PRIMARY  COPY-BOOKS.    Model  Series.    Six  Numbers,  with  Wakeman's  Sliding 

Copies.     For  examination,  6  cents  each. 
A  CLASS-BOOK  HISTORY  OP  ENGLAND,     Illustrated  with  numerous  Wood 

Cuts  and  Historical  Maps.    By  the  Rev.  David  Morris.     i2mo,  doth.     For  examina- 

tion,  75  cents. 

KBUSI'S  EASY  DRAWING  LESSONS,  for  Kindergarten  and  Primary 

Schools.    Three  Series,  12  Cards  each.     Sample  number,  10  cents. 
SCIENTIFIC  AGRICULTURE.    By  Professor  N.  T.  Lupton,  Vanderbilt  Univer- 
sity, Nashville,  Teniu     Sample  copy,  30  cents 
GREEK  FOR  BEGINNERS.    By  Kev.  Joseph  B.  Mayor,  M.  A,  Prof,  of  Classical 

Literature,  King's  College,  Ixmdon.     Edited  by  Prof.  E.  G.  CoY,  Phillips  Academy, 

Andover,  Mass.    Sample  copy,  75  cents. 
THE  PIRST  THREE  BOOKS  OP  HOMER'S  ILIAD.    With  Notes,  Critical 

and  Explanatory,  etc    By  Henry  Clark  Johnson,  A  M.,  IX.  B.,  late  Head  Master  of 

St  Paul's  (Cathedral)  School. 

NEARLY    READY: 

APPLETON'S  AMERICAN   STANDARD   GEOGRAPHIES.    Based  on  the 

Methods  of  Progressive  Educators,  and  giving  special  prominence  to  the  Industrial, 

Commercial,  and  Practical  Features.    Two  Books. 
LETTERS   AND  LESSONS  IN   LANGUAGE.    By  J.  H.  Stickney.    PartL 

Invention.     Part  IL  Conversation.    Part  III.  Literature. 
FIRST  SIX  BOOKS  OP  VIRGIL'S  iENEID.    With  Notes  and  Vocabulary.    By 

Professor  Frieze.  _    ,  ^  ^  „  .    .    . 

THE  ART  OP  SCHOOL  MANAGEMENT.    By  Professor  J.  Baldwin,  Pnnapal 

Missouri  State  Normal  School,  Kirksville,  Mo. 
APPLETON'S  SCHOOL  READING  CHARTS^  for  Primary  Instruction, 
THE  ORTHOEPIST :  A  Manual  of  Correct  Pronunciation  of  English, 
HISTORY  OF  GREECE,    By  T.  T.  Timayenis. 

D.   APPLETON   &   CO.,  Publishers, 

1.  3  and  a  Bond  Street,  HEW  YORK. 


BALTIMORE  &  OHIO  RAILROAD. 

The  "GEBAT  NATIONAL  EOUTE"  between 

BOSTON,  PHILADELPHIA,  RICHMOND, 

NEW   YORK,  BALTIMORE,  WASHINGTON, 

AND  ALL   POINTS 

£2.^87     .A-HTTi     SOXTTHBA-SO?, 

AND 

Cincinnati,  Zanesville,  Chicago,  Sandusky, 

Pittsburg,  Newark,  Defiance,  IndiPnapohs, 

Wheeling,  Columbus,  Mansfield,  St.  Louis, 

Louisville,  Kansas  City,         Omaha,  Milwaukee^ 

AND  ALL  POINTS 

W-fclST,    nsrOK-THA^TEST    AJlSnD    SOTJTH  \A/  JJST- 


THIS   DOUBLE-TRACKED   LINE, 

With  its  Steel  Rails  on  Ston    Ballast  Magnificent  Iron  Bridges,  Gorgeous  Mountain  Scenery,, 
Beautiful  Landscape  and  Picturesque  Views,  incomparably  the  finest  by  rail  in  the  world. 


NEW  AND  MAGNIFICENT  HOTELS  AND  SUMMER  RESORTS, 

At  convenient  distances.  Owned  and  Managed  by  the  Company,  are  replete  with  all  the  modern 
improvements  known  to  this  enlightened  age. 

JE@*Its  complete  equipment  with  all  the  modem  appliances  that  conduce  to  Spbed,  Safbtt  and 
GoMToaT,  are  characteristic  featnres  of  This  Fatobite  Houtb. 


This  is  the  ONLY  ROUTE  hetween  the  EAST  &  WEST, 

^®~BUIfirilfG  ITS  THBODGH  IBMM3  TEA  WASHINGIOK  CITY.-®^ 


Can  be  obtained  at  Offi^ea  of  the  Company,  as  below ; 

B08T0S.— No.  219  W  shington  Street. 

HEW  IOB&.— No.  315  Broadway.     Depot — Foot  if  Desbrosses  Street.     Depot— Foot  of  Court* 

landt  Street 
PHIIADEIPHIA.— Nos.  1100  and  838  Chestnut  Street.    Depoi^— P.,  W.  &  B.  R.  R.,  corner  of 

Broad  Street  and  Washingto;  Avei  ue 
BAITIMOBB.— No.  149  West  Baltimore  Street,  Sout;  east  comer  of  Calvert    Camden  Station— 

Howard,  Eutaw  and  Crcden  Streets. 
WASBINfilOlf.— Nos.  619  and  1351  Pennsylvania  Avenii  •.  opposite  Willard's.     Depot— New 

Jersey  Avenue  and  0  Street. 
BICBMOND.— No.  826  Main  Street.    Depot— E.  F.  &  P  R  R  ,  comer  Eighth  and  Byrd  Streets. 
CUlCAdO— No.83ClarkSt.    PalmerHouse.   Grand  Pacific  Hotel.    Depot — Exposition  Building. 
COI.IIMBUS.— Union  Depot. 

CIVrf N  N  ATI  —No.  173  Gibson  House,  Walnut  S'.     Grand  Hotel     Depot— Pearl  and  Plum  Sta. 
PITTSBURGD.— Smithfield  Street  and  Fifth  Avenne.     Depot— Grant  and  Water  Streets. 

And  at  Principal  Ticfeet  Offices  in  New  England,  the  Northwest,  West,  Southwest  and  South. 
WM.   M.   CLEMENTS.  L.  M.   COLE, 

Master  of  TramportMon.  General  Ticket  Agent. 


mm, 


BALTIMORE,  IMT  &  GERMAN  STS. 


^M 


The  Largest,  Latest  Built  m  Most  Conkenient  Hotel  in  the  City. 

Rates  $3  and  $2.50  per  Day,  according  to  Location  of  Room. 

.  PEWIIENT  BOARD  Bf  IBE  MONTH  AT  FROAA  M  UPWARDS. 

Special   Arrangements  wili  always  be  made  satisfactorily 
for  Families,  or  for  Parties,  by  Telegraph. 

DINNER  TICKETS  $8.00  PER  DOZEN. 


OfiBcers  of  the  Army  and  Xavy,  and  Marine  Corps,  may  always 
rely  upon  the  best  of  accomodations,  at  20  per  cent,  discount  on 
advertised  transient  rates,  and  the  undersigned  takes  the  liberty 
of  referring  to  his  personal  record  in  the  General  Army  Register 
as  the  best  evidence  that  Army  and  Navy  patronage  is  especially 
solicited,  and  will  be  properly  cared  for. 

F.  w.  cole:man, 

Manager. 


THE 


& 
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ANSON    &    DEELEY    ACTION, 

IS  THE  BEST  HiMERLESS  GUN  IN  THE  IHLD. 


I=K,  lOEJS. 

No.  1, 

.     Iioo.oo 

No.  3, 

$200.00 

No.  2, 

150.00 

No.  4, 

300.00 

.A-OESKTTSts 


SGHOVERLINa,  DALEY  &  &ALES, 


5^4  and  J^O  Oliambers  J!^ti*eet, 


rEW    YO'*tK« 


STRYKER  &  CO 


MANUFACTURERS  EXCLUSIVELY  OF 


iiynR!  CL 


m 


n 
ll 


AND  DEALERS  IN 


ALL  IDS  OF  EQUIPMENTS, 


431   BROOME  STREET. 


i<t:ei'W  ■2'OE/K:. 


RAYMOLD  &  WHITLOCK, 

39   West  14th  Street,  near  6th  Avenue, 


i>/iA.asrxjFA.C!TXJPiEi?,s    or    tub 

lew  Cork  \  Felt  Belmete 


MILITIRV  EQUIPMENTS 


FOR  THE 


ARMY,   NAVY  AND    NATIONAL    GUARD, 


Officers'  Trinmiings  of  Best  Quality  and  Style 
at  Reasonable  Prices. 


We  cordially  coiumend    the  above   firm   to  the    tradi 
and  public. 

HAETLEY   &   GRAHAM. 


WILLIAM   K.  BOYLE 


sTEA-oyr 


Book  m  Job  Priiter 

CORNER  BALTIMORE  &  ST.  PAUL  STS. 
BALTIMORE,   MD. 


All    kinds    of  work    eveoute«I    tritli    afouracy,   promptness 
and  dispatcb. 


SAMUEL  HUNT  &  SONS, 

MANUFACTURERS  AND  DEALERS  IN 


Y.  um 


cqq 
,  ..  ...DO, 

TRUNKS,  TRAVELIN&  BAGS,  &c. 
202  W.  BALTIMORE  ST. 

BAIiTIMOBE,    MD. 


Messbs.  CHARLES  SGRIBNER'S  SONS 

Have  mncll  pleasure  in  announcing  that  they  will  begin  in  October  the  publication 
of  a  work  which  they  believe  will  prove  the  most  important  of  recent  contributions 
to  American  History.    Under  the  general  title  of  the 

CAMPAIGNS   OF  THE   CIVII.   WAR, 

they  will  issue  a  series  of  volumes,  contributed  at  their  solicitation  by  a  number  of 
leading  actors  in  and  students  of  the  great  conflict  of  1861-'65,  with  a  view  to 
bringing  together,  for  the  first  time,  a  full  and  authoritative  military  history  of  the 
suppression  of  the  Rebellion. 

The  volumes  will  be  duodecimos  of  about  350  pages  each,  illustrated  by  maps 
and  plans  prepared  under  the  direction  of  the  authors.  They  will  appear,  as  far  as 
possible,  in  the  chronological  order  of  the  campaigns  of  which  they  treat;  and  by 
their  preliminary  and  concluding  chapters  will  be  so  far  connected  that  the  completed 
work  will  practically  cover  the  entire  field  of  the  war.  The  price  of  each  volume 
will  be  $1.00. 

The  following  volumes  are  now  ready,  or  far  advanced  in  preparation,  and  will 
appear  at  short  intervals : 

I.— The    Outbreak    of  Rebellion.      By  John  G.  Nicolay,  Esq.,  Private 

Secretary  to  President  Lincoln. 
II.— From    Fort    Henry  to    Corinth.     By  the  Hon.  M.  P.  Force,  late 

Brigadier-General  and  Bvt.  Maj.  Gen'l  U.  S.  V.,  etc.,  Treasurer  of  the  Society 

of  the  Army  of  the  Tennessee. 
Ill — The    Peninsula.      By  Alexander   S.   Webb,  Bvt.  Maj-  Gen.  TJ.  S.  A.; 

Assistant  Chief  of  Artillery,  Army  of  the  Potomac,   18o'l-'(i3;    afterward 

Chief  of  Staff,  Army  of  the  Potomac,  etc. 
IV — The  Army  under   Pope.     By  John  0.  Ropes,  Esq.,  of  the  Milliturv 

Society  of  Massachusetts,  etc. 
v.— The  Antietiiiu  and  Fredericksburg.     By  Francis  AYinthrop  Palfrey, 

late  Colonel  20th  Mass.  Inflmtry,  Bvt.  Brig.  Gen'l  U.  S.  V.,  etc. 
VI — ChancellorsTille   and    Gettysburg.       By  Abner  Doubleday,  Bvt. 

Major  Gen'l  II.  S.  A.  and  Major  Gen'l  U.  S.  V. 
VII — The  Army  of  the  Cumberland.     By  Henry  M.  Cist,  Brevet  Briga- 
dier Gen'l  U.  S.  V.;  A.  A.  G.  on  the  staff  of  Major  Gen'l  Ro&ccrans,  and  the 

staff  of  Miijor  Orii'l  Thomas;   Corresponding  Secretary  of  the  Society  of  the 

Army  of  the  Cumberland. 
IX — The  Campaign  of  Atlanta.     By  the  Hon.  Jacob  D.  Cox,  Ex-Governor 

of  Ohio;   late  Secretary  of  the  Interior  of  the  United  Slates;  Maior  General 

U.S.  v.,  etc.  •' 

X — Tlie  March  to   the  Sea.     Franklin   and   NashTille.     By  the 

Hon.  Jacob  D.  Cox.  •' 

XI.-The  Campaigns  of  Grant  in    Virginia.       By  Andrew  A.  Hum 

phreys.  Brigadier  General  and   Bvt.  Major-General   U.  8.  A;   late  Chief  of 

Engineers,  etc. 

Vol.  VIII,— The  Mississippi,  and  one  other  volume,  completing  the  series 
are  m  course  of  preparation,  and  their  contents  and  authors  will  be  announced 
in  a  short  time. 

WILL  BE  PUBLISHED  IN  OCTOBER,  VOLUMES  1  and  II, 

?rom  F?w*^  "^  Rebellion.   By  John  G.  Nicolay.   With  eight  maps.   $1.00. 
From  Fort  Henry  to  Corinth.    By  M.F.  Force.    With  eight  maps.    |l.O0. 

\*  These  books  will  be  for  sale  by  booksellers,  or  will  be  sent  prepaid,  upon 
receipt  of  price,  by  i        i     r 

CHARLES  SCRIBNER'S  SONS,  Nos.  743  and  745  BROADW/tY  NEW  YORE. 


LIST  OF  ADVERTISEMENTS. 


AMMmirmoN,  (Metallic,)  &c. 
Hartley  ifc  Graham,  JTew  York. 

Books,  itc. 

Ivison,   Blukeman,  Taylor  ifc    Co., 

Xew  York. 
D.  Appleton  &  Co.,  New  York. 
Hartley  &  Graham,  New  York. 
Scribner's  Sons,  New  York. 
T.  H.  S.  Hamersly,  Washington. 

CLOTHIifG,  (MeLITAKT.) 

Stryker  &  Co.,  New  York. 

EQrtPME>-r.S,   (JIlLITAST,)  &c. 

Kaymold  &  Whitlock,  New  York. 

Engkavek. 

A.  Demarest,  New  York. 

Games  of  Wae,  (Steategos.) 

D.  Appleton  &  Co.,  New  York. 
Hartley  &  Graham,  New  York. 

Guss,  (Beeech-Loading.) 

Hartley  &  Graham,  New  York. 

E.  Remington  &  Sons,  New  York. 
Schoverling,  Daly  &    Gales,    New 

York. 

Providence  Tool  Company,  Provi- 
dence, B.  I. 

Hammerless  Breach-Loading,  New 
York. 

Gatling  Gun  Co.,  Hartford,  Conn. 

Martini  Repeating  Rifle,  New 
York. 

Helmets,  (New  Coek  and  Felt.) 
Raymold  &  TMiitlock,  New  York. 
Shannon,  Miller  &  Crane,  New  York. 
Baker  &  McKenney,  New  York. 


Hotels. 

Sturtevant  House,  New  York. 
Carrollton  Hotel.  Baltimore. 
Grand  Hotel,  New  York. 
The  Ebbitt,  Washington,  D.  C. 

Insueance 

New  York  Life  Ins.  Co.,  New  York. 

MiLiXAKY  Goods,  &c. 

Raymold  &  Whitlock,  Kew  York. 
Shannon,  Jliller  &  Crane,  New  York. 

Music,  (Sheet,)  and  Instruments. 
Wm.  A.  Pond  &  Co.,  New  York. 

Newspapee. 

The  Sun,  New  York. 

Optician. 

H.  Waldstein,  New  York. 

Feinting,  (Book  and  Job.) 

William  K.  Boyle,  Baltimore. 

Railkoad. 

Baltimore  and  Ohio. 

Riples,  (Repeating.) 

E.  Remington  &  Sons,  New  York. 
Hartle    &  Graham,  New  York. 
Schoverling,  Daly  &  Gales,  New  York. 

Steategos. 

D.  Appleton  &  Co.,  New  York. 
Hartley  &  Graham,  New  York. 

Teunks,  ifcc. 

Thomson  &  Sons,  (Telescopic,)  New 

York. 
Samuel  Hunt  &  Sons,  (Harness,  &c.) 
Baltimore. 

WnSTES,   CiGAES,   &C. 

Acker,  Murrall  &  Co.,  New  Yor.k. 


